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PREFACE 



This book has been written as a comprehensive, self-explanatory reference hand- 
book for the benefit of all who have an interest in the design and application of radio 
receivers or audio amplifiers. Everything outside this field — televisioHj radio trans- 
mission, radar, industrial electronics, test equipment and so on—has been excluded 
to limit the book to a reasonable size. 

An effort has been made to produce a handbook which^ in its own sphere, is as self- 
contained as*^ possible. Extensive references to other sources of information have 
been included for the reader who might require additional detail. 

The success of the previous edition, of which over 280,000 copies have been sold 
throughout the world, encouraged Amalgamated Wireless Valve Company Pty. Ltd., 
to undertake the compilation of the present up-to-date edition which is more com- 
plete, great pains having been taken to fill in many of the gaps in the data published 
hitherto. This has involved a considerable amount of both experimental and an- 
alytical work by the editor and by engineers assisting in the project. Some original 
work, previously unpublished, has been included. 

Although the various chapters have been written by individual authors, all are truly 
the result of team work, each having been carefully and critically examined by several 
other engineers specializing in that particular field. In this way the accuracy of 
mathematical calculations and of individual statements was checked and re-checked 
to ensure that the reader would not be misinformed. 

I wish to express my grateful thanks to Mr. R, Lambie, Manager, Mr. D. M. 
Sutherland, Works Manager, and to the following collaborating engineers — 

J. E. Bailey, Dr, W. G. Baker, D. Bamett, J. D. G. Barrett, Dr. G. Builder, 
N. V. C. Cansick, W. N. Christiansen, Dr. E. R. Dalziel, K. G. Dean, H. L. 
Downing, J. Gilchrist, I. C Hansen, R. Herbert, F. HoHoway, I. Hood^, D. G. 
Lindsay, W. S. McGuire, E, J. Packer, J. Pritchard, R. J, Rawlings, B. Sandel, 
J. Stacey, R. D. Stewart, J. E. Telfer, R. Vine, E. Watkinson. 

I also wish to express my thanks to Mr. R. Ainsworth for his invaluable work in 
sub-editing and assistance in indexing and to Mr. R. H. Aston for compiling data. 

F. Langford- Smith 

Amalgamated Wireless Valve Company Pty. Ltd. 



NOTES 

References to valve types are to the prototype {e.g. 6J7) and include all equivalent 
types (e.g. 6J7-G, 6J7-GT etc.) unless otherwise indicated. 

If any errors are noted, please write to the Editor ^ Radiotron Designer's Handbook, 
Amalgamated Wireless Valve Co. Pty. Ltd.y 47 York Street, Sydney, Australia. 
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SECTION 1 : ELECTRICITY AND E2VUSSION 

The proper understanding of the radio valve in its various applications requires 
some knowledge of the characteristics of the electron and its companion bodies which 
make up the complete structure of atoms and molecules. 

All matter is composed of molecules which are the smallest particles preserving 
the individual characteristics of the substance. For example, water is made up of 
molecules that are bound together by the forces operating between them. Molecules 
are composed of atoms that are themselves made up of still smaller particles. Ac- 
cording to the usual simplified theory, which is sufficient for this purpose, atoms 
may be pictured as having a central nucleus around which rotate one or more electrons 
in much the same manner as the planets move around the sun. In the case of the 
atom, however, there are frequently several electrons in each orbit. The innermost 
orbit may have up to 2, the second orbit up to 8, the third orbit up to 18, the fourth 
orbit up to 32, with decreasing numbers in the outermost orbits (which on'y occur 
with elements of high " atomic numbers We do not know the precise shape 
and positions of the orbits and modem theory speaks of them as " energy levels " 
or " shells." The electrons forming the innermost shell are closely bound to the 
nucleus but the forces become progressively less in the outer shells. Moreover, 
the number of electrons in the outermost shell may be less than the maximum number 
that this shell is capable of accommodating. In this case, the substance would be 
chemically active ; examples of such are sodium and potassium. 

In a metal the various atoms are situated in close proximity to one another, so 
that the electrons in the outermost shells have forces acting upon them both from 
their " parent " nucleus and their near neighbour. Some electrons are free to move 
about throughout the substance and are, therefore, called " free electrons." If an 
electric potential is applied between two points in the metal, the number of electrons 
moving from the negative to the positive point will be greater than those moving in 
the opposite direction. This constitutes an electric current, since each electron 
carries an electric charge. The charge on the electron is defined as unit negative 
charge and the accepted direction of current flow is opposite to the net electron 
movement. 

1 
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It is interesting to note that the total current flow, equivalent to the total move- 
ments of all the free electrons, irrespective of their directions, is very much greater 
than that which occurs under any normal conditions of electric current flow. The 
directions of movement are such that the external effects of one are generally cancelled 
by those of another. Thus, in a metal, the oft-quoted picture of a flow of electrons 
from the negative to the positive terminal is only a partial truth and apt to be mis- 
leading. The velocity of the free electrons is very much less than that of the electric 
current being of the order of only a few centimetres per second. The electron 
current may be pictured as the, successive impacts between one electron and another 
in the direction of the current. In an insulator the number of free electrons is 
practically zero, so that electric conduction does not take place. In a partial insulator 
the number of free electrons is quite small. 

The nucleus is a very complex body, including one or more protons which may 
be combined with a number of neutrons*. The proton has a positive charge equal 
and opposite to the charge on an electron but its mass is very much greater than that 
of an electron. The simplest possible atom consists of one proton forming the nucleus 
with one electron in an orbit around it — this is the hydrogen atom. Helium consists 
of two protons and two neutrons in the nucleus, with two electrons rotating in orbits. 
The neutron has a mass slightly greater than that of a proton, but the neutron has 
no electric charge. An example of a more complicated atom is that of potassium 
which has 19 protons and 20 neutrons in the nudeus, thus having a positive charge 
of 19 units. The number of electrons in the orbits is 19, ±us giving zero charge 
for the atom as a whole, this being the normal condition of any atom. The common 
form of uranium has 92 protons and 146 neutrons in the nucleus, with 92 electrons 
rotating in orbits. 

Under normal circumstances no electrons leave the surface oi a substance since 
the forces of attraction towards the centre of the body are too great. As the tem- 
perature of the substance is raised, the velocity of the free electrons increases and 
eventually, at a temperature which varies from one substance to another, some of the 
free electrons leave tiie surface and may be attracted to a positive electrode in a vacuum. 
This phenomenon is known as thermionic emission since its emission takes place 
under the influence of heating. There are other types of emission such as photo 
emission that occur when the surface of the substance is influenced by light, or 
secondary emission when the surface is bombarded by electrons. 

The radio valve makes use of thermionic emission in conjunction with associated 
circuits for the ptu^jose of producing amplification or oscillation. The most common 
types of radio valves have hot cathodes, either in the form of a filament or an indirectiy- 
heated cathode. Many transmitting valves have filaments such as tungsten or 
thoriated-tungsten, but nearly all receiving valves have what is known as an oxide 
coated filament or cathode. The filament, or cathode sleeve, is usually made of 
nickel or an alloy containing a large percentage of nickel and this is coated with a 
mixture of barium and strontium carbonates that, during the manufacture of the 
valve, are turned into oxides. A valve having an oxide-coated cathode has a very 
high degree of emission as compared with other forms of emitters but requires very 
great care during manufacture since it is readily poisoned by certain impurities which 
may be present in the ca^ode itself or which may be driven out in the form of gas 
from the bulb or the other electrodes. 

Oxide-coated cathodes are generally operated at an average temperature of about 
1050° Kelvin (777° C) which looks a duU red. Temperatures much above 1100°K 
generally cause a short life, while those below 960 "'K are very susceptible to poisoning 
of the emission, and require careful attention to maintain a very high vacuum. 

The thermionic valve is normally operated with its anodef current considerably 
less than the maximum emission produced by its cathode. In the case of one having 
a pure tungsten filament no damage is done to the filament if all the electrons emitted 



*This is in accordance with the theory generally held at the time of writing ; it is, however, subject 
to later modification. 

tThe anode (also called the plate) is the positive electrode ; the cathode is the negative electrode. 
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are drawn away immediately to the anode. This is not so, however, with oxide coated 
cathodes and these, for a long life and satisfactory service^ require a total emission 
very much greater than that drawn under operating conditions. In such a case a 
cloud of electrons accimiulates a short distance from the surface of the cathode and 
supplies the electrons that go to the anode, This space charge as it is called, is 
like a reservoir of water that supplies varying requirements but is itself replenished 
at an average rate. The space charge forms a protection to the cathode coating against 
bombardment and high electrostatic fields, while it also limits the current which would 
otherwise be drawn by a positive voltage on the anode. If the electron emission 
from the cathode is insufficient to build up this " space charge," the cathode coating 
is called upon to supply high peak currents that may do permanent injury to the coat- 
ing and in extreme cases may even cause sputtering or arcing. 

In multi-grid valves, if one grid has a positive' potential and the next succeeding 
grid (proceeding from cathode to plate) has a negative potential, there tends to be 
formed an additional space charge. This outer space charge behaves as a source of 
electrons for the outer electrodes, and is known as a virtual cathode. 

An oxide-coated cathode^ operated under proper conditions^ is self-rejuvenating 
and may have an extremely long working life. The life is, therefore, largely governed 
by the excess emission over the peak current required in normal operation. 

A valve having a large cathode area and small cathode current may have, imder 
ideal conditions, a life of the order of 50000 hours, whereas one having extremely 
limited surface area^ such as a tiny battery valve, may have a working life of less than 
1000 hours. 

Under normal conditions a valve should be operated with its filament or heater 
at the recommended voltage ; in the case of an oxide coated valve it is possible to 
have fluctuations of the order of 10% up or down without seriously affecting the 
life or characteristics of the valve [see Chapter 3 Sect. l(iv)D]. The average voltage 
should, however, be maintained at the correct value. If the filament or cathode is 
operated continuously with a higher voltage than that recommended, some of the 
coating material is evaporated and permanently lost, thus reducing the life of the valve. 
Moreover, some of this vapour tends to deposit on the grid and give rise to what is 
known as grid emission when the grid itself emits electrons and draws current 
commonly known as negative grid current [for measurement see Chapter 3 Sect. 3 
(iv)A]. 

If the filament or heater is operated for long periods at reduced voltages, the effect 
is a reduction in emission, but no damage is generally done to the valve uijless the 
cathode currents are sufficient to exhaust the " space charge." Low cathode tem- 
perature is, therefore, permissible provided that the anode current is reduced in the 
proper proportion. 

During the working life of the valve, its emission usually increases over the early 
period, reaches a maximum at an age which varies from valve to valve and from one 
manufacturer to another, and then begins to fall. The user does not generally suffer 
any detriment until the emission is insufficient to provide peak currents without 
distortion. 

Tests for the measurement of the emission of an oxide-coated cathode are described 
in Chapter 3 Sect. 3(ii)f. 

If a slight amount of gas is present some of the electrons will collide with atoms 
of the gas and may knock off one or more electrons, which will serve to increase the 
anode current, leaving atoms deficient in electrons. These are known as positive 
ions since they carry a positive charge (brought about by the loss of electrons), and 
the process is known as ionization. The positive ions are attracted by the negative 
cathode, and being comparatively massive, they tend to bombard the cathode coating 
in spite of the protection formed by the space charge. 

Some types of reaifiers (e.g. 0Z4) have no heaters, and the oxide-coated cathode 
is initially heated by ion bombardment ; this flow of current is sufficient to raise the 
cathode temperature so as to enable it to emit electrons in the usual manner. The 
gas is an inert variety at reduced pressure. Although some types of gaseous thermionic 
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rectifiers will operate (once they have been thoroughly heated) without any filament 
or heater voltage^ this is likely to cause early failure through loss of emission. 

Most thermionic valves are vacuum types and operate imder a very high degree 
of vacuum. This is produced during manufacture by a combination of vacuum 
pumps and is made permanent by the flashing of a small amount of " getter " which 
remains in the bulb ready to combine with any impurities which may be driven off 
during life. Valves coming through on the production line are all tested for gas by 
measuring the negative grid current under operating conditions ; methods of testing 
are described in Chapter 3 Sect. 3(iv)Aj where some values of maximum negative 
grid current are also given. If a valve has been on the shelf for a long time, it fre- 
quently shows a higher gas current, but this may usually be reduced to normal by 
operating the valve imder normal conditions^ with a low resistance connection between 
grid and cathode, for a short period. When a valve is slightly gassy, it usually shows 
a blue glow (ionization) between cathode and anode. In extreme cases this may 
extend outside the ends of the electrodes^ but a valve in such condition should be 
regarded with suspicion and tested before being used in any equipment;, as it might 
do serious dannage. A slight crack may permit a very small amount of air to enter 
the bulb, giving rise to a pink/violet glow which may readily be identified by any one 
familiar with it ; this is a sign of immediate end of life. 

The anode current of a thermionic valve is not perfectiy steady, since it is brought 
about by a flow of electrons from the cathode. When a valve is followed by very 
high gain amplifiers, the rushing noise heard in the loudspeaker is partiy caused by 
the electrons in the valve, and partiy by a somewhat similar effect (referred to as the 
" thermal agitation " or " Johnson noise **) principally in the resistance in the grid 
circuit of the first valve — see Chapter 4 Sect. 9(i)l, and Chapter 18 Sect. 2(ii). This 
question of valve noise is dealt with in Chapter 18 Sect. 2(ii)c and Chapter 23 Sect. 6. 

Some valves show a fluorescence on the inside of the bulb, which may fluctuate 
when the valve is operating. This is perfectiy harmless and may be distinguished 
from blue glow by its position in the valve. In occasional cases fluorescence may also 
be observed on the surfaces of the mica supports inside the valve. 



SECTION 2 : THE COMPONENT PARTS OF RADIO VALVES 

(f) Filaments^ cathodes and heaters (ft) Grids (m) Piates (ro) Bulbs (v) Volt-- 
ages fdth valve operation. 

(i) Filaments, Cathodes and Heaters 

Cathodes are of two main types — directly heated and indirectly heated. Directiy- 
heated cathodes are in the form of filaments which consists of a core of wire through 
which the filament current is passed, the wire being coated with the usual emissive 
coating. Filaments are the most economical form of cathodes so far as concerns 
the power necessary to heat the cathode. They are, therefore, used in most applica- 
tions for operation firom batteries, particularly dry baneries, and for special applica- 
tions in which very quick heating is required. Filaments are also used in many 
types of power rectifiers and power triodes, where the special properties of the filament 
make it more suitable. 

Valves having filaments should preferably be moimted with the filament vertical, 
but if it is necessary to mount them horizontally, they should be arranged so that the 
plane of the filament of V or W shaped filaments is vertical ; this reduces the chance 
of the filament touching the grid. 

All filament-type valves having close spacing between filament and grid have a 
filament tension spring, usually mounted at the top of the valve. Some typical 
filament arrangements are indicated in Fig. 1 .1 where A shows a single " V " shape 
filament suspended by means of a top-hook at the apex, B shows a " W " shape with 
Vffo top hooks and C a single strand filament with tension spring as used in 1 *4 volt 
valves. 

* 
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Indirectly-heated cathodes consist of a cathode sleeve surrounding a heater. The 
cathode sleeve may have a variety of shapes, including round (D), elliptical (E) and 
rectangular (F) cross section- They are iisually fitted with a light ribbon tag for 
connection to the lead going to the base pin. 



FILAMENTS 




I -H CATHODES 



HEATERS 



G H 

FIG, I.I 



Fig. 1.1. AfBjC types of filaments ; D,EjF types of cathodes ; G, H types of 

heaters. 

In an indirectly-heated valve, the function of the heater is solely to heat the cathode. 
No emission should take place from the heater and the insulation between heater 
and cathode should be good. The heater is generally made of tungsten or a tungsten 
alloy wire coated witn a substance capable of providing the necessary insulation at 
high temperature, such as alundum. In all applications where hum is likely to be 
troublesome, the heater is preferably of the double helical type, as G in Fig. 1.1. 
Power valves and other types having eUiptical or rectangular cathode sleeves, often 
employ a folded heater as in H. These are not generally suitable for use in very low 
level amplifiers whether for radio or audio frequencies. 

(ii) Grids 

Grids are constructed of very fine wire wound around one, two or four side rods — 
two being by far the most common. Some valves have two, three, four or five grids 
inside one another, but all of these are similar in general form although different in 
dimensions. 

In the case of some grids it is necessary to take precautions to limit the grid tem- 
perature either to avoid grid emission, in the case of control grids, or ro limit the grid 
temperature to prevent the formation of gas, in the case of screen grids- These may, 
for bener heat radiation, be fined with copper side rods and blackened radiators either 
above or below the other electrodes. Grids are numbered in order from the cathode 
outwards, so that No. 1 grid will be the one closest to the cathode. No. 2 grid the one 
adjacent to it, and No. 3 the one further out again. 

(iii) Plates 

The plate of a receiving valve is the anode or positive electrode. It may be in one 
of a great number of shapes, dependent on the particular application of the valve. 
The plates of power valves and rectifiers are frequently blackened to increase their 
heat radiation and thereby reduce their temperature. 

(iv) Bulbs 

The inside surfaces of glass bulbs are frequently blackened. This has the effects 
of making them more or less conductive, thereby reducing the tendency to develop 
static charges, and reducing the tendency towards secondary emission from the bulb. 

(v) Voltages with valve operation 

All voltages in radio valves are taken with respect to the cathode, in the case of 
indirectly-heated valves, and the negative end of the filament with directly-heated 
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valves. The cathode is usiially earthed or is approximately at earth potential, so 
that this convention is easy to follow under normal conditions. In some caseSj as 
for example phase splitters or cathode followers, the cathode is at a potential con- 
siderably above earth and care should be taken to avoid errors. 

Some directly-heated valves may be operated with their filaments on a.c. supply, 
usually with the centre tap of the filament circuit treated as a cathode. In all such 
cases the valve data emphasize the fact that the filament is intended for operation 
on a.c. The plate characteristics are usually drawn with d,c, on the filament and 
these curves may be applied to a.c. operation by increasing the bias voltage by half 
the filament voltage. 

In cases where resistors or other impedances are connected between the positive 
electrodes and the supply voltages, the electrode voltages (e.g. ^j,, £^2) are the voltages 
existing between those electrodes and cathode under operating conditions. The 
supply voltages are distinguished by the symbols EbbfEee2 etc. See the list of symbols 
in Chapter 38 Sect. 6. 

For further information on valve operation see Chapter 3 Sect. 1 . 



(0 Diodes (») Triodes (Hi) Tetrodes (iv) Pentodes (v) Pentode power amplifiers 
\vi) Combined valves (vii) Pentagrid converters. 

(i) Diodes 

A diode is the simplest type of radio valve consisting of two electrodes only, the 
cathode and anode (or plate). The cathode may be either directly or indirectly 
heated and the valve may be either very small, as for a signal detector, large as for a 
power rectifier, or any intermediate size. One or two diodes are frequently used in 
combination with a triode or pentode a-f amplifier as the second detector in receivers ; 
in most of these cases, a common cathode is used. For some purposes it is necessary 
to have two diode units with separate cathodes, as in type 6H6. Amplifier types with 
three diodes, some with a common cathode and others with separate cathodes, have 



also been manufactured for special purposes. Fig. 1.2 shows the circuit of a diode 
valve in which battery A is used to heat the filament or heater, and battery B to apply 
a positive potential to the anode through the load resistor. The plate current is 
measiured by a milliammeter connected as shown, and the direction of current flow 
is from the positive end of battery B towards the anode, this being the opposite of the 
el<;ptron current flow. It should be noted that the negative end of battery B is re- 
turned to the negative end of battery A in accordance with the usual convention. It 
would be quite permissible to connea the negative end of the battery B to the positive 
end of battery A so as to get the benefit of the voltage A applied to the anode, but 
in this case, the total voltage applied to the anode would be A 4- B. If voltage^ of 
battery B is reversed, it will be noted that the plate current is zero, thus indicating 
the rectification that takes place in a diode. If an alternating voltage is applied, 
current will only flow during the half-cycles when the anode is positive. This is 
called a half-wave rectifier since it is only capable of rectifying one half of the cycle. 



SECTION 3 : TYPES OF RADIO VALVES 




Fig. 1.2. Fundamental circuit 
including diode^ A and B bat- 
teries and load resistor. 
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Full wave* rectifiers are manufaaured with two anodes and a common cathode and 
these are arranged in the circuit so that one diode conducts during one half-cycle 
and the other during the other half-cycle, 
(ii) Triodes 

A triode is a three electrode valve, the electrodes being the cathode, grid and anode 
(or plate). The grid serves to control the plate current flow, and if the grid is made 
sufficiently negative the plate current is reduced to zero. The voltage on the grid is 
controlled by battery C in Fig, 1.3, the other part of the circuit being as for the diode 
in Fig. 1.2. When the grid is negative with respect to the cathode, it does not draw 
appreciable current ; this is the normal condition as a class Ai amplifier. Although 
an indirectly heated cathode has been shown in this instance, a directly heated valve 
could equally well have been used. The heater in Fig. 1.3 may be supplied either 
from an a.c. or d.c. source, which should preferably be connected to the cathode or 
as close as possible to cathode potential. 

As the grid is made more negative, so the plate current is decreased and when the 
grid is made more positive the plate current is increased. A triode is, therefore, 
capable of converting a voltage change at the grid into a change of power in the load 
resistor. It may also be used as a voltage ampUfier or oscillator. 



Fig. 1.3. Fundamental circuit 
REsisTo R including indirectly-heated triode, 
B and C batteriesj and load 
resistor in plate circuit. 



FIG. t.3 




(iii) Tetrodes 

The capacitance between the grid and plate can be reduced by mounting an addi- 
tional electrode, generally called the screen or screen grid, between the grid and plate. 
The valve thus has four electrodes, hence the name tetrode. The function of the 
screen is to act as an electrostatic shield between grid and plate, thus reducing the 
grid-to-plate capacitance. The screen is conneaed to a positive potential (although 
less than that of the plate) in order to counteraa the blocking efFea which it would 
otherwise have on the plate current — see Fig. 1.4, Owing to the comparatively 
large spaces between the wires in the screen, most of the electrons from the cathode 
pass through the screen to the plate. So long as the plate voltage is higher than the 
screen voltage, the plate current depends primarily on the screen voltage and only 
to a slight extent on the plate voltage. This construction makes possible a much 
higher amplification than with a triode, and the lower grid-to-plate capacitance makes 
the high gain practicable at radio frequencies without instability. 



Fig, 1.4. Fundamental circuit 
including indirectly-heated tet- 
rode, B and C batteries, and 
load resistor in plate circuit. 




(iv) Pentodes 

Electrons striking the plate with sufficient velocities may dislodge other electrons 
and so cause what is known as '* secondary emission." In the case of tetrodes, when 

•These are sometimes called biphase half-wave rectifiers. 
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the plate voltage swings down to a low value under working conditions, the screen 
may be instantaneously at a higher positive potential than the plate, and hence the 
secondary electrons are attraaed to the screen. This has the effea of lowering the 
plate current over the region of low plate voltage and thus limits the permissible 
plate voltage swing. This effect is avoided when a suppressor is inserted between 
screen and plate. The suppressor is normally conneaed lo the cathode as in Fig. 1 .5. 
Owing to its negative potential with respect to the plate^ the suppressor retards the 
movements of secondary electrons and diverts them back to the plate. 

A valve with three grids is known as a pentode because it has five electrodes. Pen- 
todes are commonly used as radio frequency amplifiers and as power amplifiers. 
Pentode r-f amplifiers are of two main varieties, those having a sharp cut-off* charac- 
teristic and those having a remote cut-off*. Valves having sharp cut-off charac- 
teristics are generally used as audio frequency voltage amplifiers and anode bend 
detectors^ while remote cut-off valv«s are used as r-f and i-f amplifiers. The 



remote cut-off characteristic permits the application of automatic volume control 
with a minimum of distortion ; this subject is treated in detail in Chapter 27 Sect. 3. 

(v) Pentode power amplifiers 

Pentode power amplifiers are commonly used in receiving sets to produce a-f power 
outputs from about 1 wjtt up to about 5 watts. They differ from r-f amplifiers in 
that no particular precautions are made to provide screeningj and they are designed 
for handling higher plate currents and screen voltages. In principle, howeverj both 
types are identical and any r-f pentode may be used as a low-power a-f amplifier. 

Beam power valves with ** aligned " grids do not require a third grid to give 
characteristics resembling those of a power pentode ; a typical structure is shown in 
Fig. 1 .6. Some ** kinkless " tetrodes are also used as r-f and i-f amplifiers. All of 
these may be treated as being, in most respects, equivalent to pentodes. 

(vi) Combined valves 

Many combinations of valves have been made. Two triodes are frequently mounted 
in one envelope to form a " twin triode." One or more diodes are frequently com- 
bined with triodes and pentodes to form second deteaors. A combination of triode 
and pentode in one envelope is also fairly common, one application being as a fre- 
quency changer. Other combinations are triode-hexodes and triode-heptodes, all 
of which are primarily intended for use as frequency changers or " converters." In 
these, the triode grid is generally connected internally to No. 3 grid In the hexode or 
heptode to provide the necessary mixing of the oscillator and signal voltages. A 
hexode has four grids while the heptode has five, the outermost of which is a sup- 
pressor fimctioning in the same manner as in a pentode. 

In addition to this wide range of combinations, entirely dilTerent valves may be 
combined in one envelope to save space in very small receivers. This is a practice 
which appears to be dying out, particularly as the envelope size becomes smaller. 

(vii) Pentagrid converters 

Pentagrids are valves having 5 grids, so that they are really heptodes, but the name 
pentagrid appears to make a convenient distinction between valves in this group 

♦Sharp cut-off indicates that the plate-current characteristic is as straight as it can be made. A re- 
mote cut-off characteristic indicates that the plate current does not become zero until the grid voltage 

is made very much negative (usually over 30 volts). 




anode: 



0 



Fig. 1.5. Fundamental circuit 
including indirectly- heated pen-- 
tode, B and C batteries, and 
load resistor in plate circuity 
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aEaRON BEAM SHEETS FORMED BY GRID WIRES 

Fig. 1 .6. Internal structure of type 6£6 or 807 aligned grid beam power valve {diagram 

by courtesy of R,C.A,), 

(which do not normally require external oscillators) and those of the hexode or heptode 
"mixer " type which are used with separate oscillators. Pentagrid conveners are 
of two main groups, the first of these being the 6A8 type of construction which in- 
corporates an oscillator grid and oscillator anode (" anode grid ") as part of the main 
cathode stream. The other group comprises the 6SA7j 6BE6 and 1R5 type of con- 
struction which has no separate oscillator anode, the screen grid serving a dual pur- 
pose. The various types of pentagrid converters are described in detail in Chapter 25. 



SECTION 4 : MAXIMUM RATINGS AND TOLERANCES 

(i) Maximum ratings and their interpretation (it) Tolerances, 

(i) Maximum ratings and their interpretation 

Maximum ratings are of two types — the Absolute Maximum system and the Design 
Centre system. These are described in detail in Chapter 3 Sect. l(iv). 

(ii) Tolerances 

All valves are tested in the factory for a number of charaaeristics, these usually 
including plate current, screen current, negative grid current, mutual conductance, 
noise and microphony, as well as having to pass visual inspection tests for appearance. 
For methods of testing see Chapter 3. As with any other components such as re- 
sistors or capacitors, the characteristics can only be maintained within cenain toler- 
ances. For example, a resistor may be bought with a tolerance of plus or minus 
10% or 20% ; closer tolerances may be purchased at a higher price. 

The subject of tolerances in valve charaaeristics is covered in detail in Chapter 3 
Sea. 2(iii). 

Special care should be taken in the screen circuits of beam power amplifiers since 
in these the screen currents may vary from zero to twice the average figure. Any 



www.pmillett.com 



10 



MAXIMUM RATINGS AND TOLERANCES 



1.4 



screen voltage dropping resistor is undesirable with such valves and if the screen is 
required to be operated at a lower voltage than the plate, it should be supplied from 
a voltage divider having a bleed current of preferably 5 times the nominal screen 
current. Alternatively, the screen voltage should be determined for the extreme cases 
of zero and twice nominal screen current. 




Fig, 1 .7. Filament current versus 

filament voltage for a valve 

having a 1.4 volt 50 milliampere 
filament. 



FILAMENT VOLTS 

FIG. 1.7 

The heater voltage should be maintained at an average voltage equal to the recom- 
mended voltage, thus leaving a margin of plus or minus 10% for line fluctuations 
under normal conditions — see Chapter 3 Sect. l(iv)D. If any wider variation is 
required, this will involve decreased maximum grid circuit resistance for a higher 
heater voltage and decreased plate current for lower heater voltage. 



SECTION 5 : FILAMENT AND HEATER VOLTAGE/CURRENT 
CHARACTERISTICS 

A valve filament or heater operates at such a temperature that its resistance when 
hot is much greater than its resistance when cold. The current/voltage characteristic 
is curved and does not follow Ohm's Law. Two typical examples are Fig. 1.7 for 
a battery valve and Fig. 35.14 for an indirectly-heated valve. Approximate curves 
for general use, on a percentage basis, are given in Fig. 1 .8 including also dissipation 
in watts and temperature (Ref. 7). Filament and heater ratings are covered in Chapter 
3 Sect. 1. 

SECTION 6 : VALVE NUMBERING SYSTEMS 

Receiving valves having the American numbering follow two main systems. The 
first of these is the numerical system, which is the older, and the second the R.M.A. 
system. Originally various manufacturers produced the same valve under different 
type numbers such as 135, 235, 335, 435 etc. This was improved upon by dropping 
the first figure and using only the two latter figures, e.g. 35. 

All the more recent American releases follow the R.M.A. system (Ref. 8) of which 
a typical example is 6A8-GT, In this system the first figure indicates the approxi- 
mate filament or heater voltage — 6 indicates a voltage between 5*6 and 6-6 volts, 
while 5 indicates a voltage between 4-6 and 5*6 volts ; 1 indicates a voltage in excess 
of 0 and including 1 '6 volts, while 0 indicates a cold cathode. Lock-in types in the 
6'3 volt range are given the first figure 7 (this being the " nominal " voltage), but 
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the normal operating voltages remain at 6*3 volts. In the case of tapped filaments 
or heaters the first figure indicates the total voltage with both sections in series. 

The second symbol is a letter which is allotted in sequence commencing with A, 
except that I and O are not used ; rectifiers follow the sequence backwards com- 
mencing at Z. When all the single letters of a group are exhausted, the system then 
proceeds with two lettters commencing with AB ; combinations of identical letters 
are not normally used. The single-ended a.c. range has a first letter S while the second 
letter may be that of the nearest equivalent in the double-ended range — e.g. type 
6SK7 is the nearest single-ended equivalent to type 6K7. Another special case is the 
first letter L which is used for lock-in types in the battery range. 




75 80 90 too 1*0 tJO »» 

PER CENT OF BASIC VOLTAGE , . 



Fig. 1.8. Filament or heater current, dissipation and temperature plotted against 
filament or heater voltage, per cent (Ref, 7). 
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The final figure denotes the number of " useful elements " brought out to an 
external connection. 

The envelope of a metal valve, the metal base of a lock-in valve, and internal shield- 
ing having its separate and exclusive terminal(s) are counted as useful elements, 
A filament or heater counts as one useful element, except that a tapped filament or 
heater of two or more sections of unequal rated section voltages or currents counts 
as two useful elements. An octal-based glass valve having n useful elements exclusive 
of those connected to Pin No. 1 is counted as having n + 1 useful elements. Elements 
connected to terminals identified as " internal connection, do not use " do not count 
as useful elements. Combinations of one or more elements connected to the same 
terminal or terminals are counted as one useful element. For example a directly 
heated triode with a non-octal base is denoted by 3 ; an indirectly-heated triode, 
with a non-octal base is designated by 4 ; a directly-heated tetrode with a non-octal 
base is designated by 4. A pentode with the suppressor internally connected to 
filament or cathode is numbered as a tetrode. A metal envelope or octal-based glass 
triode with an indirectly-heated cathode is designated by 5, a tetrode (or pentode with 
the suppressor internally connected) by 6, and a triode-hexode converter usually by 8. 

The suffix after the hyphen denotes the type of construction used. In general, 
metal valves^ lock-in types and miniature types have no siaffixes, but octal-based glass 
valves types are given the suffix G for the larger glass bulb or GT for the smaller 
parallel-sided T9 bulb. The letter M indicates a metal-coated glass envelope and 
octal base. X indicates a " low loss " base composed of material having a loss factor 
of 0 035 maximum (determination of loss factor to be in accordance with ASTM 
Designation D-150-41T). The letter Y indicates an intermediate-loss base com- 
posed of material having a loss factor of 0-1 maximum. The letter W indicates 
a military type. The letters, A,B,C,D,E and F assigned in that order indicate a 
later and modified version which can be substituted for any previous version but not 
vice versa. 
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SECTION 1 : VALVE COEFFICIENTS 

(Otherwise known as Constants, Parameters or Factors) 

The triode or multigrid radio valve is a device which allows, under certain operating 
conditions, an amplified replica of a voltage applied between grid and cathode to 
appear across an impedance placed between plate and cathode. 

A valve, in itself, does not provide amplification of the applied grid-to-cathode 
voltage. The amplified voltage across the load impedance is due to the action of 
the valve in controlling the power available from the power supply. The amount 
of power which can be so controlled is determined by the operating conditions and 
the characteristics of the valve and of its associated circuits. 

The maximum voltage amplification which a valve is capable of giving under ideal 
conditions is called the amplification factor, generally designated by the Greek symbol 
fi (mu). This is not truly constant under all conditions (except for an imaginary 
" ideal valve ") and varies slightly with grid bias and plate voltage in the case of a 
triode, and is very far from being constant with most multi-electrode valves. 

The ampUflcatioii factor (n) is the ratio of the incremental* change in plate 
voltage to the incremental change in control grid voltage in the opposite direction, 
under the conditions that the plate current remains unchanged, and all other electrode 
voltages are maintained constant. 

There are two other principal Valve Coefficients, known as the mutual conductance 
and the plate resistance (or anode resistance), the values of these also being somewhat 
dependent upon the applied voltages, 

*An incTcmeiital change of voltage applied to an electrode may be uken as indicating a change eo 
small iliat the curvature of the characteristics may be neglected. For the mathematical treatment of 
raic of change, sec Chapter 6 Sect. 7(i) and (ii). For treatment of valve coetfidents as partial diffcrentisls 
see Chapter 2 Sect. 9(ix). 

13 
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The mutual conductance (or grid-plate transconductance) is the incremental 
change in plate current divided by the incremental change in the control-grid voltage 
producing it, under the condition that all other voltages remain unchanged. 

The plate resistancef is the incremental change in plate voltage divided by the 
incremental change in plate current which it produces, the other voltages remaining 
constant. 

There is a relationship between these three principal valve coefficients, which is 
exact provided that all have been measured at the same operating point, 

orrp = — . 

The calculation of these " valve coefficients " from the characteristic curves is 
given in Section 2 of this Chapter, while their direct measurement is described in 
Chapter 3 Sect. 3. The mathematical derivation of these coefficients and their 
relationship tp one another are given in Section 9 of this Chapter, as is also the repre- 
sentation of valve coefficients in the form of partial differentials. 

The reciprocals of two of these coefficients are occasionally used — 

- = D where D is called the Durchgriff (or Penetration Factor) and which 

may be expressed as a percentage. 
~ where gj, is called the Plate Conductance (see also below). 

Other valve coefficients are described below 

The Mu-Factor, of which the amplification factor is a special case, is the ratio 
of the incremental change in any one electrode voltage to the incremental change in 
any other electrode voltage, under the conditions that a specified current remains 
unchanged and that all other electrode voltages are maintained constant. Examples 
are 

The Conductance (g) is the incremental change in current to any electrode divided 
by the incremental change in voltage to the same electrode, all other voltages remain- 
ing unchanged. 

Examples are grid conductance (f plate conductance (gp). 

Transconductance is the incremental change in current to any electrode divided 
by the incremental change in voltage to another electrode, under the condition that 
all other voltages remain imchanged. A special case is the grid-plate transconductance 
which is known as the mutual conductance. Another example is the plate-grid 
transconductance (f „). 

Conversion transconductance (5^) is associated with mixer (frequency changing) 
valves, and is the incremental change in intermediate-frequency plate current divided 
by the incremental change in radio-frequency signal-grid voltage producing it. 

The Resistance (r) of any electrode is the reciprocal of the conductance ; for 
example plate resistance is the reciprocal of plate conductance, 

Perveance (G) is the relation between the space-charge-limited cathode current 
and the three-halves power of the anode voltage. It is independent of the electrode 
voltages and currents, so long as the three-halves law holds : 

The measurement of perveance is covered in Chapter 3 Sect. 3(vi)E, 

tThis is strictly the " variational plate resistance " and must be distinguished from the d.c. plate 
resistance. 
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SECTION 2 : CHARACTERISTIC CURVES 



(t) Plate characteristics {ii) Mutual characteristics (iii) Grid current characteristics 
{iv) Suppressor characteristics (v) Constant current curves (vi) " G ** curves (vii) 
Drift of characteristics duritig life (viii) Effect of heater-voltage variation. 

It is convenient to set down the measured characteristics of a valve in the form of 
ciirves. These are thus a record of the actual currents which flow in a given valve 
when the specified voltages are applied. 

The curves published by the valve manufacturers are those of an " average " valve, 
and any one valve may differ from them within the limits of the manufacturing toler- 
ances. 



The method of measuriog^c plate and grid currents of a triode valve is shown in 
Fig. 2.1 in which a tapping on the grid bias battery is returned to the cathode so as 
to permit either positive or negative voltages to be connected to the grid. The grid 
microammeter and voltmeter should be of the centre-zero type, or provision made 
for reversal of polarity. For more elaborate testing see Chapter 3 Sect. 3. 

(i) Plate characteristics 

The Plate Characteristic may be drawn by maintaining the grid at some constant 
voluge, varying the plate voltage step-by-step from zero up to the maximum available, 
and noting the plate current for each step of plate voluge. These readings may then 
be plotted on graph paper with the plate voltage horizontal and plate current vertical. 
This procedure may be repeated for other values of grid voltage to complete the Plate 
Charaaeristic Family, 

The Plate Characteristic Family for a typical triode is shown in Fig. 2.2. It 
is assumed that the plate voltage has been selected as 180 volts, and the grid bias 
—4 volts. By drawing a vertical line from 180 volts on the axis (point K), the 
quiescent operating point Q will be determined by its intersection with the 

Ec — — 4 " curve. By referring Q to the vertical scale (/&) the plate current is 
found to be 6mA. The plate resistance at the point Q is found by drawing a tangent 
(EF) to the curve for = —4 so that it touches the curve at Q. 

The plate resistance (r^,) at the point Q is then EK in volts (65) divided by QK 
in amperes (6 mA = 0.006 A) or 10 800 ohms. 

The amplification factor ( fi) is the change of plate voluge divided by the change 
of grid voltage for constant plate current. Line CD is drawn horizontally through Q, 
and represents a line of constant plate current. Points C and D represent grid volt- 
ages of —2 and —6, and correspond to plate voltages of 142 and 218 respectively. 
The value of ^t* is therefore (218 — 142) plate volts divided by a change of 4 grid 
volts, this being 76/4 or 19. 

The mutual conductance {g^n) is the change of plate current divided by the change 

of grid voltage for constant plate voltage. Line AB, which is drawn vertically through 

Q, represents constant plate voltage. Point A corresponds to 9.6 mA, while point B 

corresponds to 2.6 mA, giving a difference of 7 mA. Since points A and B also 

differ by 4 volts grid bias, the mutual conductance* is 7 mA divided by 4 volts, which 

is 1.75 mA/volt or 1750 micromhos. 

*The value so determined is noc exactly the value which would be obtained with a very small swing, 
but is sufficiently accurate for most practical purposes. 




Fig, 2.1. Method of measuring the 
plate and grid currents of a triode 
valve. 
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The plate characteristics of a pentode for one fixed screen voltage are shown 
in Fig. 2.3. Owing to the high plate resistance of a pentode the slope of the portion 
of the curves above the " knee " is frequently so flat that it is necessary to draw ex- 
tended tangents to the ciirves as at A, B and Q. A horizontal line may be drawn 
through Q to intersect the tangents at A and B at points C and D. As with a triode, 
points A and B are vertically above and below Q. The mutual conductance is AB 
(4. 1 mA) divided by 4 volts change of grid bias, that is 1 .025 mA/ V or 1025 micromhos. 
The amplification factor is the change of plate voltage (CD = 447 volts) divided by 
the change of grid voltage (4 volts) or 111.7. The plate resistance is EK/QK, i.e. 
180/0.001 65 or 109 000 ohms. 

The plate characteristics of a beam tetrode are somewhat similar to those 
of a pentode except that the " knee " tends to be more pronounced at high values 
of plate current. 

The plate characteristics of a screen-grid or tetrode are in the upper portion 
similar to a pentode, but the " knee " occurs at a plate voltage slightly greater than 
the screen voltage and operation below the " knee " is normally inadvisable due to 
instability. 

The plate and screen characteristics of a pentode are shown in Fig. 2.4, 
from which it will be seen that the total cathode (plate + screen) current for any 
fixed grid bias is nearly constant, except at low plate voltages, and that the plate 
current increases at the expense of the screen, and vice versa. A pentode is frequently 
described as a " constant-current device," but the plate current is not so nearly con- 
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scant as the combination of plate and screen currentSj with fixed grid bias and screen 
voltage. 

(ii) Mutual characteristicsf 

The Mutual Characteristics may be drawn by maintaining the plate voltage con- 
stant, and varying the grid from the extreme negative to the extreme positive voltage 
desired. For any particular plate voltage, there is a negative grid voltage at which 
the plate current becomes zero ; this is called the point of plate current cut-off, and 
any increase of grid voltage in the negative direaion has no effect on ±e plate current, 
which remains zero. If the mutual characteristic were perfectly straight, the point 
of plate current cut-off would be at a grid voltage of E^/ yi. ; in reality, it occurs at 
a point slightly more negative, owing to the curved foot of the characteristic. 

150 

CATHODE CURRENT p.. tcz" 




Fig. 2.4. Plate and screen char- 
acteristics for a pentode^ tvilh 
fixed screen and grid voltages ^ 
showing also the cathode current 
curve which is the sum of the 
plate and screen currents at all 
plate voltages. 
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Fig, 2.5. Mutual characteristics 
of a triodes with one curve for 
each of five fixed plate vohxiges. 



The Mutual Characteristics of a triode are shown in Fig. 2.5, Each curve 
corresponds to a constant plate voltage. Let P be a point on the ~ 250 curve, 
and let us endeavour to find out what information is available from the curves. The 
bias corresponding to P is given by R ( — 6 volts) and the plate current is given by 
S (6 mA). Let now a triangle ABC be constructed so that AP ^- PC, AB is vertical, 
CB is horizontal and point B comes on the — 200 curve. 

The mutual conductance is given by AB/BC or 2-32 mA/4 volts, which is 0-580 
mA/volt or 580 micromhos. Thus the slope of the characteristic is the mutual 
conductance.'^* 

tAlso known as Transfer CharacleriPtics. 

**This simple construction assumes that A P C is a straight line- In practice it is sligbtiv curved but 
the construction gives a very close appro Kimation to the slope at point P because the slope of the tangent 
at P is approximately the slope of the chord joining A jnd C. 
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The amplification factor is given by the change of plate voltage divided by the 
change of grid voltage for constant plate current, that is 



Bti - Eb2 - 250 - 200 



12-5. 



CB AE, 4 

The plate resistance is given by the change of plate voltage divided by the change 
of plate current for constant grid voltage; that is 

. = ^ ^ 250 --200_ ^ 21 600 ohms. 

' AB Ah 2-32 X 10-3 

These curves hold only if there is no series resistance in the plate circuit. They 
could therefore be used for a transformer-coupled amplifier provided that the primary 
of the transformer had negligible resistance. In the present form they could not be 
used to predict the operation under dynamic conditions. The static operation point 
P may, however, be located by their use. 

The mutual characteristics of a pentode, for a fixed screen voltage^ are very 
similar to those of a triode except that each curve applies to a different value of screen 
(instead of plate) voltage. The plate voltage of pentodes having high plate resistance 
has only a very minor effect on the plate current, provided that it does not come 
below the screen voltage. 




Fig. 2.7. Mutual characteristics of a pentode^ with constant plate voltage, and five 

fixed screen voltages. 
Fig. 2.8, Screen current mutual characteristics of a pentode (same as for Fig. 2.7), 

The Mutual Characteristic Family for a typical pentode is shown in Fig. 
2. 7 J and the corresponding screen current characteristics in Fig. 2.8. 

The resemblance between the shapes of the plate and screen characteristics is 
very dose, and there is an almost constant ratio between the plate and screen currents 
along each curve. 

(iii) Grid current characteristics 

Positive grid current in a perfectly hard indirectly-heated valve usually commences 
to flow when the grid is slightly negative (point Y in Fig. 2.9) and increases rapidly 
as the grid is made more positive (Curve A). The position of point .Y is affected 
both by the contact potential between grid and cathode and also by the initial electron 
velocity of emission ; the latter is a function of the plate and grid voltages and the 
amplification factor of the valve, and will therefore vary slightly as the electrode 
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voltages are changed. The gri4 current commencement point in perfectly hard 
battery valves is usually slightly positive^ so that they may be operated at zero bias 
with negligible positive grid current (Curve B). 

A typical valve at its normal negative bias will have negative (or reverse) grid current 
which is the sum of gas (ionization) current^ leakage current and grid primary emission 
current. If the two latter are negligibly small^ negative grid current (i.e. gas current) 
will be roughly proportional to the plate current^ and will increase with the pressure 
of gas in the valve. If the plate current is maintained constant^ the gas current varies 
approximately as the square of the plate voltage ; reduced cathode temperature has 
little effect on this relationship (Ref. A12). See Chapter 1 Sect. 1 for general in- 
formation regarding gas current and Chapter 3 Sect. 3(iv)A for the measurement of 
reverse grid current. 

References to grid current characteristics — A12j Hl^ H2. 
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Fig. 2.9. Grid current characteristics of a triode or pentode. 

Curve C shows the gas (ionization) current alone, and the solid line D is the com- 
bination of curves A and Cj this being the grid current characteristic of a typical 
indirectly heated valve with a slight amount of gas. The maximum negative grid 
current occurs at a value of grid bias approximately equal to that of the grid current 
commencement point of the same valve if it could be made perfectly hard (point Y). 
The point of zero grid current (X) differs from the point of grid current commence- 
ment in a perfectly hard valve (Y). 

The grid current cross-over point (X) in a new indirectly heated valve is usually 
between zero and —1 -0 volt^ and some slight variations in the value are to be expected 
during life. Change of contact potential between grid and cathode results in a corres- 
ponding shift of the mutual characteristics ; a change of contact potential in the 
direction which makes the grid current cross-over point move in the positive direction 
during the life of the valve will result in decreased plate currentj which may be quite 
serious in a high-mu triode operating on a low plate supply voltage. This is one 
reason why grid leak bias (with a grid resistor of about 5 or 10 megohms) is often used 
with such valveSj so that the operating point is maintained in the same relation to 
the mutual characteristic. 

In battery type valves the grid current cross-over point may be either positive or 
negative and designers should allow for some valves with negative values^ particularly 
in cases of low screen voltage operation. 
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Contact potential is only one of several effects acting on the grid to change the 
cross-over point (X) — the ctheis include gas current, grid (primary) emissionj leakage, 
and the internal electron velocity of emission. 

The grrid variational conductance is equal to the slope of the grid characteristic 
at the operating point. The conductance increases rapidly as the grid voltage is made 
less than that corresponding to point irrespective of the value of ionization current, 
so that input circuit damping due to the flow of electrons from cathode to grid (i.e. 
the positive component of the grid current) occurs in a typical valve even when the 
grid current is zero or negative (grid voltages between X and Y in Fig. 2.9). It is 
possible for the damping on the positive peaks of applied input voltage to be 
quite serious even when the microammeter reads zero. This point is applied 
in connection with r.c. triodes in Chapter 12 Sect. 2(iv). 

If the valve has a leakage path between grid and cathode, the leakage current 
is given by the line OF, which must be added to the gas current to give the grid current 
characteristic G. If it has leakage between grid and plate (or screen) the leakage 
current is given by the line HJ, which intersects the horizontal axis at a positive voltage 
equal to the plate (or screen) voltage ; this also must be added to the other components 
to provide the grid current characteristic. The combined leakage currents may be 
measiured by biasing the grid beyond the point of plate current cut-off provided that 
the grid emission is negligibly small — otherwise see below. 

Grid emission with a negative grid is the primary emission 
of electrons due to grid heating from both cathode and plate 
(or screen) ; it gradually increases as the valve becomes 
warmer during operation. It increases the total negative grid 
current ard is included with leakage currents in the 
total negative grid current indicated by a valve tester. 
For methods of testing to discriminate between the 
various components of negative grid current, see 
Chapter 3 Sect. 3(iv)A. 

Negative-grid load lines 

When a valve is operated with a fixed 
negative grid bias, but has a total grid 
circuit resistance Rg, the 
actxial voltage on the grid 
may differ from the applied 
bias due to grid current. If 
negative grid current is pre- 
sent the condition will be as 
shown in Fig. 2.10 in which 
OA represents the applied 
bias. The plate current 
operating point with no grid 
current will obviously be Q 
but if the grid current 
characteristic is as shown, 
the grid operating point 
will be B and the plate 
operating point Q'. Point 
B is determined by the intersection of the grid current characteristic and a load line 
having a slope of — The shift in grid bias due to voltage drop across Rg will 

be AEci or R^Jci^ The operating point can obviously never be swung beycnd the 
grid-current cross-over point C, so that the static plate current can never go beyond D 
(Fig. 2.10) due to negative grid current. 




Fig. 2.10. 



Grid current characteristics with 
grid loadlines. 
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If valve is operated with its grid completely open-circuitedj the operadng point 
will be at D, since this is the only point corresponding to zero grid current^ unless 
the grid characteristic has a second point of zero grid current at a positive grid voltage 
(see under grid blocking). 

If the valve is operated witli zero biasj that is with the grid resistor returned to 
cathode, the grid stauc operating point will be at E, the interseaion of the grid current 
characteristic and the grid loadline through O. If the valve is one with positive 
cross-over point, operating at zero bias, tlie grid static operating point will occur at F. 

In all cases considered above, the operating points are for static conditions, and 
any large signaJ voltages applied ro the grid may have an effect in shifting the operating 
point. If the signal voltage swings the grid sufficiently to draw positive grid current, 
the operating point will shift a? the result of rectified cturent flowing through Rg, 

The eltect of negative grid current on the maximum grid circuit resistance and the 
operation of a-f amplifiers is described in Chapter 12 Sect. 2(iii) and (iv) ; Sect. 3(iv)C 
and (v); also Chapter 13 Sect. 10(1). 

Fig. 2.11. Grid current characteristics 
indicating the possibility of '"grid 
blocking" with a valve operating at 



zero bias. 




Positive grid voltages and grid blocking 

When the grid is made positive, it is bombarded by electrons which cause it to 
increase in temperature, and it may have both primary and secondary electron 
emission. This current is in a direction opposite to that of positive grid current 
flow, and may result in a slight kink in the grid characteristic, or may be severe enough 
to cause the grid current in this region to become negative. A typical case of the 
severe type is shown in Fig. 2.11, in which the greatest negative grid current occurs 
at a positive grid voltage of 70 or 80 volts. Such a valve is capable of " grid blocking " 
if the grid is swung sufficiently positive, and if the grid circuit resistance is high 
enough. Grid blocking can only occur if the grid loadline cuts the negative loop of 
grid current. In Fig. 2.11 the 0*1 megohm loadline cuts it at points A and B, but 
point A is unstable and the grid will jump on to point B and remain there until the 
valve is switched off, or the grid circuit resistance decreased until the grid loadline 
no longer cuts the curve (e.g. 0.04 megohm in Fig. 2.11). 

(iv) Suppressor characteristics 

In some pentodes, the suppressor is brought out to a separate pin, and may be used 
for some special purposes. Fig, 2.12 shows the mutual characieristics of a pentode 
suitable for suppressor modulation, although typical of any pentode. The curves 
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are in the shape of a fan pivoted at the 
cut-off pointj with the slope controlled 
by the suppressor voltage, The curves 
of electrode currents versus suppressor 
voltage are given in Fig. 2. 13, and in- 
dicate that the plate current curve rises 
fairly steadily from the point of cut-off 
at a high negative voltage but flattens 
out while still at a negative suppressor 
voltage. The screen current falls as 
the plate current rises, as would be 
expected, and the suppressor current 
commences at a slight positive voltage, 
although in this case it becomes negative 
at high voltages due to secondary 
emission. 

The suppressor is occasionally used 
as a detector in receivers, instead of a 
diode, but its rectification efficiency is 
low, since the internal resistance is of 
the order of 20 000 ohms. 

In remote cut-off r-f pentodes the 
suppressor is sometimes used to provide 
a more rapid cut-off characteristic. A 
family of mutual conductance and 
plate resistance curves for a typical 
remote cut-off pentode are given in 
Fig. 2.14. 

It will be seen the mutual condua- 
ance for any fixed control grid voltage 
(say Eci = —3) may be reduced by 
making the suppressor voltage nega- 
tive. This has the additional effect, 
however of decreasing the plate resist- 
ance from 0.8 megohm (at Ec^ = 0) 
to 35 000 ohms at E,^ = -37, for 
Eci = —3 volts. The initial rate 
of reduction is very steep, and occurs 
with all values of control grid voltage. 



FIG. 2.12 




Fig. 2.12. Mutual characteristics of 
a pentode (6SJ7) for various suppressor 
voltages. 
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Eig. 2.13. Suppressor characteristics of 
a pentode (6SJ7) for fixed control grid, 
screen and plate voltages. 



If the suppressor grid has the same 
bias control voltage as the control grid, 
the control characteristic will be as 
shown by the curve marked " — 
Ec^y" but in this case the plate resist- 
ance, although initially slightly lower 
for == —3 than for £c3 =0, rises 
rapidly as Ed = Ecz is made more 
negative. 

(v) Constant current curves 

The third principal type of valve 
characteristic is known as the " Con- 
stant Current " Characteristic. A 
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(vi) « G " curves 

Curves of constant and are 
plotted for a typical triode in Fig. 
13.9B. These are helpful in calculating 
the voltage gain of resistance-coupled 
triodes and, to a less extent, pentodes^ 
and in other applications. (Refs. B14, 
B22, B31, B32). 



FIG. 2J4 
TYPE SU7-G 



30O0 



1 1 \ 
PLATE VOlTS^aSO SCREEN VOLTS » (OO 



typical family of Constant Current Curves is shown in Fig. 2.15, these being 
for a typical triode (type 801). The slope of the curves indicates the ampli- 
fication factor, and the slope of the loadline indicates the stage voltage gain. 
The operating point is fixed definitely by a knowledge of plate and grid supply volt- 
ages, but the loadline is only straight when both plate and grid voltages follow the 
same law (e.g., both sine wave). Distortion results in curved characteristics, so that 
this form of representation is i^ot very useful except for tuned-grid tuned-plate or 
** tank-circuit " coupled r-f amplifiers. Constant Current Curves may be drawn 
by transferring points from the other published characteristics. For a full treatment 
the reader is referred to 

(1) Mouromtseff, I. E., and H. N. 
Kozanowski " Analysis of the 
operation of vacuum tubes as Class 
C Amplifiers" Proc. I.R.E. 23.7 
(July, 1935) 752 : also 24.4 (April, 
1936^ 654. 

(2) Everest, F. A., " Making life more 
simple " Radio 221 (July, 1937) 26. 

(3) " Reference Data for Radio En- 
gineers " (2nd edition. Federal 
Telephone and Radio Corporation, 
New York, 1946). 




SUPPRESSOR VOLTS 

Fig, 2.14. Suppressor characteristics cf a 
remote cut-off pentode (6U7-G) for fixed 
screen and plate voltages. 



(vii) Drift of characteristics 
during life 

During the life of a valve there is 
always a slow drift which is particularly 
apparent in the plate and screen 
currents, mutual conductance, negative grid current and the contact potential point. 
The direction of drift sometimes reverses one or more times during life. It is as- 
sumed here that the valve is operated at constant applied voltages throughout its life. 

In general, the grid current crossover point (Fig. 2.9) tends to drift in the positive 
direction during life. The movement of the contact potential point resiilts in a 
shift of the mutual characteristics which in turn has the effect of reducing the plate 
current which flows at a fixed grid bias. 

Life tests have been carried out (Ref. A 12) for a period of 3200 hours on rype 6SL7 
high-mu twin triodes. The recorded characteristic was the grid voltage to give a 
plate current of 0-1 mA with a plate voltage of 75 volts. The maximum drift was 
0*6 volt (from —1-65 to — 1-05 volts), but the majority of the valves did not go out- 
side the limits — 1-5 to -M volt (0-4 volt drift). In most cases the drift was gener- 
ally in a positive direction, but there were Vko exceptions (cut of a total of twelve 
units) which showed a general tendency to drift in the negative direction for the first 
hundred hours or so and then to drift in the positive direction, ending up at approxi- 
mately the same values where they began. However, even those having a positive 
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general direction showed rapid changes in the rate of change, and usually at least 
one temporary reversal of direction. 

It was found that minimum drift occurred for plate currents between 0*1 and 1 -0 mA 
for indirectly-heated types, or between 10 and 100 for small filament types. 

This drift occurs in diodes and all types of amplifying valves, being particularly 
noticeable in its effects on high-mu triodes (on account of the short grid base) and on 
power amplifiers (on account of the decrease in maximum power output). In direct- 
coupled amplifiers this drift becomes serious^ the first stage being the one most affected. 

Most of the drift usually occurs during the first himdred hours of operation. If 
stability is required it is advisable to age the valves for at least 2 days, but in some 
cases this does not cure the rapid drift. Reference A12, pp. 730-733, 




Fig, 2.15. Constant current characteristics for a typical small transmitting triode (801), 
Fig, 2.16. Triode plate characteristics toith loadlines for five values of load resistance. 



(viii) Effect of heater-voltage variation 

When a valve is being operated so that the plate current is small compared with 
the total cathode emission, an increase in heater voltage normally causes an increase 
in plate current, which may be brought back to its original value by an increased 
negative bias. With indirectly-heated cathodes the increase in negative bias is approxi- 
miftely 0*2 volt for a 20% increase in heater voltage, whether the valve is a diode, 
triode or multi-grid valve (Ref, A12, p. 421). 

This effect is serious in d-c amplifiers ; there are methods for cancelling the effect 
(Ref. A12, p. 458). 



SECTION 3 : RESISTANCE-LOADED AMPLIFIERS 

(0 Triodes (ii) Pentodes. 
(i) Tnodes 

When there is a resistance load in the plate circuit, the voltage actually on the plate 
is less than that of the supply voltage by the drop in the load resistor. 

This equation may be represented by what is known as a Load Line on the plate 
characteristics. Since the load is a pure resistance it will obey Ohm's Law, a;id the 
relationship between current and voltage will be a straight line ; the loadline will 
therefore be a straight line. 
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The static operating point is the intersection of the loadhne and the appropriate 
characteristic curve. Fig. 2.16 shows several loadlines, corresponding to different 
load resistors, drawn on a plate characteristic family. Zero load resistance is indicated 
by a vertical loadline, while a horizontal line indicates infinite resistance. 

A loadhne may be drawn quite independently of the plate characteristics, as in Fig. 
2.17. The point B is the plate supply voltage E^i, (in this case 300 V); rhe slope* of 
the loadline AB = -1/i?^ and therefore AO = E^JR^^ (in this case 300/50 000 = 
0 006 A = 6 mA), The voltage actually on the plate can only be equal to £"6 6 when 
the current is zero (point B), At point A the voltage across the valve is zero and the 
whole supply voltage is across R ^ ; this is what happens when the valve is short- 
circuited from plate to cathode. The plate current {Et,b/R i) which flows under these 
conditions is used as a reference basis for the correct operation of a resistance coupled 
amphfier (Chapter 12). As the plate voltage, under high level dynamic conditions, 
must swing about the operating point, the latter must be somewhere in the region of 
the middle of AB ; the plate current would then be in the region of 0-5 Ebb/R l and 
the plate voltage 0-5 Ebb — in other words, the supply voltage is roughly divided equally 
between the valve and the load resistance. Actually, the operating point may be 
anywhere within the limits 0-4 and 0-85 times Et,b/Ri — see Chapter 12 Sect. 2(vi) 
and Sect. 3(vi). 

In most resistance-loaded amplifiers, the plate is coupled by a capacitor to the grid 
of the following valve, which has a grid resistor Rg to earth. This resistor acts as a 
load on the previous valve, but only under dynamic conditions. In Fig. 2.18 the 
loadUne AB is drawn, as in Fig. 2.17, and the operating point Q is fixed by selecting 
the grid bias (here —6 volts). Through Q is then drawn another line CD having a 
slope of — (l/i?^ + l/i2p) ; this is the dynamic loadline, and is used for determining 
the voltage gain, maximum output voltage and distortion (Chapter 12). 





100 200 MO 

I PLATE VOLTS {z^) 

Fig. 2.17, Loadline is independent of valve curves. 
Fig. 2.18. Loadlines of resistance haded triode ; AQB is without any following grid 
resistor, CQD allows for the grid resistor. 



The djrnamic characteristic is the effective mutual characteristic when the valve 
hjis a resistive load in the plate circuit t. While the slope of the mutual characteristic 
is or ^/r„ the slope of the dynamic characteristic is ^/(r,, + R J. Owing to 
(rp + R i) being more nearly constant than rp, the dynamic characteristic is more 
nearly straight than the mutual characteristic. 



*Thc slope of AB is negative since the plate voltdge is rhe difference between the supply voltage and 
the voltage drop in H i, and rhe invcncd form (1 /R i) is due to rhe way in which the valve characteristics 
;:tt drawn with current vertically and voltftge hori/ontaUy. The slope of AB U often loosely spoken 
i as being the resistanre of R i »rhe negative sign and inverted form being undersrood. 
+ It does not make allowance for the following grid rcwRtor, and docs not therefore correspond to 
the dynamic loadline. It is, of course, possible to derive from the dynamic loadline a modifiea djTiamic 
characteristic which docs make allowance for the grid resistor. 
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A typical dynamic characteristic is shown in Fig. 2.19 applying to a supply voltage 
of 250 volts and load resistance 0-1 megohm ; the mutual characteristics are shown 
with dashed lines. 

The dynamic characteristic may be drawn by transferring points from along the 
loadline in the plate characteristic to the mutual characteristic. An alternative 
method making use of the mutual charaaeristic is as follows — 

When the plate current is zero, the voltage drop in the load resistance is zero, and 
the plate voltage is equal to the supply voltage (250). For the plate voltage to be 
200 volts, there must be a drop of 50 volts in the load resistor (100 000 ohms) and the 
plate current must therefore be 50/100 000 or 0-5 mA, and so on. A table may be 
prepared for ease of calculation : 

Plate Voltage Drop in 

Voltage Load Resistor 

250 0 
200 50 
150 100 
100 150 
50 200 



Plate Current 
(= volts drop/i?^) 
0 

0- 5 mA. 
10 mA. 

1- 5 mA. 
2 0 mA. 



It will be seen that this table is not affected by the shape of the valve characteristics. 
The dynamic characteristic may then be plotted by taking the intersections of the 
various plate voltage curves with the plate current values given in the table. 

The dynamic characteristic of a triode is very nearly straight along the central 
portion, with curves at both ends, the " upper bend " being always in the positive 
grid current region. 



DYNAMIC CHARACTERISTIC / 
FOR Eb * 2t0. / 

f^L - 'M^. / ; 




lb 
MA 



— 2-5mA 




FIG. 2- 20 

Fig, 2.19. Triode dynamic characteristic (solid line) for resistance loading. 
Fig. 2.20. Illustrating power dissipation in a resistance-haded triode. 

Refer to Chapter 12 for further information on resistance coupled amplifiers. 

When a resistance-loaded triode is operated imder steady conditions, the power 
dissipation is indicated by Fig. 2.20. The area of the rectangle OCDB represents 
the total power (Ebb ho) drawn from the plate supply. The area of the rectangle 
OCQK represents the plate dissipation of the valve (Eboho) and the area of the rect- 
angle KQDB represents the dissipation in the load resistor (Ebb — Fbo) ho = ho^R l- 
Under dynamic conditions the plate dissipation decreases by the amount of power 
output, and the load resistor dissipation increases by the same amotmt, provided that 
there is no a.c. shunt load and that there is no distortion. The case of transformer- 
coupled loads is treated in Chapter 13. 



(ii) Pentodes 

Pentodes with resistive loads are treated in the same manner as triodes, the only 
complication being the screen voltage which must be selected at some suitable value 
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and maintained constant (Fig. 2.21). The operating point as an amplifier will norm- 
ally, as with a triode, be in the region of the middle of the loadline so that the voltage 
across the valve and that across Rj^ will be approximately the same. The only 
special case is with very low values of (e.g. 20 000 ohms) where grid current 
occurs at approximately Eci = 0, thereby limiting the useful pan of the loadline. 



c^-e-a VOLTS 

SCREEN VOLTS-lOO 
8 SUPPRESSOR VOLTi-0 

CONTROLA 




MjJrt VOLTS (Eb) 
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kj 






/-tty 




/ /""*/ 






///////. 





PLATE VOLT A. 



Fig. 2.21. Loadlines of resistance-loaded pentode. 
Fig. 2.22. Triode plate characteristics and loadline with transformer-coupled load. 



With any value of screen voltage, and any value of load resistance, it is possible 
to select a grid bias voltage which will give normal operation as an amplifier. With 
load resistance of 0*1 megohm and above, pentodes give dynamic characteristics 
which closely resemble the shape of triode dynamic characteristics with slightly 
greater curvature at the lower end ; at the upper end, provided that the screen voltage 
is not too low, the pentode has a curved portion where the triode nms into grid current. 
The top bend of the pentode dynamic characteristic is often used in preference to 
the bottom bend for plate detection — see Chapter 27 Sect. l(ii)C, 

For further information on resistance coupled pentode amplifiers, reference should 
be made to Chapter 12 Sect. 3. 



SECTION 4 : TRANSFORMER-COUPLED AMPLIFIERS 

(0 With resistive load, (ii) Effect of primary resistance {Hi) With i-f voltage amplifiers 
(iv) R-F amplifiers with sliding screen {v) Cathode loadlines (vi) With reactive loads. 

(i) With resistive load 

When the load resistance is coupled to the valve by an ideal transformer, there is 
no direct voltage drop between the supply voltage and the plate. The slope cf the 
loadline, as before, is — 1/i?^. but the loadline must be lifted so that it passes through 
the operating point. Fig. 2.22 shows a typical triode with Eb = 250 volts, and 
Ec =^ —10 volts, thus determining the static operating point Q. The loadline AQB 
is then drawn through Q with a slope corresponding to a resistance of 30 000 ohms. 
It is not taken beyond point A (£<, = 0) because in this case it is intended to be a 
Class A amplifier, operating without grid current. It is not taken beyond B because 
this is the limit of swing in the downward direction corresponding to A in the up\9ard 
direction and having twice the bias of point Q (i.e. —20 volts). Of course, AB could 
be projeaed upwards and downwards if it were desired to increase the grid swing 
without regard to grid current or distortion. 
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(ii) Effect of primary resistance 

If the primary circuit includes resistance, the point Q must be determined by draw- 
ing through ^6 a straight line with a slope of -1//?', where R' includes all resistances 
in the primary circuit other than the plate resistance of the valve, R' will include 
the d.c. resistance of the transformer primary winding and any equivalent internal 
resistance of the plate supply source. Fig. 2.23 is a typical example, with i?' = 1500 
ohms, from which point Q can be determined as previously. The total a.c. load on 
the valve is then (-R^ + R'), in this case 31 500 ohms, which will give the slope of 
AQB. In these examples it is assumed that fixed bias is used, and that the negative 
side of the supply voltage is applied directly to the cathode of the valve. 

(iii) With i-f voltage amplifiers 

I-F amplifiers^ when correctly tuned, operate with the valve working into practically 
a resistive load. I-F and r-f amplifier valves are in two principal groups— sharp 
cut-off and remote cut-off. 

Sharp cut-off r-f pentodes operate in much the same manner as a-f pentodes, and 
the timed transformer in the plate circuit reduces any distortion which might occur 
through non-linearity of the characteristics. The d.c. resistance of the transformer 
is usually so small that it may be neglected and the loadJine drawn through Q with a 
slope corresponding to the dynamic load resistance of the transformer (including 
its secondary load, if any, referred to the primary). 




Fig. 2.23. Triode plate characteristics and leadlines with transformer-coupled load, 

allomng for the resistance of the primary winding* 
Fig. 2.24. Plate characteristics of typical remote cut-off pentode with fixed screen and 

suppressor voltages. 

Remote cut-off r-f pentodes are similar, except that the mutual characteristics are 
curved, and the distortion is greater. Fig. 2.24 shows the plate characteristics of a 
typical remote cut-off pentode, with = 250 volts. Two loadlines (AQB, A' Q' B') 
have been drawn for grid bias voltages of —3 and —12 volts respectively, with a slope 
corresponding to a load resistance of 200 000 ohms, as for an i-f amplifier. This 
application of the loadline is not entirely valid, although it gives some useful informa- 
tion, since the tuned plate circuit acts as a " flywheel " to improve the linearity and 
reduce the distortion. This is a case in which constant current curves could be 
used with advantage. However, the ordinary plate characteristics at least indicate 
the importance of a high Q (high dynamic resistance) second i-f transformer if it 
is desired to obtain high output voltages at even moderately high negative bias volt- 
ages ; a steeper loadline would reach plate current cut-off at the high voltage peak. 

(iv) R-F Amplifiers with sliding screen 

Remote cut-off pentodes may have their cut-off points made even more remote 
by supplying the screen from a higher voltage (generally the plate supply) through a 
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Fig, 2.25. Plate current characteristic of remote cut'ojf pentode with " sliding screen," 
The straight lines indicate the mutual conductances at several points. 

resistor designed to provide the correct screen voltage for the normal (minimum bias) 
operating condition. The screen requires to be by-passed to the cathode. 

The same method may be used with a sharp cut-off pentode to provide a longer 
grid base. This does not make it possible to obtain the same results as with a pro- 
perly designed remote cut-off pentode, although it does increase the maximum input 
voltage which can be handled with a limited distortion. It is important to remember 
that the extended plate current characteristic curve obtained by this method cannot 
be used to determine the dynamic slope, since the latter is higher than would be cal- 
culated from the characteristic. This is demonstrated in Fig. 2.25 which shows the 
" sliding screen " plate current characteristic, with straight lines drawn to indicate 
the mutual conductance at several points. 

The procedure for deriving the " sliding screen " plate current characteris- 
tic from the fixed voltage data is as follows — 

Let plate and screen current ciirves be available for screen voltages of 50, 75, 100 
and 125 volts (Fig. 2.26) and take the case with a series screen resistor (i?,) of 250 000 
ohms from a supply voltage of 300. 









Point 




Point 
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250 V 


10 mA 
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3-7 mA 
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225 
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D 


-5-2 


H 
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•The voltage drop in the screen resistance 300 -£c«* 



1 es " *^drovf*^S' 

t Derived from the screen characteristics and transferred to the plate characteristics, 
t Derived from the plate characteristics. 

(v) Cathode loadlines 

The static operating point with cathode self bias may be determined graphically 
by the use of the mutual characteristic. The mutual characteristic of a triode shown 
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in Fig. 2.27 applies to the voltage between plate and cathode— the total supply voltage 
will be greater by the drop in the cathode resistor Rk, 

Through O should be drawn a straight line OD, having a slope of -l/Rj. ohms. 
The point P where OD intersects the curve corresponding to the plate-to-cathode 
voltage (here 250 V) will be the static operating point, with a bias -^^i and plate 
current /hi. 

In the case of pentodes, with equal plate and screen voltages, the " triode ** mutual 
characteristic should be used, if available. With the plate voltage higher than the 
screen voltage, the triode mutual characteristic may be used as a fairly close approxi- 
mation, provided that the triode curve selected is for a voltage the same as the screen 
voltage. 

Alternatively, pentodes may be treated as for triodes, except that the slope of OD 
should be 

-± . 

Rk Ih I c -2. 

where /(, and 7^2 may be taken to a sufficient degree of accuracy as being the values 
under published conditions. The plate current (/ /) may then be read from the curve, 
and the screen current calculated from the ratio of screen to plate currents. 

For the use of cathode loadlines with resistance coupled triodes and pentodes, 
refer to Chapter 12, 




Fig, 2,26. Plate and screen current characteristics of pentode illustrating procedure 
for deriving sliding screen characteristics. 
Fig, 2.27. Triode mutual characteristics with cathode bias loadline OD. 



(vi) With reactive loads 

When the load on the secondary of the transformer is not purely resistive, the load- 
line is normally in the form of an ellipse instead of a straight line. Fig. 2.28 shows 
three different examples of elliptical loadlines for purely reactive loads. A purely 
capacitive load has exactly the same shape of loadline as a purely inductive one, but 
the direction of rotation of the point is opposite, as indicated by the arrows. Curve A 
is for a high reactance, curve B for an intermediate value of reactance, and curve C 
for a low reactance. In each case the maximum current is Eo/Xo where Eo is the 
peak voltage across the reactance and Xo =^ for the inductive case^ and Xo = \/oiC 
for the capacitive case. The voltage Eo is shown as negative to the right of Oj so 
as to be suitable for applying directly to the plate characteristics of the valve. 
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For convenience in applicationj the horizontal and vertical scales should be the 
same as in the valve characteristics to which the loadline is to be applied. For example, 
if on the plate characteristics one square represents 1 mA in the vertical direction and 
25 V in the horizontal direction, the same proportion should be maintained for the 
elliptical loadline. Having drawn the ellipse for any convenient value of E^i it may 
be expanded or contracted in size, without changing its shape (that is the ratio of the 
major to the minor axis when both are measured in inches) - 



(a) Resistance and inductance in series 

The load is more commonly a combina- 
tion of resistance and reactance. When 
the load is a resistance -Rjr, in series with 
an inductive reactance wL, the maximum 
current through both will be and the 
procedure is to draw both the straight re- 
sistive loadline for Rj^ (AB in Fig. 2.29) 
and the elliptical loadline for cuL, and then 
to combine them in series. It will be seen 
that in Fig. 2.29 the peak current of the 
ellipse and of the resistive loadline are 
identical (/J. 









A \\ 




0 1 











To combine these in series, it is neces- 
sary to consider the phase relations. When 
the current is a maximum (OE), the voltage 
drop across /2jr, is a maximum (AE) and 
that across L is zero, because there is 90 
phase difference between the voltage and 
current : the total voltage drop across Rj^ 
and L in series is therefore AE and point A 
is on the desired loadline. When the current is zero, the voltage drop across R^ 
is zero, and that across L is OC ; the total voltage drop is therefore OC, and point C 
is on the desired loadline. At any intermediate point (OF) with current increasing 
the voltage drop across i?^ is FG, and that across L is FH, so that the total drop is 



Fig. 2.28. 
loadlines 



Three examples of elliptical 
for purely reactive loads. 




Fig, 2.29. Resistive loadline (R ^) ; inductive loadline (wL) ; and elliptical resultant 
for R^ in series with cjL (dashed curve). 

FJ = FG + FH. With similar procedure in the other three quadrants, the com- 
bined loadline is shown to be an ellipse CJADB which is tilted, or rotated in the 
clockwise direction as compared with the original ellipse. The maximum voltage 
drop is greater than that across either R^ov L alone, as would be expected. 
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If an elliptical loadline is known, as for example the dashed ellipse of Fig. 2.29, 
its series components may readily be determined. Mark points A and B where the 
ellipse reaches its maximum and minimum current values, then draw the line AB ; 
the slope of AB gives R ^. Mark O as the centre of the line AB ; draw COD hori- 
zontally to cut the ellipse at points C and D. 

Then wL = Eo/Io ohms, 

where Eo = voltage corresponding to length OD 
and lo = current (in amperes) corresponding to max. vertical height of 
ellipse above line COD. 

Alternatively 

_ Length of horizontal chord of ellipse through O, in volts 
Maximum vertical extent of ellipse, in amperes 

(b) Resistance and inductance in parallel 

When the load is a resistance in parallel with an inductive reactance wLy the 
maximum voltage across both will be Eo, and the resistive loadline and reactive ellipse 
may be drawn as for the series connection. In this case, however, the currents have 
to be added. In Fip 2.30 the maximiun current through Ri is CK (corresponding 
to -\-Eo)} while the maximum current through L is OE. When the voltage is zero 
and increasing, the current through R^ is zero, and that through L is the 
minimum value OP ; point P is therefore on the desired loadline. When 
the voltage is its positive maximum (OC), the current through R^ is CK and 
that through L is zero ; point K is therefore on the desired loadline. Simil- 
arly with points E and M. At an intermediate value, when the voltage is negative 
and approaching zero (OR), the current through Ri is RS, and that through L is 
RT ; the total current is therefore RT + RS = RW, and W is on the desired loadline. 
The loadhne is therefore the ellipse PKEMW. 



Fig. 2,30. Resistive loadline 
(R i); inductive loadline (solid 
ellipse) I and elliptical re- 
sultant for R^ in parallel 



with CO I (dashed curve). 




If an elliptical loadline is known, as for example the dashed ellipse of Fig. 2.30, 
its parallel components may readily be determined, Mark points K and M where 
the ellipse reaches its maximum and minimum voltage values, then draw the line KM ; 
the slope of KM gives R ^. Mark O as the centre of the line KM ; draw EOF vertic- 
ally to cut the ellipse at points E and P. 

Then wL = Eo/Io ohms, 
where Eo = voltage difference between points O and K, 

current corresponding to length OE, in amperes. 



and /„ = 
Alternatively 

ojL = 



Maximimi horizontal length of ellipse, in volts 
Length of vertical chord of eUipse through O, in amperes 



(c) Resistance and capacitance 

A similar shape of loadline is obtained when the inductance is replaced by a capacit- 
ance of equal reactance, except that the direction of rotation is opposite. 
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(d) Applying elliptical loadlines to characteristics 

The elUptical loadlines derived by the methods described above may be applied 
to the plate characteristics of a valve, but it is first necessary to enlarge or reduce their 
size until they Just fit between grid voltage cxirves corresponding to extreme swing 




0 100 200 300 400 

Fica-il PLATE VOLTS 



Fig, 2.31. Trtode plate characteristics with elliptical loadlines corresponding to resistance 
25 000 ohms in series with reactance of 18 000 ohms, 

in each direction. The examples taken have ail been based on an arbitrary current 
(/<,) or voltage {Eo)i which may be made larger or smaller as desired. In Fig. 2.31 
there is shown the elliptical loadline corresponding to a resistance of 25 000 ohms in 
series with a reactance of 18 000 ohms, on triode plate characteristics with Ex> ^ 250 
volts, Ec = —10 volts and peak grid amplitude Eg^ = ^ volts. 
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Fig, 2.32, Beam power amplifier plate characteristics with elliptical loadline corres- 
ponding to a resistance of 4750 ohms in parallel with a reactance of 23 000 ohms. 

Fig. 2.32 shows a typical beam power amplifier with an elliptical loadline with a 
resistive load of 4750 ohms shunted by a reactance of 23 000 ohms. The plate volt- 
age is 250 voltS;, grid bias —12-5 volts, and grid swing from 0 to —25 volts. 
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In all applications of elliptical loadlines to characteristics^ the shape of the ellipse 
(i.e. the ratio of its major to its minor axis) and the slope of the major axis are deter- 
mined solely by the nature of ±e load. The ellipse can be imagined as being slowly 
blown upj like a balloon, until it just touches without cutting the two curves of extreme 
voltage swing. If there is no distortion, the centre of the ellipse will coincide with 
the quiescent working point, but in the general case the centre of the ellipse will be 
slightly displaced. 



SECTION 5 : TRIODE OPERATION OF PENTODES 

(0 Triode operation of pentodes {it) Examples of transconductance calculation {Hi) 
Triode amplification factor {iv) Plate resistance {v) Connection of suppressor grid. 

(i) Triode operation of pentodes 

Any pentode may be operated as a triode, provided that none of the maximum 
ratings is exceeded, and the characteristics may readily be calculated if not otherwise 
available. 

When the cathode current of a valve is shared by two collecting electrodes (e.g. 
plate and screen) the mutual conductance of the whole cathode stream (i.e. the ** triode 
") is shared in the same proportion as is the current. 
Let /fc = cathode current 
I cz = screen current 

= plate current 
Sm = pentode transconductance (to the plate) 
gi = triode transconductance (with screen and plate tied together) 
and g, = screen transconductance (with pentode operation). 



Then/jfc =/c2 + /* (1) 

gt ^ im -hgs (hy definition) (2) 

and gjg, = I^/I^ (3) 

If it is desired to find the screen transconductance, this can be derived from the 
expression 

gs/gm = Ici/h (4) 

or g,/gt = Ici/Ik (5) 



(ii) Examples of transconductance calculation 

Example 1 : Type 6J7-G as a pentode with 100 volts on both screen and plate, 
and with a grid bias of —3 volts, has the following characteristics 

Transconductance 1185 micromhos 

Plate Current 2 0 mA 

Screen Current 0*5 mA 

It is readily seen that the cathode current (see equation 1 above) is given by 

/fc - 0-5 + 2 0 = 2-5 mA. 
The triode transconductance is calculated by inverting equation (3) above, 

gt/gm = Ik/lb . 

Therefore ^(/1185 = 2-5/2 0 
and gt =^ 1482 micromhos. 

The example selected was purposely chosen so as to have equal plate and screen 
voltages. Under these conditions the method is exact, and the calculated triode 
mutual conductance applies to the same conditions of pJate and grid voltages as for 
the pentode operation (in this example 100 volts and —3 volts respectively). 

Example 2 : Type 6J7-G as a pentode v(nth 250 volts on the plate, 100 volts on 
the screen, and —3 volts grid bias. 

In this case a similar method may be used, but it is necessary to make an assumption 
which is only approximately correct. Its accuracy is generally good enough for most 
purposes, the error being within about 5% for most conditions. 
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The assumption (or approximation) which must be made is — That the plate current 
of a pentode valve does not change as the plate voltage is increased from the same voltage 
as that of the screen up to the voltage for pentode operation. 

This assumption meansj in essenccj that the plate resistance is considered to be 
infinite — a reasonable approximation for most r-f pentodes, and not seriously in 
error for power pentodes and beam power valves. 

In this typical example we can take the published characteristicsj and assume that 
the plate current and transconductance are the same for 100 as for 250 volts On the 
plate. From then on the procedure is exactly as in the previous example. It is 
important to note that the calculated triode characteristics only apply for a triode 
plate voltage of 100 volts and a grid bias of —3 volts. 

Example 3 : To find the screen transconductance under the conditions of Example 1 . 

From eqn. (2) we may derive the expression — 

gs=^Si~g^- 1482 - 1185 
= 297 micromhos. 

This could equally well have been derived from eqn. (4) or (5). 

(iii) Triode amplification factor 

The triode amplification factor (if not available from any other source) may be 
calculated by the following approximate method. 

Let = triode amplification factor 

Eco = negative grid voltage at which the plate current just cuts off 
and Ec2 = screen voltage. 

Then = Ect/Eco approx. ■.^) 

For example, with type 6J7-G having a screen voltage of 100 volts, the grid bias 
for cut-off is indicated on the data sheet as being —1 volts approx. This is the normal 
grid bias for complete plate current cut-off, but it is not very suitable for our purpose 
since equation C6) is based on the assumption that the characteristic is straight, whereas 
it is severely curved as it approaches cut-off. The preferable procedure is to refer 
to the plate current-grid voltage characteristic, and to draw a straight line making a 
tangent to the curve at the working point — ^in this case with a screen voltage of 100 
volts and grid bias —3 volts. When this is done, it will be seen that the tangent 
cuts the zero plate current line at about —5 volts grid bias. If this figure is used, 
as being much more accurate than the previous value of —7 volts, the triode amplifica- 
tion factor will be 

iit - 100/5 = 20. 

Alternatively, if only the plate characteristics are available, much the same result 
may be obtained by observing the grid bias for the lowest curve, which is generally 
very close to plate current cut-off. 

In the case of remote cut-off characteristics it is essential to adopt the tangent 
method, and the result will only apply to the particular point of operation, since the 
triode amplification factor varies along the curve. 

The amplification factor of the screen grid in a pentode valve with respect to the 
control grid is almost exactly the same as the triode amplification factor. 

The amplification factor of the plate of a pentode valve with respect to its screen 
grid may be calculated from the expression — 

where ^i^^.p =^ pentode amplification factor 
and fig2.j, = screen grid-plaie mu factor. 

This expression can only be used when the pentode amplification factor is known. 
If this is not published, it may be determined from a knowledge of the plate resistance 
and mutual conductance. If the former is not published, it may be derived graphic- 
ally ; this derivation is only very approximate- in the case of sharp cut-off r-f pentodes, 
since the characteristics are nearly horizontal straight lines. 
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For example type 6AU6 has the following published values — 

and : iSo^X? } « = 250,^. = 125, = -1 v 

from which /x = 6675. 

But Mffi-fT2 = 36 approx. 

Therefore = 6675/36 - 185 approx. 

(iv) Plate resistance 

The plate resistance " of each electrode (plate or screen) in the case of pentode 
operation, and the ** triode plate resistance " when plate and screen are tied together, 
may be wilculated from the corresponding values of fx and g^- 

(v) Connection of suppressor grid 

The suppressor may be connected either to cathode or to the screen and plate, 
with negligible effect on the usual static characteristics. Some valves have the sup- 
pressor internally connected to the cathode, so that there is no alternative. In other 
cases, connection to cathode slightly increases the output capacitance* In low level 
amplifiers, connection of the suppressor to cathode may give lower noise in certain 
cases if there is a high resistance leakage path from suppressor to cathode ; similarly 
its conneaion to screen and plate will give lower noise if there is leakage to the latter 
electrodes. 



SECTION 6 : CONVERSION FACTORS, AND THE CALCULATION 
OF CHARACTERISTICS OTHER THAN THOSE PUBLISHED 

(:) The basis of valve conversion factors («) The use of valve conversion factors {iii) 
The calculation of valve characteristics other than those published {iv) The effect of 
chayiges in operating conditions. 

Conversion Factors provide a simple approximate means of calculating the prin- 
cipal valve characteristics when all the voltages are changed by the same factor. It is 
possible to make certain additional calculations so as to allow for the voltage of one 
electrode differing from this strict proportionality. 

(1) The basis of valve conversion factors 

Valve Conversion Factors are based on the well-known mathematical expression 
of vah^e characteristics 

/, - A{E, - ixE,)^ (1) 
where = plate current 
Bt> ^ plate voltage 
— grid voltage 
A =^ 2. constant depending upon the type of valve 
IX = amplification factor 
and X = an exponent^ with a value of approximately 1 -5 over the nearly straight 
portion of the characteristics. 
If we are concerned merely with changes in the voltages and currents, then we can 
reduce the expression to the form 

/, OC {E, - }xE,Y, (2) 
Now if we agree to change the grid voltage in the same proportion as the plate 
voltagCj we obtain the very simple form 

hocE,\ (3) 
Finally^ if we take x as 15 or 3/2^ we have the approximation 

h OC E,^t\ ^ (4) 

Put into wordsj this means that the plate current of a valve varies approximately 
as the three-halves power of the plate voltage, provided that the grid voltage is varied 
in the same proportion as the plate voltage. 



www.pmillett.com 



2.6 



(i) BASIS OF VALVE CONVERSION FACTORS 



37 



The same result may be obtained with pentodes, provided that both the grid and 
screen voltages are varied in the same proportion as the plate voltage. This result 
is the basis of Valve Conversion Factors, so that we must always remember that their 
use is restricted to cases in which all the electrode voltages are changed in the same 
proportion. 

Let Fe be the factor by which all the voltages are changed (i.e. grid, screen, and 
plate), and let 1^ be the new plate current. 

Then oc (Fe-E,)'"^ (5) 

But h' = Fi.h 
where Fi is the factor by which the plate current is changed. 

Therefore Fi.h oc (F^^Ej^yiK (6) 

From the combination of (4) and (6) it will be seen that 

Fi = F,^i^ (7) 

Now the power output is proportional to the product of plate voltage and plate 
current so that 

Po oc E,J, (8) 
and Po' oc (F,.E,) (F^.h) (9) 

so that Po oc F,.Fi (Fft./b) (10) 

(X:F,,Fi{Po\ (11) 

We may therefore say that the power conversion factor Fj, is given by the expression 
= F^^p.^ (12) 

Therefore F^ - F/^^* (13) 

The mutual conductance is given by 

change of plate current 
change of grid voltage 
Therefore - FJF , - F.^iyF^ ■= F,*. (14) 

The Plate Resistance is given by 

_ change of plate voltage 
^ change of plate current 
Therefore = FJE^ = FJF.^i^ - Fr*. (15) 

This also applies similarly to the load resistance and cathode bias resistance. 

We may therefore stunmarize our results so far : — 

F, = F^^t2 (7) 
F, = Fe'i^ (13) 
F,„ = F,* (14) 
Fr = Fr* (15) 

These are shown in graphical form on the Conversion Factor Chart (Fig. 2.32A). 



(ii) The use of valve conversion factors 

It is important to remember that the conversion factors may only be used when all 
the voltages (grid, screen and plate) are changed simultaneously by the same factor. 
If it is required to make any other adjustments, these may be carried out before or 
after using conversion factors, by following the method given under (iii) below. 

Conversion factors may be used on any type of valve whether Lriode, pentode or 
beam tetrode, and in any class of operation whether class A, class ABl, class AB2 or 
class C. 

The use of conversion factors is necessarily an approximation, so that errors will 
occur which become progressively greater as the voltage factor becomes greater. 
In general it may be taken that voltage conversion factors down to about 0-7 and up 
to about 1*5 times will be approximately correct. When the voltage factors are 
extended beyond these limits down to 0*5 and up to 2*0, the accuracy becomes con- 
siderably less, and any further extension becomes only a rough indication. 
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VOLTAGE CONVERSION FACTOR [Fq] 



Fig. 2.32A. Conversion factor chart (by courtesy of R.C.A.). 



The example given below is a straightforward case of a pentode valve whose charac- 
teristics are given for cenain voltages and which it is desired to operate at a lower 
plate voltage. 

Plate and screen voltage -50 volts 

Control grid voltage -15 volts 

Plate current 30 mA 
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Screen current 6 mA 

Mutual conductance 2,000 fxmhos 

Power Output 2-5 watts. 

It is required to determine the optimum operating conditions for a plate voltage 
of 200 volts. 

The Voltage Conversion Factor (F,) = 200/250 = 0-8. 

The new screen voltage will be 0-8 X 250 200 volts. 

The new control grid voltage will be —(0-8 x 15) = —12 volts. 

Reference to the chart then gives the following : 

Current Conversion Factor 0*72 

Mutual Conductance Conversion Factor (Fg„) 0-89 

Power Output Conversion Factor (F^) 0-57 

The new plate current will be 0 72 X 30 ^ 21-6 mA. 

The new screen current will be 0-72 X 6 = 4*3 mA. 

The new mutual conductance will be 0-89 x 2000 = 1780 jumhos. 

The new power output will be 0-57 X 2-5 — 1-42 watts. 

There are two effects not taken into account by conversion factors. The first 
is contact potential, but its effects only become serious for small grid bias voltages. 
The second is secondary emission, which occurs with the old type of tetrode at low 
plate voltages ; in such a case the use of conversion factors should be limited to regions 
of the plate characteristic in which the plate voltage is greater than the screen voltage. 
With beam power amplifiers the region of both low plate currents and low plate 
voltages should also be avoided for similar reasons. 

The application of conversion factors to resistance-capacitance- coupled triodes 
and pentodes is covered in Chapter 12 Sect. 2(x) and Sect. 3(x) respectively. 



FIG. 2 .33 




Fig. 2.33. Zero bias plate characteristics for type 807 beam power amplifier with six 
values of screen voltage {Ref. E2), 



Greater accuracy in the use of conversion factors over a wide range of screen voltages 
may be obtained, if curves are available for zero bias at a number of different screen 
voltages as in Fig. 2.33 (Ref. E2). 

When the plate, screen, and grid voltages of a pentode or beam power amplifier 
are multiplied by the same voltage conversion factor, the ratio of the plate current 
at a given grid bias to that at zero bias does not change. In order to convert a given 
family of plate characteristics to a new screen voltage condition, it is therefore only 
necessary to have a zero-bias plate characteristic for the screen voltage of interest. 
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Example 

Suppose that the family of plate characteristics shown in Fig, 2.34, which obtains 
for a screen voltage of 250 volts, is to be convened for a screen voltage of 300 volts 
The zero-bias plate characteristic for E,._ = 300 volts, which is shown in Fig 2 33* 
IS replotted as the upper curve in Fig. 2.35. • , 

Since all bias values shown in Fig. 2.34 must be multiplied by 300/250 = 1-2 
correspondmg plate characteristics for the new family obtain for bias values that are 
20 per cent, higher than those shown in Fig. 2.34. Consider the conversion of 
-10-volt ^ha^^act^^^^^^^ 2 34. At a plate voltage (E,^ of 250 volts in Fig. 2.34, 

AB/AC = 100/187 = 0-535. On the new characteristic in Fig. 2.35 which corres- 
ponds to a bias of -12 volts, A'BVA'C must also equal 0-535 at E, = 300 volts 

7af A?^.^' ^'^Ir ^'^^^ ^ "^'^'^ Siven zero-bias characteristic of Fig, 

2.35,AC - 244at£, = 300 volts; hence A'B' = J31 milliamperes. AtE, - 200 
volts in Fig. 2.34 DE/DF = 98/183 = 0-535. Therefore, at E, = 200 x 1-2 ^ 
240 volts in Fig. 2.35, D'E' = 0-535 X 238 = 127 milliamperes. This process 
IS repeated for a number of plate voltages and a smooth curve is drawn through the 
pomts on the new characteristic. 




PLATE VOLTS 



Fig. 2.34. 



Plate characteristics for type 807 zoith fixed screen voltage and eight values 
of grid voltage (Ref E2). 

The factor 0-535 can be used for the —10-volt characteristic at plate voltages 
greater than that at which the knee on the zero-bias characteristic of Fig. 2.34 occurs ; 
for plate voltages in the immediate region of the knee, a new factor shotild be deter- 
mined for each point. The plate characteristics of Fig. 2.34 should not be converted 
to the left of the dashed line of Fig. 2.34 because of space-charge effects. This 
limitation is not a serious one, however, because the region over which the valve 
usually operates can be converted with sufficient accuracy for most applications. The 
converted plate characteristic of Fig. 2.35 for Ed = —30 volts was obtained in a 
similar manner to that for Eei = —12 volts. 

The curves of Fig. 2.35 were checked under dynamic conditions by means of a 
cathode-ray tube and the dotted portions show regions where measured rcstilts de- 
paned from calctilated restilts. 

(iii) The calculation of valve characteristics other than those pub- 
lished 

It is frequently desired to make minor modifications in the operating conditions 
of a valve, such as by a slight increase or decrease of the plate voltage, change in grid 
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bias or load resistance. It is proposed to describe the effects which these changes 
will have on the other characteristics of the valve. 
The procedure to be adopted is summarized below : — 

FIG. 2 .35 




PLATE VOLTS (Zhj 

Fig. 2.35. Derived plate characteristics for type 807 with different screen voltage, 
making use of Figs. 2.33 and 2.34 with conversion factors (Ref. E2). 

(a) In the absence of valve curves 

Triode — Use conversion factors to adjust the plate voltage to its new value^ and 
apply the correct conversion factors to all other characteristics ; then adjust the grid 
bias to its desired new value by the method given below, and finally adjust the load 
resistance. 

Pentode or beam power amplifier — Use conversion faaors to adjust the screen 
voltage to its new value, and apply the correct conversion factors to all other charac- 
teristics ; then adjust the plate voltage to the desired new value by the method given 
below ; then adjust the grid bias to its desired new value, and finally adjust the load 
resistance. 

(b) When valve curves are available 

Triode with no d.c. load resistance in the plate circuit : Refer to the pub- 
lished characteristics to find the maximum plate dissipation ; calculate the maximum 
plate current which can be permitted at the desired new plate voltage ; select a suit- 
able plate current for the particular application (which must not exceed the maxi- 
mum) ; and refer to the curves to find the grid bias to give the desired plate current. 

If the valve is a power amplifier, the load resistance may be determined by one of 
the methods described in Chapter 13 [e.g. triodes Sect, 2(iii) ; pentodes Sect, 3(iii)A]. 

Triode with resistor in plate circuit : Use conversion factors, with adjustments 
as required in accordance with the method given in (iv) below. 

Pentode or beam power amplifier : If curves are available for the published 
value of screen voltage, use the method in (iv) below to obtain the characteristics 
for a plate voltage such that, when conversion factors are applied^ the plate voltage 
is the desired value. For example, if curves and characteristics are available for 
plate and screen voltages of 250 volts, and it is desired to determine the characteristics 
for a plate voltage of 360 volts and screen voltage of 300 volts : firstly determine the 
characteristics for a plate voltage of 300 and screen voltage of 250 ; then apply voltage 
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conversion factors of 1*2 to the plate, screen and grid voltages so as to provide the 
desired conditions. 

If curves are available for the new value of screen voltage^ use conversion factors 
to bring the screen voltage to the desired value, then apply the method below to adjust 
the plate voltage, load resistance and grid bias. 

(iv) The effect of changes in operating conditions 

(A) Effect of Change of Plate Voltages of Pentodes and Beam Power 

Amplifiers 

(a) On plate current 

The plate current of a pentode or beam power valve is approximately constant over 
a wide range of plate voltages, provided that the plate voltage is maintained above the 
" knee " of the curve. The increase of plate current caused by an increase in plate 
voltage from to is given by the expression 



(16) 



In many cases the plate characteristic curves are available, and the change in plate 
current may be read from the curves. 



(b) On screen current 

In the case of both pentodes and beam power valves the total cathode current 
(i.e., plate pluL screen currents) is approximately constant over a wide range of plate 
voltages Csee Fig. 2.4). The increase in plate current from E^i to Eb2 is approxi- 
mately equal to the decrease in screen current over the same range. 
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FIG. 2.36 
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Fig, 2,36. Plate characteristics of power pentode illustrating effect of change of plate 

voltage. 



(c) On load resistance and power output 

The plate characteristics of a typical power pentode are shown in Fig. 2.36 in which 
/fti is the " published " plate current at plate voltage E^i and grid bias — -^^1. The 
loadline MPJ swings up to at == 9 ^^<=i> assumption 

being made that the 2£ei curve is straight and horizontal over the range of plate 
voltages in which we are interested. 

If the plate voltage is increased to E^ti the new loadline will be MP'H, the point M 
being conunon to both, since it is at the knee of the characteristic. The quiescent 
operating point P' is at a higher plate current than P, the difference being Ah- 
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Since the power output is proportional to the area of the triangle under the loadJine, 
it is also proportional to the value of the load resistance, all triangles having ML as a 
common side. It may readily be shown that 



and 

Therefore 



max 

Eb2 - 



-hi 

E 



R, 



i max ^ bz 
In 



(17) 



which is also the ratio of the output powers, 
is neglected as an approximation, then 

R 



mtn ^ max 

\ilb^ -- 



/ji or the rise of plate current 



R,. 



Emin 



Ebi — Emin 

As an example, apply this to type 6V6-GT imder the following conditions- 



CIS) 



Plate voltage 

Screen voltage 

Grid voltage 

Load resistance 

Plate current {It,i) 

Peak plate current (Imax) 

Min, plate current {l,nin) 

Min. plate voltage 

Power output 

♦From curve. 

Using equation (17)- 
R/ 



Published 
Condition 
250 
250 
-12-5 
5000 
47 
90* 
8* 
35 
4-5 



Desired 
Condition 
300 V 
250 V 
-12-5 V 
(see below) ohms 
48* mA 
90* mA 
8* mA 
35 V 
(see below) W 



300 - 35 90 - 47 



R. 



250 - 35 90 



265 
215' 



= 1-26 



whence Rr 



1-26 X 5000 = 6300 ohms. 



The increase of power output is in proportion to the increase in load resistance, 
i.e. P„ 4-5 X 1-26 5-66 watts. 

This method is remarkably accurate when there is very small rectification in the 
plate circuit, as is usu Jly the case with power pentodes. With beam power amplifiers 
of the 6L6 and 807 class, in which the rectification is considerable (strong second 
harmonic component), the " corrected " loadline should be used as a basis, and the 
values of Imaxy hi and Emin should be those corresponding to the corrected loadline. 

If the rise in plate current (A/a) is considerable, the point P' will be above the 
centre point of the loadline MH, and there will be an appreciable amotmt of second 
harmonic distortion ; this may be reduced to zero (if desired) by increasing the load 
resistance slightly. 



(JS) Effect of change of load resistance 

In a r.c.c. triode the effect of a change in ^ on stage gain is very slight, provided 
that Rj > 5rp. In any case where the change cannot be neglected, eqn. (7) of 
Chapter 12 Sect. 2 may be used to calculate stage gain. 

In a r.c.c. pentode the effect of a change in ^ on stage gain is given by eqn. (7) 
of Chapter 12 Sect. 3, bearing in mind that the mutual conductance at the operating 
plate current is increased when Ri is decreased. As a rough approximation, the 
voltage gain is proportional to the load resistance. If optimum operating conditions 
are to be obtained, conversion factors should be applied to the whole amplifier — ■ 
see Chapter 12 Sect. 3(x)C. 
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(C) Effect of change of grid bias 

In any valve which is being operated with fixed voltages on all electrodes and without 
any resistance in any of the electrode circuits, a change of grid bias will result in a 
change of plate current as given by the expression 

Ah = A^. X g.„, (19) 
where Ah = increase of plate current, 

AEc — change of grid bias in the positive direction^ 
and =^ mutual conductance of valve at the operating plate current. 

In most practical cases, however^ the valve is being operated with an impedance 
in the plate circuit and in some cases also in the screen circuit. The effect of a change 
in grid bias is therefore treated separately for each practical case. 

(a) On resistance-coupled tiiodes 

In this case a plate load resistor is used, resulting in a considerable voltage drop 
and a decrease in the effective slope of the valve. 

The change in plate current brought about by a change in grid bias is given by the 
expression 

Ah =AE, X ^/(r, + R{) (20) 
where ^ = amplirication factor of valve at the operating pointy 

- plate resistance of valve at the operating pointy 
and resistance of plate load resistor. 

(b) On resistance-coupled pentodes 

The change of plate current with grid bias is given by the expression. 

Ah =AE, Xg^ (21) 
where gd = dynamic transconductance at the operating pointy 

= slope of dynamic characteristic at the operating point. 

The change of screen current (with fairly low screen voltages) is approximately 
proportional to the plate current up to plate currents of 0-6 Ej,bJR i and the change 
in screen current is given by the expression 

A/.2 - Ah <JcJh) approx. (22) 
where I cz ^ screen current 
and Ejtb = piste supply voltage. 

For further information on resistance coupled valves^ see Chapter 12^ Sects. 2 and 3. 

(c) On i-f or r-f amplifier 

In this case there is no d.c. load resistor and the full supply voltage reaches the 
plate of the valve. The change of plate current is given by eqn. (19) while the change 
in screen current may be calculated from the ratio of screen and plate currents^ which 
remains approximately constant. The voltage gain is proportional to the mutual 
conductance* of the valve, and is therefore a maximum for the highest plate current 
at the minimum bias. A decrease in bias will therefore normally result in increased 
gain, while increased bias will result in decreased gain. The limit to increased gain 
is set by the plate or screen dissipation of the valve^ by positive grid current, and, in 
some circuits, by instability. In most cases the mutual conductance curves are pub- 
lished so as to enable the change of gain to be calculated. 

(d) On power valves 

This subjea is covered in detail in Chapter 13. 



♦The voltage gain is also affected by the plate resistance, but this is quite a secondary effect unless 
the plate resistance is less than 0.5 megohm. In most remote cut-ofT pentodes the plate resistance falls 
rapidly as the bias is decreased towards the minimum bias, but this is more than counterbalanced by the 
rise in mutual conductance. 
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SECTION 7 : VALVE EQUIVALENT CIRCUITS AND VECTORS 

(i) Constant voltage equivalent circuit (iV) Constant current equivalent circuit (Hi) 
Valve vectors. 

Much useful information can be derived from an equivalent circuit of a valve, even 
though this may only be valid under limited conditions. The equivalent circuit is 
only a convenient fictionj and it must be remembered that it is the plate supply which, 
in reality, supplies the power — the valve merely controls the current by its varying 
d.c. plate resistance. The equivalent circuit is merely a device to produce in the 
load the same a.c. currents and voltages which are produced by the valve when alter- 
nating voltages are applied to its grid. 





Fig, 2,37. (A) Equivalent 
circuit of valve t4sing constant 
voltage generator (B) Equiva- 
lent circuit of valve and load. 



(i) Constant voltage equivalent circuit 

The simplest equivalent circuit treats the valve as an a.c. generator of constant 
r.m.s. voltage fiEg, which is applied through an internal generator resistance' 
(Fig. 2.37A). This is valid for small alternating voltages (under which conditions 
the characteristics are practically uniform) but is of no assistance in determining 
direct currents or voltages, phase angles or operating conditions. It is also limited 
to frequencies at which the effects of capacitances are negligible. 

This may be elaborated, as in Fig. 2.37B, with the inclusion of the input circuit 
GK and the load Z ^ . The input voltage Eg is shown by the ± signs to be such that 
the grid is instantaneously positive, and the plate negative (with respect to the cathode) 
at the same instant. It is assumed that the grid is biased sufficiently to prevent grid 
current flow. 

The current flowing through the load produces across the load a voltage E 
which is of opposite sign to E^. It will be noted that the " fictitious " voltage fxEg 
is opposite in sign to Eg, although ^ is positive ; this apparent inversion is a conse- 
quence of treating the valve as an a.c. generator. 

In the simplest case, Z^ is a resistance R^. We can then derive the following 
relationships — 

= (r^ ^Rj)I, (1) 
E, = -hR,= -/^^\-4V 

and ^ = voltage gain ^ (3) 

B, + R^ 

If the load is made up of a resistor R ^ and an inductor X ^ in series — 
Complex Values Scalar Values 

Zj^ =R^+jX^ VRj^_±J^i^__ (4) 

,iE, = (r^ + + jXj) V(r , + R^y + (5) 

E, r^+R^+jX^ .^{r, + Rj)^ + X^^ 

and similarly for any other type of load. 



(6) 
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The interelectrode capacitances are shown in the equivalent circuit of Fig. 2.38, 
and may be taken as including the stray circuit capacitances. This circui* may be 
appUed at frequencies up lo nearly 10 Mc/s, beyond which the inductances of the 
leads and elearodes become appreciable. It may also be applied to a screen grid 
(tetrode) or pentode, provided that the screen is completely by-passed to the cathode ; 
in this case C,fc becomes the input capacitance (C.^.j, + d.,^) and C^j, becomes 
the output capacitance (C^ to all other electrodes). 

(ii) Constant current equivalent circuit 

An alternative form of representation is the constant current generator equivalent 
circuit (Fig. 2.39), this being more generally convenient for pentodes, in which the 
plate resistance is very high. Either circuit is equally valid for both triodes and 
pentodes. 




Fig. 2.38. Equivalent circuit of 
valve on loady with interelectrode 
capacitances. 



Fig. 2.39. Equivalent circuit of 
valve on loady using constant 
current generator. 



Fig. 2.40. Equivalent circuit of 
valve on loady using constant 
current generatOTy with inter- 
electrode capacitances. 



K K 
FIC. 2-40 



In the constant voltage generator equivalent circuit, the current varies with load 
impedance and plate resistance ; in the constant current equivalent circuit, the voltage 
across the load and plate resistance varies with load impedance and plate resistance. 

A constant current generator equivalent circuit, in which account is taken of 
capacitances, is shown in Fig. 2.40. This circuit may be applied at frequencies 
up to nearly 10 Mc/s, beyond which the inductances of the leads become appreciable. 
It will be seen that Cp* (which may be taken to include all capacitances from plate 
to cathode, and the output capacitance of a pentode) is shunted across both and Z^. 
In the case of a resistance-capacitance coupled stage, would be the resultant of 
Rj and (following grid resistor) in parallel. 

Maximum power output is obtained when the valve works into a load resistance 
equal to its plate resistance provided that the valve is linear and completely distortion- 
less over the whole range of its working, and also that it is unlimited by maximum 
electrode dissipations or grid current. In practice, of course, these conditions do 
not hold and the load resistance is made greater than the plate resistance. 

At frequencies of 10 Mc/s and above, the effeas of the inductance of connecting 
leads (both internal and external to the valve) become appreciable. Although it 
is possible to draw an equivalent circuit for frequencies up to 100 Mc/s, in which 
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each capacitance is split into an electrode part and a circuit part (Ref. B21 Fig. 38) 
the circuit is too complicated for analysis, and the new circuit elements that have 
been introduced cannot be measured directly from the external terminals alone. 

At frequencies above about 50 Mc/s, transit time effects also become appreciable. 
The circuit which is commonly used for frequencies above 50 Mc/s is Fig. 2.47 in 
which the valve is treated as a four terminal network with two input and two output 
terminals. This is described in Sect. 8(iii)e. 



VOLTAGES. 



I 

c 


1 


c 


b 



CURRENTS. 




Fig, 2.41. Voltage and current 
relationships in a resistance- 
loaded valve. 



(iii) Valve vectors 

Veaors [see Chapter 6 Sect. 5(iv)] may be used to illustrate the voltage and current 
relationships in a valve^ but great care must be taken on account of the special con- 
ditions. Vectors are normally restricted to the representation of the a.c. voltages and 
currents when the grid is excited with ^ sine-wave voltage limited to such a value that 
the operation is linear. The grid and output voltages (with respect to the cathode) 
are normally of opposite polarity when the load is resistive ; under the conditions 
noted above this is almost the same as being 180° out of phase except there is no half- 
cycle time lag between them. 

The voltage and current relationships for a resistance loaded valve are shown in 
Fig. 2.41 ; peak total plate current occurs with peak positive grid voltage and results 
in maximum voltage across the load {e ^ and minimum voltage from plate to cathode 
{e^. It will be seen that eb + ^jr -Eab (the supply voltage) under all conditions, 
and that e j is naturally measured in the downward direction from E^^. If only 
alternating components are considered, a negative peak e^ corresponds to a positive 
peak and a negative peak Cj. If the supply voltage E^b is omitted from the equival- 
ent circuit, we are left with e^ — — e^^. 

Each case must be considered individually and the vectors drawn to accord with 
the conditions. The only general rule is that and \j.Eg are always either in phase 
or of opposite phase. 

Fig. 2,42 shows the vector diagram (drawn with respect to the cathode) of an 
amplifying valve with a resistance load and a.c. grid excitation. Commencing with 
the grid-to-cathode voltage E^^, the vector \lE,, is drawn in the same direction but is 
/X times as large. The output voltage E ^ is also in the same direction as \lE„^ but 
smalJer by the value /^rp. All of these voltages are with respect to the cathode and 
the centre-point of the vector diagram has accordingly been marked K. The a.c. 
component of the plate current (7^^) is in phase with E since E ^ is the voltage drop 
which it produces in R^ . The grid-to-plate voltage E, is the sum ofEj and £"„ 
owing to the phase reversal between grid and plate. 
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FIG. 2-44 



Fig. 2.42. Equivalent circuit and vector diagram of resistance-loaded valve. 
Fig, 2 A3. Vector diagram of valve with resistance load aad capacitance from grid to 

plate. 

Fig. 2.44, Vector diagram of vahe with partially inductive load and capacitance from 

grid to plate. 

When the equivalent circuit includes more than one mesh, it is usual to proceed 
around each mesh in ^^um, using some impedance, common to both, as the link 
between each pair of meshes. For example Fig. 2.43 shows a valve with a capacitor 
Cyp from grid to plate, and a resistive load. Firstly, set down in any convenient 
direction (here taken horizontally to the right) and 1 1 in the same direction ; then 
draw Ic leading by approximately 90° (actually Ic leads Ec by 90**) and complete the 
parellelogram to find the resultant current ; then draw /^r^ in the same direction 
as /p and complete the parallelogram to find the resultant fiEg— this completes the 
first mesh. Finally take Eg along ^E^ and complete the parallelogram to find the 
resultant of Eg and Ej^, which will be Er, 
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If the load is partially inductive (Fig. 2.44) the plate current and IjXp lag behind 
E ^ and the resultant ixEg is determined by the parallelogram i Eg and E combine 
to give the resultant £f ; 1^ leads Ec by 90% and I ^ is determined by completing 
the parallelogram of which is one side and Ij, the resultant. 




Fig. 2.45. Vector diagram of valve with partially capacitive load and capacitance 

from grid to plate. 

With a partially capacitive load (Fig. 2.45) the plate current and IjXp lead E and 
the resultant ^xEg is determined by the parallelogram ; Eg and E combine to give 
the resultant E^; Ic leads E c by 90 and I ^is determined by completing the parallelo- 
gram of which /o is one side and /p the resultant. 



SECTION 8 : VALVE ADMITTANCES 



(i) Grid input impedance and admittance («) Admittance coefficients (iii) The com- 
ponents of grid admittance — Input resistance — Input capacitance — Grid input admittance 
(a) with plate-grid capacitance coupling ; (6) with both plate-grid and grid-cathode 
capacitance coupling ; (c) with grid-screen capacitance coupling ; (d) with electron transit 
time ; (e) equivalent circuit based on admittances {iv) Typical values of short-circuit 
input conductance {v) Change of short- circuit-input capacitance with transconductance 
{vi') Grid-cathode capacitance (viz) Input capacitances of pentodes (published values) 
(viii) Grid-plate capacitance. 

(i) Grid input impedance and admittance 

When a valve is used at low audio frequencies, it is sometimes assumed that the 
grid input impedance is infinite. In most cases, however, this assumption leads to 
serious error^ and careful attention is desirable to both its static and dynamic im- 
pedances. 

As with any other impedance (see Chapter 4 Sect. 6) it may be divided into its 
various components :— ■ 

Component Normal Reciprocal 

Resistive Grid input resistance (rj conductance (gg) 

Reactive Grid input reactance {Xg) susceptance (Bg) 

Resultant Grid input impedance (Z^) admittance (Yg) 

Normal values are measuied in ohms, while reciprocal values are measured in 
reciprocal ohms (mhosV It is interesting to note that 
a resistance of 

is equivalent to 



a reactance of 
an impedance of 
1 megohm 
01 megohm 
10 000 ohms 

1000 ohms 



a conductance of 
a susceptance of 
an admittance of 
1 micromho 
10 micromhos 
100 micromhos 

{1000 micromhos 
= 1 mA/volt 
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The following relationships hold : 

IV'J - v^/^ = i/i^j, +y5. - 1/z, (3) 

Similar relationships hold for other electrodes. 

It is usual to carry out calculations with admittances^ even though the resultant 
may then have to be changed to the form of an impedance. With a mamber of con- 
ductances (or susceptances) in parallelj the total conductance (or susceptance) is found 
by adding all together, with due regard to positive and negative quantities : — 

e.g. =^1 +^2 4-^3 4- . . . + (4) 
5, = J3i 4- + B3 + . . . + (5) 
Inductive reactance is regarded as positive. 
Capacitive reactance is regarded as negative. 
Inductive susceptance is regarded as positive. 
Capacitive susceptance is regarded as negative. 
With Complex Notation (see Chapter 6 Sect. 6) we have 

Z„=^R,+jX,, Y,-^g,~jB,, (6) 

(The " i " merely indicates a vector at 90° which must be added vectorially.) 

(ii) Admittance coefficients 

The operation of a valve may be expressed by the two equations 

i^=Ae, + B (7) 
i,^Ce,-^De^ (8) 
where A, B, C and D are complex values determined by the valve characteristics, 
being in the form of admittances and known as the Admittance Coefficients. The 
effect of these Admittance Coefficients may be understood more easily by considering 
two special cases, one with a short-circuited output (i.e. short-circuited from plate 
to cathode) and the other with a short-circuited input (i.e. short-circuited from grid 
to cathode). 

Case 1 ; Shon-circuited output (e, = 0). 

From equation (7), i„ ^ A 
From equation (8), ig = Ce^ 
where A is defined as the short-circuit forward admittance, 
and C is defined as the short-circuit input admittance. 
Case 2 : Short-circuited input (e^ = 0). 

From equation (7). = B 

From equation (8), ig = D 
where B is defined as the short-circuit output admittance, 
and D is defined as the short-circuit feedback admittance. 

At frequencies up to about 10 Mc/s, the Admittance Coefficients are given approxi- 
mately by : 

Short-circuit forward admittance {A) = f » - /wC^p (9) 
Short-circuit output admittance (B) = l/r, 4- /wCC^ fc 4- C^^; (10) 
Short-circuit input admittance (C) = l/r^ 4-;<**(Cpt 4- C^p) (11) 
Short-circuit feedback admittance (D) = /wC^p (12) 
If the grid is negatively biased to prevent the flow of positive grid currentj the grid 
resistance becomes very high, and 1 /r, may be negligible in the expression for C. 

At frequencies above 10 Mc/s the Adminance Coefficients are somewhat modified, 
the capacitances and admittances containing a term which is proportional to the square 
of the frequency. 

The short-circuit forward admittance {A) is affected by the transit time of electrons 
and the inductance of the cathode lead, thus causing a phase shift between anode 
current and grid voltage. This is treated in detail in Chapter 23 Sect. 5. 
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The short-circuit output admittance (B) is affected by the reduction in which 
occurs with increasing frequency due to the capacitances and inductances of the 
electrodes. The capacitance term is practically constant. 

The short-circuit input admittance (C) is affected by the aansit time of electrons, 
the inductances of the electrodes (particuJarly the cathode) and the capacitance be- 
tween grid and cathode. The capacitance term is practically constant. 

The 5 hort-circuit feedback admittance (D) remains purely reactive even at very high 
frequencies^ although it changes from capacitive at low frequencies^ through zero, 
to inductive at high frequencies. This can cause instability in certain circumstances. 

(iii) The components of grid admittance 
Input resistance may be due to several causes : 

1. Leakage between the grid and other electrodes. 

2. Ne^i live grid current (caused by gas or grid emission). 

3. Positive grid current (may be avoided by negative grid bias). 

4. Coupling between the grid and any other electrode presenting an impedance 
to the input frequency (e.g. C^p). 

5. Transit time of the electrons between cathode and grid (at very high trequencies 
only). 

Input capacitance {€{„) is dependent on several factors : 

1. The static (cold) capacitance (Ci) from the grid to all other electrodesj except 
the plate. 

For a pentode, C, = Cgt.k + Cgi,gi (13) 
For a triode, C, = C^t. (14) 

2. The very slight increase in capacitance caused by thermal expansion of the 
cathode (0-1 to 0-6 fifiF for the majority of r-f pentodes). 

3. The increase in capacitance caused by the space charge and by conduction 
(0-5 to 2*4 fifiF for r-f pentodes). 

4. Coupling between the grid and any other electrode presenting an impedance 
to the input frequency ; this holds both with capacitive and inductive reactance 
(Miller Effect— see below). 

5. Transit time of the electrons between cathode and grid (at very high frequencies 
only). 

References to change of input capacitance : B13j BIS, 316, B17j CI, CA^ C5. 

The measurement of interelectrode capacitances is covered in Chapter 3 Sect. 3(ii)g, 
together with some general comments and a list of references to their significance 
and measurement. 



Grid Input Admittance 

(a) With plate-grid capacitance coupling 

In the circuit of Fig. 2.46Aj in which C^i.^ and Cgy.gi are not considered, it may 
be shown* that 

r 1 = (g. + Gj)^ + (g^ + Bg,y 

BgAgm^Bj^^ Bg^i£^ + Gj^+gJ\ 

and 

C ~ ^"^f^^^ + <^Z + gm) {gy + G£) + Bj^ (Bj^ -h Bg^)] 

" ^ (g. + G^y + {B^+Bg,y ^ ^ 

where = = + jB = l/Z^yBg^ = I/^c.p = l/2^fCg^, 

As an approximation, if gp ^ G^, and Bg^ <^ B^, 

r, = ~ = — ^- — — when the load is inductive (17; 

go gm^ ^9 Cgp 

^ A_ when the load is capacitive (18) 



•Sturley, K. R. " Radio Receiver Design, Part 1 " (Chapmun & Hall, London, 1943) p. 37 et seg 
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Cap 



1 4- 



(19) 



When 5^ is infinite, i.e. when Z ^ = 0, is infinite and Cg = C„^. 
When the load is induaive, the input resistance is usually negative, thus tending 
to become regenerative, although for values of B i between 0 and 

-Bg^ ig-p 4- 4- gj/gmy 

the input resistance is positive. 

When the load is capacitive, the input resistance is always positive, thus causing 
degeneration. 

As an approximation, if Bgj, << g„ and^i,,, {gj. + G^), the positive and negative 
minimum values of Vg are given by 

rg {mm) ^ ± 5 

gm Bgj, 

and these occur at 5^ = ±{gp + G^). 



(20) 




FIG. 2-46 A. 



FIC.2-46 D. 



Fig. 2.46. Conditions for deriving input admittance (A) with plate-grid capacitance 
coupling (B) general case including cathode circuit impedance. 



Similarly, the maximum value of the input capacitance is given by 



(21) 



which occurs at 5 ^ = — Bg^, This is the well known " Miller Effect " [see Chapter 
12 Sect. 2(xi) for a-f amplifiers]. The effea on the tuning of r-f amplifiers is treated 
in Chapter 23 Sect. 5, and on i-f amphfiers in Chapter 26 Sect. 7. 

In the circuit of Fig. 2.46B, which includes an impedance Z^. in the cathode circuity 
with the screen decoupled to the cathode, the input resistance is given approximately by 



1 + 



Sm{g n 



+ 2G. )] 



(22) 



gmBgjBi 

where B^^ and g^, are neglected in comparison with the othei components, and 
{B ipjc — Bi,G i) is very small. Thus the reflected resistance is increased, and the 
damping decreased, as the result of the insertion of Z*. 
The input capacitance under these conditions is given by 



Cg = Cg 



G^' + B^^ (G,^4-B^^)[(G 
which is less than with Z^ = O. 

If the screen is by-passed to the cathode. 



[G^G^~B,B^)] ] 



4-B 



gmBgpB^ 



a1 fl 4- iiSlL±^] 



Cg — Cgj^ 



(Gi»+Bi') KG,+g,)' + B,'] 



(23) 



(24) 



(25) 
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where gt = triode grr*. (whole cathode current) 

(b) With both plate-grid and grid-cathode capacitance coupling 

The circuit is as Fig. 2,46B with the addition of a capacitance C^^ between grid 
and cathode. The input resistance is given by 

r [{G^ + g^y + B,^][G + B 

' g„lB,^^<iG,^+B,')~B,^,{G^'+B^')] 
This becomes infinite when B,,^^(G^'' + B^^) - B^^jlG^^ + B^^)^ ^hich 
is the condition for input resistance neutralization (see Chapter 26 Sect. 8 fot i-f 
amplifiers). This condition may be put into the form 

Bgp Cgy Ljt (27) 

Bgk Cg}f Lp 

Thus, by including an inductance Lp ~ Lk CgJCgp between the load and the 
plate, the input resistance may be increased to a very high value. The same effect 
may also be achieved by means of an inductance in the screen circuit. 

The input capacitance under the conditions of Fig. 2.46B is given approximately by 

Cg, G^ C,,(G, +gj 1 



Cg ^ Cgp + Cgk 



(28) 



^G^'+B^' (G,+gJ'+B,'j 
If ^ffl < Gfc it is possible to prevent change of input capacitance when^^ is varied 
(for example with a.v.c), by making 

Gglc Rl 

(c) With grid-screen capacitance coupling 

Conditions as in Fig. 2.46B, but with screen by-pass capacitor. 
. „ (^.a + G,)^ + (B, + B, ..„,)« 



BeL*g2lggi,02BgBgi.g2(gf2 + + g gl^ gi)] 

~(gg2 + G, + ggl.g.)(gg2 + G,) + B.(B. + Bg 



(29) 
(30) 



(^.2 + G,r + (B, +B,i.,2)3 
where gg2 = screen conductance, 

goi'9i = grid-screen transconductance, 
and Bgi.g^ — susceptance due to capacitance from ^1 to g2. 

In an r-f amplifier, Bgi.gz and (^^2 -!■ G„) may usually be neglected in comparison 
with B„ and thus 

rg fiti — — — when B, is inductive (31) 

Q 

- ^ when B, is capacitive (32) 



ggl'gZ Cgi*gi 

The input resistance may be made infinite by making 

Cai^gJCgk ^LJL, (33) 

(d) With electron transit time 

This subject is treated fully in Chapter 23 Sect. 5. 

(e) Equivalent circuit based on admittances 

In determining valve admittances at frequencies higher than approximately 10 Mc/s, 
it is not practicable to introduce voltages or measure them directly at the electrodes 
of a valve. The lead inductances and interelectrode capacitances form a network 
too complex for exact analysis. The most practical method of avoiding such diffi- 
culties is to consider the valve, the socket, and the associated by-pass or filter circuits 
as a unitj and to select a pair of accessible input terminals and a pair of accessible 
output terminals as points of reference for measurements. When such a unit is 
considered as a linear amplifier, it is possible to calculate performance in terms of 
four admittance coefficients. These are : 
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(iii) THE COMPONENTS OF GRID ADMITTANCE 



2.8 



Yit, — short-circuit input admittance 

admittance measured between input terminals when the output ter- 
minals are short-circuited for the signal frequency. 
Yfor = short-circuit forward admittance 

^ value of current at output terminals divided by the voltage between 
the input terminals^ when the output terminals are short-circuited 
for the signal frequency. 
Yout shon-circuit output admittance 

— admirtance measured between output terminals when the input ter- 
minals are short-circuited for the signal frequency. 
V/ft shon-circuit feedback admittance 

~ value of curren' at the input terminals divided by the voltage between 
the output terminals, when the input terminals are short-circuited 
for the signal frequency. 
Each of these admittances can be considered as the sum of a real conductance 
component and an imaginary susceptance component. In the cases of the input and 
output admittances, the susceptance components are nearly always posiu've (unless 
the valve is used above its resonant frequency) and it is, therefore, common practice 
to present the susceptance data in terms of equivalent capacitance values.' The 
short-circuit input capacitance is the value of the short-circuit input susceptance 
divided by 2tt times the frequency. The capacitance values are more convenient 
to work with than the susceptance values because they vary less rapidly with frequency 
and because they are directly additive to the capacitances used in the circuits ordinarily 
connected to the input and output ternunals. However, when frequencies higher 
than 200 Mc/s and resonant lines used as timing elements are involved, the use of 
susceptance values may be preferable. 




FIG. 2-47 



Fig. 2.47, Alternative form of equivalent circuit for deriving input admittance 

In Fig. 2.47 the short-circuit input admittance is represented by a resistor and 
a capacitor in parallel across the input terminals. The value of is equal to the 
reciprocal of the short-circuit input conductance and the value of is equal to the 
short-circuit input capacitance. The short-circuit output admittance is represented 
by a similar combination of and Cj, across the output terminals. 

Since the input and output circuits are separated, allowance may be made for their 
interaction by an additional constant current generator in each. A constant current 
generator is shown at the output terminals producing a current equal to the product 
of the short-circuit forward admittance and the input voltage. A similar generator 
is shown at the input terminals producing a current eqoal to the product of the short- 
circuit feedback admittance and the output voltage. 

The principal differences in the performance of receiving valves at high and low 
frequencies can be attributed to the variations of the shon-circuit input conductance 
with frequency. The other shon-circuit admittance coefficients, however, contribute 
to the input admittance actually observed in an operating circuit as follows : 

Voltage gain (A) = ^'Z y « y ^" y (34) 
X ott( * L ^ out -r I f. 
Added current at input terminals due to presence of load ^ egA F/a. (35^ 
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Phase angle of added component = phase angle of vohage gain + phase angle 
of feedback admittance. (36) 
Grid input admittance (YJ = Yin AYf^ 

■* out ■ * £ 

See also Ref. B21. 

The measurement of the four short-circuit admittances is covered in Chapter 3 
Sea. 3(vi) A, B, C and D and also Refs. B17, B21. 



(iv) Typical values of short-circuit input conductance 

Pentodes tested under typical operating conditions (Ref. B17). 



Type Input conductance approx. (micromhos) Mutual 





/ = 50 


60 


80 


100 


120 


150 Mc/s 


Conductance 
/Atnhos 


6AB7 


200 


310 


600 


980 






5000 


6AC7 


380 


600 


1200 


1970 






9000 


6AG5 


100 


145 


280 


326 


480 




5000 


6AK5 


40 


57 


92 


134 


185 




5100 


6AU6 


180 


280 


490 


759 


1100 




5200 


6BA6 


150 


230 


410 


603 


950 




4400 


6CB6 


125 


170 


300 


460 


(Ref. B20) 




6200 


6BJ6 








275 


(Ref. B19) 




3800 


6SG7 


190 


270 


430 


604 


670 




4700 


6SH7 


200 


300 


470 


632 


880 




4900 


6SJ7 




260 


380 


528 






1650 


6SK7 


138 


190 


320 


503 


660 




2000 


9001 






44 


60 


96 


141 


1400 


9003 






48 


66 


100 


145 


1800 


Z77 


110 at 45 Mc/s 


(Data from M.O.V.) 




7500 



(v) Change of short-circuit input capacitance with transconductance 

(/ = 100 Mc/s). Ref. B17 unless otherwise indicated. 



Increase in capacitance (fifiF) from cut-off 



Type 


to - 1000 


2000 


4000 


Typical operation 












/i.mhos 


6AB7 


0-55 


10 


1-7 


IS 


5000 


6AC7 


0-65 


1-2 


1-8 


2-4 


9000 


6AG5 


0-5 


0-8 


1-25 


1-4 


5000 


6AK5 


0-3 


0-6 


10 


M 


5100 


6AU6 


0*6 


M 


20 


2-5 


5200 


6BA6 


0-75 


1*4 


2-2 


2*2 


4400 


6BH6 (Ref. B18) 








1-8 


4600 


6CB6 (Ref. B20) 








1-54 


6200 


6BJ6 (Ref. B19) 








1*6 


3800 


6SG7 


0.8 


1-5 


2*2 


2-3 


4700 


6SH7 


0-75 


1*3 


205 


2*3 


4900 


6SJ7 


0-8 






1*0 


1650 


6SK7 


065 


118 




1-2 


2000 


9001 


0-35 






0-5 


1400 


9003 


0-39 






0-5 


1800 


Z77 (M.O.V.) 








2*2 


7500 


Limits 


0-3-0-8 


0-6-1-5 


l-a-2'2 


0-43-2'38 
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Value of unbypassed cathode resistor needed for complete compensation 
of input capacitance change with bias change (Ref. B18) 

Unbypassed 



Valve 


Interelearode capacitances 


cathode 


Gain factor* 


type 








resistor 




6BA6 


5-5 /x/xF 


5 0 /i/zF 


0 0035 /x/zF 


100 ohms 


0-62 


6AU6 


5-5 


50 


00035 


85 


0-61 


6AG5 


6-5 


1-8 


0-025 


50 


0-75 


6AK5 


4-0 


2-8 


0-02 


50 


0-75 


6BJ6 


4-5 


5*5 


0-0035 


135 


0-59 


6BH6 


5-4 


4-4 


00035 


110 


0-59 


Z77 


7-4 


3i 


0-009 


60 


0-64 



♦degeneration due to unbypassed cathode resistor (see below), 
gain with cathode tinbypassed 



Gain factor = 



gain with cathode by-passed 
1 



(38) 
(39) 



where Rjt 



AC 

Cg k 

S m 
h 
Ic2 



1 -H R,gm(h + 

= cathode resistor for complete compensation of input capacitance 
change with bias 

AC 



and 



= change in input capacitance in farads from normal operating con- 
dition to cut-offj 

— grid-to-cathode capacitance in farads measured with valve cold, 
= mutual conductance in mhos at normal operating condition, 
= direct plate current in amperes 
= direct screen current in amperes. 



(vi) Grid-cathode capacitance 

The mathematical treatment of the effects of grid-cathode capacitance has been 
given above. Methods of neutralization are described in Chapter 26 Sect. 8. 

The published grid-plate capacitances are usually in the form of a maximum value, 
without any indication of the minimum or average value. In some cases the average 
is fairly close to the maximum, while in others it may be considerably less. The 
average value is likely to vary from one batch to another, and from one manufacturer 
to another. Equipment should be designed to avoid instability with the maximum 
value, although fixed neutralization should be adjusted on an average value, determined 
by a test on a representative quantity of valves. 

Effect of electrode voltages on grid-cathode capacitance — see Ref, B23. 



(vii) Input capacitances of pentodes (published values) 



1. Indirectly heated 

High slope r-f (metal) 
Ordinary metal r-f 
All glass and miniature 
Small power amplifiers 
Ordinary power amplifiers 
Large power amplifiers 
Pentode section of diode-pentodes ; 

Metal 

Glass 

2, Directly heated 

2 volt r-f pentodes 
1-4 volt r-f pentodes 
2 volt power pentodes 
1-4 volt power pentodes 



8 to 11 

4- 3 to 7 

5 to 6 
6-5 to 10 
10 to 15 

5- 5 to 6-5 
3 to 5*5 

5 to 6 
2-2 to 3-6 
8 

4-5 to 5-5 
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(viii) GRID-PLATE CAPACITANCE 



57 



(viii) Grid-plate capacitance 

The grid-plate capacitance decreases with increasing plate current. Eventually 
the rate of change becomes very small and even tends to become positive. The 
total change in triodes does not usually exceed 0 06 /x^xF for high-mu types, or 0-13 
fj.fiF for low-mu voltage amplifiers, although it may exceed 2 ^x^F in the case of 
triode power amplifiers (Ref. B13). 



SECTION 9 : MATHEMATICAL RELATIONSHIPS 

(0 General (n) Resistance load (m) Power and efficiency (iv) Series expansion ; 
resistance load (v) Series expansion ; general rase (vi) The equivalent plate circuit 
theorem (vii) Dynamic load line — general case (viii) Valve networks — general case 
(ix) Valve coefficients as partial differentials (x) Valve characteristics at low plate 
currents. 

(i) General 

Valve characteristics may be represented mathematically as well as graphically 
(see Chapter 6 for mathematical theory). 

The plate (or space) current is a function (F) of the plate and grid voltages and may 
be expressed exactly as 

U = F(et, + fiec + fii) (1) 
where e^ is the equivalent voltage which would produce the same effect on the plate 
current as the combined effects of the initial electron velocitj'^ of emission together 
with the contact potentials. The amplification factor n is not necessarily constant. 
There will be a small current flow due to when ej, and e^ are both zero. 

As an approximation, when e and fj.e « are large, ei may be neglected. The func- 
tion in eqn. (1) may also be expressed approximately in the form 

U K(et, + ,xe,)« (2) 
in which Kis & constant. The value of n varies from about 1-5 to 2*5 over the usual 
operating range of electrode voltages, but is often assumed to be 1*5 (e.g. Conversion 
Factors) over the region of nearly-straight characteristics, and 2 0 in the region of 
the bottom bend (e.g. detection). We may take the total differential* of eqn. (2), 

di,^^de, + ^2lde, (3) 
o^b oe^ 

which expresses the change in u which occurs when and ec change simultaneously. 
Now — see (ix) below — provided that the valve is being operated entirely in the region 
in which fj-y gm and rp are constant, 

dib 1 , dib 

— = ~ and ^ gm> 
oej, r^ dec 

so that dib =\- de^ g^de^. (4) 

If I'b is held constant. 



— dei, + g^de, ^ 0, 

and thus gm^p ^ — — - (u constant) (5) 

de^ 

whence gmTp = n [see (ix) below]. (6) 

The treatment so far has been on the basis of the total instantaneous voltages and 
currents, c^, U 5 it is now necessary to distinguish more precisely between the 
steady (d.c.) and varying (signal) voltages and currents. 

*For total differentiation see Chapter 6 Sect. 7(ii). 
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58 (i) GENERAL MATHEMATICAL RELATIONSHIPS 2,9 

Instantaneous total 'values e^ Ce H 

Steady (d.c.) values E^o E^c ho 

Instantaneous varying values tp 

Varying (a.c.) values (r.m.s.) E,, Eg I. 

Supply voltages E^i, E,, 

For definitions of symbols refer to the list in Chapter 38 Sect. 6. 

In normal operation each of the voltages and currents is made up of a steady and 
a varying component : 

lb = /fto + tp 

Cj, = Ebo + (7) 
ec = Ecc + eg 
Eqn. (4) may therefore be extended in the form 

diho + iv) = - diEbo + e^) + gmd(E,, + e^). 

But the differentials of constants are zero, and the relation between rhe varying com- 
ponents may be expressed in the form 

= - + gmeg (8) 
or ip = tt±J^ . (9) 

This only holds under the condition that and tp are constant over the operating 
region. 

(ii) Resistance load 

If there is a resistance load {Rj) in the plate circuit, 

cj+e^'^^ftft (10) 
where tf// is the instantaneous total voltage across R^^. 
Breaking down into steady and varying components, 

where is the instantaneous varying voltage across 
and E^^is the steady (d.c.) voltage across R^, 

Under steady conditions fip = = 0, and therefore 

Eb + El = Ebb' 

Now, by Ohm's Law, E^^ = h^i 

Therefore h = " (12) 

Eqn. ^,12) represents a straight line on the plate charaaeristics, passing through the 
points 

Eb = Ebb> lb = 0 and Eb = 0, 7ft = E^JR^, 
in other words, the loadline. 

The quiescent operating point must satisfy both the equation for the valve charac- 
teristics (1) and that for the loadline (12), therefore 

P(eb + ne, + e,) = (13) 

Under varying conditions, neglecting steady components, we may derive from 
eqxiation {IV) the relation 

i.e. e» = —6^. (14) 

Also —ifRi by Ohm's Law, 
Therefore = -iV?^. (15) 
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Substituting this value of in equation (9) we obtain 



ixeg 



which is a fundamentally important relation but which holds only in the region where 
and are constant. 

Substituting — (eqn. 14) in place of ep in equation (9) we obtain, for the valve 
alone, 



i-e. g^ = M^cr - iv^v (17) 

which is the basis of the constant voltage generator equivalent circuit as in 

Sect. 7(i). 
Eqn. (17) may be put into the form 

= (£i» eg - »p). (18) 

This voltage across the valve and the load can be developed by means of a current 
gfA^g, passed through r, in the opposite directior to ipy so that the total current through 
rp is {g„ eg — ij,), Eqn. (18) is the basis of the constant current equivalent 
circuit as in Sect. 7(ii). 

The voltage gain (A) of an amplifying stage with a load resistance Riis 



A = 











gfl 









Wiien the load is an impedance Z^, the voltage gain may be shown to be 



1 + r,/Z^ 



where and Z are complex values (see Chapter 6). 
If Z R J jX^j the scalar value of A is given by 

vrZ±A^___ 



A= y. 



The voltage gain may also be put into the alternative form 

TyZ^ I 



^\gmZL\ if r,, > Zj^. 



(19) 
(20) 

(21) 

<22) 
(23) 



(iii) Power and efficiency 

When the operation of a valve as a Class A, amphfier is perfectly linear we may 
derive* the following: — 

Zero- Signal : 



Plate airrent 




— I bo* 


Power input from pkte supply 




= £b6 /bo. 


D.C. power absorbed in load 




= /bo^ Rl " Elc ^bo 


Quiescent plate dissipation 




— Bbo ^bo- 


But 


Ebb 


= Ebo + Eio^ 


Therefore 




— Ebo Ibo + Ei„ Ibv* 









Signal Condition : 

Average value of total input = i^^j ^ Ei,t, ho 
which is constant irrespective of the signal voltage. 



(24) 
(25) 



•After book by M.I.T. Staff ' 
pp. 419-425, 



Applied Electronics " (John Wiley & Sons Inc. New York, 1943) 
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(iii) POWER AND EFFICIENCY 



2.9 



Power absorbed by load = 



(26) 



0 



(ho + i.YRidiu^t) 



1 



1 ^2 



where /"ac = '^'^i'^^^^^ 



27r 1 /'27r 

2/6,1 ^ ujr) + 2^ i/Ridiwt) (27) 



(28) 
(29) 



Plate dissipation Pp = 



27r 



e6ib(i( a>r) 



(30) 



From eqns. (28) and (29) it will be seen that the power absorbed by the load increases 
when the signal voltage increases, but the power input remains steady ; the plate 
dissipation therefore decreases as the power output increases, 

i.e. Pp = p,,~ (31) 
from (26^, (28) = E^bho - E uho - Pac (32j 

= Et,uIio " Par 

- Pp. ~Pac (33) 

where Pj,o = EbJ^o* 

That is to say, the plate dissipation (P^) is equal to the apparent d.c. power input 
to the valve (P^o) minus the a.c. power output. 

power output 



The plate efficiency 17 p = 



For non- linear operation 



d.c. power input 



(34) 



(35) 



With sinusoidal grid excitation, linear Class A, valve operation and resistive load. 
Applying equation (16), 



(36) 



Differentiating with respect to J? ^ and equating to zero in order to find the condition 
for maximum power output. 



dPac 

dR, 



, r(.r, + Rj)'-2Rt_{r, + Rj) '] ^ q 



i.e. when (r, + Rj)^ -2R,_(r^ + Rl) =0 

or when Rj^ = 
and the maximum power output is 



(37) 
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Pac.n= ^=~r^-^-- ^^^^ 

The factor f^^m is a figvire of merit for power triodes. 

If the load is an impedance (Z^ = + jXj^) the condition for maximum power 

output is when 

= VTJT1C7'. (39) 
In the general case, with a resistive load, the power output is given by eqn. (36) which 
may be put into the form 

If RJr .^ ^ 2, the loss of power below the maximum is only 11%, while if Rj/r^ = 4 
the loss of power is 36%, so that " matching " of the load is not at all critical. 

The treatment above is correct for both triodes and pentodes provided that both 
are operated completely within the linear region, that is with limited grid swing. A 
pentode is normally operated with a load resistance much less than the plate resistance 
on account of the flattening of the output voltage characteristic which would other- 
wise occur at low plate voltages. 

This subject is considered further in Chapter 13, under practical instead of under 
ideal conditions. 

(iv) Series expansion ; resistance load 

Except in eqn. (1), which is perfectly general, certain assumptions have been made 
regarding linearity and the constancy of fi, and which restrict the use of the 
equations. If it is desired to consider the effects of non-linearity in causing distortion 
in amplifiers and in producing detection or demodulation, it is necessary to adopt a 
different approach. 

The varying component of the plate current of a valve may be expressed in the 
form of a series expansion : 

tp ^ a^e + a^e^ H- a^e^ + a^e^ + . . . (41) 
This form may be derived* from eqn. (1), and it may be shown that 

a, = (42) 

2(rp + Rj)^ 'de, 



a,= ^J!^l^^Jl^ (43) 



^3 



6(r, + Rj)' Ij^'-p - ^L)yde,J " ^'*- + de,\ 



(44) 



If is assumed to be constant (this is only approximately true for triodes and not 
for pentodes) 

e = Cg + — 

where Vj, = instantaneous value of plate excitation voltage. (Normally for an amplifier 

Vj, = 0 and e = eg). 

The value of brjde^^ may be determined by plotting a cvu:ve of versus for the 
given operating bias, and drawing a tangent at the point of operating plate voltage. 
The value of ^Vp/^e^-may be determined by plotting a curve of 5rp versus be^^ and 
treating in a similar manner. 

The higher terms in the series expansion (41) diminish in value fairly rapidly, 
so that a reasonably high accuracy is obtained with three terms if the valve is being 
used as an amplifier under normal conditions with low distortion. 

*Reich, H J. " Theory and Applications of Electron Tubes " (2nd edit.). McGraw-Hill, New 
York and London, 1944), pp. 74-77. 
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The first term a^e = /i€/(rp -f- J is similar to eqn. (16) above, which was re- 
garded as approximately correct for small voltage inputs ; that is to say for negligible 
distortion. 

The first and second terms 

Jp = a-^e -f- a^e^ 

express the plate current of a " square law detector " which is closely approached 
by a triode operating as a grid or plate (" anode-bend '*) detector with limited ex- 
citation voltage. 

The second and higher terms are associated with the production of components 
of alternating plate current having frequencies differing from that of the applied 
signal— i.e. harmonics and (if more than one signal frequency is applied) intermodula- 
tion frequencies. 

For example, with a single frequency input, 

c = sin a>f (45) 

Therefore 

= sin^ iMt = ^EJ' - „2 ^os 2 tot (46) 

and 

= lEm^ sin cot - iE^^ sin 3 cot. (47) 
The second term (e^) includes a d.c. component i^E^^) and a second harmonic com- 
ponent. The third term includes a fundamental frequency component (lEm' sin cot) 
and a third harmonic component. 

If the input voltage contains two frequencies (/i and /«) it may be shown that the 
second term of eqn. (41) produces 

a d.c. component 

a fundamental /i component 

a second harmonic of fi 

a fundamental /a component 

a second harmonic of /a 

a difference frequency component (/i — /a) 

a sum frequency component (/i -f- f2) 
The third term of equation (41) produces 

a fundamental fi component 

a third harmonic of /i 

a fundamental /a component 

a third harmonic of fz 

a difference frequency component (2/i — /a) 
a difference frequency component (2/2 — /i) 
a sum frequency component (2/i + fz) 
a sum frequency component (2/2 + /i) 

In the case of an A-M mixer valve,/a may be the signal frequency and/i the oscillator 
frequency. The normal i-f output frequency is (/i — /a) while there are spurious 
output frequencies of (A -f-/^), (2/i 4-/2), (2/2 + A), (2/i - /a) and (2/, - A). 
Even though no oscillator harmonics are injected into the mixer, components witii 
frequencies (2/, + fz) and (2fi — fz) are present in the output, thus demonstrating 
mixing at a harmonic of the oscillator frequency. 

If the input voltage contains more than two frequencies, or if the terms higher 
than rJie third are appreciable, there will be greater numbers of frequencies in the 
output. The effect of this on distortion is treated in Chapter 14. 

It may be shown that the effect of the load resistance, particularly when it is greater 
tlian the plate resistance, is to decrease the ratio of the harmonics and of the inter- 
modulation components to the fundamental. This confirms the graphical treatment 
in Chapter 12. 
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(v) Series expansion : general case 

The more general case of a series expansion for an impedance load and variable 
has been developed by Llewellyn* and the most important results are given in most 
text books.t 

(vi) The equivalent plate circuit theorem 

It was shown above (eqn. 41) that the plate current may be expressed in the form 
of a series expansion. If the distortion is very low, as may be achieved with low input 
voltage and high load impedance, sufficient accuracy may be obtained by making 
use of only the first term in the equation, i.e. 

i. = (48) 

where e = (for amplifier use) 

and = impedance of the plate load at the frequency of the applied voltage. 

For amplifier use this may be put into the form 

= — ^ (49) 

This is the same as eqn. (16), except that Rj^ has been replaced by Z^. 

This is the basis of the Equival^t Plate Circuit Theorem which states J 'that 
the a.c. components of the currents and voltages in the plate (load) circuit 
of a valve may be determined from an equivalent plate circuit in one of two forms — 

(1) a fictitious constant-voltage generator (/aJ^j,) in series with the plate resistance 
of the valve, or 

(2) a fictitious constant-current generator (/ = gmEg) in parallel with the plate 
resistance of the valve. 

These are applied in Sect. 7 of this chapter. 

If a distortionless Class A amplifier or its equivalent circuit is excited with an alter- 
nating grid voltage, the a.c. power in the load resistor R ^ (i.e. the output power) is 

The d.c. input from the plate supply to the valve and load (in the actual case) is 
^66 — ho Ehb* Under ideal Class Ai conditions the d.c. current /jo remains con- 
stant, since the a.c. current is symmetrical and has no d.c. component. 

Now the a.c. power input from the generator is 

P. = y£J^ (50) 

But ^ - 

(rp + Rj) 

Therefore ^.E^ = rj^ -\- RJ^ 

and P, - ^E,h = + RJv^. (51) 

In this equation 

Pg = a.c. power input from generator 
Tp/j,^ = a.c. .power heating plate 
R^Ip^ = a.c, power output = Pac 
The a.c. power P^ can only come from the d.c. power Pj,o dissipated in the valve^ 
which decreases to the lower value P,, when the grid is excited. 
Tht total plate dissipation (Pp) is therefore 

Pp = P^o -P, rp/p« (52) 
where Ppo = d.c. plate dissipation. 
This may be put into the form 

Pp ~ Ppo ^P a ^jj'^D^) 

= - Pac (53) 
where P^^ = ^Jv^ = (Pa - rj^^) = a.c. power output. 

•LleweUyn, F. B. BeU System Technical Journal, 5 (1926) 433. 

tsuch as Reich, H. J. ** Theory and Application of Electron Tubesj," p. 75, 

Ifor a completely general definition see Reich, H, J. Getter) " The equivalent piate circuit theorem," 
Proc. I.R.E. 33.2 (Feb., 1945) 136. 
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The statement may therefore be made, that the plate dissipation is equal to the d.c. 
plate dissipation minus the a.c. power output. 

A more general statement covering all types of valve amplifiers and oscillators is 
that the plate input power is equal to the plate dissipation plus the power output. 

This analysis, based on the equivalent plpte circuit, reaches a conclusion in eqn, (46) 
which is identical with eqn. (33) derived from a direct mathematical approach. It is, 
however, helpful in clarifying the conditions of operation of a distortionless Class Ai 
amplifier. 

The preceding treatment only appHes to amplifiers {e = Cg in eqn. 41), but it 
may be extended to cover cases where the load impedance contains other e.m.f*s, 
by using the principle of superposition — see Chapter 4 Sect. 7(viii). 

It is possible to adopt a somewhat similar procedure to develop the Equivalent 
Grid Circuit, or that for any other electrode in a multi-electrode valve. 



(vii) Dynamic load line — general case 

If the a.c. plate current is sinusoidal, 
*p = ^vm sin <iit 
and =^ - ^Dml^il sin {wt + 6] 

where d tan '^XJRj^. 

From this it is possible to derive* 

which is the equation of an ellipse with its centre at the operating point, this being 
the dynamic path of operation. 



(viii) Valve networks ; general case 

The ordinary treatment of a valve and its circuit — the Equivalent Plate Circuit 
Theorem in particular — is a fairly satisfactory approximation for triodes or even 
pentodes up to frequencies at which transit-time effects become appreciable. If it 
is desired to calculate, to a higher degree of precision, the operation of a valve in a 
circuit, particularly at high frequencies, a very satisfactory approach is the preparation 
of an equivalent network which takes into account all the known characteristics. 
This method has been describedf in considerable detail, and those who are interested 
are referred to the original article. 

(ix) Valve coefficients as partial differentials 

Valve coefficients, as well as other allied characteristics, may be expressed as partial 
differential coefficients — see Chapter 6 Sect. 7(ii). 

Partial differential coefficients, designated in the form ~ are used in consider- 

ox 

ing the relationship between two of the variables in systems of three variables, when 
the third is held constant. 

is equivalent to {z constant)" when there are three variables, y 
ox ax 
and z. Partial differentials are therefore particularly valuable in representing valve 
coefficients. 

Let Cj, ^ a.c. component of plate voltage, 
= a.c. component of grid voltage, 
and J 3, = a.c. component of plate current, 

(These may also be used with screen-grid or pentode valves provided that the screen 
voltage is maintained constant, and is completely by-passed for a.c), 

♦Reich, H. J. " Theory and application of electron tubes '* (2nd edit.), p. 99. 

tUeweilyn, F. B. and L. C. Peterson *' Vacuum tube networks," Proc. I.R.E. 32.3 (March, 1944), 144, 
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Then /u 



{ip = constant). 



. . , dijdeg 
or more completely f , 

otjoej, 



= constant). 
= constant), 
or more correctly* + 



(55) 

(56) 
(57) 



1 



In a corresponding manner the gain {A) and load resistance {Rj) of a resistance- 
loaded amplifier may be given in the form of total differentials — 

(58) 

and Rr = - ^^^^ 









A 










de. 



Particular care should be taken with the signs in all cases, since otherwise serious 
errors may be introduced in certain calculations. 



(x) Valve characteristics at low plate currents 

In the case of diodes and diode-connected triodes at very low plate currents (from 
1 to about 100 microamperes) an increment of plate voltage of about 0-21 volt pro- 
duces a 10-fold increase of plate current. If the logio of current is plotted against 
plate voltage, the result should approximate to a straight line with a slope of 1/0*21. 

In the case of triodes operating as triodes the relationship of plate current to grid- 
cathode voltage is still approximately logarithmic, up to a value of plate current which 
varies from type to type, but the slope of the curve is decreased by the plate-grid 
voltage. The decrease in slope is approximately proportional to the grid bias and 
therefore to l//i times the plate voltage. The curve at a given plate voltage is, in 
general, steeper for a high-mu than for a low-mu triode. Over the region in which 
the logarithmic relationship holds, the mutual conductance is proportional to the 
plate current. For a given plate voltage and plate current, the in the low-current 
region is greater for high-mu than for low-mu triodes, regardless of ratings. Also, 
for a given triode at a given plate current, is greater than at lower plate voltages. 
Maximum voltage gain in a d-c amplifier is obtained if the valve is operated at as 
low a plate voltage as possible, and at a plate current corresponding to the top of the 
straight portion of the charaaeristic when logi© of current is plotted against the grid 
voltage. 

With pentodes at low plate currents, the maximum gain is obtained when the screen 
voltage is as low as is permissible without resulting in the flow of positive grid current. 
Reference A12 pp. 414-418. 



•The simple inversion of partial differentials cannot always be justified. 

is a complex quantity which represents not only the numerical value of the stage gain but also 
the phase angle between the input and output voltages. The vertical bars situated one on each side 
of A and its equivalent indicate that the numerical value only is being considered. 
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(i) Fundamental physical properties 

The characteristics and operation of a high vacuum oxide-coated cathode- or 
filament-type valve under normal conditions of operation^ initially and throughout 
life, are determined primarily by the following fundamental general physical proper- 
ties - 

(a) the vacuum within the envelope surrounding the cathode and electrode struc- 
ture. 

(b) the total available cathode emission and uniformity of activation of the 
cathode surface. 

(c) the geometrical configuration of the electrode system. 

(d) the electrode contact potentials with respect to the cathode. 

(e) primary and secondary emission from electrodes j other than the cathode. 

(f) the interelectrode admittances. 

(g) the stability of the electrical characteristics. 

(h) the stability, robustness and durability of the mechanical construction, 
(j) the external size and shape, and the system of electrode connections. 

The maintenance of a satisfactory vacuum under maximum rating conditions and 
continued operation^ together with the availability of an adequate cathode emission 
under all prescribed electrode conditions and normal variations of heater/filament 
powerj are essential to the fundamental operation of a valve^ since an activated cathode 
surface requires a certain degree of vacuum to be maintained for its emissive properties 
to remain unimpaired, while the emission available from the cathode must always be 
sufficient to supply the total peak and average space currents required. 

At the same time, it is necessary that the cathode surface be uniformly activated 
over the regions from which emission current is supplied, since the parameter trans- 
conductance is directly proportional to the activated cathode area. 

The electrode geometry determines the electrical static and dynamic character- 
istics, within the limitations imposed by the available cathode emission^ to the extent 
to which the emission is incompletely space charge limited and the capacity of the 
gettering to maintain a satisfactory vacuum. 

Electrode contact potentials and electrode primary and secondary emission 

depend upon the electro-chemical condition of the electrode surfaces. This is deter- 
mined usually by the extent to which contamination of these surfaces has occurred 
during manufacture or operation, due to the deposition of active material from the 
cathode or getter. Contact potential is of importance in the case of a low- or zero- 
voltage electrode since it may contribute a sufficiently large fraction of the total 
electrode voltage to modify significantly the characteristics determined by the electrode 
geometry and applied electrode voltages alone. 

Primary and secondary electrode emission may occur if electrode temperatures 
become sufficiently high and the deposited films of active material in combination 
with the electrode material have a low work function. The effect on operation of 
primary or secondary electrode emission depends on the value of resistance in series 
with the emitting electrode. 

The interelectrode short-circuit admittances are determined both by the 
geometry of the electrode construction, the d.c. and r-f properties of the insulation 
supporting the electrode system and electrode connections, and the frequency and 
conditions of operation. The susceptive components are dependent mainly on the 
interelectrode and lead capacitances and inductances. The conductive components 
are due to transit-time effects and the interelectrode resistances which are determined 
mainly by the d.c, resistance of the interelectrode insulation, but may also include a 
frequency-dependent component. The d.c. insulation resistance is determined by 
the surface condition of the electrode supports (mica, glass, ceramic), the extent to 
which contamination of these surfaces has occurred, and also by leakage between 
electrode leads within the base or between base pins due to leakage over or through 
the base material. A high value of interelectrode resistance is required throughout 
the life of a valve in order to avoid — 
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(1) uncontrolled changes in electrode voltages supplied through series resistive 
circuits from the electrode voltage source, due to.the flow of leakage conduction currents 
through or across the interelectrode insulation from higher to lower voltage electrodes 
and thence through the externally connected circuits to the negative terminal of the 
electrode voltage supply. This characteristic is particularly important, e.g., in the case 
of negatively biased control grids which obtain their bias through a high value of grid 
resistor, and power dissipating electrodes which obtain their voltages through high 
resistance series dropping resistors. 

(2) noisy operation due to intermittent conduction imder the conditions described 
in (1), 

(3) lowering the resistive component of the interelectrode admittances and thus 
increasing the damping by the valve on resonant circuits coimected between electrodes, 
either directly or as a result of increased ** Miller Effect 

The interelectrode r-f resistance must also be high throughout the life of the 
valve up to all normal frequencies of operation, in order to avoid damping high 
impedance resonant circuits connected between electrodes. In general, it is determined 
by the r-f properties of— 

(a) the interelectrode insulation, 

(b) fihns of active material deposited on the interelectrode insulation, 

(c) the base material. 

The stability of the electrical characteristics depends on the goodness of the 
vacuum and its maintenance, stable emission from a properly and uniformly activated 
cathode surface, stable electro-chemical surface conditions, high interelectrode 
resistance, and the mechanical stability of the electrode structure. Variations of any 
of these characteristics throughout life produce changes in the valve parameters and, 
through them, changes in circuit performance. 

Two types of instability of electrical characteristics occur ; initial instability which 
is sometimes experienced early in life due to incomplete or unsatisfactory processing, 
and the normal gradual deterioration of characteristics dependent on emission, which 
continues until the valve is no longer serviceable. Generally, the ultimate electrical 
life of a valve which has been properly exhausted, which has a properly activated 
cathode and which has been operated within its maximum ratings, depends mainly on 
the cathode current at which it has been operated and the ability of the getter to prevent 
deterioration of the vacuum and consequent " poisoning " of the cathode emission, 
by absorbing the gases produced in the cathode coating during operation, and also 
the gases released from the electrodes, the walls of the envelope and other parts of the 
internal construction during storage, and throughout life. 

The stability, robustness and durability of the mechanical construction in 
general determine the ultimate reliability and effective life of a valve, also the extent to 
which electrical performance is affected by conditions of vibration or mechanical shock 
under which it may be transported or operated and the ability of the construction to 
withstand such conditions without mechanical failure. 

(ii) Basic functional characteristics 

Space current — ^When the cathode surface is raised to its normal emitting tempera- 
ture, by supplying the required power to the filament or heater, and suitable voltages 
are applied to the other electrodes, an electron space current flows from the cathode 
emitting surface to the electrode system, its value depending on the electrode geometry 
and the combined effect of the electrode voltages acting in the plane(s) of the control 
electrode(s). 

For electrode systems consisting of an inner control electrode adjacent to the cathode 
and one or more outer electrodes, providing that a virtual cathode is not formed between 
the control electrode and the outermost electrode, the total space current from the 
cathode may be expressed, generally, to a good approximation by the following 
equation — 

i.^ G + o + ^+ -p^ + . . . + -^1"' (n 

[_ f^l- il Ml- 3 Ml- b J 
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total cathode space current, 
voltage of the first electrode, 
contaa potential of the first electrode, 

voltages of the successive outer electrodes, 
voltage of the outer plate current collecting electrode, 
amplification faaor of the first electrode with respect to the second 
electrode, 

amplification factor of the first electrode with respect to the third electrode, 
amplification factor of the first electrode with respect to the outermost 
electrode, 

perveance of the cathode-control-electrode region 

233 XlO-" X cathode area 

^ ' (cathode-to-first-electrode spacing)* 

In eqn. (1), the terms within the brackets represent the effect of the various electrode 
voltages considered as acting in the plane of the first electrode, so that the sum of the 
terms combined represents an " equivalent electrode voltage For purposes of space 
current calculation, the factors depending on the geometry of the electrode system 
and on the effect of the electrode voltages may thus be reduced to the perveance of the 
cathode-to-first-electrode space and the equivalent electrode voltage acting in the plane 
of the first electrode, so that the space current equation becomes — 

J, G [equivalent electrode voltage] (2) 
The equations for the total cathode current in diodes, triodes, tetrodes and pentodes 
follow directly from eqn. (1). 

In the case of electrode systems having two control electrodes and which operate with 
a virtual cathode before the second control electrode, as in converter and mixer 
valves, the space current cannot be expressed in a simple form. Such systems may 
be regarded as consisting of two separate but related systems, and reduced to equiva- 
lent diodes, with the space current of the outer equivalent diode supplied from, and 
controlled by, the space current of the equivalent diode adjacent to the cathode. 

Generally, it can be stated that whatever the electrode system, the total space 
current from the cathode depends primarily upon the total activated cathode surface 
area, the total available emission, the cathode temperature, the extent of temperature 
and space charge limiting of emission, the geometry of the electrode system and the 
electrode voltages. 

The distribution of the space current to the various electrodes depends only 
upon electrode geometry, space charge effects and the electrode voltages and, in general, 
cannot be expressed in a simple form. 

In addition to the electron space current from the cathode, there are always some 
positive ions present due initially to the presence of the infinitesimal traces of residual 
gases remaining after the exhausting and gettering processes and, during life, to the 
release of absorbed gases from the surfaces of the electrode structure and envelope 
walls, and the gases produced as a result of physical-chemical changes occurring in the 
cathode coating during the emission processes. The positive ions, so produced, 
flow to the negative voltage electrodes and are prevented from bombarding the cathode 
surface during operation, when space current is flowing, by collision effects and the 
presence of the space charge surrounding the cathode. 

A primary or secondary electron emission current may also flow from the surface of an 
electrode and represents a negative electrode current. Small positive or negative 
leakage conduction currents, due to conducting or semi-conducting leakage paths 
over or through the interelectrode insulation, may also contribute to the electrode 
currents ; their values depend on the voltages of the electrodes concerned, and the 
conducting properties of the contaminated surfaces or insulating material, and often 
on their temperature. When the effects above are present, the total current of an 
electrode is the algebraic sum of the positive and negative components. 

Static Characteristics— The various electrical characteristics, which result from 
the electrode geometry and the application of steady direct voltages only to the 
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electrodes, with the cathode emitting, are termed " static characteristics These 
characteristics consist of — 

(a) the voltage-current relationship for each electrode, when constant voltages are 
applied to all remaining electrodes. 

e.g.. Diode, — - 

Triode, — /& - E^, E ,i constant 

I cl — E E^ constant 

and similarly in the case of other types. 

(b) the mutual voltage-current relationships between electrodes, when constant 
voltages are applied to all electrodes except the voltage- varying electrode, 
e.g., Triode, — I ^ ~ E E^ constant 

Pentode, — I , - E E,,E,:^,E,2 constant 
I a — E Eby E E c2 constant 

I c2 — E cl El,, E E c2 constant 

and similarly in the case of other types. 

Derived Characteristic Parameters — By considering infinitesimal changes of 

voltage and current of the static characteristics, described under (a) and (b) above, the 

characteristic parameters — amplification factor, transconductance and variational plate 

resistance are obtained, which are related as follows, 

„ , Amplification Factor 

Transconductance = — — — : 

Plate Resistance 

These characteristic parameters are derived by the following relations — 

transconductance i -^63 E E ^2 constant (3) 

bh c l 

SE 

amplification factor = ^ ; E E ^2 constant (4) 

8E Cl 

bE 

plate resistance =^ — ; E E ^2, Ed constant (5) 

The amplification factor is a function of the electrode geometry only, but becomes also 
dependent on the control grid voltage as the cut-off condition is approached. The 
transconductance, as defined by eqn. (3) may be derived from the general space current 
eqn. (1), and is a function of the electrode geometry, the total cathode space current 
and uniformity of activation of the cathode surface. 

The characteristic parameters normally used to describe the electrode geometry, 
and in terms of which performance is interpreted, are — the amplification factor, 
transconductance of the control grid with respect to the plate and the (a.c.) plate to 
cathode resistance. 

Dynamic Characteristics — By superimposing alternating voltages on the direct 
voltage(s) of the control electrode(s), with suitable impedances in series with the 
output electrode(s)j dynamic characteristics are obtained which depend directly on 
the static characteristics and characteristic parameters. These dynamic characteristics 
include rectification, frequency conversion, voltage and power gain, oscillation, and 
impedance transformation characteristics. 

The static characteristics, characteristic parameters and the fundamental properties 
previously described comprise the basic mechanical and electrical characteristics, 
which determine the serviceability and application of a valve and its performance under 
given conditions. 

In order to appreciate the significance and limitations of the various tests, which 
normally are applied to determine the condition of a valve and the probability that it 
will continue to operate satisfactorily, the performances and individual tests must be 
properly interpreted in terms of all the relevant characteristics and corresponding 
fundamental physical properties. The manner and extent of the dependence and inter- 
dependence of the various characteristics and fundamental physical properties must also 
be recognized and understood. 
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The important basic functional characteristics, together with the funda- 
mental physical properties on which they depend, arelshown in the following 
tabulation ; 



GENERAL PHYSICAL 
PROPERTIES 
1 . Mechanical 

Size, shape and material of external con- 
struction 



System of electrode connections 
Stability, robustness and durability 
mechanical construction 



2. Electrical 

Interelectrode resistance 



Vacuum 

Cathode emission 

Uniformity of cathode activation 



Electrode geometry 



Electrode contact potentials 
Primary and secondary emission 
Stability of electrical characteristics 



RELATED FUNCTIONAL 
CHARACTERISTICS 

Physical dimensions 
Type of envelope 
Type of base 
Type of top cap 

Base pin and top cap coimections 
of Ruggedness of envelope, basing and 
internal electrode structure 
Microphony 
Noise 

D.C. interelectrode insulation resistance 
R-F interelectrode insulation resistance 
Noise 

Gas pressure within the envelope* 
Total available peak cathode current* 
Total available average cathode current* 
Transconductance or dyriamic perform- 
ance characteristic at reduced heater/ 
filament voltage* 
Electrode currents* 
Interelectrode transconductances* 
Interelectrode mu factors* 
Interelectrode variational resistances* 
Interelectrode capacitances 

} Modify characteristics dependent upon 
electrode geometry (see above) 
Affect all electrical characteristics. 



(iii) Fundamental characteristic tests 

The characteristic tests v/hich are of fundamental importance in specifying the 
performance and determining the condition, acceptability and usability of an oxide- 
coated cathode- or filament-type valve, are as follows : 

(a) Tests common to all valve types 

Visual inspection of internal and external construction, and finish. 

Maximum overall length. 

Maximum diameter. 

Interelectrode short-circuits. 

Electrode continuity (open-circuits). 

Interelectrode insulation resistance (d.c.).* 

Heater/filament power.* 

Heater/cathode leakage.* 

Emission or emission-dependent dynamic test.* 

Interelectrode capacitances.* 

(b) Tests common to all types except diodes* 

Reverse grid current (gas, leakage, grid emission). 

{Control grid current commencement potential, or 
Positive control grid current. 
Electrode currents (d.c). 
Electrode current (d.c.) cut-off. 

•Under specified operating conditions. 
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Transconductance (see Ref. 47). 
Amplification faaor. 
Plate resistance. 
Noise (a-f and/or r-f). 
Microphony. 

(c) Tests common to diodes only* 

Signal diodes 

Power diodes 

(d) Dynamic performance tests* 

Signal diodes 
Power diodes 
A-F amplifiers 
R-F and I-F amplifiers 
Converters 



Power output types 



Plate current commencement or zero 

signal plate current. 
Back emission. 

Rect^ficacion (operation) 
Rectification (operation) 
A.C. amplification 
Stage gain. 

Conversion stage gain or conversion 
transconductance 
and 

Oscillator transconductance or oscillator 

grid current. 
Power output. 

(e) Dynamic performance tests at reduced heater/filament voltage* 

Dynamic performance tests are also performed at reduced filament/heater voltages 
during manufacture, in order to control initial characteristics and performance, and 
also to provide a manufacturing process control of the uniformity of activation of the 
emitting surface. In some cases, with the reduction of filament/cathode temperature, 
changes occur in contact potential and/or reverse grid current, which make the 
normal-voltage tests ineffective or unsatisfactory as a control of activation, depending 
on the conditions of operation. In such cases a transconductance test is normally used 
instead. 

Notwithstanding the control exercised by such tests over initial characteristics and 
performance, it is a very difficult manufacturing problem to avoid the wide variations 
and deterioration of characteristics which often occur imder conditions of reduced 
filament/heater operation throughout life although the characteristics at normal fila- 
ment/heater voltage may be satisfactory. For this reason, and also as performance 
may be critically dependent on circuit design and electrode supply voltages, particu- 
larly the operation of the oscillator circuits of a converter valve and the power output 
and distortion of a power output valve, it is not in general normal practice for valve 
specifications to specify any minimum requirements for characteristics or performance 
at reduced filament/heater voltage during life. Reasonable performance at reduced 
filament/heater and electrode voltage conditions is achieved by most manufacturers, 
however, as a result of the pressure of competition combined with the user's demand 
for acceptable performance imder slump voltage conditions. 

Under American practice the reduced heater/filament voltages at which specified 
dynamic performance tests are normally performed during manufacture are as follows : 



0.625 volt types 


0.55 volt 


1 .25 volt types 


1.1 volts 


1.4 volt types 


1.1 volts 


2 volt types 


1.6 or 1.7 volts 


2.5 volt types 


2.2 volts 


6.3 volt types 


5.5 volts 


7.5 volt types 


6.0 volts 


12.6 volt types 


11.0 volts 


19 volt types 


16.5 volts 


25 volt types 


22 volts 


26.5 volt types 


23.5 volts 



•Under specified operating conditions. 
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32 
35 
45 
50 
117 



volt types 
volt types 
volt types 
volt types 
volt types 



28.5 volts 

31.0 volts 

40 volts 

44 volts 

100 volts 



(iv) Valve ratings and their limiting effect on operation 

(A) Limiting ratings 

In order to a$sist the designer to obtain the maximum service from a given valve 
type, within the limits of safe operationj in the various applications in which it may be 
usedj the limiting conditions under which the type can be operated without impairing 
its performance and normal life are usually specified by the valve manufacturer in the 
form of maximum (or minimum) ratings for relevant basic characteristics which may 
only be exceeded at the user's risk. These ratings, unless otherwise stated, apply 
to valves having bogie values of characteristics. It is therefore the responsibility of 
the equipment designer to see that a bogie valve will not exceed any of its ratings. 

Maximum ratings are established on the basis of life tests and operating performance. 
It is a matter of experience that when one or more ratings are exceeded for any 
appreciable time, depending on the period and the extent of the overload, the particular 
rating exceeded and the capability of the type to withstand such overload, the service- 
ability of the particular valve may be impaired, its life may be shortened or its per- 
formance may be unsatisfactory. 

Maximum ratings usually are specified only for those characteristics which normally 
determine the limits of safe operation in the intended appHcations for which a particu- 
lar type has been designed. Generally, the limits of safe operation for any application 
may be prescribed completely by specifying the maximum ratings for the electrode 
voltages, peak inverse voltage in the case of rectifiers, electrode dissipations and the 
maximum peak and average total cathode cvirrent. 

In the case of high transconductance and power output types it is necessary, in 
addition, to limit the maximum value of resistance which may be used between the 
negative control grid and cathode, in order to avoid either excessive variation of circuit 
performance, excessive space current or excessive electrode dissipations due to reverse 
grid current. Maximum ratings, in general, can only be determined satisfactorily by 
extensive life tests. 

(B) Characteristics usually rated 

The characteristics of individual types for which ratings are required to specify 
performance are as follows : 

(a) General mechanical ratings (common to all types) 
Maximum overall length. 

Maximum seated height. 
Maximum diameter. 

Dimensions and locations of top caps, bases and base pins. 
Materials and design of external construction. 

(b) General electrical ratings common to all types 



Heater/ filament voltage (a.c. or d.c.) 
Heater/ filament current (a.c. or d.c.) 
Heater to cathode voltage (d.c.) 
Control grid circuit resistance 
Interelectrode capacitances — 



Nature of rating 



nominal 
nominal 



maximum 
maximum 



control grid to plate capacitance 

all other capacitances (single unit) 

capacitances between electrodes of multiple units 



maximum 
nominal 
nominal or 
maximum 
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(c) Specific additional electrical ratings applied to particular types 



Type 

Diodes 



Triodes 



Application 

Detector 

Power Rectifier 
Voltage amplifier 

Power amplifier 



Pentodes Voltage amplifier 



Power amplifier 



Converters Frequency converter 



Fundamental rating 

Average (d.c.) plate current per 
plate 

Peak plate current per plate 
Peak inverse plate voltage 
Average (d.c.) plate current per 
plate 

Peak plate current per plate 
Plate Voltage 
Plate dissipation 
Grid voltage — negative 
positive 
Cathode current (d.c.) 
Plate voltage 
Plate dissipation 
Grid voltage — negative 
positive 
Grid dissipation** 
Cathode current (d.c.) 
Cathode current (peak)* 
Plate voltage 
Screen voltage 
Screen supply voltage 
Grid voltage — negative 
positive 
Plate dissipation 
Screen dissipation 
Cathode current (d.c.) 
Plate voltage 
Screen voltage 
Grid voltage — negative 
positive 
Plate dissipation 
Screen dissipation 
Grid dissipation** 
Cathode current (d.c.) 
Cathode current (peak)* 
Mixer plate voltage 
Mixer screen voltage 
Mixer screen supply voltage 
Oscillator plate voltage 
Oscillator plate supply voltage 
Mixer signal grid voltage — 

positive 

negative 
Mixer plate dissipation 
Mixer screen dissipation 
Oscillator plate dissipation 
Cathode current (d.c.)t— 

mixer 

oscillator 



Nature of 
rating 

Maximum 

Maximum 
Maximum 
Maximum 

Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 
Maximum 

Maximum 
Maximum 
Maximimi 
Maximum 
Maximum 

Maximum 
Maximum 



•Power amplifier types only, for other than Class A operation. 
•♦For operation in the positive grid current region. 

tin converters of the 6SA7, 6BE6 class having no separate oscillator positive electrode, the total cathode 
current is the fundamental rating. 
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Notwithstanding the ratings shown against each type, the actual ratings of an indi- 
vidual type depend entirely on its intended applications and may not include all those 
listed. The absence of a rating for a particular characteristic may be taken to indicate 
either that it has not previously been necessary to specify a rating for this characteristic, 
or that the type in question was not intended originally for this application and has not 
been processed accordingly. In the latter case, operation may not be satisfactory, and 
reference should be made to the valve manufacturer for specific information. 

(C) Rating systems 

Valves are rated by either of two systems— the " absolute maximum " system, or the 
" design-centre maximum " system. The absolute maximum system originated in the 
early days of valve development and was based on the voltage characteristics of battery 
supplies. Battery voltages could fall below their nominal values but seldom appreciably 
exceeded them, so that valve maximum ratings set on the basis of specified battery 
voltages were absolute maximum ratings. This system is still widely used by British 
and European valve manufacturers and is the system of ratings used in the British 
Services* Electronic Valve Specification KlOOl and the U.S.A. Services* Specification 
for Electron Tubes, JAN-IA (Ref. S2). With the introduction of power line and 
car-radio operated receivers and the tendency of many designers to interpret absolute 
maximum ratings as nominal values, it became necessary to re-rate valves according to 
a system in which allowance was made in the ratings for the variations which occur 
under both conditions of operation. Accordingly, the design-centre system was 
adopted in U.S.A. by the Radio Manufacturers Association in 1939 for the rating of 
receiving valves and since then has become the standard system for rating most 
receiver types of American design, manufactured both in U.S.A. and elsewhere. 

With either system, each maximum rating for a given valve type must be considered 
in relation to all other maximum ratings for that type, so that no one maximum rating 
will be exceeded in utilizing any other maximum rating. 

Thus it will often happen that one rating alone will determine the limiting operating 
conditions while other characteristics are below their maximum ratings, 

(D) Interpretation of maximum ratings 

In the absolute maximum or " absolute " system (except for filament or heater 
voltage) the maximum ratings are hmiting values above which the serviceability of the 
valve may be impaired from the viewpoint of life and satisfactory performance. 
Therefore, in order not to exceed these absolute ratings, the equipment designer 
has the responsibility of determining an average design value for each rating below 
the absolute value of that rating by an amount such that the absolute values will 
never be exceeded under any usual condition of supply-voltage variation, load varia- 
tion, or manufacturing variation in the equipment itself. 

The equipment shoiild be designed to operate the filament or heater of each valve 
type at rated normal value for full-load operating conditions under average voltage- 
supply conditions. Variations from this normal value due to voltage-supply fluctuation 
or other causes, should not exceed ± 5 per cent, unless otherwise specified by the 
valve manufacturer. 

Under the " British Standard Code of Practice " B.S.1106, 1943 (Ref. 49) and the 
British Radio Valve Manufacturers* Association's publication " Radio Valve Practice," 
August, 1948 (Ref. 48), recommended British practice is that in general it is not 
permissible that the heater voltage should vary more than 7 per cent, from the rated 
value. 

It is a matter of experience, however, that the heaters and filaments of most modem 
receiving valve oxide-coated cathode and filament types may be operated at voltages 
whose maximum fluctuations do not exceed ±10 per cent, from their rated values, 
without serious effect on life or marked reduction in performance, provided that the 
maximum ratings of the other electrodes are not exceeded. In cases where the 
heater or filament voltage variations exceed, or are likely to exceed, ±10 per cent., the 
maximum ratings should be reduced and recommendations obtained from the valve 
manufacturer as to the maximum ratings permissible under the particular conditions. 

In the design-centre maximum or design-centre " system, the maximum 
ratings are working design-centre maxima. The basic purpose underlying this system 
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is to provide satisfactory average performance in the greatest number of equipments 
on the assumption that they will not be adjusted to local power-supply conditions at 
the time of installation. Under the design-centre system, ratings are based on the 
normal voltage variations which are representative of those experienced with the three 
important types of power supply commonly in use, namely a.c. and d.c. power lines, 
storage battery with connected charger, and dry batteries, so that satisfactory per- 
formance from valves so rated will ordinarily be obtained in equipment which is so 
designed that the design-centre maximum ratings are not exceeded at the supply 
design-centre voltage. 

The following interpretation of receiving valve design-centre ratings is based pardy 
on R,M.A. (U.S.A.) Standard M8-210 entitled " Tube Ratings " (Ref. SI 1), and pardy 
on established design practice recommended by valve manufacturers. 

1. Cathode 

The heater or filament voltage is rated as a normal value, unless otherwise stated, so 
that transformers or resistances in the heater or filament circuit should be designed to 
operate the heater or filament at the rated value at tiie supply design-centre voltages, 
indicated heretmder. Where the permissible heater or filament voltage variations are 
exceeded, or are liable to be exceeded, maximum ratings should be reduced in accord- 
ance with recommendations obtained from the valve manufacturer. 

2. Indirectly-heated and a.c. filament types 

(2.1) A.C. or d.c. power Une operation — Maximum ratings have been chosen 
so that valves will give satisfactory performance at these maximum ratings in equipment 
operated from power line supplies, the normal voltage of which, including normal 
variations, fall within i 10 per cent, of a specified value. Heaters or filaments as 
wei) as positive and negative voltage electrodes, imless otherwise specified, may there- 
fore be operated at voltages up to ± 10 per cent, from their rated values, provided that 
at the specified line design-centre voltage the heater or filament is operated at its rated 
voltage and the maximum ratings of plate voltages, screen-supply voltages, electrode 
dissipations, total cathode current and rectifier output currents are not exceeded. 

The prescribed power line voltage variation of ± 10 per cent, is based on surveys 
made in the U.S.A.j which have shown that the line voltages delivered fall within 10 
per cent, of 117 volts, which is taken as the line design-centre voltage in that country. 
In using design-centre ratings with other power line systems elsewhere, it is usually 
satisfaaory to regard ± 10 per cent, as being representative of the line voltage variation 
likely to be experienced imder normal conditions, so that it is then only necessary to 
determine the line design-centre voltage. In extreme cases, where power line varia- 
tions exceed ±10 per cent., as for example when operation is in remote areas supplied 
by long hnes subject to variable and heavy peak loading, adjustment to the equipment 
should be made locally. 

(2.2) Storage battery operatioti — When storage battery equipment is operated 
without a charger, it should be designed so that the heaters or filaments are operated 
at their normal rated values and published maximum values of plate voltages, screen- 
supply voltages, electrode dissipations, total cathode currents and rectifier output 
currents are never exceeded for a terminal voltage at the battery source of 2.0 volts per 
cell. When storage battery equipment is operated with a charger or similar supplies, 
the normal battery fluctuation may be as much as 35 per cent, or more, which imposes 
severe operating conditions on valves. Under these conditions, the equipment should 
be designed so that the effect of high heater or filament voltages on valve life and per- 
formance (due mainly to excessive reverse grid current) is reduced to a minimum, and 
so that 90 per cent, of the above maximum ratings is never exceeded for a terminal 
voltage at the battery source of 2.2 volts. In both classes of operation, progressively 
reduced and unreliable performance is to be expected as the heater or filament voltage 
falls below 90 per cent, of its rated value and approaches the " slump " value specified 
for the reduced performance tests of the valve test specification. 

(2.3) " B " battery operation — ^The design-centre voltage for " B " batteries 
supplying positive voltage electrodes is the normal voltage rating of the battery block, 
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such as 45 volts, 90 volts, etc. Equipment should be designed so that under no 
condition of battery voltage will the plate voltages, screen-supply voltages, electrode 
dissipations, or total cathode currents ever exceed the recommended respective maxi- 
mum values specified for each valve type by more than 10 per cent. 

(3) 2.0 Volt battery filament types 

(3.1) Filament— The 2.0 volt battery filament types are designed to be operated 
with 2.0 volts across the filament. In all cases the operating voltage range should be 
maintained within ±10 per cent, of the rated filament voltage, i.e., within the limits 
of 1.8 to 2.2 volts, 

(3.2) Positive and negative electrodes — The electrode voltage supplies may be 
obtained from dry-cell batteries, storage batteries or from a power line and should be 
chosen so that the maximum ratings of plate voltages, screen-supply voltages, electrode 
dissipations and total cathode current are not exceeded at the supply design-centre 
voltages specified imder 2.3, 2.2 and 2.1. 

(4) 1.4 volt battery valve types 

(4.1) Filament — The filament power supply may be obtained from dry-cell 
batteries, from storage batteries, or from a power line, 

(4.11) Dry-cell battery supply— The filament may be connected either directly 
across a battery rated at a terminal potential of 1.5 volts, or in series with the filaments 
of similar valves across a power supply consisting of dry cells in series. In either case, 
the voltage across each 1 ,4 volt section of filament should not exceed 1 .6 volts. In order 
to meet the recommended conditions for operating filaments in series it may be neces- 
sary to use shunting resistors across the individual 1 .4 volt sections of filament. 

(4.12) Storage battery supply — The filament may be operated either singly or in 
series with the filaments of similar valves. For such operation in either case, design 
adjustments should be made so that, with valves of rated characteristicsj operating 
with all electrode voltages applied on a normal storage-battery voltage of 2,0 volts per 
ceU (without a charger) or 2.2 volts per cell (with a charger), the voltage drop across 
each 1 .4 volt section of filament will be maintained within a range of 1 .25 to 1 .4 volts 
with a nominal centre of 1.3 volts. In order to meet the recommended conditions for 
operating filaments in series it may be necessary to use shimting resistors across the 
individual 1.4 volt sections of filament. 

(4.13) Power line supply — -The filament may be operated either singly or in series 
with the filaments of similar valves. For such operation, in either case, design adjust- 
ments should be made so that, with valves having rated characteristics operating with 
all electrode voltages applied and on a line voltage equal to the design-centre voltage, 
the voltage drop across each 1.4 volt section of filament will be maintained within a 
range of 1.25 to 1.4 volts with a nominal centre of 1.3 volts. In order to meet the 
recommended conditions for operating filaments in series, it may be necessary to use 
shunting resistors across the individual 1 .4 volt sections of filament. 

(4.2) Positive and negative voltage electrodes— The electrode voltage supplies 
may be obtained from dry-cell batteries, storage batteries, or from a power line. 
For such operation the electrode voltages should be chosen so that the maximum ratings 
of plate voltages, screen-supply voltages, electrode dissipations and total cathode 
currents are not exceeded at the supply design-voltages specified under 2.3, 2.2 and 2.1 
respectively. 

(5) General (all types) 

(5.1) Screen voltage supply — When the screen voltage is supplied through a 
screen-dropping resistor, the maximum screen voltage rating may be exceeded 
provided : 

(a) The screen supply voltage does not exceed the maximum plate voltage rating. 

(b) At any signal condition, the average screen dissipation does not exceed the 
maximum rating. 

(c) At the signal condition which results in maximum screen current, the screen 
voltage does not exceed the maximum rating. 

(5.2) Grid voltage limits — Where a grid voltage is specified as " positive bias 
value 0 maximum " or ** never positive ", this indicates that grid dissipation is not 
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permitted. In such cases it may be inferred that the gtid has not been suitably treated 

to permit dissipation. 

(E) Operating conditions 

Typical operation — In addition to maximum ratings, information is published 
on typical operating conditions for most of the various types, when used in particular 
applications. These typical operating conditions are intended to provide guiding infor- 
mation for the use of each type. They must not be considered as ratings, because each 
type can, in general, be used imder any suitable conditions within its rating limitations. 

Datum point for electrode potentials — In published data, it is standard practice 
for the values of grid bias and positive-potential-electrode voltages to be given with 
reference to a specified datum point, as follows : — For types having filaments heated 
with direa current, the negative filament terminal is taken as the datum point to which 
other electrode voltages are referred. For types having filaments heated with alter- 
nating current, the mid-point (i.e., the centre tap on the filament transformer secondary, 
or the mid-point on a resistor shimting the filament) is taken as the datum point. For 
types having equi-potential cathodes (indirectly heated) the cathode is taken as the 
datum point. 

Grid bias for a.c. or d.c. filament excitation — If the filament of any type whose 
data are given for a d.c. filament voltage is to be operated from an a.c. supply, the grid 
bias given for d.c. filament operation should be increased by an amoimt approximately 
equal to one half the rated filament voltage and be referred to the filament mid-point. 
Conversely, if it is required to use d.c. filament excitation on any filament type whose 
data are given for an a.c. filament voltage, the value of grid bias given should be de- 
creased by an amoimt approximately equal to one-half the rated filament voltage, and be 
referred to the negative filament terminal, instead of the mid-point as in a.c. operation. 
This rule is only approximate and does not, in general, provide identical currents for 
both types of filament excitation, 
(v) Recommended practice and operation 

The following additional limitations on valve practice and operation are based partly 
on the recommendations of the British Standard Code of Practice (Ref. 49) also on the 
B.V.A. Radio Valve Practice (Ref. 48), and on established design practice. 

(a) Mounting — (1) Unless otherwise stated it is desirable that valves should be 
mounted base down and in a vertical position. Where it is necessary to depart 
from vertical mounting, the plane of the filament of directly heated valves should be 
vertical. Similarly, the plane of the grid side rods (or major axis of the control grid) 
of indirectly heated valves having a high transconductance and/or a long unsupported 
cathode, should be vertical. This reduces the possibility of filament- and cathode-to- 
grid short circuits and microphony in filament valves. 

It is particularly undesirable that valves having high plate dissipation ratings should 
be moimted base upwards without agreement from the valve manufacturer, as this 
method of mounting seriously affects the flow of air aroimd the bulb and may result 
in the limiting temperature being exceeded. 

Depending on the distribution of the bulb temperature, gas may be released from 
the getter deposit imder these conditions and the vacuum and emission affected, 

(2) It is particularly important that the connections to floating contacts of sockets 
for glass based valves should be as flexible as possible and that the contaas themselves 
should float properly and not become rigidly locked in position. The use of a wiring 
jig, having the nominal specified dimensions for the base type, inserted in the valve 
socket during wiring, is desirable in order to locate the socket contacts correctly, so 
that strain on the base pin seals is minimized when the valve is inserted. Prior to 
insertion, the base pins of miniature valves should be straightened by means of a 
pin-straightener, if misaligned. The pin-straightener may consist simply of a steel 
block drilled with countersunk holes of the correct diameter and location, to slightly 
larger tolerances than those specified for the pins of the base type. For specific 
information and design, reference snould be made to the valve manufacturer. 

(3) It is undesirable to use socket contacts as connecting tags in circuit wiring because 
of circumstances which may arise if the valve is subsequently replaced by another 
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having diflFerent or additional pin connections. In particular^ contact No. 1 of octal 
sockets should not be used in this connection, as frequentiy internal base shielding is 
brought out to pin No. 1 of octal-based valves, which should be connected to chassis. 
Furthermore^ in glass-based valves the above-mentioned practice may adversely 
affect the valve characteristics by the application of a voltage to pins which are not 
connected to any valve element, but which project into the envelope. 

(4) Valves with rigid pins in glass bases and valves without bases which have short 
rigid lead-out wires are normally intended to be mounted in sockets, and it is recom- 
mended that such valves should not be soldered directly into the wiring, as such con- 
nections can impose sufficient strain to endanger the seals. 

(5) If valves are to be subjected to continuous vibration, means should be employed 
to damp out such vibration by the use of cushioned valve socket mountings. 

(b) Ventilation 

(1) The layout and design of equipment should afford sufficient ventilation to ensure 
a safe bulb temperature under all conditions. As a general guide, the maximum 
temperature of the hottest part of the bulb under operating conditions in the equipment 
should not exceed by more than 20 ''C. that temperature which would be attained if 
the valve were operated at its maximum ratings under conditions of free air circulation 
in an ambient temperature of 20 °C. Where exceptional increases of temperature may 
occur (e.g., when valves are used in screening cans or in equipment working in tropical 
conditions) the valve manufacturer should be consulted on each type concerned. 

The present trend in valve design is to reduce dimensions with the object of saving 
space and of improving efficiency at high frequencies, and the extent to which the 
reduction can be made is usually limited by the amount of heat which can be dissipated 
from the exterior surface of the bulb. 

For valves of present day sizes operating at normal temperatures, about half the 
heat is dissipated by convection and half by radiation. It is therefore necessary to allow 
free convection of reasonably cool air past the bulb and free radiation from the surface 
of the bulb to cooler surroundings. 

The increase in the temperature of air in convective cooling is very small and it is 
therefore more important that the flow of air should be copious and unimpeded than 
that it should be particularly cold. No great risk is incurred if the air is slightly warmed 
by passing near other components if this allows it to flow through a less obstructed path. 

In order to improve radiation from a valve, surrounding surfaces should not be 
polished but should be kept as cool as possible. The temperature of a valve surrounded 
by a plated shield can, or by components at about its own temperature, may rise 
seriously. 

(2) When valves are mounted in other than upright vertical positions, greater care 
should be taken to ensure that adequate ventilation is provided. 

(3) Adequate ventilation is particularly important in the case of output valves and 
rectifiers. 

(c) Heater-cathode insulation 

(1) It is generally desirable to avoid a large potential difference between heater and 
cathode. This potential should not normally exceed 100 volts except in the case of 
certain indirectly-heated rectifier valves and valves specially designed for a.c./d.c. 
operation. Where a design necessitates higher heater-cathode potentials, a recommenda- 
tion of the maximum permissible value should be obtained from the valve manufac- 
turer. For convenience, the maximum heater-cathode voltage rating is usually given 
as a d.c. value. 

(2) The insulation resistance between the heater and the cathode should not be 
included in r-f circuits where frequency stability is required or in a-f circuits followed 
by a high gain amplifier. 

The leakage currents make themselves apparent as noise or hum, which may assume 
serious proportions if the valve in which they originate is followed by a large degree of 
amplification. Moreover, if the heater-cathode insulation is included in a tuned circuit, 
any alteration to the physical or electrical properties of the insulation will alter the 
frequency to which the circuit is tuned, and if both r-f and mains frequency voltages 
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exist across the insulation, there is a risk of modulation hum, particularly in cathode- 
coupled oscillators and the like. 

(d) Control grid circuit resistance 

In all cases where published recommendations are available from the valve manu- 
facnu-er, they should be followed. The maximum value of grid circuit resistance in the 
case of a particular type of valve cannot be specified without knowledge of the valve 
characteristics and conditions of operation. In no circumstances should valves be 
operated without a d.c. connection between each electrode and cathode. 

The maximiun value of control grid circuit resistance which may be used under any 
condition of operation depends initially upon the stability of performance required but 
ultimately upon the transconductance under that condition, the increase in cathode 
current and electrode dissipations which may occur due to the cumulative effects of 
reverse grid current (gas, grid emission and leakage) permitted by the specification, 
die maximum ratings for these characteristics, and the limiting effect of resistances in 
series with the cathode and in the electrode circuits in series with the various electrode 
supply voltages. The following formulae, expressing the relationships between the 
various resistances, direct currents and electrode parameters in typical grid controlled 
triodes, tetrodes and pentode circuits hold providing the control grid current is negli- 
gible in comparison with the total cathode current. 

For pentodes and tetrodes (Ref. 41) 



where ^ / t = change in cathode current permitted by maximum ratings of plate dissipa- 
tion and/or cathode current ; or change in performance which can be 
tolerated. 

J/ 6 = change in plate current permitted by maximum ratings of plate dissipa- 
tion and/or cathode current ; or change in performance which can be 
tolerated. 

J/ ci= change in control grid (No, 1) current which is likely to occur or is 

permitted by the valve specification. 
Rgi=grid resistor (ohms). 
/?j2= series screen resistor (ohms). 
/?t=cathode resistor (ohms). 

series plate load resistor (ohms). 
^ji.ff2=triode amplification factor of pentode or tetrode. 
/I = amplification factor of triode. 
P =3 ratio of screen current (/c2) to cathode current 



To determine the limiting value of grid resistor which may be used, J/ci should be 
taken as the maximum value of reverse grid current permitted by the specification, 
under maximum electrode dissipation and cathode current conditions ; A If, and 
J/t are the changes in plate and cathode currents which result in maximum rated 
plate and/or screen dissipations and/or maximum cathode current. 

The maximum rating which is pe;ached first determines the limiting value of the grid 
resistor. 

If the specified value of J/ci is not available, the highest typical value of reverse 
grid current given in Sect. 3(iv)A for each major group of valve types may be used with 




For triodes (Ref. 41) 




C7) 



^tn= grid-plate transconductance (mhos). 
^^=grid-cathode transconductance (mhos) 
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discretion. In cases where the valve is being operated below maximum rated condi- 
tions and at a total cathode current less than that for the grid current test conditions, 
the value of J/ci may be taken as varying approximately as the cathode current.* 

It should be clearly understood that equations (6) and (7) are fundamental^ and^ in 
cases where no maximum grid circuit resistance values are publishedj may be used to 
calculate maximum safe values. These equations are based on the margin (J/^) 
between the operating plate current and that value of plate current which gives 
maximum plate dissipation or maximum cathode current or which gives the maximum 
tolerable change in performance, the limiting condition of operation being determined 
by the rating which is reached first. It may happen that the published typical operating 
conditions give maximimi rated plate dissipation — in this case J/^ or J/* is zero^ and 
the equations cannot therefore be applied to calculate Rgi directly. In such a case the 
procedure is to assimie reasonable values of Rg^ and J/^, and then to use the equations 
to derive J/^ or J/4. The operating plate or cathode current would then be made less 
than the permissible maximum by the margin J/^ or J/jt, Alternatively a lower value 
of Rgi may be chosen and the conditions of operation recalculated. 

If a maximum value of Rgi is published for fixed bias operation, then the value for 
cathode bias may be determined from equations (8) to (13) : 
For pentodes and tetrodes — general case 



for cathode bias , f 1 \ PRg 



Rg, for fixed bias '^^'\_^'(j'^ figu,^ ^ 
or approximately^ 1 +^ * 4- ^^"^ (9) 



(8) 



(or when R,2=0) ^^^l+gkRt (10) 
For triodes — general case 



Rgi for cathode bias 
i?,, for fixed bias 

or approximately 



[«.(..-;) 



(11) 



Rk+~ I (12) 



(or when i^^-O) ^l+g^R^ (13) 

In the case of resistance-loaded triodes and pentodes with series screen resistors, the 
values of Rgi as derived from eqn. (6) or (7) respectively will be very high. In such 
cases the limiting factor is the effect of the reverse grid current on the operating 
bias. This effect is considered in detail in Chapter 12, Sect. 2(iv) for triodes with 
fixed bias and Sect. 2(iii) with cathode bias also Sect. 3(v) for pentodes with fixed bias, 
and Sect. 3(iv)C with cathode bias. 

A high value of resistance between the control grid and the cathode should be avoided 
wherever possible. In B.S.1106, 1943 (Ref. 49) it is recommended that, in general, 
1 megohm with self-bias and 0.5 megohm with fixed bias are suitable maxima and that 
with receiving valves having an anode dissipation exceeding 10 watts the grid-circuit 
resistance should not exceed 0.5 megohm when self-bias is used and 0,1 megohm with 
fixed bias. These values must be reduced when one resistor is common to more than 
one control grid circuit. 

The maximum values of grid circuit resistance with r-f pentodes controlled by 
a.v.c. is covered in Chapter 27 Sect. 3(iv)b. 

Some valve types have an inherent negative resistance region in the positive portion 
of the grid characteristic, due to secondary emission from the grid as a result of the 
deposition or evaporation of active material from the cathode or deposition from the 
gener during manufacture. In such cases the resultant grid current may change sign 
from positive to negative as the grid voltage increases from zero in a positive direction, 
ultimately becoming positive again. The maximum value of grid circuit resistance 

•This assumes that the grid leakage current is small compared with the ionization current, and that the 
latter does not increase appreciably during operation. 
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which may be used under these conditions without grid blocking occurring, is that 
value of resistance represented by the line drawn from the operating bias point on the 
abscissa, tangential to the cross-over loop of the grid current characteristic below the 
abscissa as shown in Fig. 2.11. 

If the grid circuit resistance is such that the line cuts the loop of the characteristic 
below the abscissa, blocking will occur if the instantaneous values of grid voltage 
exceed the voltage of the point at which the line crosses the grid characteristic nearer 
to the origin. See also Chapter 2 Sect. 2(iii). 

Because of the difficulty of controlhng the grid current commencement point of 
oxide-coated cathode and filament valves during manufacture, due mainly to contact 
potential variations caused by variable control grid surface conditions, it is desirable 
that operating conditions should be chosen, such that the control grid bias is always suffi- 
ciently large in relation to the contact potential, so that variations of the latter produce 
only minor effects on performance. In general, the grid current commencement 
voltage of indirectly heated cathode types is negative and may have a value up to 
— 1.0 volt but as a rule varies during life. The grid current commencement voltage 
of filament types is usually positive and seldom exceeds about +0.5 volt, but usually 
becomes less positive during life and may even become negative. The plate current 
commencement voltage of diodes due to contact potential behaves in a similar manner. 

(e) Operation at low screen voltages 

As the grid current commencement voltage may in certain cases be dependent on the 
value of screen voltage and may become more negative as the screen voltage is reduced, 
it is in general undesirable to operate valves having low or zero control grid-bias at low 
screen voltages. In the case of zero-bias operated filament types, operation at low 
screen voltages may result in the grid current commencement voltage becoming nega- 
tive and in the flow of positive current, causing either a change in operating conditions 
due to additional negative bias developed across the grid resistor or damping of timed 
grid circuits due to lowered input resistance. In either case undesirable and often 
wide variations in performance may result. 

(f) Microphony 

Small variations of electrode spacing cause corresponding variations in the output of 
the valve, and it is. desirable to ensure that little or no vibration reaches the valve. 
Such vibration may reach the valve by way of the valve socket or acoustically, and it 
should be noted that microphonic trouble may originate in the converter or i-f stages 
through modulation of the signal or i-f carrier at audio frequencies. It is recommended 
that, if possible, the position of the valve in relation to the sotu-ce of vibration be so 
chosen that microphony effects will be at a minimimi. Methods which may be used to 
minimize microphony effects are described in Chapter 35 Sect. 3(iv). 

(g) Hum 

Hum due to conditions within the valves is analysed in Chapter 31 Sect. 4(i). See 
also Ref. 91 on heater-cathode leakage as a source of hum. 

(h) Stand-by operation 

Where it is necessary to maintain cathodes and filaments at normal operating 
temperatures during stand-by periods, better life in general will be obtained 
when the equipment is so designed that some, rather than no, cathode 
current flows during such periods. It is also essential that the heater or filament 
voltage be maintained as close to the rated value as possible. Continuous operation 
of heaters or filaments at voltages exceeding their rated values by more than 10 per 
cent., without cathode current flowing, will result, generally, in progressively shon 
life being obtained. 

In equipments which are designed so that no cathode current flows during stand-by 
periods for periods of less than 15 minutes, the filament voltage of quick-heating fila- 
ment types should be reduced to 80 per cent, of normal, while the heater voltage of 
indirectly heated cathode types should be maintained at normal rated value. For 
longer periods, both filament and heater power should be turned off. 
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SECTION 2: CONTROL OF CHARACTERISTICS DURING 

MANUFACTURE 

(i) Importance of control over characteristics (ii) Basic manufacturing test specifica- 
tion (m) Systematic testing {iv) Tolerances on characteristics. 

(i) Importance of control over characteristics 

The successful design and continued satisfactory operation of electronic equipment 
require that the valves used have certain prescribed characteristicsj the initial values of 
which do not vary from valve to valve sufficiently to affect operation seriously and 
whichj throughout life^ remain within a prescribed range with only gradual change 
until the end of useful life is reached Owing however to the highly complex nature of 
the physical-chemical processes involved in manufacture and the difficulty of controlling 
the variations of many of these processes under mass production conditions, the ulti- 
mate degree of uniformity obtainable in the final product, both in initial characteristics 
and their variation throughout life, must always be a compromise between the per- 
formance required by the equipment designer and user and the manufacturing cost in 
obtaining that performance. In any individual case, however, the degree to which 
variation of one or more characteristics affects operation, either initially or during life, 
depends entirely on the particular application and the critical features of the circuit 
design. For good circuit performance, it therefore is essential to take into consideration 
the range of variation of the various characteristics on which operation depends and to 
ensure that operation, so far as is practicable, is independent of the variation of 
characteristics, particularly of critical characteristics and characteristics over which 
limited or no control is exercised in manufacture by the valve test specification, 

(ii) Basic manufacturing test specification 

Owing to the relatively limited range of variation of mechanical and electrical 
characteristics for which usabiUty and performance of the various types of valves in 
their intended applications may be satisfactory, it is necessary to apply tolerances, or 
" limits " to control the range of characteristics obtained under mass production 
conditions. For conmxercial applications these tolerances are chosen to be both satis- 
factory to the equipment designer and sufficientiy wide to be economical and thus 
enable valves to be manufactured in large quantities at a reasonable cost. These 
requirements are embodied in the complete manufacturing test specification, 
which normally comprises — 

(1) Maximimi permissible conditions of operation or ratings, as determined by 
emission capability, goodness of vacuimi maintenance and interelectrode insulation. 

(2) Nominal values for the principal physical dimensions and electrical characteris- 
tics, relevant to intended applications under specified operating conditions. 

(3) A schedule of mechanical and electrical tests (including tolerances and sequence) 
sufficiently comprehensive to ensure that the prescribed dimensions, and electrical 
characteristics are maintained in production, and sufficientiy severe to indicate hkely 
failure, during life, when operated under maximimi ratings. 

(4) A life test schedule sufficiently severe in conditions of operation and permissible 
deterioration of the main functional characteristics, to indicate reliability and per- 
formance of the product on life, under both normal recommended and maximimi 
rating conditions. 

As most valve types are designed to give a certain performance and life in a specif c 
application or limited range of applications, it is important to note that each type is 
processed accordingly and that, in general, the test specification for a particular type 
normally includes only those tests which are necessary for adequate and economic 
control of the characteristics, and are required for satisfactory performance and life 
in the intended applications. Unintended applications not covered by the maximimi 
ratings or test specification should be referred to the valve manufacturer, as perform- 
ance and hfe in many cases can often be decided only by laboratory investigation and 
special life tests. 

Reference to quality control : Ref. 45. Reference to life testing : Ref, 97. 
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(iii) Systematic testing 

For the purpose of systematic testingj valve characteristics may be divided into the 
Mowing three categories. 

(a) Primary characteristics, which are fundamental to the basic operation and 
life of the valve as a thermionic device and its functional operation and usability. 
These include the mechanical stability of the envelope and electrode structurej external 
physical dimensions and constructionj continuity of electrode connections, characteris- 
tics indicating the goodness of the vacuum and emission and the principal functional 
characteristics dependent on the electrode geometry. 

(b) Secondary characteristics, which are not fundamental to the operation of the 
valve, but are, in general, dependent on the primary functional characteristics and 
essentially determine the degree of performance obtainable in intended applications of 
the particular type. 

(c) Tertiary characteristics, which are not fundamental to the operation of the 
valve, but are dependent on, and are in general controlled by the primary and/or 
secondary characteristics and either affect performance in a minor degree only, seldom 
vary sufficiently to affect performance or are important only in certain applications or 
for purposes of valve design. 

In order to control the above-mentioned characteristics after manufacture in 
accordance with their specification, the acceptance testing procedure is usually 
organized into the following group of tests, the functions of which are described in 
detail in the following subsections. 

(A) Production Tests. 

(B) Design Tests. 

(C) Recorded Readings. 

(D) Life Tests. 

(E) Warehouse Tests. 

(A) Production Tests 

(1) First Testing 

All primary characteristics, except those which are subject only to minor variation 
from valve to valve, are usually tested 100 per cent, in the factory after manufacture 
Tests performed on this basis are designated Production or Factory Tests and failure 
of any valve to meet the prescribed test limits for any production test constitutes cause 
for total rejection of that particular valve. When characteristics are uniform and 
quality satisfactory, production tests are usually limited to primary characteristics only 
and particular characteristics which cannot be otherwise controlled satisfactorily. 
The normal production tests are performed in the sequence prescribed by the specifi- 
cation and for all types the tests normally include interelectrode shorts and continuity, 
reverse grid current (gas, grid emission, leakage), cathode ciurrent, series-resistance- 
supplied electrode currents, transconductance, emission or equivalent dynamic 
characteristic test, noise and microphony. 

(2) Holding period 

After the schedule of production tests has been completed, it is usual for all valves 
to be held in storage for periods varying from 24 hours upwards to allow any deteriora- 
tion of mechanical or electrical characteristics, due to unsatisfactory manufacture, to 
develop. 

(3) Second testing 

Following the holding period, all, or the most important production tests are usually 
repeated either on all valves 100 per cent, or on a representative sample using statistical 
sampling procedures which have been established as reliable, economical methods of 
determining either that the maximum percentage of defectives in a given quantity 
shall not exceed a certain value, or that the average percentage of defectives in the 
outgoing product shall not exceed a certain level. 

When statistical sampling is used, if the product fails to meet the sampling acceptance 
criteria in one or more tests, or totally, the batch in question is then re-tested 100 per 
cent, for those tests in which failure occurred, and all defectives screened out. In 
addition to repeating first-production tests, tests are often included at the second 
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production-sampling test to control characteristicsj 100 per cent, te'-.ting of which 
may not be warranted or necessary. 

Subject to the product having passed the design and life test criteria to b; described, 
it is now usually transferred to the warehouse for shipping and distribution to manufac- 
turers and wholesalers. 

(B) Design tests 

All important secondary charaaeristics are controlled by regularly testing and 
recording the characteristics of a relatively small sample selected at random^ either fror= 
each production batch, or each day's production in the case of continuous production, 
after all the first-production tests have been performed and the defectives for these 
tests screened out. The sample size is determined by the production batch size on the 
daily production level, provided characteristics are reasonably uniform. Typical 
sample sizes used are 1 per cent, (minimum 5 valves) of each batch, or a fixed sample 
size of 5 to 10 valves per type per day for types in continuous production. 

The tests performed on the characteristics included in this group, on the above basis, 
are called Design Tests and the usual procedure is that failure of more than a stipulated 
percentage of the valves in the sample to meet the prescribed test limits for a particular 
characteristic, or failure of more than a stipulated percentage of all the characteristics 
to meet their prescribed limits, constitute cause, initially for retesting a larger sample — 
usually 100 valves — for the characteristic(s) failed, and in the event of the failure 
being confirmed, for 100 per cent, testing of the complete batch for those characteristics 
in which failure occurred. Failure of any valve of the batch to meet the specification 
for the characteristic(s) in question is then cause tor rejection. 

In the case of continuous production, the usual practice is for the failed design tests 
to be made production tests temporarily until satisfactory control of the characteristics 
in question has been re-established and the design test criteria for these characteristics 
can again be met consistentiy. 

Typical design test acceptance criteria require that not more than 10 per cent, of the 
valves of the sample fail for any one design test or that all ±e design tests failed do not 
exceed 20 per cent. 

In addition to essential secondary characteristics, other characteristics which are 
often controlled on a design test basis include those characteristics which are not 
independent parameters but have their values determined by characteristics which 
are tested 100 per cent., also characteristics which require to be controlled for particular 
applications. 

Design tests are performed only on valves which meet the prescribed production 
tests. To this end, the latter normally are repeated and recorded when design tests are 
% performed, 

(C) Recorded readings 

Tertiary characteristics are controlled, in general, on the basis of criticism and correc- 
tion &om recorded readings of all important characteristics obtained from the design 
test samples, taken either daily, weekly or monthly^ depending on the importance of 
the characteristic and its liability to variation. 

Failure of characteristics tested on this basis to naeet the requirements of the specifi- 
cation (or, where not specified, to meet the average range of variation usually main- 
tained) in respect of the design test criteria is cause for criticism only, and not rejection ; 
individual valves having the characteristics indicated are not screened from the 
product, unless the effect of their variation on performance is likely to be serious. 

Where a recorded reading test indicates continuing unsatisfectory control of any 
particular characteristic, it is usual for that recorded reading to be made a design test 
temporarily, if considered warranted, until satisfactory control has been re-established. 

(D) Life tests 

Due to the varying extent to which the mechanical and electrical characteristics may 
be affected by undetected and consequentiy uncontrolled variations of manufacturing 
processes, it is not possible to predict reliably by any schedule of instantaneous tests. 
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however comprehensive, the performance obtainable from any particular valve under 
operating conditions, and it is necessary to rely on recorded observations of characteris- 
tic variation during continuous or intermittent operation under controlled lesi condi- 
tions, to determine ultimate performance. Such tests are known as Life Tests. 

Provided maximum ratings have not been exceeded, the life of most oxide-coated 
cathode high vacuum valves, assuming that the initial emission and electrode insulation 
are satisfactory, is determined almost entirely by the extent to which the initial vacuum 
is maintained during storage and during periods of operation and non-operation, as in 
general the supply of emission-producing material available on the average filament or 
cathode greatly exceeds that required for the lives normally obtained in practice. 

The average rate and imiformity of deterioration of the vacuum- and emission- 
dependent characteristics which normally occur slowly and imiformly in all valves 
during operation, and which vary from valve to valve, and any excessive deterioration of 
mechanical and electrical characteristics due to defective manufacture are controlled by 
regular life tests of small samples of each type. These life tests are operated normally 
under maximum rating conditions, for a specified period during which the performance 
determining characteristic(s) may not deteriorate beyond prescribed values, or for the 
period (which may not be less than a prescribed minimum) required for such deteriora- 
tion to occur. 

Owing to limitation^ of equipment and cost, regular control life tests are run usually 
for periods of 500 to 1000 hours on small samples of the order of 5 valves per type per 
week for types in continuous production. As variations in characteristics are most 
liable to occur early in life, readings are usually spaced at increasing intervals to give 
an indication of the complete life characteristic over the control periods. 

A typical life test acceptance criterion of satisfactory life is that the average life 
obtained per valve, considering all valves of the sample, must be not less than 80 per 
cent, of the specified duration of the life test. The valves used must also be selected at 
random and comply with the production and design test acceptance criteria. 

In the event of the completed product failing to comply with the life test criteria, 
delivery of the product is then withheld from *he warehouse, until satisfactory life has 
been re-estabhshed. 

(E) Warehouse tests 

When quality is imiform, the controls normally imposed prior to packing are retests 
of electrode mechanical stability and continuity, and maintenance of the vacuum, by 
means of a suitable interelectrode hot " shorts and continuity " test during which each 
valve is tapped lightly with a specified mallet. Each valve is also re-inspected for any 
deterioration of the envelope in the case of glass valves, cementing of phenolic bases 
and top caps, dry or badly soldered pin and top cap connections, type designation and 
general mechanical finish. Pins of miniature valves are also straightened, if necessary. 

(iv) Tolerances on characteristics 

(a) Initial characteristics 

The tolerances on types of American origin to-day are substantially those published 
for these types in the American JAN-IA Specification which is based on conmion 
valve manufacturing practice in that country and was compiled by a committee which 
included the major valve manufacturers (Ref, S2 ; for tabulated characteristics see 
Ref. 65). 

(b) Life test end points 

Apart from the information published in the relevant American and British Service 
Specifications J no information is generally available concerning accepted life test end 
points. In R.M.A. Standard Specification ET-107 (Ref. S7) there is published a list 
of life test end points which may be regarded as typical of the practice followed by 
American valve manufacturers. A valve is considered to have reached its life test end 
point when, at rated filament or heater voltage and specified electrode voltages, the 
foUowing values have been reached : 
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1. 65% of rated transconductance for r-f and i-f amplifiers. 

2. 50% of rated conversion transconductance and 65% of rated oscillator grid 
current for converter and mixer types. 

3. 50% of rated transconductance for general purpose triode types. 

4. 50% of rated power output for power output types. 

5. 40% of minimum rated direct current for diode types. 

6. 80% of rated current or voltage for rectifier types. 

7. 70% of normal alternating output voltage for resistance-coupled amplifier 
types. 

Note. — Rated values are those referred to on R.M.A. Electron Tube Characteristic 
Sheets under maximum typical operating conditions. 



SECTION 3: METHODS OF TESTING CHARACTEMSTICS* 

(i) General conventions 

(ii) General characteristics 

(a) Physical dimensions 

(b) Shorts and continuity 

(c) Heater (or filament) current 

(d) Heater-to-cathode leakage 

(e) Inter-electrode insulation 

(f) Emission 

(g) Direct interelectrode capacitances 

(iii) Specific diode characteristics 

(a) Rectification test 

(b) Sputter and arcing 

(c) Back emission 

(d) Zero signal or standing diode current 

(iv) Specific triode, pentode and beam tetrode characteristics 

(A) Reverse grid current 

(B) Grid current commencement voltage 

(C) Positive grid current 

(D) Positive voltage electrode currents 

(E) Transconductance or mutual conductance 

(F) Amplification factor 

(G) Plate resistance 

(H) A.C. amplification 

(I) Power Output 
(J) Distortion 
(K) Microphony 

(L) Audio frequency noise 
(M) Radio frequency noise 
(N) Blocking 
(O) Stage gain testing 
(P) Electrode dissipation 

(v) Specific converter characteristics 

(A) Methods of operation including oscillator excitation 

(1) Oscillator self-excited 

(2) Oscillator driven 

(3) Static operation 

•The assistance of A. H. Wardale, Member I.R.E. (U.S.A.) and D. H. ConnoUy, A.S.T.C, ie ack- 
nowledged. 
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(B) Specific characteristics 

(a) Reverse signal-grid current 

(b) Signal-grid current commencement 

(c) Mixer positive voltage electrode currents 

(d) Mixer conversion transconductance 

(e) Mixer plate resistance 

(f) Mixer transconductance 

(g) Oscillator grid current 

(h) Oscillator plate current 

(i) Oscillator transconductance 
(j) Oscillator amplification factor 
(k) Oscillator plate resistance 

(1) Signal-grid blocking 
(m) Microphony 
(n) R-F noise 

(vi) Tests for special characteristics 

(A) Short-circuit input admittance 

(B) Short-drcuit feedback admittance 

(C) Short-drcuit output admittance 

(D) Short-drcuit forward admittance 

(E) Perveance 

(vii) Characteristics by pulse methods — point by point 

(viii) Characteristics by curve tracer methods 

(i) General conventions 

The methods described in this section are typical of good practice and should only 
be taken as a guide of good practice. They represents in general, the main operational 
tests which are used to control the performance of various types of receiving valves. 

The valve under test should have its heater (or filament) operated at the spedfied 
voltage for constant voltage types or at the spedfied current for constant current types. 
Direct current is generally spedfied for all characteristic testing, although a.c. may be 
used for indirectiy heated types and directly-heated a.c. power types, but it is essential 
that the filaments of all directly-heated battery types be operated from direct current. 

The positive electrodes (e.g., plate, screen) should be supplied from suitable direct- 
voltage sources the voltages of which can be adjusted to the values spedfied. Good 
regulation (i.e., good voltage stability) is highly desirable for characteristic testing but 
is expensive to attain with valves drawing high cathode currents. The recommended 
source is an electronic voltage regulator such as that of Fig. 33.10, the output terminals 
being shimted by a r-f by-pass capadtor (e.g., 0.01 mica), A large capadtance should 
not be used since this results in a tendency for the voltage regulator to " hunt In 
other cases all supply voltages should be adequately by-passed for a.c. components. 

In the case of emission testing, a spedal low voltage high current source of low 
internal resistance is essential. Where operation is required from a.c. mains, a selenium 
rectifier supply is usually the most suitable and inexpensive for high current emission 
testing. 

The negative electrodes (e.g., control grid, suppressor) do not normally draw much 
current, and the voltage regulation of the current source is therefore not very important, 
but the voltage applied to the terminals of voltage divider supplies, as normally used, 
must be well stabilized. Either an electrom'c voltage regulator or a gas type voltage 
regulator tube, or both, may be used. If the characteristics are to be tested with the grid 
positive, the " screen " source may be used for triode grids ,* otherwise an additional 
electronic voltage regulator (of the same type as for the plate and screen) should be 
used. All direct electrode voltages are to be measured with respect to the cathode. In 
dynamic tests the voltages are to be measured imder operating conditions. 

In all methods of testing, depending upon the particular characteristic, well filtered 
supplies both positive and negative should be used. 

The basic circuit for testing electrode currents with variable applied voltages is 
indicated in Fig. 3.1 for use with diode, triode or pentode valves and negative grid 
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voltages. If instability is experienced with valves having high cransconductance, a 
screen stopper of 50 to 100 ohms with or without a control grid stopper of say 500 
ohms should be connected directly to the electrodes concerned. It is very important 
that these resistors be non-inductive and, in the case of the screen stopper, of sufficient 
rated dissipation. The screen stopper should be by-passed directly from the supply 
side to the cathode using a mica capacitor of, say, 0.01 capacitance. 




FIC. 3.1 



Pig, 3.1. Basic circuit for testing electrode currents, 

Pre-heating 

Pre-heating with heater voltage applied to the heater only is generally adequate for 
all ordinary purposes where it is necessary to conserve time, except where full electrode 
dissipation pre-heating is required by particular valve specifications under acceptance 
testing conditions, or when testing for reverse grid current (gas, grid emission and hot 
leakage) . When Ml electrode dissipation is applied, the time of pre-heating is normally 
2 minutes (JAN-IA) to 5 minutes (R.M.A.). Maximum valve ratings should not be 
exceeded during pre-heating. 

See References S2, S7. 

(ii) General characteristics 

(a) Physical dimensions — Valves may be checked for overall length and miaximum 
diameter either by the use of " go/not go " gauges or by an adjustable length gauge 
and outside calipers respectively. 

Standard ring gauges for checking maximum and minimum base and sleeve dia- 
meters, also pin alignment gauges, are specified by R.M.A. Standard ET-106 (Ref. S6). 

(b) Shorts and continuity — It is important to ensure that electrodes such as control 
and signal grids and suppressors, which do not normally dissipate any power, should 
not be subjected to any appreciable power dissipation during the shorts and continuity 
test, otherwise the valve may be damaged as the degassing treatment of these grids 
during manufacture is normally much lighter than that of electrodes which are required 
to dissipate power. In addition, the cathode current drawn, particularly in filament 
types, should not be excessive. It is also important that shorts be checked between the 
various electrode pin connections and pins designated as no coimection, also that the 
continuity of internal jumper connections between base pins be checked. 

The circuit arrangement accepted as the most generally satisfactory for both shorts 
and continuity with regard to sensitivity and speed of testing is that known as the 
hexaphase shorts and continuity test. This circuit is now widely used, particularly by 
valve manufacturers (e.g., Ref. 1, Fig. 54). A modification is shown in Fig. 3.2 which 
uses 6 110 volt i watt neon lamps and is entirely satisfactory for valves not requiring 
more than 6 independent electrodes. The values shown for this circuit have been 
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chosen to suit the majority of receiving type valves in that the dissipations of the normal- 
ly negative electrodes are kept low for reasons previously stated — see (b) above — and 
may not be satisfactory for all valve types. In the case of a semi-universal tester it is 
essential that the requirements above be observed, and also that all electrode dissipa- 
tions and peak and average currents be kept within their maximum ratings, otherwise 
valves may be damaged. It is also essential as in any shorts tester that th« cathcde- 
to-grid voltage, and battery-type filament-to-grid voltage particularly, be 
kept to a value not exceeding approximately 100 volts, owing to the small 
spacing between these electrodes resulting in unreliable " flick " indications of the 
neon lamps in normally good valves. The test is carried out with the cathode hot, and 
the resistor is for the purpose of limiting the peak cathode current to a safe value 
(3 mA per 50 milliamp. filament strand for 1.4 volt battery valves). The tester uses 
split anode neon lamps and continuity of each valve electrode is indicated by the 
glowing of one half of the split-anode neon lamp connected to that electrode. In the 
case of a short-circuit to cathode, one lamp will light on both electrodes, while in the 
case of a short-circuit between two or more other electrodes, two or more lamps will 
so light. There is an optimum arrangement of connections from the terminals 
A, B, C, D and E to give fairly low voltages between cathode and control grid or other 
low-dissipation electrodes and to give uniform illumination on all lamps. In some cases, 
experimenting may be necessary in changing over connections to obtain fairly uniform 
illumination on all lamps. It is necessary that the insulation of the sockets and 
wiring be sufficiently good to avoid residual glows on the neon lamps when a valve is not 
in the socket. This is particularly important in humid climates. 



3 PHASE 6 PHASE OUTPUT 
INPUT ^ 




Fig, 3.2. Hexaphase shorts and continuity tester. Suitable values are /?=5000 ohms, 
R^^R^=7500 ohms, R^= 1500 ohms, R^-=50QQ ohms, /?i = 50 000 ohms for battery 
valves other than power output, 33 000 ohms for normal ax, types, or 15 000 ohms for 
power output valves. Lamps (N) are 110 volt i watt split-anode' neon. 

If more than six lamps are required, additional lamps may be incorporated at suitable 
points in the " ring " network, but all such arrangements have the limitation that one 
or more conditions exist where no shorts indication is possible on one or more pairs 
of lamps. 

In addition to the neon shorts and continuity test, filament type lamps may be used 
to indicate continuity from shield to cathode or along a " jumper " linking two pins. 

Continuity of heaters and filaments is indicated by means of a current meter of 
suitable scale in series with the heater or filament, an open-circuit being indicated by 
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zero cxirrent. In the absence of a current meter and where a rheostat is used to drop 
the filament/heater source voltage, the voltmeter reading may be used to indicate 
open-circuited filaments or heaters since the voltmeter reading will then be much higher 
than normal. 




110 VOLT - 
NEON LAMPS 



Mo I INDICATES FILAMENT 
CONTINUITY FOR MOST 
VALVE • TYPES 



Fig. 3.3. Older type of shorts and contintnty tester. 

The older type of shorts tester is shown in Fig. 3.3 and operates on single phase 
and requires a total voltage of 880 volts for 8 lamps. This may be used as a hot or cold 
cathode shorts tester, but has the disadvantages that it only indicates electrode continu- 
ity of those electrodes which draw sufficient current to operate lamps to which they are 
connected. It also has the severe disadvantage that the voltages cannot be arranged 
conveniently with regard to the electrode configuration for semi-universal testing, as all 
voltages are in phase, and quite high voltages may be developed between adjacent 
electrodes in the absence of complicated switching. 

When using this type of tester with either hot or cold filament (or cathode), it is 
essential to connect grid No. I to the lowest voltage in the chain with respect to earth, 
otherwise damage may be done to the valve, or else good valves may indicate as having 
a short circuit. The other points in the chain should be connected in the same sequence 
as the grids and plate. 

A fairly satisfactory form of single lamp 
shorts and continuity tester commonly used 
in service testers is shown in Fig. 3.4. The 
electrode switch «S is rotated with the 
cathode heated. If the neon lamp glows 
on one side only the particular electrode is 
connected ; if on both sides a short-circuit 
is indicated. If only one electrode indicates 
short-circuit, the short is to heater (fila- 
ment) ; if two or more electrodes indicate a 
short-circuit, they are shorted together. The continuity test only works well for the 
electrodes close to the cathode, the sensitivity decreasing towards the anode. 

The same circuit Fig. 3.4 may also be used for a cold cathode shorts test. 

(c) Heater (or filament) current — This is measured with a d.c. heater source, 
using the heater circuit as in Fig. 3.1. The heater voltmeter current passes through 
the ammeter A, so that it is necessary for greatest accuracy to subtract the voltmeter 




Frc.3.4 



Fig. 3,4. Simpler type of shorts and 
continuity tester^ employing a single 
lamp. 



www.pmillett.com 



94 



(ii) GENERAL CHARACTERISTICS 



3.3 



current from the current reading. However, with a 1000 ohms-per-volt meter, the 
current is less than 1 mA and the error is quite small with heater currents of the order 
of 0.3 A. When measuring filament currents of small battery valves (e.g., 50 mA), 
the ammeter zero may be set to read zero when the voltmeter is at its nominal reading 
(e.g., 1.4 volts). The current is normally measured with no connections to any other 
electrodes. See also Ref. SI 2, Sect. 2.1. 

(d) Heater-to-cathode leakage — This may be tested by applying the maximum 
rated direa voltage between one heater terminal and cathode and measuring the 
current with a microammeter (say 0-500 /aA) with a safety resistance in series (not 
greater than 100 000 ohms). The leakage current should be not greater than 20 /aA 
for ordinary 6.3 volt 0.3 ampere valves, or 50 to 100 ^lA for power valves, with 100 
volts applied. 

The heater may be operated with either a.c. or d.c. supply if below 35 volts ; at 35 
volts and above it is usual to operate it on a.c. supply. The voltage between heater and 
cathode should be applied with both polarities, except in the case of rectifiers where the 
heater must be negative with respect to the cathode. 

(e) Inter-electrode insulation — This is not normally a regular commercial test, 
except to meet service specifications. The test voltage specified is normally 300 volts 
for small valves or 500 volts for those which are able to stand the higher voltage. 
The insulation resistance may be measured by any ordinary type of insulation tester, 
but preferably by an ekctronic megohm-meter. In this test, the cathode should always 
be positive. The testis carried out on a valve which has reached a stable temperature 
under normal operating conditions. The minimum permissible insulation resistance 
usually specified is 10 megohms (Ref. S2). 

This test is not used between heater and cathode. 

(f) Emission — The purpose of the emission test is to ensure that the cathode 
emission is adequate to provide the peak and average space currents for the particular 
application of the type by a margin which has been found to be satisfactory for good 
life and performance. 

Emission is normally tested by applying a suitable direct positive voltage to all grids 
connected together with the plate, and measuring the total cathode current. 

Because of the very high value of the emission current normally drawn from the 
cathode, the resulting excessive dissipation of the inner grids and the gas produced as a 
result of this dissipation and also as a result of ion bombardment of the cathode, the 
emission test is a damaging test and should be performed as seldom as possible and then 
always very carefully. 

In order to avoid damage to the cathode by this test, the applied voltage must be 
sufficdentiy large to approach current saturation without drawing sufficient current to 
damage the valve due to excessive dissipation of the inner grids. At the same time the 
test must be of sufficient duration to enable the stabihty of the emission to be indicated 
without being so long as to give risk of poisoning the emission. A safe value generally 
accepted for the duration of the emission test is 3 seconds. During this period the 
emission should not fall below a value recommended by the valve manufacturer. 
In general, emission is a minimum reading. As most of the cathode current goes to the 
No. 1 grid, which is usually wound with very fine wire, and treated lightiy during 
manufacture, the applied voltage must be restricted to a value such that the emission 
current drawn does not result in damage to the valve. The voltages normally used in 
manufacture are listed below. 

Emission testing with applied alternating voltage is also used, but in this case the 
test becomes one intermediate between a peak emission test and a high current trans- 
conductance test. In practice, there is no exact and simple correlation between a.c. 
and d.c. emission tests due to the fact that the a.c. emission current depends in part on 
the emission capability of the valve as well as on its geometry. Experience has shown 
that mains frequency a.c. emission tests tend to be unreliable owing to the fact that the 
emission " gets a rest " between cycles and, in a practical case, the rating of peak to 
average emission current drawn cannot be made sufficiently high to be effective. 

Voltages given below are based on JAN-IA (Ref, S2) ; values of voltages and mini- 
mum emission currents are given by Ref. 65. 
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Signal diodes are normally tested for emission with an applied direct voluge of 
10 volts, except that 20 volts are normally applied to type 6H6. 

Power rectifiers are normally tested with applied voltages as listed below (suffixes 
of valve types have been omitted) : 
20 volts— IV, 12A7, 32L7. 
25 volts~84/6Z4, 70L7. 

30 volts— 5V4, 6ZY5, 7Y4, 12Z3, 25A7, 25Z5, 25Z6, 35Z3, 35Z4, 35Z5, 45Z3, 

45Z5, 50Y6, 83V, 117N7, 117Z4, 117Z6. 
50 volts— 5Z4, 6W5, 6X5, 7Z4, 28Z5. 
75 volts— 5R4, 5T4, 5U4, 5W4, 5X3, 5X4, 5Y3, 5Y4, 5Z3. 

Amplifier valves are normally tested for emission with an applied direct voltage of 
30 volts. Some of the exceptions are listed below : 
10 volts— 1AB5, 6AC7, 6AG5, 7E5, 7F8, 7G8, 7V7, 7W7, 26A7. 
15 volts— 6BE6. 

20 volts— IDS, 1J6, 2A3, 3A8, 6AB7, 6AG7, 6SD7, 6SQ7, 6SH7, 7G7, 7H7, 7J7, 

7L7, 7Q7, 7R7, 7S7, 19, 28D7, 35L6, 70L7. 
25 volts— 11 7N7. 

50 volts^A6, 6B5, 6L6, 6N6, 6N7, 12A5, 24A, 53, 59, 79. 

All the voltages listed above are subject to variation by different valve manufacturers. 

(g) Direct interelectrode capacitances — The following information is based on 
recognised engineering practice by the manufacturers of American-type valves, and is 
in line with the I.R.E. Standard (Ref. SI, S12), the R.M.A.-NEMA Standard (Ref. S8) 
and with JAN-IA (Ref. S2). 

The capacitances which are measured are direct interelectrode capacitances, and not 
the total (self) capacitances which are the sum of two or more direct capacitances. 
The measured value of inter-electrode capacitance of a valve is dependent upon the 
valve shield or, in the absence of a shield, upon the geometry of the external environ- 
ment. It is therefore necessary for the test to be made under strictly specified conditions 
of valve shielding and of electrode and internal valve screen connections. 

Published values of interelectrode capacitances are stated either for the condition 
where the valve is shielded with a specified standard valve shield (see below) or is 
unshielded. Interelectrode capacitances are normally measxored with the cathode cold 
and with no direct voltage applied to the electrodes. The base pins and leads are 
shielded from each other and from other elements of the valve so that they and their 
connections do not form part of the capacitance being measured. All external metal 
pans integral with the valve should be connected to the cathode ; such parts include 
lock-in valve bases, metal base shells, and pins with no connection. When capacitance 
measurements are made on indirectly-heated valves the heater should be connected 
to the cathode imless in special cases the meas\irement is between the cathode only and 
other elements, or the heater and other elements. For valves having elements other 
than a control grid, a plate, and a cathode, the additional elements of the active section 
including internal shields should be connected to the filament or cathode by the shortest 
possible connections. For a multiple-unit valve structure, all elements of the other 
section(s) should be earthed except when reading inter-section coupling capacitances. 

The test sockets should be Standard Capacitance Sockets as specified by R.M.A.- 
NEMA (Fig. 3.4A). Valves with top caps should be tested with the R.M.A.-NEMA 
Standard Cap Connectors (Fig. 3.4B). 

The connections to be made to the electroues while testing for interelectrode 
capacitances are given below : 

Input capacitance is tested by measuring the capacitance between grid and cathode, 
the latter being connected to heater, screen and shields ; the plate is earthed. 

Output capacitance is tested by meas\iring the capacitance between plate and 
cathode, the latter being connected to heater, screen and shields ; the grid is earthed. 

Capacitance from grid to plate for all types of valves is measured with all other 
electrodes earthed. 
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In multiple unit valves, the capacitance between the grid of one section and the 
plate of the other is measured with all other electrodes earthed j similarly from one 
plate to the other. 

The input capacitance of a diode is measured between its plate and cathode^ 
the latter being connected to heater and shields ; other sections are earthed. 

The capacitance between diode-plate and grid or plate of other sections is 
measvured with all other electrodes earthed. 

In a converter, the r-f input capacitance is measured between the signal grid 
and all other electrodes connected together. 

The mixer output capacitance is measvu-ed between the mixer plate and all other 
electrodes connected together. 

The capacitance from oscillator grid to oscillator plate is measured with all 
other electrodes earthed. 

The oscillator input capacitance is measured between oscillator grid and cathode^ 
the latter being connected to heater and shields ; the oscillator plate and all electrodes 
of the other section being earthed. 

The oscillator output capacitance is measured between oscillator plate and 
cathode, the latter being connected to heater and shields ; the oscillator grid and all 
electrodes of the other section being earthed. 

The capacitance between oscillator grid and signal grid, or oscillator plate 
and signal grid, is measured with all other electrodes earthed. 

In converters in which there is usually a r-f voltage between cathode and 
earth (e.g., 6BE6), the oscillator output capacitance is measured between cathode 
and heater, the latter being connected to screen and shields ; the oscillator grid being 
earthed. 

The oscillator input capacitance is measured between oscillator ^rid and all other 
electrodes connected together. The capacitance between oscillator grid and cathode 
is measured with all other electrodes earthed. 

Standard sockets, cap connectors and shields for use in the measurement of 
valve capacitances (R.M.A.-NEMA, Ref. S8). 
(1) Sockets 

The construction and shielding of capacitance sockets and leads shall be such that 
when the holes for the insertion of the base pins are covered with a grounded, flat metal 
plate, the capacitance between any one socket terminal and all other socket terminals 
tied together does not exceed 0.000 10 /x/xF for receiving valves. 



Fig, RMA-NEMA Standard Capacitance Sockets (Ref, 58). 

The hole for the accommodation of the locating lug of octal and lock-in bases shall 
be less than 0.500 inch diameter. 

The diameter of holes for the insertion of the base pins (see Fig, 3.4A) shall be 
limited to the values shown in Table 1. The socket face plate shall be flat and shall 
have a minimum diameter as shown in Table 1 . Any structure above the face plate 
shall have negligible effect on the capacitance being measvu-ed. 

A thin insulating film may be permanently attached to the face plates of capacitance 
sockets to provide insulation for ungrounded shielding members. 



B 
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The socket shaU be so constructed that the base of the valve under test will scat 
on the face plate. 

Table 1. 

Base Designation Max. diameter (A)* Max. diameter (B)* 

Standard 4^ 5, 6 or 7-pin 0,250 in. 3 in. 

Octal 0.175 in. 3 in. 

Lock-in 0.093 in. 3 in. 

7-pin miniature 0.075 in, 2^ in. 

9-pin miniature 0.075 in, 2} in. 
♦see Fig. 3.4A. 

(2) Cap connectors. 

Standard Cap Connectors shall be made as shown in Fig. 3.4B. A thin insulating 

film ios^ be placed on surface X in Fig. 3.4B. Dimensions in inches shall be as 
tabulated" below . 

Desigi3-t5on A B C 

Mediim §i±Jj 0.556 0.850 

Small ii±A 0.352 0.750 

Miniature Si^ 0.242 0.750 




B * C ± 00S" 



Fig. 3.4B. RMA-NEMA Standard Cap Connectors for use in measurement of valve 
capacitances (Ref. 

(3) Shiejkls. 

Stai^d^ shields- wee, ^liQwn in Fig. 3.4C. It is recommended that these shields be 
us^ as indicated below, or as specified by the valve manufacturer. 



GT glass types with T9 bulbs* 
G^la&s types with T9 bulbs* 
G glass types with ST12 bulbs* 
/ G glass types with ST 14 bulbs* 



Shield 
No. 
308 
309 
311 

312 

^ ^ glass types with ST16 bulbs* 

315 Miniature types with T6i bulbs* 

316 Miniature types with TS^ bulbs* 

(4) Methods of measuring inter-electrode capacitances are described in the 
I Jt JE. Standard (Ref. S12). The R.M.A.-NEMA Standard (Ref. S8) states that the 
r-f bridge method (Refs. 77, S8, S12) and the transmission method (Refe. S8, S12) 
shall be the standard methods of measuring interelectrode capacitances ; both methods 
are described. These measuremoits are normally made only in valve laboratories. 

•The rasidmum ouuidt diainptcrs of these bulbs are : T9 1-3/16 in. ; ST12 1-9/16 in. ; ST14 
1-13/16 in. i ST16 2-1/16 in, ; T5| 3/4 in, ; T6\ 7/8 in. 



Max. seated 


height 


with 


without 


top cap 


top cap 


3 


21 in. 


3i 


3 A in. 


4^ 


3U in 


411 


4tV in. 


5^ 


4} in. 




21 in. 




2| in. 
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RMA-NEMA STANDARD SHIELDS FOR USE IN MEASUREMENT OF 
VALVE CAPACITANCES (Ref. S8) 




SLOTTEO FOR EASE OF FIT No. 3 12 



The significance of interdectrode capacitances and their measurement are covered by 
many text books and some articles including Refs. 3, 4, 5, 8. % \0, 11, 12, 13, 16, IS, 
21, 23, 24, 25, 26, 27, 28, 29, 30, 31, 32, 74, 75, 76, 77. 

The special low range capacitance bridge circuit used in the inter-electrode capaci- 
tance meter of Ref * 3 is capable of measuring directly the capacitances, with a range from 
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0.0001 to 2 fifiFy between any two electrodes of a valve with all the other electrodes 
earthed, at a frequency of 400 Kc/s. 

Capacitances above 2 fjLfjF are usually measured on a simple capacitance bridge at 
1000 c/s. Commercial bridges having a logarithmic scale are available for this purpose, 
reading from 0 to 30 ^/iF. However, audio-frequency bridges are out of the question 
for very low capacitances, because the insulation resistance between electrodes may be 
lower than the reactance of a 0.0001 ^/iF capacitance. Even at 1000 Kc/s the re- 
actance of this value of capacitance is 1500 megohms. 

The capacitance measured with an audio-frequency capacitance bridge is frequently 
higher than that measured with a capacitance bridge operating at radio frequency. 
This effect is associated with the presence of resistive films on the insulators supporting 
the valve electrodes. Such films may be caused by deposition of getter or by the evap- 
oration of metal from the cathode either during the maniifacture or during the life of 
the valve. The value of the resistance may be as high as 1000 megohms or more, but is 
capable of modifying the measured value of the capacitance and prevents the prediction 
of the performance of the valve at frequendes higher than that of the measurement 
(Ref. 23). 

The actual capacitance of a valve depends on its operating conditions and the im- 
pedances in the electrode circuits. For purposes of specification testing the valve is 
tested with the cathode cold and without any voltages applied to the electrodes. In any 
particular case under specified operating conditions the interelectrode capacitances 
will differ from the static capacitances measured in this way. For further information 
see Chapter 2 Sea. SCiii"* and the references there listed. 

(iii) Specific diode characteristics 

(a) Rectification test. Power diodes — ^The rectification test is an operation test 
as a rectifier at the maximum ratings for applied r.m.s. voltage with condenser input 
filter, and with the maximum rated values of average and peak currents. The basic 
circuit is shown in Fig. 3.5 in which Ti is the plate transformer and T% is the filament 
transformer. The average current is measured with the d.c. millianuneter, while the 
voltage across R^^ may either be calculated from the resistance and current or may be 
measured by the direct voltmeter K. The condenser Cj^ should be an impregnated 
paper type. 




Fig, 3.5. Rectification test. 



FIG. 3.5 



The plate supply impedance is that of transformer Ti which should be one having 
Kood regulation and low winding resistance. 
In a transformer the plate supply impedance per plate is given approximately by 

Rs^PPRrri+R.ec (1) 
where AT ^voltage ratio of transformer at no load (primary to half secondary in the 
case of ftiU-wave rectification) 

(half ) secondary voltage 

= ; at no load 

primary voltage 

12,r(= resistance of primary winding in ohms 
andi2,«e=resistance of secondary winding in ohms (or half-secondary in the case of 
fiall-wave rectification). 
If the transformer plate supply impedance per plate is less than the required value, 
two equal resistances should be added at points XX in Fig. 3.5 to make up the defi- 
ciency. If the transformer plate supply in^>edance per plate is greater than the required 
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value, the test will not be so severe since it will reduce the peak plate current and also 
reduce the output voltage or current. 

In view of this limitation, a rectification test which may be used and which should 
be satisfactory for all practical purposes is to make use of the maximum published 
conditions with a condenser input filter. These conditions include the maximum 
r.m.s. appUed voltagCj the maximum d.c. load current, the minimum plate supply 
impedance per plate and the maximum filter capacitance for these conditions, if 
published. In cases where the latter information is not available., it is usually safe to 
test with the maximum value of filter capacitance used in the published curves or 
typical operation data, provided that the plate supply impedance per plate is equal to 
the minimum rated value or to the value used for the curves or typical operation data, 
whichever is the greater. In all cases it is essential that the maximum peak plate 
current rating per plate be not exceeded. 

The rectification test may be used for the purpose of checking the output voJtage 
and so determining end of life. The circuit constants for the rectification test may be 
obtained by the following procedure. The value of Rj^ is given by Eq/Iq where Eq 
and Iq are the direct voltage and current respectively across the load resistance under 
maximum ratings. The value of Eq is obtainable from the usual operational curves 
published by valve manufacturers, and is the direct voltage for the maximum r'm.s. 
applied voltage at the maximum value of load current (Iq), If curves are published 
for more than one value of filter capacitance, the curve corresponding to the highest 
capacitance should be selected. The rectification test should be carried out with the 
value of equal to that used for the derivation of Eq, while the total effective plate 
supply impedance per plate should be as specified above. Under these conditions 
an average new valve should give a voltage Eq and a current Iq approximately equal to 
the published values, and individual valves will have values either higher or lower than 
the average as permitted by the manufacturing tolerances. The end-of-life point is 
commonly taken as 80 per cent, of the value obtained with a valve having bogie charac- 
teristics (R.M.A., Ref. S7). 

The rectification test may be carried out either with full-wave rectification as in 
Fig. 3.5 or with half-wave rectification, each unit being tested separately with half the 
total average load current. The test is usually performed by inserting a cold valve and 
waiting until it has attained normal temperature. 

In all cases, rectifier valves are required to operate satisfactorily in the rectification 
test without arcing or sputtering. 

Where valve failure has been due to arcing or sputtering, the conditions under 
which this occurred may be reproduced for the purposes of testing either by 

(1) allowing the valve to heat up to normal temperature from cold, the heater and 
plate supply voltages being applied simultaneously, or 

(2) operating the valve at normal temperatures with heater and plate voltages 
applied, and then " keying " the plate voltage. 

(b) Sputter and arcing 

Sputter and arcing are closely akin. When an indirectly-heated close- spaced 
rectifier is warming up with plate voltage applied, there is no space charge and the 
elearostatic field gradient at any sharp peaks on the cathode surface may be high 
enough to vapourize the coating material and lead to the formation of an arc. Even 
when there are no sharp points on either cathode or plate, a discharge of gas leading to 
an arc may occur when there is no space charge, and the peak current required is 
greater than the available emission. Sputter does not usually occur with directly- 
heated rectifiers. 

Signal diodes may be tested in a rectification test as an alternative or addition 
to the emission test. Diodes in diode-amplifier valves may be tested as half-wave 
rectifiers with i?^=0.25 megohm, Cj^=2fiF and an applied voltage of 50 volts 
r.m.s. 

(c) Back emission — Back emission is emission from the plate to the cathode during 
the half-cycle when the cathode is positive with respect to the plate. Any appreciable 
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amount of back emission results in severe 
bombardment of the cathode and ultimate 
plate-to-cathode arcing. Back emission 
may be tested by the circuit of Fig. 3.6. 
Switch Si is normally closed, and is only 
opened momentarily while taking a reading. 
The combined effect of contact potentials 
and initial electron velocities in the 6X5 
and 6H6 rectifiers is to cause a residual cur- 
rent of perhaps 400 /iA to pass through the 
back emission meter while is closed. 
The back emission current is then taken as 
the increase in the meter reading when 
is opened. 




Bock Einiision Current 
0-ImA D.C. 



Fig. 3.6. Back emission test. 



(d) Zero signal or standing diode cur- 
rent — ^This is usually read by measuring 

the current through, say, 0.25 megohm connected between diode plate and cathode 
with no signal applied ; the standing diode current is likely to vary during life. It 
should be noted that the diode direct plate voltage required to make the plate current 
just zero should never be positive if loss of detector sensitivity at very low signal levels 
is to be avoided. 

(iv) Specific triode, pentode and beam tetrode characteristics 
(A) Reverse grid current 

Reverse grid current is the sum of gas current, leakage current and grid (primary) 
emission current. The test is normally carried out after pre-heating — see Sect. 3(i) 
above — since this is the condition which obtains under normal operation in equip- 
ment. Reverse grid current is measured by inserting a microammeter* in the grid 
circuit in series with a resistor, with maximum plate and screen voltages and dissipa- 
tions and maximum cathode current. The circuit used is shown in Fig. 3,1 in which 
the microammeter is protected by a shorting key which is only opened when the reading 
is to be taken. The maximum value of the grid circuit resistance during the test 
as specified by JAN-IA should not exceed 100 000 ohms, although values up to 
500 000 ohms are commonly used. The reading is normally taken after the reverse 
grid current has reached a steady value. 

Alternatively, a suitable value of grid resistor (Re) is connected in the grid circuit, 
with a switch for short-circuiting the resistor when desired. With the switch closed, 
the grid and plate voltages are adjusted to the desired values and the plate current is 
read, The switch is then opened and the grid bias readjusted so that the plate current 
returns to its former value The reverse grid current may be computed from 

Ic^AEJR, (2) 
where ^change in grid voltage to maintain constant plate current. 
When the mutual conductance is known (or as an approximation using the nominal 
value) the reverse grid current may be computed from 

Grid current in microamperes ==1000 ^h/gmRc 
where ^/^^ change in plate current in milhamps. 

mutual conductance in micromhos 
and i?c=^ resistance of grid resistor in megohms. 

Typical values of maximum reverse grid current in new valves, based on 
American JAN-IA Specifications (Ref. S2). 

These values apply to types commonly used in radio receivers. They are only useful 
as a general guide, since commercial valves may be tested to slightly different specifi- 
cations 



•Alternatively, an electronic microammeter may be used, incorporating a less sensitive indicating 
instrument. One possible form uses a 6SN7-GT t*in triode^ cathode coupled ; the maximum resistance 
in the grid circuit is 50 000 ohms for a 0-3 /iA range. This arrangement has the advantage that the 
instrument can be made self-protecting so that the indicating meter is not damaged by excessive gas 
current. 
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High-mu mode (/i<t:65) 0.5 to 0.6 fiA 

Medium-mu triode 1.0 to 2.0 fiA 

Twin triode — medium mu 1.0 to 1.5 fiA each section 

high mu (/i>65) 0.5 to 1.0 fiA each section 

R-F pentode 

sharp cut-off (generally) 0.5 to 1.0 ;iA* 

remote cut-off 1.0 to 2.0 fiA 

Power output 2.0 to 4.0 ;iA 

Converter 1.0 to 2.0 nA 

•Exceptions are : 6AK5 & 71 3A 0.1 f*A, 6AS6 0.2 /^A, 6AJ5 0.25 /^A, 1231 & 7G7/1232 1.5 f*A. 

These reverse grid airrents apply rigidly only when measured under the specified 
electrode conditions (for values see Ref. 65> Sec. 14). These are, in general, identical 
with the published typical operating condition or, if there is more than one, at the 
typical operating condition having the greatest plate dissipation. 

The maximum value of grid airrent which may be used in any particular application 
without seriously affecting the performance, is dependent upon the actual value of 
grid circuit resistance — see Sect. l(v)d. 

(a) Gas current (ionization current) — Gas airrent cannot be readily measured 
directlyt- It may be determined approximately by measuring the total reverse grid 
current \mder conditions of maximum dissipation (see above), and then subtracting 
the hot leakage current and grid emission current under the same conditions. 

(b) Cold and hot leakage — Leakage currents may be measured with a voltage 
appUed between the grid and each electrode in turn, widi the other electrodes floating. 
Measurements may be made either with the valve cold (" cold leakage "), or immedi- 
ately after the filament (or heater) has been switched off after testing for reverse grid 
current (" hot leakage "). The grid to cathode hot leakage airrent, with the grid biased 
as for the negative grid current test, may be too small to measure on the microammeter ; 
in this case it may be regarded as zero in deriving the gas current. If any grid emission 
is present, the procedure will be as indicated in (c) below. 

(c) Grid (primary) emission — Grid primary emission airrent may be derived 
by operating the valve under maximum rated voltages and dissipations for, say, 5 
minutes, or until the characteristics have reached stable values, then by increasing 
the grid bias to the point of plate current cut-off without any other change in electrode 
voltages, and by measuring the negative grid current at this point. This negative grid 
current is then the sum of hot leakage and grid emission currents. There is no simple 
method of distinguishing between real grid emission airrent and those hot leakage 
currents which fall during the first few seconds as the valve cools. However, it is 
generally possible to distinguish hot leakage and grid emission by plotting the cooling 
curve of the reverse grid current versus time characteristic (this test cannot be applied 
to valves of the pentagrid type). 

Grid airrent characteristics are described in Chapter 2 Sect. 2(iii). 

(d) Grid secondary emission — ^The amount of secondary emission from the grid 
of a valve cannot be measured directly. Valves of the same type, however, may be 
compared as to the relative amount of secondary emission present by plotting, or tracing 
on a C.R.O., the positive grid characteristic. If the amount of secondary grid emission 
is sufiicient for the characteristic to cut the axis, blocking may occur — see Sect, 3(iv)N. 

(B) Grid current commencement voltage 

The circuit of Fig. 3.1 is used except that the polarity of the grid microammeter is 
reversed. The grid voltage is then measured for which the grid airrent is positive 
and of the smallest value discernible on the microammeter (e.g.^ 0.2 /lA). 

(C) Positive grid curren 

This test applies usually to zero biased r-f pentodes, particularly filament types, to 
ensure that conduction -does not occur during service when low screen voltages are 
used. The test is normally performed under low screen voltage conditions, with other 

tGas current may be measured by the method which converts the desired ion current to an alternating 
current by modulauon of the ioniziz^ electron stream while leaving undesired stray currents (e.g., leakage) 
unmodulated. See Ref. 40. 
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electrode conditions nonnal. It is a matter ^ nullpoint indicator 

of experience that the grid current com- ' 

mencement voltage moves in a negative 
direction in some filament type pentodes as 
the screen voltage is reduced. 

(D) Positive voltage electrode currents 
The currents of the positive electrodes 

may be measured at the electrode voltages 
specified under typical (or any other) opera- 
ting conditions, by using the circuit of 
Fig. 3.1. The valve may be damaged if it 
is operated) even momentarily^ at electrode 

currents and dissipations in excess of the ^ ^ . , , , . 

maximum ratings. 3 Dynamc voltage-ratto method 

The electrode currents may tend to drift, ^/ measunng mutual conductance {or 
particularly when tiie valve is operated at transconductance), 
other than the cathode current at which it has been stabilized. If a series of curves is 
to be plotted, it is desirable to check one of the earlier readings at intervals during the 
test, to see whether the valve has drifted. 

(E) Transconductance or mutual conductance* 

Transconductance may be determined from the slope of a characteristic which has 
been plotted carefully. An approximation to the grid-plate transconductance, which 
generally errs on the high side, is to measui*' the plate current at equal grid-voltage 
increments on either side of the desired voltage, and to calculate the slope — see Chapter 
2 Sect. 2(ii). 

Grid-plate transconductance and mutual conductance may be measured by many 
methods, but the most satisfactory and most generally used laboratory method isnhe 
dynamic voltage ratio method developed by Tuttie (Ref. 2). 

A simple adaptation which is satisfactory for all practical purposes is described 
below. In Fig. 3.7 a 1000 c/s generator is connected to a voltage divider and voltages 
and are applied to the plate (through and Ci) ^d grid respectively of the 
valve under test. Resistor R, is then adjusted to give a null point on the indicator. 
Condenser Cg is provided to balance out reactive currents arising from stray capaci- 
tances the secondary of transformer should be conneaed in the direction which 
allows capadtive balancing. 

At balance, the value of mutual conductance is given by 

E. 1 



(3) 



One convenient form is shown in Fig. 3.7 where Ex and E^ are adjustable in steps 
of 10, while R» is variable from 5000 minimum to 100 000 ohms maximum. 



Range 


Grid tap 


Plate tap 


E^/E, 


R^ min. 


R, max. 










ohms 


ohms 


1-10 /imhos 


C 


B 


1/10 


10 000 


100 000 


10-100 


B 


B 


1 


10 000 


100 000 


100-1000 


B 


C 


10 


10 000 


100 000 


1000-20 000 


A 


C 


100 


5 000 


100 000 



Values of the other components may be : 

Ci =0.5 /*F, Ca = 1 mF, both 400 V working 

C3=one gang condenser section 

Ti =step up transformer, 1 : 2 turns ratio 

electrostatically shielded output transformer, with primary 
resistance not greater than 50 ohms. 

The reactances have been selected to give an error in mutual conductance not greater 
than 1 per cent, in each case. 



•For definitions, see Chapter 2 Sect. 1. 
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Pentodes may be tested if a suitable screen supply is added to Fig. 3.7. 

Further information on methods of measuring mutual or transconduciance is given 
by Refs. 2, 15, 16, 17, 18, 21, 22, 59, 78, 79, 80, 81, 82, 83, 84, S12, 
(F) Amplification factor 

The amphfication factor is usually tested by some form of bridge circuit as in 
Fig. 3.8. This is suitable for measurements of up to 1000. Suggested values of 
components are : 

i2i = 10 ohms, /?2=90 ohms, /?3=900 ohms, /?4 = 10 000 ohms max., X,i = 5 henrys 
min,, Li = 20 henrys min. at max. plate current. Ci =0.5 /aF, C2=0.5 /xF, C3 may be 
two paralleled sections of a gang condenser. 

Choke Li should be of very low resistance, so that the voltage drop caused by any 
reverse or positive grid current does not affect the point of operation. Transformer 
Ti should be electrostatically shielded. 

The amphfication factor is given by 



where /?=effective total grid resistance in grid arm of voltage divider (i.e., either 
Rx or R1+R2 or Ri-\-Ri-\'R^). 

With Ri adjustable from 1000 to 10 000 ohms, position 1 of Si will give a range of 
/i from 100 to 1000, position 2 from 10 to 100, and position 3 from 1 to 10. A satis- 
factory value of signal voltage is about 10 volts peak. Too high a value will result in 
operation over a non-linear portion of the characteristic, while also introducing the 
possibility of positive grid current with some types of valves operated at low grid bias. 

Capacitance currents may be balanced out by adjusting the value of C3 and by moving 
switch ^2 to the position giving capacitance balance. 



The amplification factor test of Fig. 3.8 may be used for pentodes with the addition 
of a suitable screen supply. For values of amplification factor over 1000 a higher ratio 
of the plate and grid arms of the bridge is required, that is Ri/R. This will result in 
some loss in accuracy at the higher values of /a due to capacitance effects. 

References to measurement of mu factor and amplification factor : Refs 2, 15, 
16, 17, 18, 21, 22, 78, 79, 80, 81, 82, 84, S12. 

(G) Plate resistance 

Plate resistance may be measured conveniently by the dynamic voltage ratio method 
developed by Tuttle (Ref. 2) and an adaptation is shown in Fig. 3.9. The value of 
plate resistance is given by 

r =^ (4^ 

where R2 and R^ may have any convenient values of resistance. 
One possible combination of resistances is : 





Fig. 3.8. Bridge test for measuring 
amplification factor. 



Fig. 3.9. Method of testing for plate 
resistance. 
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Range of /?i (fixed) 2 (fixed) (variable) 

ohms ohms ohms 

1000 to 10 000 ohms 10 000 1000 10 000 to 1000 

10 000 to 100 000 ohms 100 000 1000 10 000 to 1000 

0.1 to 1.0 megohm 100 000 10 000 10 000 to 1000 

1 to 10 megohms* 100 000 100 000 10 000 to 1000 

*On this range the accuracy is poor. 

This circuit may be used for pentodes with the addition of a screen supply. Under 
these conditions should have a minimum capacitance of 1 and C4 a minimum 
capacitance of 0.1 (paper dielectric, 400 V working) for a maximum error of 1% 
in each case, while choke Lj should have an inductance of at least 12.5 henrys for a 
maximum error of 1% (except on the maximum range), for a frequency of 1000 c/s. 

On the maximum range, the inductance of Li must be at least 125 henrys for a 
maximimi error of 1 per cent., but the plate current through Lj will normally be only a 
few milliamperes on this range. Thus two separate chokes will be required if the 
maximum range is to be used. Transformer should be electrostatically shielded, 
and its primary should have a resistance less than 50 ohms. Condenser C3 is merely 
a blocking condenser of any convenient value, connected in series with the 1000 c/s 
source ; it does not affect the readings. 

Condenser C5 is for the purpose of balancing out capacitance currents ; it may be a 
single section of a gang condenser. 

The combination of mutual conductance, amplification factor and plate resistance 
into a single unit introduces serious design difficulties and necessitates difficult 
compromises, A more elaborate combined bridge using Tuttle's method has been 
marketed by the General Radio Company and the theory is published in Ref. 2. 

Plate resistance may also be measured by the well known bridge circuit (e.g., *see 
Refs. 8, 9, 18, 21, 22, S12\ The quadrature current may be balanced out by a small 
capacitor in the arm of the bridge adjacent to the arm containing the unknown. 

References to the measurement of plate resistance : Refs. 2, 15, 16, 17, 18, 21, 22, 
33, 78, 79, 80, 81, 82, 84. 



SIGNAL 
SOURCE 'Inf 



I 



2 V.r.rn.!. 
60-2pOOc/i > 



Ebb 



OUTPUT 
VOLTAGE 
A.C. 

i 




Fig. 3.10. Method of testing for ax. Fig. 3.1 1. 
amplification {after RMA), 



Method for testing for power 
output. 



(H) A.C. amplification 

The standard R.M.A. test for a.c. amplification (Ref. S7) is shown in Fig. 3.10. 
This is apphed to audio frequency voltage amphfier pentodes, and to a-f voltage 
amphfier high-mu triodes. This is a resistance-coupled amplifier test normally per- 
formed at zero bias with a 10 megohm grid resistor. The internal impedance of the 
signal source should not exceed 2500 ohms. The test is made at rated heater or filament 
voltage and normally with a plate load resistor of 0,5 megohm, and an appropriately 
by-passed screen resistor in the case of a pentode. In performing this test, it is 
importaat to specify whether the output voltage is to be read across the plate load 
resistor alone (as in the R,M.A. test of Fig. 3.10) or across a capacitively-coupled 
following grid resistor of specified value. It is also important, if accurate results are 
to be obtained, that the valve voltmeter used be true r.m.s. reading— that is, one having 
a square-law characteristic. 

(I) Power output 

Power output from the plate may be measured under the conditions indicated in 
Fig. 3.11. The peak value of the sinusoidal voltage E, applied to the grid is normally 
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equal to the bias voltage £cc> unless otherwise specified. The signal frequency is 
preferably either 400 or 1000 c/sj in order to reduce the size of L and C. The impe- 
dance of the choke L at the signal frequency should be at least, say, 7 times the im- 
pedance of the load, while the reactance of C should be less than, say, one seventh of 
the load impedance. 

The power output meter for approximate and routine testing may be of the rectifier/ 
d.c. meter type. In this case the load resistance will be incorporated in the power 
output meter as drawn in Fig. 3.11. 

For accurate measurements, however, it is essential to measure either the true r.m.s. 
voltage across, or the current through, a load resistor of specified value and unity 
power factor. Generally the latter measurement is the more convenient as the current 
through the load may be measured by means of a thermo-couple ammeter. 

The power output of a Class B amplifier may be measured either with push-puU 
operation or on each section separately. In the latter case the load resistance is one 
quarter that of the plate-to-plate value for push-pull operation, and the unit not 
under test is tied to the cathode. The power output from one section, owing to shifting 
of the loadline, is greater than half the power output with push-pull operation (Ref. 
58), but the relationship must be estabhshed experimentaUy in each case. Alternatively, 
a resistive load may be connected directly in the plate circuit to give a closer approach 
to normal push-pull operation. The value of the resistance is arranged to be one 
quarter of the plate-to-plate load resistance with push-puU operation, and the plate 
supply voltage equal to the specified plate voltage for normal push-pull operation. 
Under these conditions the power output is given by (Ref. 58) : 

P,^2A1 ih-0.25hoyRz, (4a) 
where Po= power output from one section, in watts 

/ ft = direct plate current in amperes, as measured by a d.c. meter 
/bo = plate current with no signal, in amperes, 
R^=\osid resistance per section, in ohms. 

The value of may be taken, with sufl&cient accuracy for many purposes, as the 
publ shed value. 

In "all cases with Class B ampUfiers the specified value of input voltage is applied 
to the grid circuit in series with a specified value of resistance. The plate voltage 
source should have good voltage stability, an electronic voltage regulator being satis- 
factory. If a plate source impedance is specified, a series resistor of the appropriate 
value must be inserted in the plate supply circuit. 

The relevance of a particular output measured under specified conditions is signi- 
ficant only in relation to the distortion present under those conditions. 

(J) Distortion 

Distortion in the power output test may be measured by one of several suitable 
methods, provided that the signal source is truly sinusoidal. The effect of harmonics 
from the signal source may be reduced by connecting a low-pass filter between the 
signal source and the grid. 

The distortion may be measured by a harmonic analyser, of which several types have 
been described in the literature. When merely the value of the total harmonic dis- 
tortion is desired, as in determining the undistorted output, those analysers which 
measure the root-mean-square value of all harmonics present are preferable to those 
which measure the separate harmonics. 

The method of Suits (Ref. 85) is a particularly good example of the type of analyser 
which measures the harmonics separately. The Suits method requires only the simp- 
lest apparatus, and where laboratory fadhties are limited this advantage may outweigh 
the disadvantages involved in the computation of the total harmonic distortion. 

The Belfils analyser (Refs. 86, 87) utihzes an alternating-current Wheatstone-bridge 
balance for the suppression of the fundamental, and is particularly useful for direct 
measurement of die total harmonic distortion. For maximum convenience, the 
frequency of the audio-frequency source should be very stable. This instrument can 
be operated so that it is direct reading, by maintaining a constant input voltage. 



www.pmillett.com 



3.3 (iv) TRIODE, PENTODE, BEAM TETRODE CHARACTERISTICS 107 



In the McCurdy-Blye analyser (Ref. 88)j low- and high-pass filters are used to 
separate the harmonics from the fundamental. This instrument is superior to the 
Belfils type in that the frequency of the source may vary somewhat without necessi- 
tating readjustment. 

A differential analyser especially designed for power-output work has been described 
by Ballantine and Cobb (Ref. 89). 

If an iron-cored choke is employed for shunt feed in the plate circuit (Fig. 3.11), 
care should be exercised in its selection or design to avoid the generation of harmonics 
in it due to the non-linear and hysteretic behaviour of the iron. 

For measurement of distortion see Chapter 14 Sects. 2, 3 ; Chapter 37 Sect. 3. 
(K) Microphony 

There is no published standard test for microphony outside of Service or manufac- 
turers' specifications. However an indication of the microphony of valves may be 
obtained using the same conditions as the R.M.A. standard audio frequency noise 
test (see below). It is reasonable to adjust the amplifier gain to be of the same order 
as the gain of the subsequent portion of the amplifier in which the valve is to operate. 
Nevertheless, valves unless specifically designed for low-level high-gain pre-amplifier 
use, should not be expected to be non-microphonic and free from noise at low levels 
when tested under such conditions. 

In radio receiver faaories the valves are usually tested in the chassis in which they 
are to operate, the set being tuned to a signal generator with internal modulation, and 
the volume control set at maximum. Any microphonic sounds which quickly die 
away are not considered as cause for removal of the valve, but a sustained 
howl is so considered. Such a valve may not be microphonic in another 
position in the chassis or in another model of receiver. Actions to be 
taken to reduce microphony have been described in Chapter 35 Sect. 3(iv). Not- 
withstanding the considerations above, all valves cannot be expected to be non- 
microphonic when placed directly in the acoustic field of, and close to, the loudspeaker 
in a receiver, panicularly in small cabinets. 

Ref. S2. 
(L) Audio frequency noise 

The R.M.A. standard for audio frequency noise test is with normal voltages applied 
to all electrodes, and the plate of the valve under test is coupled to the input of an 
amplifier with a frequency range of 100 to 2000 c/s (±5 db of response at 400 c/s). 
A dynamic loudspeaker with a rating of at least 2.5 watts is connected to the output 
of the amplifier. The minimum external grid resistance is 100 000 ohms. The gain of 
the amplifier and the plate load resistance of the valve under test are to be as specified. 
The valve under test may be tapped lightly with a felt or cork mallet weighing not over 
^ ounce. Any objectionable noise heard in the loudspeaker, is cause for rejection 
(Ref. S7). See also Ref. S2. 
(M) Radio frequency noise 

The R,M.A. standard test for radio frequency noise is for normal voltages applied 
to all electrodes of the valve under test ; the plate is coupled to the input of a r-f 
amplifier (of a radio receiver) at a frequency within the range of 50 to 1600 Kc/s. 
The minimum band-width is to be 5 Kc/s at 10 times signal. Tiie audio frequency 
response is to be within ±5 db of the response at 400 c/s over the frequency range 
from 100 to 2000 c/s. A suitable tuned transformer giving a resonant impedance of 
50 000 to 200 000 ohms is to be used to couple the valve imder test to the amplifier. 
The external grid circuit impedance of the valve under test is to be from 5000 to 25 000 
ohms. Other conditions of test are as for the audio frequency noise test (Ref. S7). 
See also Ref. S2. 
(N) Blocking 

Tests on grid blocking are normally applied only to certain types subject to this 
characteristic. A valve may be tested for blocking by either of two methods. In the 
first method a high positive grid voltage (say 100 volts) is applied instantaneously 
with normal electrode voltages and the maximum value of grid resistance. The plate 
current should return to its initial value on the removal of the applied voltage. 
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The second method (" cross-over ") is to apply a gradually increasing positive grid 
voltage with substantially zero grid circuit resistance^ and to plot the grid current 

characteristic for positive values of grid voltage up to the point at which the grid 

current changes from positive to negative (" cross-over " point). See Chapter 2 
Sect. 2(iii). 

(O) Stage gain testing 

A circuit such as that shown in Fig. 3 llA can be used to measure the gain of a r-f 
pentode operating under typical i-f amplifier conditions. Stage gain testing has the 
advantage of evaluating at the one time and under operating conditions at the appropri- 
ate frequency the effects of all valve characteristics which influence gain^ such as mutual 
conductance^ output impedance^ input resistance, reverse grid current and even the 
effect of high screen or plate currents in increasing control grid bias or decreasing 
screen grid voltages 




Fig. 3. 1 M . Method of testing for i-f stage gain. 

In Fig. 3. HA the input and output circuits are typical high-impedance i-f trans- 
formers with secondary tuning of the first and primary tuning of the second, adjustable 
from the front panel of the tester to allow accurate alignment with varying capacitances 
in the valves imder test. The 1 megohm resistor represents the plate impedance of a 
preceding converter stage and the 0.25 megohm resistor simulates the impedance of a 
diode detector. Screen and bias resistors are designed to give the required voltages 
with a valve of bogie characteristics, and the high impedance in the control grid 
circuit allows the effect of reverse grid current to be evaluated. 

The output meter is calibrated to show stage gain in db for a given input at 455 Kc/s 
and limits are marked on the scale at a suitable number of db above and below the 
stage gain of a bogie valve. 
(P) Electrode dissipation 

The dissipation of an electrode is determined by subtracting the power output 
from that electrode — see Sect. 3(iv)I— from the d.c. power input to that electrode. 
Where the power output from an electrode is zero, the electrode dissipation is then 
equal to the d.c. power input, 
(v) Specific converter characteristics 
(A) Methods of operation including oscillator excitation 

A converter valve essentially includes two sections^ an oscillator and a mixer, which 
may be either separate imits supphed by independent cathode streams as in a triode- 
hexode or combined to use a single cathode stream as in the pentagrid types. The 
characteristics of a converter depend both on the electrode voltages of the mixer and 
oscillator and on the excitation of the mixer by the oscillator. 

For purposes of testing, the osciUator may be either self-excited or driven by an 
external source of alternating voltage of suitable amplitude ; alternatively a limited 
range of characteristics may be determined under purely static conditions with direct 
voltages only applied to the electrodes. In general, the latter is not recommended for 
routine testing outside of valve factories, owing to the practical difficulties of correlating 
characteristics with published characteristics obtained under oscillating conditions. 
(1) Oscillator self-excited 

This is the normal method of operation in most radio receivers, and although it has 
much to commend it as a simultaneous test of both mixer and oscillator sections, the 



www.pmillett.com 



3.3 (v) SPECIFIC CONVERTER CHARACTERISTICS 109 



oscillator circuit characteristics require to be specified exactly and closely controlled 
in order to obtain consistent results. For general service testing, less critical methods 
are therefore to be preferred. This method of testing, with a self-excited oscillator, 
requires a completely specified oscillator coil, particularly as regards the resonant 
impedances presented by the circuit to the valve which, together with the electrode 
voltages, determine the peak and average plate currents of the various electrodes. In 
practice, it is usually convenient to standardize the circuit by using a valve having 
specified characteristics under particular conditions (transconductance, amplification 
fector, plate current) and adjusting the resonant impedance of the tuned circuit by 
means of the shunting resistor to give a prescribed grid current. 

The oscillator frequency is usually either an audio frequency or 1 Mc/s, the latter 
being more typical of normal operation 

(2) Oscillator driven 

This is a fairly commonly used test, because it has less dependence of the mixer on 
the oscillator characteristics. It suffers from the disadvantage, however, that inasmuch 
as the driving voltage is applied to the oscillator grid, it does not provide a satisfactory 
test of oscillator characteristics. With this method of testing, if grid current is regarded 
as a criterion of oscillator characteristics, the oscillator emission needs to be adequate 
only to supply the rectified current resulting from the excitation but may be quite 
inadequate to supply the high peak oscillator plate currents which may occur in normal 
operation, the values of which depend upon the impedance in the oscillator plate 
circuit. 

For this reason, it is generally more satisfactory in service testing to use the driven 
method with prescribed excitation to test the mixer characteristics and to test the 
oscillator by means of either a transconductance test at a high plate current or a 
prescribed self-excited oscillator circuit test which calls for a reasonably high peak 
plate current, with rectified grid current as the criterion. In the latter case provided 
the oscillator circuit characteristics, that is the resonant impedances presented to the 
valve, are precisely specified the test is not critical as regards grid current. 

(3) Static operation 

With this method of testing, static voltages are applied to ail electrodes and the 
electrode currents are measured. 
(B") Specific characteristics 

(a) Reverse signal grid current 

This test is performed under the same general conditions as for triodes and pentodes, 
except that the method of operation may be with the oscillator self-exdted, or with the 
oscillator driven, or with static operation. 

(b) Signal grid current commencement 

In general this test may be performed as for triodes and pentodes, except that the 
oscillator may be either self-excited or driven. 

(c) Mixer positive voltage electrode currents 

These may be measured, in general, as for triodes and pentodes, except that the 
oscillator may be either self-excited or driven. 

(d) Mixer conversion transconductance* 

Mixer conversion transconductance is determined from measurements of the 
magnitude of a beat-frequency component, (A— A) or (fi+fz), of the output current, 
and the magnitude of the input voltage of frequency /i where fz is the oscillator fre- 
quency. The method of measurement which has been standardized by JAN-IA (Ref. 
S2) and R.M.A. (Ref. S7), and which uses a driven oscillator, is to apply voltages of 
identical phase and frequency— usually mains frequency for convenience— to the 
specified electrodes (that is the signal and oscillator grids) with provision for a phase 
reversal of 180° of one with respect to the other. The change in direct plate current due 
to the phase reversal represents the difference-frequency pl ate-current component, 

•Also referred to as conversion conductance. Mixer conversion transconductance is defined as the 
quotiem of the magnitude of a single beai-frequency component (/1+/2) or (/i - /a) of the output 
electrode current by the magnitude of the control- electrode voltage of frequency / 1, under the conditions 
that all direct electrode voltages and the magnitude of the electrode alternating voltage/2 remain constant 
and that no impedances at the frequencies /i or /z are present in the output circuit, and that the magni- 
tude of the signal voltage /i is very small. 
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This value divided by twice the peak value of the sinusoidal voltage applied to the 
signal input electrode is taken as the mixer conversion transconductance. Specified 

voltages are applied to the valve electrodes under specified drcuit conditions and the 

oscillator excitation voltage is adjusted to the specified value or to give the specified 
oscillator grid current. Other methods of testing are acceptable if correlated with this 
method. 

The relationship may be expressed in the form 



where ^c=conversion conductance in mhos 

plate current for the in-phase condition of signal and oscillator voltages 

£"1 and in amperes 
/ 62= plate current for the out-of-phase condition of and E^y in amperes 
and £i„=peak vaiue of the signal voltage. 

It should be clearly understood that the value of conversion transconductance 
measured by this method is dependent on the signal grid voltage and on the curvature 
of the mixer characteristics and consequently only approaches a true " differential " 
transconductance at the point of operation, as distinct from an average value, if the 
signal grid voltage amplitude is sufficiently small. In most cases^ if the signal grid 
voltage does not exceed say 25 mV, exart correlation can be obtained for all types. 
At higher values, up to 100 mV, the error may be acceptable, depending upon the type 
and the condition of operation. 



The circuit is shown in Fig. 3.12 in which one double-wound transformer, 
with two secondary windings provides the signal and oscillator voltages, which are 
controlled by means of potentiometers Ri and R2. A switch 5 permits phase reversal 
of the signal voltage. The grid coupling capacitor Ci and grid resistor are provided, 
with a meter to measure oscillator grid current through R4, In the plate circuit of the 
valve under test there is a by-pass capacitor Ca and iron-cored choke L to pass fhe 
direct current h from the plate voltage source Ebb- The increase in plate current is 
measured by the low resistance microammeter M after the standing current /^a 
has been " bucked out " by the bucking battery B and rheostat R3 which should have 
a minimum resistance at least 100 times that of the microammeter. 

In order to obtain exact results, as indicated previously, very small signal voltages 
are required, which produce only small incremental readings of plate current and demand 
stabilized electrode voltage sources. In any panicular case, tiie signal voltage may be 
increased until the error due to the large signal voltage becomes measurable, and tests 
should then be carried out at a somewhat lower signal voltage. 

If a signal voltage of 1/2%/ 2 volt (0.5 volt peak) is used, the incremental plate current 
in milliamps then reads conversion transconductance in milliamps per volt. It seems 
that values of transconductance frequently quoted in published data are obtained 
using the above-mentioned value of signal voltage, as in many cases the true conversion 
transconductance under the conditions published differs from this value. As a result. 




(4b) 




Fig. 3.12. Phase reversal 
method of measuring con- 
version transconductance. 
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it is frequently difficult to calculate the exact performance of converter stages from 
published data of the converter used. 

The shape of the curve of conversion transconductance plotted against oscillator 
grid current is very much influenced by the signal voltage used in the tests . The actual 
operating conversion transconductance in a practical case is a function of the input 
signal level. 

The phase-shift method of testing conversion transconductance is the only absolute 
experimental method of measuring this characteristic> and accurate results can be 
obtained provided all electrode voltages^ including signal and oscillator excitation 
voltages^ are well stabilized, the electrode supply voltages free from hum, the excitation 
voltages sinusoidal, of low frequency and correct phase and the signal grid voltage 
sufficiently small. 
Side-band method 

The side-band method of measuring conversion transconductance is shown by the 
circuit of Fig. 3.13. The oscillator may be either self-excited at any convenient 
frequency, say 1 Mc/s as in Fig. 3.13, or may be driven. A signal voltage Ei at audio 
frequency (say 1000 c/s) is applied to the control grid. The oscillator is adjusted to give 
the reqiiired grid current through the specified grid resistor In the plate circuit there 
is a resonant circuit LiCi, tuned to the oscillator frequency and shunted by a resistance 
Rii the value of which should be as low as possible and which should not exceed 
10 000 ohms. 




Pig. 3.13. Side-band method of measuring conversion transconductance. 



The voltage across the resonant circuit comprising the oscillator frequency, the signal 
frequency and the two resulting sidebands are applied to a radio frequency ampUfier 
followed by a diode detector across whose diode load is connected a valve voltmeter 
to indicate the amplitude of the audio frequency components. If an r-f amplifier is not 
used, the region of non-linearity of the diode characteristic results in the calibration of 
the system being dependent on the voltage developed across the tuned circuit and would 
thus be unsatisfactory for valves of low coavenion conductance. However, the r-f 
amplifier may be omitted provided the signal applied to the diode is sufficiently high 
to ensure linear rectification. Where this is not so, the simplified circuit may not be 
suitable for measurements of low values of conversion conductance. 

If the r-f amplifier is omitted, the signal voltage Ei may be about 0.5 volt peak, and 
Ri may be 10 000 ohms. 

The tester must be calibrated against the standard phase reversal method and the 
circuit may be adjusted so that the meter is direct reading. 

(e) Mixer plate resistance 

This may be measured either with a self-exdted or driven oscillator, the value of 
plate resistance being not affected by the method used. Measurement of plate resistance 
is performed as for a pentode, except for the excitation of the oscillator. 

(f) Mixer transconductance 

This may be measured as for a pentode valve, except that the oscillator should be 
either self-exdted or driven. 

(g) Oscillator grid current 

The oscillator performance of a converter valve depends upon several valve and 
circuit parameters that are not simply defined. 
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The oscillator grid current may be used as the criterion of oscillator performance 
in a self-excited oscillator, operating under specified conditions. The circuit should 
be designed to draw typical peak and average total space currents. The Boonton 
Converter Oscillator test circuit is widely used to check oscillator performancej owing 
to its simplicity of design and ease of adjustment and control and, while not giving an 
exact criterion of oscillator performance, does provide a dynamic test of the usual 
parameters under conditions that simulate average receiver operation. 




Fig. 3.14. Self-excited oscillator ^ using 
the Hartley circuity for testing oscillator 
performance. 



The circuit (Fig. 3.14) is a series-fed Hartley having a fixed feedback ratio and having 
the tank circuit impedance variable so that the magnitude of oscillation may be 
adjusted. Normal voltages are applied to all electrodes. 

It is necessary to specify the oscillator plate voltage, oscillator plate series 
resistor (if used), oscillator grid resistor {Rg) the inductance of each section of the coil 
(Li3 L^i the mutual inductance between the two sections (M), the capacitance shunted 
across the whole coil (C), the grid coupling capacitance (C^), and the resonant imped- 
ance of the timed circuit (i?d). Normally a coil having a higher reactance than the 
specified value of resonant impedance is used and is shunted by a variable resistance 
(/?i) to give the specified resonant impedance. Bias is obtained by means of a capacitor 
and a wire-wound gridleak. The wire-wound grid resistor is used because it has con- 
siderably higher impedance to radio frequencies than to direct current. The high 
radio-frequency impedance diminishes the shunting effect of the gridleak on the tuned 
circuit. The rectified grid current is read on a microammeter (suitably by-passed) in 
series with the grid resistor. Before the test oscillator is usedj the relationship between 
the tuned impedance of the tank circuit and the setting of the variable resistor must 
be determined 

The R,M.A. standard (Ref. S7) and JAN-IA (Ref. S2, sheet dated 19 July, 1944) 
specify the component and coil design values as being : C=100 /i^F (mica') ; C^ — 
200 /ijuF (mica) ; /?i=50 000 ohms potentiometer ; Rg^'yQ 000 ohms wire-wound 
resistor ; Li=83 /aH ; L2=48 /aH ; Af=23.3 /iH ; coil diameter = 1.25 in. ; winding 
length =^59/64 in. ; wire No. 30 a.w.g. enamelled copper ; turns =-83 ; tap at 33 
turns from anode end. See also Ref, SI 2. 

The constants quoted above have been selected to simulate average circuit conditions 
in broadcast receivers for composite converters having transconductances less than 
1500 jLimhos at zero bias. For valves having higher transconductances or for circuits 
above broadcast frequencies, the circuit with the constants given may not be satis- 
factory, as spurious oscillations may make it impossible to obtain correlation between 
test readings and receiver performance. 

The ability of a valve to oscillate when the shunt impedance of a tank circuit is low 
is one criterion of the value of a valve as an oscillator. The oscillation test is made by 
applying the desired electrode potentials to the valve under test and reading the rectified 
grid current at some known setting of tank-circuit impedance. A valve that will not 
oscillate with the tank-circuit impedance below about 9000 ohms is considered to be a 
V^eak oscillator. A valve that will oscillate with a tank-circuit impedance as low as 
3000 ohn:is is considered to be a strong oscillator. The minimum tuned impedance at 
which oscillation will start or cease as indicated by the rectified grid curreiU vi^ 
depend on the oscillator characteristics of the particular type and wQl vary from type 
to type. 
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(h) Oscillator plate current 

The oscillator plate current may be read while the valve is being tested for grid current 
as a self-excited oscillator, or alternatively at zero grid voltage and specified plate 
voltage (usually 100 volts). 

(i) Oscillator transconductance 

The oscillator transconductance is usually measured at zero grid voltage and specified 
plate voltage (usually 100 volts), 
(j) Oscillator amplification factor 

The oscillator amplification factor is measured as for any triode, usually with a plate 
voltage of 100 volts and zero grid voltage, 
(k) Oscillator plate resistance 

The oscillator plate resistance is measured as for any triode, usually with a plate 
voltage of 100 volts and zero grid voltage 
(1) Signal grid blocking 

Signal grid blocking may be treated as for the general case of grid blocking in Sect. 
3(iv)N. 

(m) Microphony 

The general remarks in Sect. 3(iv)K regarding microphony apply also to converters, 
(n) R-F noise 

Converters may be tested for r-f noise under published electrode voltage and typical 
receiver circuit conditions, following the relevant recommendations of the R.M.A. 
r-f noise test— see Sect. 3(iv)M. 
(vi) Tests for special characteristics 

The following tests are not normally applied to receiving type valves and the 
imdermentioned information is provided to assist designers in obtaining data of these 
characteristics for particular purposes. 
(A) Short-circuit input admittance (jy^) 

At frequencies up to 10 Mc/s it is possible to use conventional bridge methods for the 
measurement of the four admittances, but at higher frequencies some version of the 
susceptance-variation or resistance-substitution method is necessary. 



SIGNAL / 
GENERATOR* 




FIG. 3.15 

Fig. 3.15. Semi-schematic diagram of equipment for measimrig admittances by the 
susceptance-variation method (Ref Sl2). 

T is the 4 terminal transducer to be measured, Yi and are calibrated variable-admittance 
elements which may be of various forms, such as coils or capacitors, Vi and Vz are signal- 
frequency voltage-measuring devices ; these may be simply crystal or diode voltmeters or 
heterodyne receivers. Variable admittances Y and Y ctr^ used for coupling the input 
or output circuits to the signal oscillators. 

(1) Susceptance-variation method of measurement (Refs. 51, SI 2) 

In this method, the circuit is detuned with either the capacitor or the inductor 
adjustment to a point giving half the power output observed at resonance. The incre- 
ment in susceptance, determined from the capacitance calibration curves, is then equal 
to the circuit conductance. In practice, the mean value obtained by using the half- 
power points on each side of resonance is used. 
Using the circuit of Fig. 3.15 (Ref. S12)- 

(a) Short-circuit the output terminals 2-2. This may be done either by detuning 
sufficiendy or by placing a suitable by-pass capacitor directly across terminals 2-2. 

(b) Excite the input circuit by coupling the signal oscillator loosely through Y,^ 
to Vi. 
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(c) Adjmt Vi for resonance as indicated by a maximnm reading of Ki. In order to 
insure that the coupling to the oscillator is sufficiently small, reduce the coupling until 
further reduction does not change the setting of for resonance. Record the cali 
brated values of Gi and for this setting. 

(d) Vary Yy on either side of resonance until thb voltage Vi is reduced by a faaor 
1/ V2. Record die calibrated values of this total yariation of Vi between half-power 
points BS AGi and ABi. In order to insure that 
loading the circuit, reduce the coupling until further reduction does not change the 
sudceptance variatioa ABi, The short-circuit input susceptance is then given by the 
TcUtion 

—Bi 

«ad the shorwarcuit input conductance by the relation 
:^'ii=i^Bi[(H-27«)* + i,] 
or yn^i^Bill + -C?: 
or even further by the relation 

yiif^iJBi-Gj^ 

if lih negligible. 

FIG. 3.16 



(5) 

(6) 
(7) 

(8) 




to ItCHJlL CCNCKaTOM 



fig, 3.16. Circuit Pogrom of equipment used far measurement of short-circuit input 

admittance (Ref. 51). 



A practical form (Ref. 51) for the frequency range 50 to 150 Mc/s is shown in Figs 
3.16 and 3.17. The valve under test is used as a pan of a resonant circuit which includes 
a continuously-variable inductor and a small concentric-cylinder capacitor built on a 
niicrameter head. The high-potential end of the inductor is conneaed to the high- 
potential electrode of the micrometer capacitor inside a cylindrical cavity open at the 
tc^. Fig- 3.17 also shows the positions of some of the by-pass capacitors used with the 
octal socket. These are button-type, silver-mica capacitors of approximately 500 fifiF 
capacitance. The socket is of the moulded phenolic type. Terminals 1, 3, 5 and 7 are 
connected directly to the mounting plate at a point directly below the terminal in each 
iostance. Terminals 2 (heater) and 6 (screen grid) are by-passed to groimd, and a lead 
is brought from each of these terminals through the mounting plate to a small r-f 
choke and a second by-pass capacitor. Terminal 8 (plate) is by-passed and fitted 
with a &|>ring contacting the terminal for one of the circuits. Terminal 4 (grid) has 
Qt^y the contact spring. A similar arrangement is used with miniature valves. In 
thh dfte, the socket is of the wafer type with mica- filled rubber insulation. Terminals 
2, 3 and 7 stre grounded and terminals 4, 5 and 6 are by-passed to ground. Terminals 
1 (grid) and 5 (plate) have contaa springs. The by-pass capacitors are closer to the 
mounting plate than in the case of the oaal socket ; the capacitors at terminals 4 and 
6 oveilep the «apadtor to terminal 5. A 10 ohm resistor, mounted inside a cylindrical 
aiucld to minimize lead inductance, is connected between socket terminal 5 (plate) 
aftd the by-pass capacitor. This component was added to suppress a parasitic oscilla- 
tion ©bserved with certain type 6AK5 valves. The resistor was found to have no 
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FIG. 3.17 




Fig. 3.17. Physical arrangement of circuit elements of Fig. 3.16 {Ref. 5i). 

measurable effect on input admittance readings obtained wi;h vaives, either of the 
6AK5 type or of other types^ not subject to the parasitic oscillation. 

In order to obtain susceptance values^ the circuit must first be calibrated for tlic 
capacitance required for resonance at each test frequency. The circuit is calibrated 
by determining the inductor settings for resonance with each of a number of sm^ll, 
disc-shapedj calibrating capacitors substituted for the valve. The insert in the lower 
left comer of Fig. 3.17 shows a cutaway view of the cavity with one of th^ calibrating 
capacitors in place. The length of the phosphor-bronze contact spring vsed with the 
calibrating capacitors is approximately the same as that used with the valve. Thus, 
the inductance of this lead is accounted for in the cahbrating procedure. The refermse 
terminals for the valve are the socket plate and the grid ^ermuMd of the soefcet or^ 
possibly, a point on the grid terminal a little inside thie body of the socket. The 
calculated inductance of the contact spring is 4.5 milli-microhenries per ccmimeter of 
length within about ±25 per cent., but the difference in effective lengths of the springs 
for the socket connection and the calibrating connection is not more than 2 or 3 
millimeters. 

The range of the micrometer capacitor is sufficient for measurements of the ciratft 
with the calibrating capacitors^ with most cold valves, and with some valves un4ef 
operating conditions. For other cases, adjustment of the inductor is required. 

If the conductance being measured is small enough to be measured by the avaHahk 
range of the micrometer capacitor, the susceptance and conductance variations betwmi 
l/V^ voltage points are given by 

AB=<aAC 
and AG=0 

where co is the angular frequency of measurement and is the micrometer capaci- 
tance variation between the half-power points. 

The calibration curves used at each test frequency are : 

(1) Capacitance for resonance 

(2) Slope of the capacitance curve 

(3) Conductance at resonance of the circuit with the calibrating; isapaciior^ 
These three quantities are plotted against the inductor adjustment readings- Since 
the conductance values for the calibrating capacitors themselves are too small to a^ct 
the calibration appreciably, the conductance curve corresponds, essentially, to liie 
equipment. 
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(2) Resistance-substitution method of measurement 

The resistance-substitution method applies only to the measurement of the conduc- 
tive component of the admittance. The susceptive component must be measured by 
means of a calibrated susceptance element, as for the susceptance-variation method of 
measurement. Ideally, the resistance-substitution method involves, in the case of a 
two-terminal admittance, the removal of the electron-tube transducer from the 
calibrated admittance element and its replacement by a standard pure resistance of 
such a value that the voltage reading between the two terminals is the same as that 
obtained with the transducer in place. The calibrated susceptance element must be 
adjusted to resonance both before and after substitution of the resistance. If the 
measurement is of 3^1 1, the following relations are obtained : 

Bn=-B, (9) 

as in (1) above, and 

G,, = l/R (10) 
where R is the standard resistance of a value that satisfies (10). 

There are practical difficulties in obtaining standard resistors having negligible 
reactance at frequencies of the order of 100 Mc/s or higher, Wire-woxmd resistors are 
not usable at such frequencies. The most satisfactory types available are the metallized- 
glass or ceramic-rod resistors of relatively small physical size, having low-inductance 
terminals and very little distributed capacitance. A further difficulty arises from the 
fact that such resistors are obtainable only in discrete values of resistance. It would 
not be practicable to obtain the very large number of resistors needed to match the 
resistance of any electron-tube transducer. Hence, it is necessary to utilize a trans- 
formation property of the admittance-measuring equipment in order to match any 
arbitrary admittance with some one of a reasonably small set of standard resistors. 
A suitable resistance-substitution set consists of a transmission line of length / short- 
circuited at one end, having a characteristic admittance Yo and a propagation constant 
y. If a known admittance Y is placed across the line at a distance x from the short- 
circuited end, the admittance Yt at the open end of the line is given by the relation 

r 1 



y,=y 



sinh yx 
sinh yl 



1 + 



y sinh yx 
Yo sinh yl 



sinh y{l—x) 



(11) 



Conversely, the admittance Yt is the admittance that would liave to be placed at the 
open end of the line to produce the same effect there as the known admittance Y at the 
position X, Equation (11) then represents the property of the transmission line of 
converting admittance Y at position x into admittance Yt at position /. This expression 
can be simplified for a low-loss line having a characteristic admittance Yo large com- 
pared with the bridging admittance V. Thus if Yo^Yy 
Y sinhyx . , ^1 

and the real part of the propagation constant y of the line is small. 



sinh yx sinh 
sinh y* J [_sinh j3/ 
where P=2'it/X Equation (11; then simplifies to 



Y, = Y 



sin px 
sin jS/ 



If y is a pure conductance of value 1/R, then Yt is the pure conductance 

" 1 a 



^ R 



sin fix 



(13) 



(14) 



(15) 



sin jS/ 

In the measurement of the short-circuit input admittance Ym a low-loss transmission 
line of large characteristic admittance is coupled loosely to an oscillator near the short- 
circuited end. At the open end are a voltage-detecting device and a calibrated 
capacitor, by means of which Bn is obtained from (9). With the unknown transducer 
across the open end and the capacitor adjusted to obtain resonance, a voltage reading 



www.pmillett.com 



3.3 (vi) TESTS FOR SPECIAL CHARACTERISTICS 117 

is taken. The transducer is removed and one of the standard resistors placed across the 
line bridging the two conductors. The position of this resistor along the line is then 
adjusted and the system is readjusted for resonance with the calibrated capacitor until 
the voltage, as measured at the end of the line, is the same as before. By (15) we have 

(16) 



_ \ fsin jSx' 
"^|_"sin"^ 



where R is the resistance of the standard placed x centimeters from the short-circuited 
end of the line. It is evident that a resistor must be selected having a resistance value 
near to but not larger than the reciprocal of G^^, 

Since the transmission line should have low loss and low characteristic impedance, 
a coaxial line is desirable. The line will require a longitudinal opening or slot in order 
to permit one of the standard resistors to bridge the line at an adjustable position to 
satisfy the required voltage condition. A valve voltmeter is capacitively coupled 
to the open end of the line across which the electron-tube transducer may be attached. 
Socket and filter arrangements for wire-lead valves can be attached to this Ime. 
Radiation difficulties arising from the longitudinal opening in the line, together with 
the increasing difficulty in obtaining resistance standards at frequencies much above 
300 Mc/s , appear to make this type of measuring equipment impracticable for measure- 
ments at higher frequencies on surface-lead valves. Ref. S12. 

(B) Short-circuit feedback admittance {y^^ 
Susceptance-variation method of measurement 

See (A)l above for general description. 

(a) With the input termination still set at the value for resonance obtained in step (c) 
in (A) above, excite the output circuit through Y In the event that oscillation diffi- 
culties are encountered, detune the output circuit or load it until oscillation stops. 

(b) Record the voltmeter readings V, and Vj. 

The magnitude of the feedback admittance is then given by the relation 

^^l^^T(l+2V)^^-}-J (17) 



Fa! 2 



14 (18) 



or '-^^'l^^jFj (^^^ 

where JGi and JBi are the values obtained in the preceding measurement of y^. 
Ref. S12. 

(C) Short-circuit output admittance (3^22) 

The short-circuit output admittance may be measured by following the procedure 
outlined for the short-circuit input admittance, the signal being coupled through Y 
If the subscripts 1 and 2 are interchanged, all of the above formulae concerning y^^^ 
may be used to relate y^2 to the measured data. 

Ref. S12. 

(D) Short-circuit forward admittance {y^^ 

The magnitude of the forward admittance may be measured by following the 
procedure outlined previously for the measurement of the magnitude of y^i. If the 
subscripts 1 and 2 are interchanged, all of the formulae concerning yx^ may be used to 
relate y^x to the measured data. 

Ref S12. 

(E) Perveance 

(1) Perveance of a diode 

The perveance of a diode may be derived by plotting the current against the three- 
halves power of the voltage, when the slope of the curve will give the value of G. 
Voltages should be chosen sufficiently high so that such effects as those produced by 
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contiict potential and initial electron velocity are xinimportant. If this is not possible, 
a correction vohage c should be added to the diode voltage, where 

where r(,= anode resistance of diode. 

Rfef. S12. 

(2) PerveaifCe of a triode 

The pcrvcance of a triode may be derived as for a diode where the diode anode 
voltage is taketi as the composite controlling voltage 

^=TT(i7^) ^^'^ 

Multi-grid valves may be considered, with sufficient accuracy for most purposes, as 
triodes with the screen grid as the anode and the screen grid voltage as the anode 
voltage. 

Low voltage correction— The effects of initial electron velocity and contact 
potential may be represented by an internal correction voltage c that is added to the 
composite controlling voltage, where 

' 2^„(m + 1) m + 1 ^ ^ 

The value of ^„ to be used is that obtained with all the electrodes except the cathode 
and control grid tied together to form an anode which is held at the voltage ordinarily 
used for the screen grid. 
Ref. S12. 

(▼ii) Characteristics by pulse methods — ^point by point 

The characteristics of valves in the region where electrode dissipations or currents 
exceed safe values may be obtained by pulse methods, in which the valve is allowed to 
pass current only for short intervals of such duration and recurrence frequency that 
it is not damaged. 




PULSE 
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VOLTAGE 
REGULATOR 



-©- 



GRID 
STABILISED 
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a 



r 



t OGR(D 



HEATER 






VOLTAGE 
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Fig. 3.18. Circuit for measuring electrode currents using single pulse generator method 
{I =^ peak-reading current indicator y E~ peak-reading voltage indicator, V= moving coil 
voltmeter). If high accuracy is required, correction should be made for the voltage drop 
across the current indicators. The regulation of the electrode supplies is not important 
for point by point testify, provided that the shunt capacitors are sttffidently large. 

(a) Single generator method 

The valve is operated with the desired screen and plate voltages, but with the grid 
biased beyond cut-oif, in the absence of pulses (Fig. 3. 1 8). If secondary emission effects 
produce a negative impedance, the pulse generator must be shunted by a non-inductive 
load resistor of such value as to maintain an overall positive impedance at its terminals. 
Rcfs. 38, S12. 
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(b) Multiple generator method 

With this method, no direct voltages are applied but each electrode has its own puke 
generator, all generators having their pulses synchronized. This method is not 
commonly employed with receiving type valves. Refs. 68, 72, SI 2, 

References to characteristics by pulse methods : Refs. 38, 68, 72, 93, S12. 

(c) Pulse generators 

Pulse generators are of several types. In the capacitor discharge type a condenser 
is switched from charge to discharge through the valve under test. If there is no series 
impedance, the peak voltage applied to the valve is equal to the charging voltage. 
However, because of the very short duration of the pulse, an accoratc current indicator 
is difficult to design. 

Refs. 68, 69, S12. 

A rectangular pulse shape is obtainable from a direct supply source in series with a 
high-vacuum triode (or several in parallel) whose grid is normally biased beyond cut-off. 
A rectangular control pulse, obtainable from a conventional source, is applied in tke 
grid circuit to permit the triode to conduct only during the duration of the pulse. 
(Ref. S12). Alternatively an ignitron may be used (Ref. 38). 

A half sine-wave, or portion of a half sine-wave, pulse is obtainable from an alter- 
nating source with gas triode or other control to provide the desired gap between 
pulses. Alternatively a d.c, source may be used with a gas triode and LC network. 
Ref. S12. 

(d) Peak-reading voltage and current indicators 

The input circuit must have a time constant that is large with respect to the time 
interval between successive pulses. The greatest accuracy is obtained with a rectan- 
gular waveform, good accuracy may be obtained from a half sine-wave, while the 
sharply peaked capacitor discharge method is the least, accurate. 

A peak-reading voltage indicator may be employed to indicate peak current by using 
it to measure the peak voltage drop across a non-inductive resistor of known resistoince. 

One form of indicator is a diode type valve voltmeter with a high resistance load 
shimted by a large capacitance. The use of this indicator for current-measuring 
purposes may result in serious errors if the electrode characteristic of the valve under 
test exhibits any negative slope. 

A cathode ray oscillograph may be used directly to measure peak voltage, or ptak 
voltage drop across a non-inductive resistor of known resistance, provided that there is 
no negative slope in the electrode characteristics. If negative slope is likely to occur, 
a linear horizontal sweep voltage, synchronised to the pulse generator frequency, 
may be used to spread out the current trace. In this manner the detection of possible 
errors is simplified. The vertical deflection corresponding to the maximum horizontal 
deflection is the one required ; for characteristics having only positive slopes, this 
vertical deflection will also be the maximum. 

Amplifiers may be used provided that they are designed with sufficient bandwidth 
and sufficiently linear phase-frequency response for the high-frequency components 
of the pulse. The attenuator should be capadtively balanced, making the ratio of 
capacitance to resistance of all sections alike. 

Reference to peak-reading indicators : Ref, SI 2. 

(viii) Characteristics by curve tracer methods 

A characteristic curve may be traced on the screen of a C.R. tube, using a suitable 
type of pulse generator for one electrode and fixed voltages for the other electrodes. 
The simplest characteristic for this purpose is the grid voltage versus plate current 
characteristic, either with zero plate load resistance or with a specified load resistor 
(" dynamic " charaaeristic). 

A triangular or half sine-wave pulse generator characteristic is satisfactory. The 
grid is normally biased beyond cut-off, but is swung over the useful range of voltages 
by the pulse. 
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The plate voltage versus plate current characteristic may be traced by maintaining 
the grid (and screen, if any) at constant voltage and by applying the pulse voltage to 
the plate. This requires a peak voltage of several hundred volts for receiving valves, 
together with high peak currents. The grid voltage must be maintained constant, the 
regulation requirements being severe. The regulation requirements of the other 
electrodes are not important, if large capacitors are used. 

A method of showing the two axes for any single characteristic is described in Ref. 73 
which makes use of a standard vibrator. 

References to curve tracer methods : 37, 39, 69, 70, 71, 72, 

Display of valve characteristics 

If it is desired to view a family of curves, the voltage of one electrode must be 
changed in steps for successive pulses. This may be accomplished by means of 
synchronous contactors (Refs. 34, 35, 36) or by electronic means (Ref. 39). Good 
regulation (high stability) for the electrode voltage supplies is very important. 

See also Refs. 37, 90, 94, 96, S12. 



SECTION 4 : ACCEPTANCE TESTING 

(0 Relevant characteristics (?V) Valve specifications (iii) Testing procedure, 

(i) Relevant characteristics 

The relevant characteristics for acceptance testing are those characteristics that are 
subject to deterioration subsequent to manufacture, it being assumed that the valves 
have satisfactorily passed the valve manufacturing test specification. These relevant 
characteristics for acceptance testing may be divided into mechanical and electrical 
characteristics. 

Mechanical characteristics that require checking for faults include loose bases and 
top caps, dry joints in connections, cracks in envelopes caused by glass strain, damage 
resulting from inherent strain or careless handling, damage to internal structure 
resulting in misalignment of electrodes, shorts and open circuits, loss of vacuum, 
noise and microphony from excessive handling causing damage to the mount and nucas. 

Electrical characteristics that require checking for faults include gas, a relevant 
dynamic test, emission and noise. 

(ii) Valve specifications 

The most widely known of the official specifications are those of the British (KlOOl) 
and American (JAN-IA) authorities covering types used in their respective areas. 

(iii) Testing procedure 

The testing procedure in each case is as laid down in the prescribed specifications. 
Where, however, valves do not require to be accepted to a prescribed spedficatfon, 
it is satisfactory to adopt the following procedure : 

(a) Visually inspect all valves 100 per cent, for mechanical defects. 

(b) Test all valves 100 per cent, for shorts and open circuits. 

(c) Select at random from all the valves a representative sample (or samples) and 
test for a suitable dynamic characteristic using established statistical acceptance pro- 
cedure. The test selected should give a satisfactory indication of the overall per- 
formance of the type in its normal application. 

References to sampling inspection : Refs. 42, 43, 44. 
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SECTION 5: SERVICE TESTING AND SERVICE TESTER 

PRACTICE* 

(i) Purpose and scope of service testing and discussion of associated problems. 

(ii) Fundamental characteristics which should be tested. 

(iii) Types of commercial testers, 

(iv) Methods of testing characteristics in commercial service testers 

(a) Shorts testing 

(b) Continuity testing 

(c) Heater to cathode leakage 

(d) Emission testing 

(e) Mutual conductance testing 

(f ) Plate conductance testing 

(g) Reverse grid current testing 

(h) Power output testing 

(i) Conversion conductance testing 

(j) Oscillator mutual conductance testing 

(k) Noise testing 

(1) A.C. amplification testing. 

(v) A.C. versus d.c. electrode voltages in testers. 

(vi) Pre-heating. 

(vii) Testing procedure. 

(i) Purpose and scope service testing and discussion of associated 
problems 

Service testing is only carried out on valves which have previously been factory 
tested and which have also operated satisfaaorily in a new receiver. The faults to be 
expected are those which may occur after manufacture. 

Service testing is for the purpose of determining either 

(1) whether or not a valve in working condition has reached the point in life when it 
should be replaced, or (2) whether a valve with unknown history is faulty or not. 

The determination of the point of life when a valve should be replaced is a very 
complex problem. This is a flmaion of the application of the valve and of the standard 
of performance experted by the user. For example^ a valve which still operates 
reasonably well as a resistance-coupled amplifier may yet give low gain as an r-f 
amplifier^ and a valve which will still operate as an amplifier may fail to oscillate when 
used in the oscillator position. A receiver with old valves in the r-f and i-f stages 
may have very much less gain that it would have with new valves, but the effect may 
not be noticed by the user unless the set is used for the reception of weak signals. 

A list of the generally accepted life test end-points is given in Sect. 2(iv)b. 

The radio service-man is usually called upon to test a number of valves, frequently 
the whole valve complement of a receiver, to determine which (if any) is faulty. If 
one is obviously faulty, for example due to a short-drcmt, open-circuit, gas, or extreme- 
ly low emission, the problem is simple. In other cases it is helpful to test the valves 
in the original receiver, with a second complement of new valves for comparison, to 
m^ke certain that the receiver its/elf is not faulty If the original receiver is not acces- 
s|l>le, the valves may be plugged into another receiver (preferably of the same model) 
fop test. 

Microphony should be checked in the original receiver. Motor-boating may be 
due to gas or grid emission, but it may also be caused by a faulty component in the 
receiver. Distortion is generally due to the power valve, but may also be caused by a 
defective filter by-pass capacitance in the receiver and in some cases by the si^paal 
diode or a defective resistor. Hum is usually caused by hcater-to-cathode leakage or 
breakdown in the valve or a faulty filter capacitor in the circuit. 

«Thc assistance of A. H WorcUle, Member I.R.E. (U.S.A.) and D. H. Connolly, A.S;T;C. is ack- 
nowledged. 
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(U) Fundamental characteristics which should be tested 

The fundamental characteristics which should be capable of being rested in a service 

tester are 

(a) Shorts and continuity. 

Testing for shon circuits is essential. 

Testing for continuity of the electrodes is highly desirable. 

(b) Dynamic tests. 

The dynamic tests which should be carried out in a service tester are ; 



Class of valve 



Preferred test 



Rectifier (power diode) 
Signal diode 
Triode, low mu 
Triode, high mu 
Pentode, r-f 
Pentode, battery a-f 
Pentode, power 
Converter 



Less desirable 
alternative 

Rectification test 



Emission 

Emission — 

Mutual conductance — 

A.C. amplification — 

Mutual conductance — 

A.C. amphfication — 

Power output — 

Conversion conductance Mixer ^„ 

Oscillator grid current Oscillator 
See Sect. 3 for methods of testing these characteristics. 

The dynamic test should be one in which the peaks and average plate currents 
approximate to the maximum current in normal operation. 

(,c) Other tests 

Other tests which should be carried out in a service tester are : 
Gas (amphfier types only). 
Noise (amplifier types only). 

Heater to cathode leakage (indirectly-heated types only). 

(iii) Types of commercial testers 

Commercial service testers are necessarily a compromise. They must be fairly 
simple to use, flexible with regard to future valve developments, as free as possible 
from damage to indicating instruments through faulty valves or misuse, speedy in 
operation and true in their indications. 

The possible combinations of characteristics tested are : 
Type of valve Essential tests 

Ail Shorts 



Desirable tests 

Continuity 
Heater to cathode 
leakage 

Vacuum types At least one dynamic test fEmission 

J Mutual conductance 
I A.C. amplification 
Power output 

or for converters f Conversion 

< conductance 
1^ or Mixer ^« 
and Oscillator 
together with Noise 
Gas 

Out of a representative group of 22 modem service testers examined, 17 incorporated 
some form of mutual conductance test, 7 incorporated an emission test other than for 
diodes and all 22 incorporated a diode emission test. One provided a plate conductance 
test. With regard to the remaining tests, 8 incorporated a heater to cathode leakage 
test, with 7 having a gas test and 7 having a noise test. 

It seems to be generally admitted that an emission test alone is not a very satisfactory 
dynamic test for all amphfying valves. The better types of testers have both mutual 
conductance and diode emission ; they are deficient in that they do not provide a power 
output test for power valves, or a.c. amplification for high-mu triodes and a-f 
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pentodes. The method of testing for mutual conductance with a high grid sAving is 
not the equivalent of a power output test. Neither mutual conductance nor emission 
testing is a satisfactory substitute for a.c. amplification testing of high-mu triodes or 
a-f pentodes. 

It is obviousj therefore, that any ordinary commercial service tester does not give a 
true indication of the condition of all types of valves, and its readings should be us»d 
with discretion, 

(iv) Methods of testing characteristics in commercial service testers 

(a) Shorts testing 

Testing for shorts should be carried out at mains frequency or on d.c.j and the 
voltage applied to the neon lamp circuit should not exceed 110 volts r.m,s. The use 
of higher voltages results in some good valves being classed as filament-to-grid short 
circuits. 

With a.c. supply^ it is usual to design the circuit so that resistances over 0.5 megohm 
do not indicate as shorts ; this is to avoid capacitance effects. With d.c. supplies there 
is no similar limitation, but different models vary considerably in their shorts testing 
sensitivity. 

The most satisfactory switching arrangement is one which tests for shorts from any 
pin to all other pins tied together. The circuit of Fig. 3.4 may be used, except that the 
cathode need not be heated. 

(b) Continuity testing 

Continuity testing may be carried out in a maimer closely resembling shorts testing, 
but with the cathode hot. Positive or alternating voltage is applied through the neon 
lamp to each electrode in turn ; a glow indicates continuity. 

The circuit of Fig. 3.4 may be used in a simple service tester, but a more elaborate 
tester such as the hexaphase (Fig. 3.2) is much more satisfactory for general use. 

For further information on continuity testing see Sect. 3(ii)b. 

(c) Heater to cathode leakage 

The maximum leakage resistance from heater to cathode in new valves varies from 
1 or 2 megohms for power valves to 5 megohms for ordinary 6.3 volt 0.3 ampere 
voltage amplifier valves and even higher for rectifier types having separate heaters 
and cathodes. A neon lamp will normally glow slightly when used in a shorts tester 
and applied between heater and cathode, A neon lamp may be de-sensitized either 
by shunting by a resistor (of the order of 0.1 to 0.5 megohm) or by a mica condenser 
(a value of 0.01 /xF gives a sensitivity of about 5 megohms — this is only useful with 
a.c, supply). 

(d) Emission testing 

Of the 7 commercial testers which included emission testing of amplifying valves, 
5 used a.c, testing, 1 used half- wave rectified a.c. testing, and 1 used d.c. testing. Owing 
to the poor regulation obtainable from most service valve testers with d.c. supplies, 
other than batteries, it is doubtful whether this has any practical advantages over a.c. 
testing. With a.c. supply, the voltage in most service testers is 30 volts r.m.s. ; this is 
only a compromise which is far from the optimum for all cases. For laboratory 
testing of emission see Sect. 3(ii)f. 

(e) Mutual conductance testing 

Of the 17 conmiercial testers having a mutual conductance test, 7 used some form of 
a.c. signal voltage applied to the control grid, and 6 used some grid shift method, the 
methods used by the other 4 being imknown. 

All the American mutual conductance testers examined apply an a.c. signal to the 
grid, and measure the signal current in the plate circuit ; all but one of these use a 
mains frequency signal, the exception being one with a 5 Kc/s signal and a tuned signal 
plate current meter. 

In most cases this is not an accurate test for all types of valves because the signal 
voltage on the grid is fairly high — between 4 and 5 volts r.m.8. in some cases — sufficient 
to run beyond grid cut-off in one direction and well on to the " flat top ** in the other. 
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with short grid-base valves. Even those testers with reduced signal voltages have 
quite appreciable errors with some types of valves. 

On the other hand, all but one of the examined English mutual conductance testers 
use a grid shift method. This introduces some errors due to plate supply regulation 
and curvature of the characteristics, but these can be allowed for in the calibration. 

(f) Plate conductance testing 

This is used by one American tester only as a reasonably close equivalent of the 
mutual conductance test, the ampUfication factor being assumed to be constant. 
Pentodes are triode-connected. A moderately high signal voltage is applied, this being 
possible with less error than with direct ^„ measurement owing to the slight compensa- 
ting change of /z with plate current. 

(g) Reverse grid current testing 

Of the post-war testers examined, all those of English design incorporate reverse 
grid current testing (often referred to as ** gas testing ") but this test was incorporated 
in only two of American design. The usual methods of testing are either by grid current 
meter or by a shorted grid resistor. For further details see Sect. 3(iv)A. 

A valve which passes the reverse grid current test on a service tester may not operate 
satisfactorily in a receiver. The usable maximum value of negative grid current depends 
upon the application, the mutual conductance of the valve, the resistance in the grid 
drcuitj the type of bias, the bias voltages, the total dissipation of the valve and its 
ventilation. The valve may be checked in the actual receiver after ruiming for a 
period sufficiently long for the valve to reach its stable operating temperature ; it 
may be tested by variation in the plate current of the valve under test when its grid 
resistor is shoned. 

(h) Power output testing 

This is not incorporated into any of the commercial service testers examined, but 
is the most satisfactory test for all power valves. Triode testing of pentode and beam 
power valves is quite satisfactory. Methods of testing are described in Sect. 3(iv)I. 

(i) Conversion conductance 

Only one of the testers examined provided a test for conversion conductance; the 
method being by phase reversal. For further details see Sect. 3(v)Bd. 

A satisfactory alternative is to measure the transconductance of the mixer, this 
being the method commonly employed. 

(j) Oscillator mutual conductance 

None of the testers provided a test for oscillator grid current under self-oscillating 
conditions, although this is the most satisfactory form of test. For details see Seer. 
3(v)Bg. 

The method commonly employed is to measure the oscillator mutual conductance. 
The measurement of oscillator grid current in a suitable receiver is a simple way of 
checking the oscillator section of a converter. 

(k) Noise 

The usual form of noise test is to connect the two neon lamp terminals to the aerial 
and earth terminals of a receiver, during the shorts test. For other forms of noise test 
see Sect. 3(iv)L and M. 

(1) A.C. amplification 

This test should be carried out with zero bias and a high value of grid resistor, as 
described in Sect. 3(iv)H. No test with fixed or self-bias is able to determine how a 
valve will operate with grid resistor bias. 

(v) A.C. versus d.c. electrode voltages in testers 

All but four of the commercial testers examined, which made provision for some form 
ofgrrv test, used d.c. electrode supplies. The general trend seems to be in the direction 
of using d.c. supply to all electrodes, and the additional circuit complications appear 
to be justified. 

For comparison between laboratory testing of emission by a.c. or d.c. methods, 
see Sect. 3(ii)f. 
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(vi) Pre-heating 

When more than one valve is to be tested, a pre-heating socket should be provided 
to save time. If not incorporated into the tester itself, the pre-heater may be a separate 
unit with one of each type of socket and a filament voltage switch and transformer. 
No voltages need normally be applied to the other electrodes except in cases when the 
valve is initially satisfactory but becomes defective during operation, 

(vii) Testing procedure 

Always test for shorts before carrying out any other test. When testing for emission, 
allow ample time for the valve to heat thoroughly before pressing the emission switch ; 
then press only long enough to give a reading. Do not leave the valve for more than 
three seconds on the emission test as otherwise the valve may be permanently damaged. 
The reading may be regarded as satisfactory provided that it is not below the limit 
and that it does not fall rapidly to the limit in the three second period. 

When testing for mutual conductance, the switch may be pressed for any desired 
length of time, as no damage will be done to the valve provided that the valve is 
operated within its maximum ratings. 

If a valve is gassy, the readings of emission and mutual conductance will be affected 
(usually increased for a slight amount of gas and decreased by excessive gas). If a 
valve is both gassy and of low emission, the true fault is " gas 

If a valve indicates " no emission " while the heater is continuous, the fault may 
be excessive gas, air in the bulb^ cathode coating " poisoned " by gas, or open-circuited 
cathode. Air in the bulb is indicated by a continuous heater, a cathode not visibly 
red, and a bulb which gradually becomes warm. 

References to service testing : Refs. 55, 56, 57, 60, 61, 62, 63, 64. 
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SECTION 1 : CURRENT AND VOLTAGE 

(i) Direct current (ii) Alternating current (m) Indications of polarity and current 
flow. 

(i) Direct current 

We speak of the flow of an electric current in 
more or less the same way that we speak of the 
flow of water, but we should remember that the 
conventional direction of current is opposite to 
the actual flow of electrons. In most electrical 
circuit theory however, it is sufficient to consider 
only the conventional direction of current flow. 
In Fig. 4.1 there is a battery connected to a load ; 
the current flows from the positive (4 ) terminal, 
through the load, to the negative ( — ) terminal, 
and then through the battery to the positive 
terminal. 
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Fig. 4.1. Flow of current with 
battery and load. 
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(i) DIRECT CURRENT 



129 



Batteries (or cells) may be connected in series as in Fig. 4.2 and the total voltage 
is then equal to the sum of the voltages of the individual batteries (or cells). When 
calculating the voltage of any intermediate point with respect to (say) the negative 
terminal, count the number of cells passed through from the negative temunal to the 
tapping point, and multiply by the voltage per cell. When batteries are connected 
in series, each has to supply the full load current. 




Fig. 4.2. Cells in series. 



Batteries (or cells) are occasionally 
connected in parallel as in Fig. 4.3. 
In this case the terminal voltage is 
the same as the voltage per battery 
(or cell). The current does not 
necessarily divide uniformly be- 
tween the cells, unless these all have 
identical voltages and internal re- 
sistances. 

Direct current may also be ob- 
tained from a d.c. generator^ or 
from rectified and filtered a.c. 
supply. In all such cases there is a 
certain degree of ripple or hum 
which prevents it from being pure 
d.c. ; when the a.c. component is appreciable, the supply may be spoken of as " d.c. 
with superimposed ripple (or hum) " and must be treated as having the characteristics 
of both d.c. and a.c. Wheh we speak of d.c. in a theoretical treatise, it is intended to 
imply pure, steady d.c. 

(ii) Alternatmg current 

The ordinary form of d.c. generator actu- 
ally generates a.c, which is converted to 
d.c, by the commutator. If a loop of wire 
is rotated about its axis in a uniform 
magnetic field, an alternating voltage is 
generated across its terminals. Thus a.c. 
is just as fundamental as d.c. The usual 
power-house generates 3 phase a.c, but 
in radio receivers we are only concerned 
with one of these phases. A " sine wave " 

alternating current is illustrated in Fig, 4.4, where the vertical scale may represent 
voltage or current, and the horizontal scale represents time.* A cycle is the alterna- 
tion from A to Ei or from B to or from C to G. 




Fig, 4.3. Cells in parallel. 




Fig, 4.4. Form of sine- 
wave alternating current. 



Most power supplies have frequencies of either 50 or 60 cycles per second ^^c/s). 
The period is the time taken by one cyde, which is 1/50 or 1/60 second, in these 
two cases. 

*For mathematical treatment of periodic phenomena see Chapter 6 Sect. 4. 
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(u) ALTERNATING CURRENT 
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The precise shape of the wave is very important, and the sine wave has been adopted 
as the standard a.c. waveform, since this is the only one which always has the current 

waveform of the same shape as the voltage, when applied to a resistance, inductance 

or capadtance.t In practice we have to deal with various waveforms, some of which 
may be considered as imperfect (" distorted ") sine waves, while others are of special 
shapes such as square waves, saw-tooth, or pulse types, or rectified sine waves. How- 
ever, when we speak of a.c. in any theoretical treatise, it is intended to imply a dis- 
tortionless sine wave. Other waveforms may be resolved by Fourier Analysis into a 
fundamental sine wave and a number of harmonic frequency sine waves, the latter 
having frequencies which are multiples of the fundamental frequency. This subject 
is treated mathematically in Chapter 6 Sect. 8. 

When deriving the characteristics of any circuit, amplifier or network, it is usual 
to assume the application of a pure sine-wave voltage to the input terminals, then to 
calculate the currents and voltages in the circuit. In the case of a valve amplifier 
(or any other non-linear component) the distortion may be either calculated, or 
measured at the output terminals. If the device is to operate with a special input 
waveform (e.g. square wave), it is usual to resolve this into its fimdamental and har- 
monic frequencies, and then to calculate the performance with the lowest (funda- 
mental) frequency, an approximate middle* ♦ frequency, and the highest harmonic 
frequency — all these being sine waves. 

(iii) Indications of polarity and current flow 

In circuit diagrams the polarity of any battery or other d.c. voltage source is usually 
indicated by + and — signs ; alternatively it may be indicated by an arrow, the head 
of the arrow indicating positive potential (e.g. Fig. 4.2). A similar convention may 
be used for the voltage between any points in the circuit (e.g. Fig. 4.14A). The 
direction of d.c. current flow is indicated by an arrow. 

In the case of a.c. circuits a similar convention may be used, except that an arbitrary 
instantaneous condition is represented (Fig. 4.18A). 



SECTION 2 : RESISTANCE 

(0 Ohm's Law for d.c, (») Ohm's Law for ax, (iii) Resistances in series (iv) 
Resistances in parallel (v) Conductance in renstive circuits, 

(i) Ohm's Law for direct current 

All substances offer some obstruction to the flow of electric current. Ohm's Law 
states that the current which flows is proportional to the applied voltage, in accordance 
with the equation 

/ = E/R (1) 
where R is the total resistance of the circuit. For example in Fig. 4.5 an ideal battery, 
having zero internal resistance, and giving a constant voltage E under all conditions^ 
is connected across a resistance R. The current which flows is given by eqn. (1) 
above, provided that 

/ is expressed in amperes^ 
E is expressed in volts, 
and R is expressed in ohms.* 
Ohm*s Law may also be arranged, for convenience, in 
the alternative forms 

E = IR (2) 
and = E/I (3) 

tA sinewave has its derivative and integral of the same form as itself. 

**Preferably the geometrical mean frequency which is given by V fi ft where /i and /« are the lowest 
and highest frequencies. 

*It is assumed that the resistance remains constant under the conditions of operation. For other 
cases see Sect. 7(i). 




FIG 4 5 



Fig. 4.5. Circuit illus- 
trating Ohm's Law for dx. 
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In a circuit containing more than one battery (or other source of dii^ect voltage), 
the effective voltage is determined by adding together those voltages which are in the 
same direction as the current, and subtracting any opposing voltages. 

Ohm's Law also holds for any single resistor or combination of resistances. The 
voltage drop across any resistance no matter what the external circuit may be, 
is given by 

Voltage drop = IR^ (4) 
where / is the current flowing through Ri> 

(ii) Ohm's Law for alternating current 

Ohm*s Law holds also for alternating voltages and currents, except that in this 
case the voltage (E) and the current (/) must be expressed in their effective or root- 
mean-square values of volts and amperes. 

(iii) Resistances in series 

When two or more resistors are connected so that the current through one is com- 
pelled to flow through the others, they are said to be in series, and the total resistance 
is the sum of their individual resistances. For example, in Fig. 4.6 the total resistance 
of the circuit is given by 

R=R,-\-R^^R, (5) 
and the current is given by 

/ =E/R=^ EAR, + + R,), 
It is interesting to note that Ri, R2 and R^ form a voltage divider j across the 
battery E. Using eqn. (4) : 

voltage drop across Ri = IR, = lRi/(Ri -\- Rt -\- Ri)] x E 
voltage drop across R^ = IR^ = [Rt/lRi -\- R2 -\- Rt)] x E 
voltage drop across R^ = IRi = [RsARi Rt + Rt)] x E 
total voltage drop = IR, + IR^ + IR^ 

- / + i?. + R^) = E, 
For example, if £ = 6 volts, Ri = 10 ohms, R2 = 10 ohms and R9 = 10 ohms, then 
/ = E/(R, + + Rz) = 6/(10 + 10 + 10) 
= 6/30 = 0.2 ampere. 
Voltage between points C and £> = 10 x 0.2 = 2 volts 
5 and D = 20 X 0.2 = 4 volts 
A and Z) = 30 x 0.2 - 6 volts. 
The voltage across any section of the voltage divider is proportional to its 
resistance (it is assumed that no current is drawn from the tapping points B or C). 




Fig, 4.6. Resistances in series. 
Fig, 4.7. Resistances in series^ allomng for internal resistance of battery. 

If the battery has any appreciable internal resistance the circuit must be modified 
to the form of Fig. 4.7 where Ri is the equivalent internal resistance. Here we have 
four resistances effectively in series and / = E/{Ri -\- R, -\- Rt -\- Rt), The 
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(iv) RESISTANCES IN PARALLEL 
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voltages between any of the points A, B, C or D will be less than in the corresponding 
case for zero internal resistance^ the actual values being 

RTTrTTr;^, X voltage for = 0. 
I£Ri IS less than 1% of i?,)* then its effect on voltages is less than 1%. 

(iv) Resistances in parallel 

When two resistances arc in parallel (Fig. 4.8) the effective total resistance is given by 

When = i? = R^/2 = Rt/2. 

When any number of resistances are in parallel (Fig. 4.9) the effective total resistance 
is given by 

1111 

r^r.^rI-'r;^"- 

Whan two or more resistors are in parallel, the total effective resistance may be de- 
termined by the graphical method of Fig. 4.10. This method* only requires a piece 
of ordinary graph paper (or alternatively a scale and set square). As an example, 
to find the total resistance of two resistors, 50 000 and 30 000 ohms, in parallel take 
any convenient base AB with verticals AC and BD at the two ends. Take 50 000 
ohms on BD and draw the straight line AD ; take 30 000 ohms on AC and draw 
CB ; draw the line XY from their junction perpendicular to AB, The height of 
XY gives the required result, on the same scale. 



i- 




Fig. 4.8. Two resistances in paralleL Pig. 4.9. Several resistors in parallel. 

If it is required to determine the resistance of three resistors in parallel, the third 
being say 20 000 ohms, proceed further to join points E and y, and the desired result 
is given by the height PQ. This may be continued indefinitely. 




50P00 



vpoo 



sopoo 



HQfiOO 



Fig. 4.10. Graphical method 
for the determination of the 
effective resistance of two or 
more resistors in parallel (after 
Wireless World). 



The same method may be used to determine suitable values of two resistors to be 
connected in parallel to give a specified total resistance. In this case, select one 
value (C) arbitrarily, mark X at the correct height and then find D ; if not a suitable 
value, move C to the next available value and repeat the process until satisfactory. 

*'* Rcmuncn in Pondlel— Capadttnces in Seriet," W.W. 48.9 (Sept. 1942) 205. 
" Diam2t" " Series C and PaimUel R," W.W. 51.4 (April 1945) 126. 
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When a network includes a number of resistors, some in series and some in parallel, 
firstly convert all groups in parallel to their effective total resistances, then proceed 
with the series chain. 

(v) Conductance in resistive circuits 

The conductance (G) of any resistor is its ability to conduct current, and this is 
obviously the reciprocal of the resistance — 

G = X/R (8) 
Applying Ohm's Law, we derive 

I = EG (9) 
The unit of conductance is the mho (i.e. the reciprocal ohm). 

When resistances are in parallel, their effective total conductance is the sum of their 
individual conductances — 

G = Gi + G2 + G3 + (10) 

When a number of resistors are in parallel, the current through each is proportional 
to its conductance. Also, 

/j Gi 

r-^G^ (11) 



SECTION 3 : POWER 



(1) Power in d.c. circuits («) Power in resistive ax, circuits, 

(i) Power in d.c. circuits 

The power converted into heat in a resistance is directly proportional to the product 
of the voltage and the current — 

P =^ E X I (1) 
where P is expressed in watts, E in volts and / in amperes. This equation may be 
rearranged, by using Ohm's Law, into the alternative forms — 

P ^ PR = EVR (2) 

where R is expressed in ohms. 

The total energy developed is the product of the power and the time. Units of 
energy are 

(1) the watt-second or joule 

(2) the kilowatt-hour (i.e. 1000 watts for 1 hour). 



Fig, 4.11. One cycle of 
sine-wave voltage (e) and 
current (i) with zero phase 
angle. The instantaneous 
power (P) is always positive ; 
the average power is half 
the peak power. 



INSTANTANEOUS 
POWER 



AVERAGE POWER 




(ii) Power in resistive a.c. circuits 

The same general principles hold as for d.c, except that the voltage, current and 
power are varying. Fig. 4.11 shows one cycle of a sinewave voltage and current. 
The instantaneous power is equal to the product of the instantaneous voltage and 
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iostantaneous current at any point in the cycle. The curve of instantaneous power 
(P) may be plotted point by point, and is always positive. 

The heating of a resistor is obviously the result of the average or effective power, 

which is exactly half the peak power. 

^9eak — ^max ^max (3) 

2 - vr V2 ^ ^ 

^max/ V2 is called the effective or r.m.s. voltage 
lmaxl^2 is called the effective or r.m s. current. 
The effective values of voltage and current are the values which have the same heating 
effect as with d.c. The initials r.m.s. stand for root mean square, indicating that it 
is the square root of the average of the squares over the cycle. 

In a.c. practice, any reference to voltages or currents without specifying which 
value is intended, should always be interpreted as being r.m.s. (or effective) values- 
Measuring instruments are usuaUy calibrated in r.m.s. values of currents and voltages. 

The form factor is the ratio of the r.m.s. to the average value of the positive half- 
cycle. The following table summarizes the principal characteristics of several wave- 
forms, over the positive half-cycle in each case (see Chapter 30 for rectified 
waveforms) : Triangular 

Sine wave Square wave wave 

(isosceles) 
1.00 2/V3 = 1.15 
1.00 ^J^_ = 173 

1.00 1/V3 =0.58 
1.00 2.0 
1.00 0.5 



Form factor (= r.m.s. /average) 


7r/2-v/2 


= 1.11 


Peak/r.m.s. 


V2 


= 1.414 


R.M.S./peak 


1/V2 


= 0.707 


Peak/average 


■n/2 


= 1.57 


Average/Peak 


ll-n 


= 0.64 



SECTION 4 : CAPACITANCE 

(0 Introduction to capacitance (ii) Condensers in parallel and series (iii) Calcula- 
tion of capacitance (iv) Condensers in dx, circuits {v) Condensers in ax. circuits, 

(i) Introduction to capacitance 

A capacitor* (or condenser) in its simplest form, consists of two plates separated 
by an insulator (dielectric). 

Any such condenser has a characteristic known as capacitancef whereby it is able 
to hold an electric charge. When a voltage difference (£) is applied between the 
plates, current flows instantaneously through the leads connecting the battery to the 
condenser (Fig. 4.12) imtil the latter has built up its charge, the current dropping 
gradually to zero. If the battery is removed, the condenser wiU hold its charge 
indefinitely (in practice there is a gradual loss of charge through leakage). If a con- 
ducting path is connected across the condenser plates, a current wiU flow through 
the conductor but will gradually fall to zero as the condenser loses its charge. 

It is found that the charge (i.e. the amount of electricity) which a condenser will 
hold is proportional to the applied voltage and to the capacitance. 

This may be put into the form of an equation : 

Q = CE (1) 
where Q — quantity of electricity (the charge) in coulombs, 

C = capacitance in farads, 
and E = appUed voltage. 

*The American standard term is ** Capacitor." 

tit is assumed here that the condenser is ideal, without series resistance, leakage, or dielectric lag. 
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The miit of capacitance — the Farad (F) — ^is too large for convenience, so it is usual 
to specify cap^idtance as so many microfarads (/*F) or micro-microfarads* 
Any capacitance must be converted into its equivalent value in farads before being 
used in any fundamental equation such as (1) above — 
1 fiF = 1 X 10-« farad 
IfxfxF = I X 10^1^ farad 
Note : The abbreviations mF or mmF should not he used under any circumstances 
to indicate microfarads or micro-microfarads^ because mF is the symbol for milli-farads 
(1 X 10'^ farad). Some reasonable latitude is allowable with most symholsy but here 
there is danger of serious error and misunderstanding. 
The energy stored in placing a charge on a condenser is 

= * (Q^ i = QV2C (2) 

where W = energy, expressed in joules (watt-seconds) 
charge in coulombs 



and 



W 

Q 

c = 

E = 



capacitance in farads 
applied voltage. 



® 

T T T 



® 



i 
3 



Fig. 4.12. Condenser connected to a battery. 
Fig, 4.13. (-^4) Condensers in parallel, (B) Condensers in series, 

(ii) Condensers in parallel and series 

When two or more condensers are connected in parallel (Fig. 4.1 3A) the total 
capacitance is the sami of their individual capacitances : 

C - Ci + C, + Cs + . . (3) 

When two or more condensers are connected in series (Fig. 4.13B) the total capaci- 
tance is given by : 



1 L_^Jl_^Jl_|, 

C C\ C2 c^ 
When only two condensers are connected in series ; 

C= ^^^^ 



(4) 



(5) 



When two or more equal condensers (Cj) are connected in series, the total capad- 
tance is 

C = Ci/2 for 2 condensers 
and C = Ci/n for n condensers. 

Note : The curved plate of the symbol used for a condenser indicates the earthed 
(outer) plate of an electrolytic or circular paper condenser ; when this is not applic- 
able the curved plate is regarded as the one more nearly at earth potential. 

(iu) Calculation of capacitance 
Parallel plate condenser 

When there are two plates, close together, the capacitance is approximately : 

^ = ~rrwrj~ H-t^^ when dimensions are in centimetres 
11.31a 

•The name picofarad (pF) is also used as an alternative. 
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AK 

or C ~ \ .^j, iiiiF when dimensions are in inches 

where A - useful area of one plate in square centimetres (or inches). The useful 
area is approximately equal to the area of the smaller plate when the square root of 
the area is large compared with the gap, 

K — dielectric constant (for values of common materials see Chapter 38 
Sect. 8. For air, iC = 1. 

d = gap between plates in centimetres (or inches). 

Capacitance with air dielectric, plates 1 mm. apart 

C = 0.884 ^^F per sq. cm. area of one plate. 

Capacitance with air dielectric, plates 0.10 inch apart 

C = 2.244 ^/iF per sq. inch area of one plate. 
When there are more than two plates, the " useful area '* should be interpreted as 
the total useful area. 

Cylindrical condenser (concentric cable) 

7.354JC ^ . , . 

^ ^ log.o D/d ^"^^^^ 
where D ^ inside diameter of outside cylinder (inches) 

d = outside diameter of inner cylinder (inches) 
and K = dielectric constant of material in gap. 

(iv) Condensers in d.c. circuits 

An ideal condenser is one which has no resistance, no leakage, and no inductance. 
In practice, every condenser has some resistance, leakage and inductance, although 
these may hQ neglected under certain conditions of operation. 





Fig. 4.14. Condenser charge and discharge (A) Circuit (B) Discharge current 
characteristic (C) Charge voltage characteristic (D) Discharge vohage characteristic. 

In Fig. 4.14A, C is an ideal condenser which may be charged by closing switch Si ; 
r represents the combined internal resistance of the battery E and the resistance of 
the leads in the circuit. When 5i is closed, current (i) will flow as indicated in dia- 
gram B, the peak current being / = E/r at time t ~ 0. The time for C to become 
fully charged is infinite — ^in other words the current never quite reaches zero, although 
it comes very close to zero after a shon period. The equation for the current is of 
logarithmic form : 

. ^ E ^-t/rC 



www.pmillett.com 



4.4 



(iv) CONDENSERS IN D.C. CIRCUITS 



137 



where e =^ base of natural logarithms 2.718) 
t = time in seconds after closing switch Si 
E =■ battery voltage 
r = resistance in ohms 
and C = capacitance in farads. 
The voltage (e) across the condenser is 

e = E - ri = E(\ - €-^/^) (7a) 
and the curve (diagram C) is of the same shape as the current curve except that it 
is upside down. The voltage never quite reaches the value Ey although it approaches 
it very closely. 

The charge on the condenser is given by 

g = Q(\ - e-(/rC) (7b) 

where g = instantaneous charge on condenser 
and Q = EC = final charge on condenser 
which follows the same law as the voltage (eqn. 7a). 

If we now assume that the condenser C is fully charged, switch Si is opened, and 
switch ^2 is closed, the discharge characteristic will be given by 

.•=-|€-'/«^ (8) 

which is of the same form as diagram B, except that the current is in the opposite 
direction. 

The curve of voltage (and also charge) against time for a discharging condenser is 
in diagram D, and is of the same shape as for current, since e = Ri. These charge 
and discharge characteristics are called transients. 

In order to make a convenient measure of the time taken to discharge a condenser, 
we adopt the time constant which is the time taken to discharge a condenser on the 
assumption that the current remains constant throughout the process at its initial 
value. In practice, as explained above, the discharge current steadily falls with 
time, and under these conditions the time constant is the time taken to discharge the 
condenser to the point where the voltage or charge drops to 1 / c or 36.8 % of its initial 
value. The same applies also to the time taken by a condenser in process of being 
charged, to reach a voltage or charge of (1 — 1/c) or 63.2% of its final value. 

The time constant (T) is equal to 

T ^ RC (9) 
where T is the time constant in seconds, 

R is the total resistance in the circuit, either for charge or discharge, in ohms, 
and C is the capacitance in farads. 

This also holds when is in megohms and C in microfarads. 



(v) Condensers in a.c. circuits 

When a condenser is connected to an a.c. line, current flows in the circuit, as may 
be checked by inserting an a.c. ammeter in series with the condenser. This does 
not mean that electrons flow through the condenser from one plate to the other ; 
they are insulated from one another. 

Suppose that a condenser of capacitance C farads is connected directly across an 
a.c. line, the voltage of which is given by the equation e — sin wt. The con- 
denser will take sufficient charge to make the potential difference of its plates at every 
instant equal to the voltage of the line. As the impressed voltage continually varies 
in magnitude and direction, electrons must be continually passing in and out of the 
condenser to maintain its plates at the correct potential difference. This continual 
charging and discharging of the condenser constitutes the current read by the ammeter. 

At any instant, q = Cc, where q is the instantaneous charge on the condenser. 
The current (/) is the rate of change (or differential* with respect to time) of the charge, 

♦See Chapter 6, Section 7. 
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I.e., 
But 



Therefore i 
Therefore i 



= dq/dt 

= Ce = CE^ sin wt 
d 

= ^ (C£« sin a>0 
= oiCE^ 



cos a>r (10) 
Eqn. (10) is the equation of the current flowing through the condenser, from which 
we may derive the following facts : 

1. It has a peak value of wCE^ i the current is therefore proportional to the applied 
voltage, also to the capacitance and to the frequency (since / — a>/2ff), 

2. It has the same angxilar velocity (w) and hence the same frequency as the applied 
voltage. 

3. It follows a cosine waveform whereas the applied voltage has a sine waveform. 
This is the same as a sinewave advanced 90° in phase — we say that the current 
leads the voltage by 90° (Fig. 4.15). 

Considering only the magnitude of the condenser charging currentj 
= oiCE„ (peak values) 



Therefore Ir^, = o>CE 



(effective values) 




Fig, 4.15. Alternating cur- 
rent through an ideal condenser. 



Where / and E occur in a.c. theory, they should be understood as being the same as 

Irms and ErmB* 

This should be compared with the equivalent expression when the condenser is 
replaced by a resistance (R) : 

J E fffia 

It will be seen that in the resistance case, and 
(l/a>C) in the capacitance case, have a similar effect 
in limiting the current. We call (— 1/cuC) the 
capacitive reactance t {X^ of the condenser, since 
it has the additional effect of advancing the phase of 
the current. We here adopt the convention of 
making the capacitive reactance negative, and the 
inductive reactance positive ; the two types of re- 
actance are vectorially 180*' out of phase. 

The relationships between the various voltages 
and currents are well illustrated by a vector 
diagram*. Fig. 4.16A shows a circuit with R and C in series across an 
a.c. line with a voltage e — E^^m mU The instantaneous** values of voltage (e) 
and current (z ) are shown with arrows to indicate the convention of positive direction. 
It is quite clear that the same current which passes through R must also pass through 
C. This causes a voltage drop RI across R and (// a>C) across C where / is the r.m.s. 
value of the current. The relative phase relationships are given by the angular dis- 
placements in the vector diagram. These are determined trigonometrically by the 
peak values /„, Rim and In/<*>C ; for convenience, the lengths of the vectors are 
marked in Fig. 4.16B according to the effective values /, RI and I/wC. The current 
vector is distinguished by a solid arrowhead ; it may be to any convenient scale since 
there is no connection between the voltage and current scales. Since R is purely 
resistive, RI must be in phase with /, but the current through C must lead the voltage 
drop across C by 90°. Tliis is shown on the vector diagram 4.16B where the direc- 
tion of / is taken as the staning point ; RI is drawn in phase with / and of length equal 
to the voltage drop on any convenient scale ; //a>C is drawn so that / leads it by 90* i 
and the resultant (E) of RI and // wC is determined by completing the parallelogram 
The resultant E is the vector sirni of the vohage drops across R and C, which must 

tA table of capacitive reactances is given in Chapter 38 Sect, 9 Table 42. 
♦See Chapter 6 Section 5(iv). 

**It is illogical to show directions or polarities on die r.m.s. values of current (/) or voltage (E) since 
these are the effective values of alternating currents. 
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therefore be the applied (line) voltage. It will be seen that the current / leads the 
voltage f by an angle <^ where 

'^* = ^'ri-:^--r • ^^^^^ 

If /? = 0, then tun 4> = 00, and 4> = 90°, 

Since ^ is the phase angle of the current with respect to the voltage, the angle <^ 
in the circuit of Fig. 4.16A is positive. 

The instantaneous current flowing through the circuit of Fig. 4.16A is therefore 
given by 

i = 7«sin(a>f + (10b) 
where 6 = tan~^ (l/wC/?). 

The value of 7^ in eqn, (10b) is given by 

/« = EJZ (10c) 

where Z is called the impedance. 
Similarly in terms of effective values, 

I = E/Z (lOd) 
Obviously Z is a vector (or complex) quantity having phase relationship as well as 
magnitude, and is printed in bold face to indicate this fact. This may be developed 
further by the use of the / notation. 

® 



e-EifcStNUt 




Fig. 4.16. (A) Resistance and capacitance across a.c. line (B) Vector diagram of 
voltage relationships (C) Vector diagram of impedance (Z) with its real component 
(R) and reactive component — j (l/a>C). 

Using the ; Notation 

The operator j* signifies a positive vector rotation of 90°, while — / signifies a 
negative rotation of 90°. Instead of working out a detailed vector diagram, it is 
possible to treat a circuit problem very much more simply by using the / notation. 
For example in Fig. 4.16, we may equate the applied voltage E to the sum of the 
voltage drops across R and C : 

I 



E = RI -j 



(11) 



the —j indicating 90° vector rotation in a negative direction, which is exactly what 
we have in diagram B. 

It is sometimes more convenient to put —jl/coC into the alternative form +I/ja}C 
which may be derived by multiplying both numerator and denominator by / (since 
;« = - 1). Thus 

E = RI -h I/jcjC (12) 
From (11) we can derive : 

Z = E/I = R -/(l/oiO (13) 
For example, in Fig. 4.16A let R = 100 ohms and C = 10 /nF, both connected in 
series, and let the frequency be 1000 c/s. 
Then a> = 2fr X 1000 = 6280 

l/oiC = 1/(62S0 X 10 X 10-«) = 15.9 ohms, 
and Z == i? -/(l/coC) 

= 100 - ; 15.9 (13a) 
Eqn. (13a) indicates at a glance a resistance of 100 ohms in series with a negative 
reactance (i.e. a capadtive reactance) of 15.9 ohms. Val!;es of capadtive reactances 
•Sec Chapter 6 Sect, 5(iv). 
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for selected capacitances and frequencies are given in Chapter 38 Sect. 9 Table 42. 
Even if R = Oy we still write the impedance in the same form, 

Z = 0 15.9 (13b) 
Thus Z is a complex* quantity, that is to say it has a " real " part (R) and an imagin- 
ary " part (1/wC) at 90° to Ry as shown in Fig. 4.16C. The absolute magnitude 
(modiius) of Z is : 

|z| = VR' + d/^cy (14) 

and its phase angle <^ is given by 

^ * = - ;i (15) 

which is the same as we derived above from the vector diagram^ except for the sign. 
The negative sign in eqn. (15) is because <f> is the phase shift of Z with respect to R. 

In a practical condenser, we may regard R in Fig, 4.16A as the equivalent series 
loss resistance of the condenser itself. 

It is obvious from Fig. 4.16B that 

cos if> = R/Z (16a) 
where Z is given by equation (13) above. 
Cos <t> is called the " Power factor." 

If <l> is nearly 90°, X is nearly equal to Z, apart from sign, and so 

cos il> R/\X\ (16b) 
where |Ar| indicates that the value of the reactance is taken apart from sign. With 
this approximation we obtain 

Power factor = cos <^ wCR (17) 
Note that the power factor of any resistive component is always positive. A negative 
power factor indicates generation of power. 

The total power dissipated in the circuit (Fig. 4.16A) will be 

P=EI cos <f> = EI X power factor (17a) 
£^ 

^ ^ R[i +x,Vien ^^^^^ 

where P = power in watts 

and cos (j) is defined by eqn. (16a) or the approximation (16b). 

The Q factor of a condenser is the ratio of its reactance to its resistance — 

Q = l/toCR = tan ^ 1 /(power factor) (18) 



SECTION 5 : INDUCTANCE 

(i) Introduction to inductance (ii) Inductances in dx. circuits (Hi) Inductances 
in series and parallel (iv) Mutual inductance (v) Inductances in ax. circuits (vi) 
Power in inductive circuits. 

(i) Introduction to inductance 

An inductor, in its simplest form, consists of a coil of wire with an air core as com- 
monly used in r-f tuning circuits. Any inductor has a characteristic known as in- 
ductance whereby it sets up an elecuo-magnetic field when a current is passed through 
it. When the current is varied, the strength of the field varies ; as a result, an electro- 
motive force is induced in the coil. This may be expressed by the equation : 

e = -N X 10-« volts (1) 

where e = e.m.f. induced at any instant 
N = munber of turns in the coil 
<!> = flux through the coil 

♦See Chapter 6, Sect. 6(i). 
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d<l> 

and — = rate of change (differential with respect to time) of the flux. 

The direction of the induced e.m.f. is always such as to oppose the change of current 
which is producing the induced voltage. In other words, the effect of the induced 
e.m.f. is to assist in maintaining constant both current and field. 
We may also express the relationship in the form : 

. = -L I (2) 

where all the values are expressed in practical units— 

e — e.m.f. induced at any instant, in volts 
L = inductance, in henrys 

I — current in amperes 
di 

and 3" = rate of change of current, in amperes per second. 
at 

The inductance L varies approximately* with the square of the number of turns 
in the coil, and may be increased considerably by using iron cores** (for low fre- 
quencies) or powdered iron (for radio frequencies). With iron cores the value of L 
is not constant, so that eqn. (2) cannot be used accurately in such cases. 
The energy stored in a magnetic field is 

energy = i LP (2a) 
where energy is measured in joules (or watt seconds) 

L is measured in henrys 
and / is measured in amperes. 

(ii) Inductances in d.c. circuits 

When an inductance (L henrys) with a total circuit resistance (R ohms) is connected 
to a d.c. source of voltage (F), the current rises gradually to the steady value / = E/R. 
During the gradual rise, the current follows the logarithmic law 

.• = |(1 -€-«'/^) (3) 

where i = current in amperes at time r, 

€ = base of naturai logarithms 2.718, 
and t = time in seconds after switch is closed. 

The time constant (T) is the time in seconds from the time that the switch is 
closed until the current has risen to (1 — or 63.2% of its final value : 

T = L/R (4) 
where L = inductance in hemys 
and R == resistance in ohms. 
The decay of current follows the law 

I' 

The rise and decay of current are called transients. 



= 9(€-^'/^) (5) 



(iii) Inductances in series and parallel 
Inductances in series 

The total inductance is equal to the sum of the individual inductances, provided 
that there is no coupling between them : 

L = Li + La + Lb 4- . . . (6) 

Inductances in parallel 

The total inductance is given by eqn. (7), provided that there is no coupling between 
them : 

---+-+—+ 7 
L L] L2 Lj 

*Sce Chapter 10 for formulae for calculating the inductance of coils. 
**Sce Chapter 5 for iron cored inductances. 
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(iv) Mutual inductance 

When two coils are placed near to one another, there tends to be coupling between 
them, which reaches a maximum when they are placed co-axially and with their 
centres as close together as possible. 

If one such coil is supplied with varying current, it will set up a varying magnetic 
field, which in turn will induce an e.m.f. in the second coil. This induced e.m.f. 
in the secondary is proportional to the rate of current change in the first coil (primary) 
and to the mutual inductance of the two coils : 

^2 - (8) 
where = voltage induced in the secondary, 



dt 
M 



rate of change of current in the primary in amperes per second, 

and M — mutual inductance of the two coils, in henrys. 
(Compare Equations 2 and 8.) 

M may be either positive or negative, depending on tlie rotation of, or connections 
to, the secondary. M is regarded as positive if the secondary voltage {e^ has the same 
polarity as the induced voltage in a single coil. 

The maximum possible (theoretical) value of M is when M — y/LJ^^y being the 
condition of unity coupling, but in practice this cannot be achieved. The coefiident 

of coupling {U) is given by 

k = M/VULi (9) 
so that k is always less than unity. 

If the secondary is loaded by a resistance R2 (Fig. 4.17), current will flow through 
the secondary circuit. 

© — M 





1 
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,. hi 
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I 1 










ULI 








V 






/<t>\ RI ^ 





Fig, 4.17. Two inductances coupled by mutual inductance (M) with the secondary 

loaded by a resistance. 
Fig. 4.18. (A) Eqtdycdent circuit diagram of practical inductance (B) Vector 
diagram of voltage relationships. 

(v) Inductance in a.c. circuits 

If an ideal inductance (L henrys) is connected across an a.c. line, the voltage of 
which is given by the equation e = sin tot, a current will flow having the same 
waveform as the line voltage, but the current will lag 90° behind the voltage. The 
inductance is said to have an inductive reactance* (Xj) equal to wL, and the current 
will be 

/r«. = Erms/oiL (10) 

We may helpfully compare this with the case of a condenser : 

Current Reactance Phase shiftt 

Capacitance: = cjCEr^, Xc = -l/wC +90° 



Inductance: Irm, = Er^JmL X^ = wL -90° 

Every practical inductance has appreciable resistance, and we may draw the equiva- 
lent circuit of any normal inductor as an ideal inductance in series with a resistance 

*A table of inductive reactances is given in Chapter 38 Sect. 9 Table 41. 
tOf current with respect to voltage. 



www.pmillett.com 



4.5 



(v) INDUCTANCE IN A.C. CIRCUITS 



143 



(Fig. 4.18A). If there is any other resistance in the circuit, it may be added to the 
resistance of the inductor to give the total resistance R, 

If an alternating voltage is applied across L and R in series (Fig. 4.18A) the vector 
diagram may be drawn as in (B). The current vector / is first drawn to any con- 
venient scale ; the vector of voltage drop across R is then drawn as RI in phase with 
/ ; the vector of voltage drop across L is then drawn as wLI so that / will lag behind 
it by 90 — hence wLI is drawn as shown ; the parallelogram is then completed to 
give the resultant E = ZI with a phase angle such that tan ^ = <oL/R. 
Using the / notation we may write : 

E = RI-^jwLI (11) 
where -{-j indicates 90° vector rotation in a positive direction. 
From (11) we can derive : 

Z = E/I ^ R ^ jwL (12) 
For examplCi if = 150 ohms, L = 20 henry s and / = 1000 c/s, then 
w = 27r X 1000 = 6280 
coL = 6280 X 20 = 125 600 ohms 
and Z = 150 4- J 125 600 (12a) 

Eqn. (12a) indicates at a glance a resistance of 150 ohms in series with a positive 
reactance (i.e. an inductive reactance) of 125 600 ohms. Values of inductive re- 
actances are given in Chapter 38 Sect. 9 Table 41. 
The magnitude (modulus) of Z is : 

\Z\ = ^/R^ + {o>Ly (13) 
and its phase angle is given by 

tan ^ = wL/R (14) 
as also shown by the vector diagram. 

(vi) Power in inductive circuits 

The power drawn from the line in Fig. 4.18A is the integral over one cycle of the 
instantaneous values of e x u As shown by Fig. 4,19, during parts of each cycle 
energy is being taken by the circuit, while during other parts of the cycle energy is 
being given back by the circuit. The latter may be regarded as negative power being 
taken by the circuit, and is so drawn. The expression for the power is 
P = sin cjf X sin {mt — ^) 
= Ef^ Im sin a)t . sin ( a>f — ^) 
= Efn Im sin o>t (sin wt cos ^ — cos <ur sin ^) 
= Ein Im (sin 2 ojt cos 4> ~ sin wt cos wt sin ^). 
Now the average value of (sin o>t cos <ot) over one cycle is zero*. 
Therefore P ^ E^Im (sin" wt cos ^) 

= i /m (1 - cos 2wt) (cos <A) 

cos ^ (15) 



r2n 

(since the average value of I cos 2 cur = 0*) 
^ 0 

where P is expressed in watts, E and / in volts and amperes. 



Fig. 4.19. Power in an inductive 
drctdt with applied sine-wave 
voltage (c). 




•See Chapter 6 Sect. 7(iii) (Definite Integrals), 
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From eqn. (15) the power is equal to the product of the effective voltage and current 
multiplied by cos (ft, which is called the Power Factor, its value being given by 

COS = R/\/R^ + {<oL)\ 

When the load is purely resistive, L = 0 and the power factor = 1 ; the power is 
therefore P = 

From (15) we may derive for the general case : 
P - cos ^ = B/ . R/VR"" + («^)* 



Therefore P = / . WR^ + i<^Ly X R/^R^ + (<oL)* = I^R (16a) 

Therefore R = P/P (17) 
where P = power in watts 

coL = inductive reactance in ohms 
R ~ resistance in ohms 
and / =- current in amperes. 

In other words, the total power taken from the line in the circuit of Fig. 4.18A is 
the power dissipated by the effective total resistance R, There is no loss of power 
in an ideal inductance with zero resistance, although it draws current from an a.c. 
line, because the power factor is zero (^ = 90°, therefore cos ^ = 0). The product 
of / X £ in this case is called the wattless power or reactive power, or more cor- 
rectly the reactive volt-amperes. 

The power factor at any given frequency gives the ratio of the resistance of a coil 
to its impedance and may be used as a figure of merit for the coil. A good coil should 
have a very small power factor. 

The power factor is almost identical with the inverse of the coil magnification factor 
Q (Chapter 9), and the error is less than 1 % for values of Q greater than 7 : 
Q = wL/R = tan ^ 
Power factor = cos <f> = R/Z 

tan 1/cos 1^ (error < 1% for <^ > 82°) 

Therefore Power Factor f^srf 1/Q for Q > 7. 



SECTION 6 : IMPEDANCE AND ADMITTANCE 

(i) Impedance a complex quantity (it) Series circuits with L, C and R (Hi) Parallel 
combinations of L, C and R {iv) Series-parallel combinations of L, C and R (w) 
Conductance, susceptance and admittance (vi) Conversion from series to parallel 
impedance. 

(i) Impedance, a complex quantity 

Impedance has already been introduced in Sections 4 and 5, in connection with 
series circuits of C and RorL and /?. Impedance is a complex quantity, having both a 
resistive and a reactive component. We are therefore concerned, not only with its 
magnitude, but also with its phase angle. 

(ii) Series circuits with L, C and R 

When a resistance^ an inductance and a capacitance are connected in series across 
an a.c. line (Fig. 4.20A), the same current will flow through each. 

In using the; notation, remember that> simply means 90° positive vector rotation 
(the voltage drop for an inductance) and —j means 90° negative vector rotation (the 
voltage drop for a capacitance). 

In terms of the effective values 
where E = applied voltage 
and / = current through circuit, we have : 
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Voltage drop through R = RI 

55 33 33 ^ = J^^^ 

55 35 55 C = (-y/a>C)/ 

The total voltage drop is equal to the applied voltage, 
therefore E = [R -\- K<oL - l/a>C)] / 

Hence Z = R -\- j(wL - l/<oC) W 
Here R is the resistive component of Z, while (wL — l/wC) is the reactive com- 
ponent. 

It may therefore be viritten as 

Z - +yXwhereA: = (wL - 1/tuC). 
For example, let R = 500 ohms, L = 20 henrys, and C = 1 fiF, all connected in 
series across an a.c. line with a frequency of 50 c/s. 
Then w = 2it X 50 = 314 

l/wC = 1/(314 X 10-«) = 3180 ohms 

X = wL ~ l/wC = 6280 - 3180 = 3100 ohms 
(the positive sign indicates that this is inductively reactive) and 
Z= R -\-jX = 500 +7 3100. 
If L had been 5 henrys, then X would have been 

1570 - 3180 = - 1610 ohms 
which is capacitively reactive. 

The phase angle is given by t an <t> = X/R. The m agnitude of the impedance 

is given by \Z\ = VR' + ('^^ - ^/<^Cy (la) 



e- t^n, SINDt 




Fig, 4.20. (A) Circuit of 
Ry L and C in series 
across a.c. line (B) Vector 
diagram of voltagt re- 
lationships. 



This may be illustrated by means of a vector diagram (Fig. 4.20 B) where / is drawn 
to any convenient scale. The voltage-drop vectors are then drawn, to the selected 
voltage scale, RI in phase with /, jcoLI at 90° in advance of / and —jl/wC lagging 
90*^ behind /. The simplest method of combining the three vectors is to take either 
mLI or //ojC, whichever is the greater, and then to subtract the other from it, since 
these two are exactly in phase opposition. In diagram B, wLI is the greater, so that 
I/toC is subtracted from toLI to give (wL — l/tt}C)L The two remaining vectors, 
RI andy(tuL — 1/ wC)I are then combined by completing the parallelogram, to give 
the resultant Z/ which, of course, must be equal to the applied voltage E. 

A special case arises when wL = l/wC in eqn. (1) ; the reactive component 
becomes zero and Z = R. This is the phenomenon of series resonance which 
is considered in greater detail in Chapter 9. 



R and L only : 
R and C only : 
L and C only : 
R only : 
L only : 
C only : 
Note that Q = 

A table of inductive reactances is given in Chapter 38 Sect. 9(i) Table 41. 
A table of capacitive reactances is given in Chapter 38 Sect. 9(ii) Table 42. 
A table and two charts to find X, R or Z, when a reactance and resistance are con- 
nected in series, any two values being known, is given in Chap. 38 Sect 9(iv) Table 44, 



Put 1/tuC 


= 0, 


z 


= R -\-j(oL 


Put tuL 


= 0, 


z 


= R -j'/cjC = + 1/jwC 


Put R 


= 0, 


z 


= /(oiL - 1/wC) 






z 


- R +;0 






z 


= 0 + jcoL 






z 


0 - j/wC = l/joiC 



[tan^l = |A:|/i?. 
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General case with a number of arms connected in series» eacli arm being 
of the form R -\- X 

Arm (1) : Zi = /?i + /Xi (i.e. jRi in series with Xi) 
Arm (2) : Zj = /?a + /Xj 
Arm (3) : Zs = + jX^ etc. 
then the total impedance is given by 

Z = (jRi f i?s + /?, + ...)+ y (X, + Xa + Xs + .. .) 

(iii) Parallel cambinations of L, C and R 

When a number of resistance and reactive elements are connected in parallel across 
an a.c line, the same voltage is applied across each. For example in Fig. 4.20C there 
are three parallel paths across the a.c. line, and the current through each may be 
determined separately. 

Let — r.m.s. value of line voltage. 

Then r.m.s. current through L = Ii = EJojL 
« jj « « C ~ li = Eo<t>0 

» « 55 55 R = Iz — Eo/R* 

The phase relationships between these currents are shown in Fig. 4,20D. There 
is 180** phase angle between the current through L and that through C, so that the 
resultant of these two currents is (It — A). The vector resultant of (It — ^i) and 1^ 
is given by in Fig. 4.20D, Thus the current through L and C may be considerably 
greater than the total line current /«. 




Fig. 4.20. C Circuit of R, L and C in parallel across ax, line. 
Fig. 4.20.D Vector diagram of voltage relationships. 



The impedance of the parallel combination may be derived by considering L and C 
as being replaced by a single reactive element having a reactance of l/(a>C — l/wLj, 
Note that with parallel connection, the convention is that the phase of the capadtive 
element is taken as positive. Thus 

lo = /s +;(/»- A) 



Eo 1 
Therefore Z =-f- = 



'2^ 
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The magnitude of the impedance of a reactance X in parallel with a resistance R is 
given by 



\Zl = 



RX 



VX^ + R^ 
wLR 



R 



Vi + 



R 



when X = o)L 



when a: = 1/wC 



{when 
are 



A table and a chart to find XyRoiZ when a reactance 
and resistance are connected in parallel, is given in 
Chapter 38 Sect. 9(iii) Table 43. 

A simple graphical method for determining the re- 
sultant impedance of a reactance and a resistance in 
parallel is given in Fig. 4.20E where OA and OB repre- 
sent R and X respectively and OD is drawn at right 
angles to the hypotenuse. The length OD represents 
the scalar value of the resultant impedance, while the 
angle DOA is equal to the phase angle ^ between the 
applied voltage and the resultant current. 

For other graphical methods for impedances in parallel 
see Reed, C.R.G. (letter) W.E. 28.328 (Jan. 1951) 32 ; 
Benson, F. A. (letter) W.E. 28.331 (April 1951) 128. 



L and C \ 
in parallel J 

B 



(3a) 



(3b) 



(3c) 



(3d) 



4.20E 




4.20£. Impedances 
in paralleL 



(iv) Series-parallel combinatioiis of C and R 

Some simple combinations of L, C and R are described in (A) to (E) below, 
general procedure for other combinations is described in (F) below. 
(A) Parallel tuned circuit with losses in both L and C (Fig. 4.21A) 
Impedance of branch (1) : Zi = R^ + joiL 

„ „ „ (2) : Z, = —j/taC 
Let Z = total impedance of Z^ and Z^ in parallel. 

ZiZa (/?! +7a>L)(Jga - j/wC) 



The 



(4a) 
(4b) 



^ Zi + Z3 (/?! + R^ + j{wL - 1/0,0 
Multiplying both numerator and denominator by {R^ -\- R^ — j{o>L — 
we have 

{R^R^ -\-jwLR^ -jRJmC + L/C)[R^ + R^ ~ jjcoL - l/u>C)] 

{Ri-\- Ri)* + (cuL - i/u>cy 
A +jB 



(4c) 

l/a>C), 

(5) 
(6) 



^ (/?! + R^y + (cuL - l/a,0« 
and let us now determine the values of A and B : 

Numerator = R^^Rt + jRJitOiL - jR^*/mC + R^L/C + RJtt* + ?/2j"wL 

- jR^RJmC + Rt^/C - jRJtto>L + /?,a,*L* - R^L/C 

- jo>U/C + jR^RJwC - RtL/C + RJa>*C^ + jL/a>C^ 
= R^^t + RiRt* + /2,o)*L« + RJm^C* + jlR^^coL - R^ycoC 

- oiLVC + L/o)C*]. 

Therefore A= RiR^^Ri + R2) + /?,a**L* + RJ o>*C* (7) 
and B = R^^wL - R^^/wC - {L/C%wL - l/o>C) (8) 
which values should be used in eqn. (6). 

Note that A divided by the denominator (eqn. 6) is the effective resistance of the 
total dicuitj while B divided by the denominator is the effective reactance. 

The magnitude of the impedance may be obtained most readily £rom eqn. (4c) 
by replacing 2^ and Z, in the numeiator only by ZiZ^i and Z^/L^t respectively. 
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Z = 



{R^ + iia) +y(a)L - l/a)C) 
whence \Z\ = 



where 
and 



The phase angle is given by tan"^ BjA 

'R^^toL - R^^oiC - (L/C)(a)L - 



l/a>C) 1 

«c« J 



When LCw* 1, eqn. (10) nxay be reduced to 

1^' = c r;tr. 

or |Z| (L/CXR, + 

with an error < 1% provided Q > 10 

where Q = (oL/(Ry + R2)* 



(9) 

(10) 

(11) 

(12) 
(13) 




-Flip. 4.21. (^) Network incorporating 4 elements for impedance calculations (B) 
Simplified network with 3 elements. 

(B) Parallel tuned circuit with loss in L only (Fig. 4.21B) 
This is a special case of (A) in which R^ = 0. 
It may be shown that eqn. (5) becomes 

R - [CR^ + L (ui^LC - 1)1 
^Cm^ + (oi^LC - ly 
The magnitude of the impedance derived from eqn. (10) becomes 



Z = 



(14) 



\Z\ = 



R^ + (o^L^ 1i 



The phase angle derived from eqn. (11) becomes 
aj[L(l - oj 2LC) - C/?«] 



= fnn 



(15) 



(16) 



(a) The effective reactance of eqn. (14) is zero (i.e. the power factor is unity) 
when 

CR^ = L(l - a)«LC) 
i.e. when to^L^C = L - CR^ 



I 1 /i« 
le form 

/, CR^ / CR^ 

1 — oi^V 1 - -r- 



(17) 



(18) 



i.e. when 

LC L« 
which can be written in the form 

= VZC^ - L - V • i 
where o^o = l/y/LC is the value of oi when the resistance R is zero. 

This condition, namely that the effective reactance is zero, which may also be 
expressed as the condition of unity power factor, is one of several possible definitions 
of parallel resonance. This is die definition used in Chapter 9. It should be 
noted that the expression giving the value of oj is not independent of the resistance 
in the circuit as is the case with series resonance. 
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If LCo)^ = Ij which is the condition for resonance if the resistance is zero, the 
impedance is given very closely, when R is small, by 

Z L/CR (19) 

The remaining possible definitions of parallel resonance are conditions to give 
nnaximum impedance. The condition of maximum impedance is sometimes called 
anti-resonance. Maximum impedance occurs imder slightly different conditions 
for the variables C, L and a>*. 

(b) Condition of maximum total impedance when C is the variable 

The maximum value of Z which can be obtained is 
R,^ + o}^L^ 

\ZU, = = Rid + Q') (20) 

where Q = <dL/Ri 

L 

which occurs when C = _ „ . rr-» (21) 

This is also the condition giving imity power factor. 

(c) Condition of maximum total impedance when L is the variable 

The maximum value of Z which can be obtained is 

2R 

= Vi+4.^ 'R.'-: '''' 

which occurs when L = z — (23) 

or when C = ^.^f _ j^^, (24) 

If L is the variable and Q is maintained constant, the maximimi value of Z which 
can be obtained is 

\Z\^a. = Q/o>C (25) 
which occurs when L = ^2(j^i 4. Qg) (^^^ 

(d) Condition of maximum total impedance when the applied frequency 
is the variable 

The maximum value of Z which can be obtained is 

L 



cj Ri' - ^{s/ 2i?i«^ + 1-1)' 



(27) 

which occurs when 

= IV(2 R,^C/L)-{T (28> 
LC 

In practice, for aU normal values of Q(= o>L/R) as used in tuned circuits, these 
four cases are almost identical and the frequency of parallel resonance is approxi- 
mately the same as that for series resonance. 

We may summarise the resonance frequencies for the various conditions given 
above : 

Series resonance LCa>* = 1 

Parallel resonance (a) LCco* = 1 - CR^/L 

(b) LCa>« = 1 - CR*/L 

(c) LCo)* = 1 + CR^IL 

(d) LCo)» = Vl + 2CKVL - CR^IL 



•See R. S. Glasgow (Book) " Principles of Radio Eogineerins " (McGraw-Hill Book Co., New York 
' - * n, 193^) 



and London, 1936) pp. 35-44. 
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Note that CR^/L = 1/Q« under conditions (a) and (b) 
CRyL ?^ l/Q^ under conditions (c) and (d). 
For further information on tuned circuits see Chapter 9. 

(C) Circuit of Fig. 4,21C 

This is a special case of Fig. 4.21 A in which 

(1/wC) - 0. From eqn. (6) 

_ RMRi + ^^2) + RiO^'L^ -hjcoLR^" ^ 

(R, + R,y + <o'L^ ^^^^ 



From eqn. (lO)^ 
From eqn. (11) 



\Z\ = R, 



^-^+-^^' Y (30) 



= tan 1 p /p I p N , — ^2 <'31) 



(D) Circuit of Fig. 4.21D 

Impedance of arm (1) = Zj = i?i -\- jiwL. — I/ojCO 

iS ys SI (2) = = i?2 +y(wL3 — I/ojCj) 

Let = wLi — 1/wCi 
and A'a = cuL2 — l/coCa 
then Zi = J?i + y^Ti ; Z^ = i?^ + jX^. 

ZiZa (/?! +jXi)(i?, +yA'2) 



z = 



Zi + + i«2) + ;(A^i + X^) 

(R,R^ - A^xX.) + jXRiX, + i22Xi) 



which may be put into the form 

(^i+/?2)^ + (Ari+^.)=' ^"^^^ 

The magnitude of the impedance may be derived by the method used for deriving 
eqn. (10)— 

(Ri 



\Z\ = 



^i-^RzY + ^X^. + X^Y] 
The phase angle may be derived from eqn. (32) — 

" /?i(i?2^ + A-^*) + R^iRi^ + A-i^) ^^^^ 

(E) Circuit of Fig. 4.21E 

1. Determine the impedance (ZJ of Lx Ci and Ri in series, using eqn. (1) — 

Zi - Ri -i-K<oLx - (35; 

2. Determine the impedance (Z^) of L^Ca and R^ in parallel using eqn. (2) but 
separating the resistive and reactive components — 

rT _ . ("^' lid:) . m 

"(iyA'c.-:iy "(i)-^(-c.-4)- 

3. Determine the combined impedance (Z) by adding the resistW*; and reactive 
components of (14) and (15) — 

Z = A -i^jB (37) 
J_ 

Ri 

where A = R^ -\- 
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ojLi — 



1 



The magnitude of the impedance is given by 

\Z\ = VA^ + 
The phase angle <j> is given by 



^ = tan-i (B/A) 
where A and B have the same values as for cqn. (37) 
o 

o 



(38) 
(39) 



Ri5 



; — — 












X,. 












FIG. 4.2ID 



R, L. C 

o — Aw^-^^TTMf— 1 



1-2 



Fig. 4.21 . (C) (D) (£) Series -parallel networks for impedance calculations. 

(F) General procedure to find the impedance of a two-terminal network 

1 , If possible^ divide the network into two or more parallel branches^ each of which 
is connected to the two terminals but has no other connection with any other branch. 

2, Find the impedance of each branch^ using the methods described in A, B and C 
above. 

3, Determine the impedance (Z) of the network from the relation 

z = z. +z; + z; + --- 

Note : If there are more than two parallel branches it is more convenient to work 
in terms of admittance — see Sect. 6(v) below. 

Altematively^ if the circuit cannot be divided into parallel branches, treat it as a 
series circuit, firstly determining the resistive and reactive components of each section, 
and then adding all the resistive and all the reactive values separately, as in (E). 

(v) Conductance, susceptance and admittance 

In an arm* containing both reactance and resistance in series, the conductance 

(Gi) of the arm is given by 

where Xi = (cuLi — I/ojCi). 

When there are a number of such arms in parallel, the resultant conductance is 
the sum of their separate conductances, that is 
G - Gi + Gj + Ga + . . . 

The susceptance (B,) of the arm uinder similar conditions, is given by 

= R^^fx? '"^"^ 
where Xi = (wL^ — I/ojCi). 

[ Inductive susceptance is regarded as positive. Capacitive susceptance is regarded 
as negative.] 

When there are a number of such arms in parallel, the resultant susceptance is the 
sum of their separate susceptances, 

B = Bi + + B3 + . . . (43) 
When any arm includes only resistance^ the conductance of the arm is l/Ri 
and the susceptance zero, 

i.e. Gi = l/Ri Bi - 0. 

*An arm is a distinct set of elements in a network, electrically isolated from all other conductors except 
at two points. 
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When any arm has only inductance, the conductance of the arm is zero and the 
susceptance is 1 / cuLu 

i.e. (Ji = 0 Bi = l/cuLi 

When any arm has only capacitance, the conductance of the arm is zero, and 
the susceptance is — coC, 

i.e. Gi = 0 Bi = -wC 

The following relationships hold between i?, X, G and B 

_ G B 
^ ^ + 52 > ^ - Q2 _^ 52 (44) 

The admittance (Yj) of any arm containing resistance and reactance in 
series is given by 

Y, = G, -jB, (45) 

i.e. Y, = -ys, -i2>+V^ = R:T7J^ = z;' 

indicating that the admittance is the reciprocal of the impedance. 

Thus the value of the admittance may always be derived from the impedance — 

Z R+jX R-jX R^ + X' ^ ' 

1 1 G +jB G +jB 

Similarly Z = ^ = • = + 3. (46b) 

The negative sign in front of 7*5 in eqn. (45) deserves special attention — 
Admittance of inductive arm (R and L in series) : 

Admittance of capacitive arm (i? and C in series) : 

V = r^iR- ^ = <f!l£!lAJ^ /4fi 

The admittance of any arm containing resistance, capacitance and in- 
ductance in series (Fig. 4.20A) is given by 

Y = G -jB (49) 

where G 



and B 



R^ +X« 
X = (wL - 1/oiC) 

X (a>L - l/a>C) 



^2 _^ ^2 ^2 _^ (^^j^ „ l/a>C)2 
, V -y(a>L - l/a>C) 

^^^^^^^^ ^ i?^+(a,L-l/a,C)^ ^5^) 
Values of admittance for various series combinations are included in the table in 
Sect 6(iii). 

Admittance of parallel-connected impedances 

L and in parallel : G = G^ + Ga = 0 + l/i? = l/i? 

B = 5i + ^2 ^ l/a)L + 0 = l/wL 
therefore Y = G ~ jB ^ {l/R) -j{l/wL) 

Similarly 

C and in parallel : Y = G - jB ^ (l/R) -h jcoC 
L and C in parallel : Y = G - 7B = j(wC - l/a>L) 
L, C and in parallel : Y = G - jB = (l/R) + j'(oiC - 1/coL) 
See also table of Parallel Combinations of L, C and R — Column 5, in Sect. 6(iii). 

Admittance of series-parallel-connected impedances 

When there are a number of arms in parallel, each arm including resistance and 
reactance in series. 
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Arm (1) : = + jX^ or Yi = Gi - jB^ 
Arm (2) : Za = i?2 + jX^ or Za = Ga - jB^ 
Arm (3) : Z3 = i?3 + jX^ or Y3 = G^^—jB^ etc. 
where Xi -= (wLi — l/wCi) etc. 
then the total admittance is given by the vector sum 
Y = Yi + Ya + Y3 + . . . 

= (Gi + Ga + Ga + . . .) - 4- B2 + B3 + . . .) (51) 

The following examples may alternatively be handled by the use of eqn.(46a) 
provided that the value of Z is known. 

Example (A) : Fig. 4.21A 

Arm (1) is inductive : Yi = Gj ~ jB^ 



Arm (2) is capacitive * Y2 = Gj + jBi 




O 01 0*2 0-3 0*4 0-5 0-6 0-7 O'B 0-9 K3 H 1-2 1-3 1-4 bS 1-6 l'7 l'8 1-9 2C 

FIG. 4.21 F 



Fig. 4. 2 IF. Chart for conversion between resistance and reactance y and conductance 
and suscepxance 

Z = {R± jX) 10«, F = (G T jB) 10-\ 
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4 6 



On collecting the terms we get 

H io^'C'RyR^ {Ry -h Ri) + ^'L'C'R^ 



C/?i2 - L + co^LC{L - CR 



:r^ 



From eqn. (52) 



Example (B) f Fig. 4.21B. 

This is a special case of (A) in which R2 — 0 
R -Jio[L{l - w^LC) - CR^ 

Example (C) : Fig. 4.21C. 

This is a special case of Example (A) in which X2 = {\/wC) ^ 0. 
/?! + R2) + w'^L^ ~jwLR 2 

RARi' + ^'L^) 
Example (D) : Fig. 4.21D. 



(52) 



(53) 



(54) 



Y2 = G2 — jBz = 



Y = 



Ri 



Ri^ + ATi 
R2 

R2' -\-X2' 
R2 



Ri' -rX,' 
X2 



-J 



R2 



R,^ -\-X,' ' R2^ -\-X2 



-J 



X, 



■4 



X, 



+ ATi" ' R^^ + ATi" 



RiRjjRi -\-R2)-\-RiX2 ^ -\-R2X, ^ ~j[Ri ^X.+Rj'X:, -^X^^X^jX, -\-X2)] 
{R.'^X.'XR^'+X^') 



(55) 



Chart for conversion between resistance and reactance, conductance and 
susceptance. 

Fig. 4.21F can be used in conversions between resistance and reactance, and con- 
ductance and susceptance. 

Example 1 . The impedance of a circuit is 1 + / 0.3 ; determine its admittance. 

Method : Z ^ 1.0 + 0.3. Enter the chart on the semi-drcle R — l.O and 
follow it until it meets the arc X 0.3. The corresponding values of G and B are 
0.917 and 0.275. Thus Y - 0.917 - j 0215, 

Example 2. The admittance of a circuit is 0.000 004 + 7 0.000 013 ; determine 
its impedance. 

Method : Y - 0.000 004 + ; 0.000 013 - (0.4 + ; 1.3) xlO^. 
Enter the chart on the lines G = 0.4 and B = 1.3. 
The intersection is at /? - 0.22, X = 0.7. Thus 

Z (0.22 - ; 0.7)10^ = 22 000 - ; 70 000. 



At series resonance^ 

and X = Oy so that Y 



: = i/wC 

G = l/R, 

The admittance at any frequency is 
given graphically by the Admittance 
Circle Diagram (Fig. 4.22) in which 
the vector OY represents the admit- 
tance, where Y is any point on the circle. 
The diameter of the circle is equal to 
l/R and the admittance at series re- 
sonance, when the frequency is /gj is 
represented by OA. 

As the frequency of the voltage ap- 
plied to the series tuned circuit (Fig. 
4.20A) is increased from zero to in- 




Fig. 4.22. Admittance circle diagram. 
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finity, so the point Y moves from O (at zero frequency) through C to A (at resonance) 
and thence through E to O again (at an infinite frequency). The angle <f> is the angle 
by which the current i leads the applied voltage e ; when <f> is negative the current 
lags behind the voltage. Thus when OY lies in the upper portion of the circle the 
circuit is capacitive, and when it lies in the lower portion of the circle the circuit is 
inductive. 



Fig. A,22.A Series form of imped- 
ance ; (B) Equivalent parallel form. 



FIG.4.22A 



When Y is at the point C^ the admittance will be represented by OC and <^ will 
be 45° ; the reactive and resistive components of the impedance will therefore be 
equal. At zero frequency <^ will be +90° and the admittance will be zero : at in- 
finite frequency <f> will be —90° and the admittance will also be zero. 



(vi) Conversion from series to parallel impedance 

It is possible to convert from the series form Z = -\- jX, as shown in Fig. 4.22A 
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to the equivalent parallel form (B) and vice versa. 

p _ Ry^p^ .... 



R^'-^X.,' X^^Rv^ (57) 
Rp Xp 

The following approximations hold with an error within 1% : 

(1) If R^ > lOX^, or if R, < 0.1 X„ 

then R, X^yR^,; X, X^ (58) 

and Rp^X,yRr, X^ ^ X,. (59) 

(2) If R^ < 0.1 Xp, or if R, > \0X, 

then R, Rpi X, ^ R^VXp (60) 

and R^ R, ; X^ ^ R.^/X, (61) 

Fig. 4.22C can be used to make this conversion. 

Example L Find the parallel circuit equivalent to a series connection of a 10 ohm 
resistor (/?«) and an inductor with a reactance of 3 ohms (AT,). 

Method : Enter the chart vertically from /?, = 10 and horizontally from X, = 3. 
These Hnes intersect at i?p = 10.9 and X^ = 36, so the equivalent parallel connec- 
tion requires a 10.9 ohm resistor and an inductor with a reactance of 36 ohms. 

Example 2. Find the series circuit equivalent to a parallel connection of a 30 000 
ohm resistor and a capacitor with a reactance of —8000 ohms. 

Method : Enter the chart on the arcs Rj, = 30 and Xj, ~ 8. The intersection is 

R^ ~ 2 and Xg = 7.5, so the appropriate series elements are R, = 2000 ohms and 
X, = -7500 ohms. 



SECTION 7 : NETWORKS 

(j) Introduction to networks (it) Kirckhoff's Laws (m) Potential Dividers (iv) 
Thevenin^s Thereom {v) Norton*s Theorem (vi) Maximum Power Transfer Theorem 
(vii) Reciprocity Theorem (viii) Superposition Theorem (ix) Compensation Theorem 
(x) Four-terminal networks (xi) Multi-mesh networks (xH) Non-linear components 
in networks (xiii) Phase-shift networks (xiv) Transients in networks (xv) Refer- 
ences to networks. 

(i) Introduction to networks 

A network is any combination of impedances (" elements ") — whether resistances, 
inductances, mutual inductances or capacitances. Ohm*s law may be applied either 
to the voltage drop in any element, or in any branch, o- to the voltage applied to the 
whole network, involving the total network current and total network impedance, 
provided that the impedances of the elements are constant. Other laws and theorems 
which may be used for the solution of network problems are described below. 

In network analysis it is assumed that the impedances of elements remain constant 
under all conditions ; that is that the elements are linear devices. Some types of 
resistors and capacitors and all air-cored inductors are linear, but iron-cored inductors 
and amplifying valves are non-linear. Other non-linear devices include granule- 
t3^e microphones, electrolytic condensers, glow lamps, barretters (ballast tubes), 
electric lamp filaments, temperature-controlled resistances such as thermistors*, 
and thyrite.t However, it is usually found that satisfactory results may be obtained 
by applying the average characteristics of the non-linear devices under their operating 
conditions. Further consideration of non-linear components is given in Sect. 7(xii). 

•Thermistors are resistors with a high negative temperature coefficient. See Sect. 9Ci)n. 

tThyrite is a conductor whose resistance falls in the ratio 12.6 : 1 every time the voltage is doubled, 
over a current ratio 10 000 000 to 1. See K. B. McEachron " Thyrite, a new material for lightning 
arresters General Electric Review (U.S.A.) 33.2 (Feb. 1930) 92. 
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Rectifiers, whether thermionic or otherwise, are non-linear devices ; they are 
frequently represented by an equivalent circuit having a fixed series resistance in the 
conducting direction and infinitely high resistance in the other. This approximation 
is very inaccurate at low levels where they have effective resistance varying as a func- 
tion of the appHed voltage> while some rectifiers pass appreciable current in the reverse 
direction. 

Most elements (resistors, capacitors and inductors) transmit energy equally in either 
direction and are referred to as " bilateral but thermionic valves operate only in 
one direction (** unilateral ") ; when the latter form part of a network it is necessary 
to exercise care, particularly if they are represented by equivalent circuits. 

Hints on the solution of network problems 

A complete solution of a network involves the determination of the current through 
every element (or aroimd every mesh). With simple networks the normal procedure 
is to apply Kirchhoff's Laws — Sect. 7(ii) — until all the currents and their directions 
have been determined. The voltage drop across any element may then be derived 
from a knowledge of the impedance of the element and the current through it. 

As a first stage it is imponant to simplify the circuit, and to draw an equivalent 
circuit diagram for analysis. 

If in any arm there are two or more resistors connected in series, the equivalent 
circuit diagram should be drawn with 

= J?i -h 4- . . . 

Similarly with inductance L = + + . . . 
and with capadtance 1 



If in any pan of the circuit there are two or more elements of the same kind in 
parallel (whether Ry Ly or C) the resultant should be determined and applied to the 
equivalent circuit diagram. 

An exception to this rule is where it is merely required to calculate the output 
voltage from a passive resistive 4-terminal network. In this case it is sometimes 
helpful to arrange the network in the form of a potential divider, or sequence of 
dividers, and to use the method of Sect. 7(iii). 

It is very important to mark on the equivalent circuit diagram the directions or 
polarities of the applied voltages (whether direct or alternating) and the assumed direc- 
tions of the currents ; if any one of the latter is incorrect, this will be shown by a 
negative sign in the calculated value. A clockwise direction for the flow of current 
aroimd any mesh is conventional. 

In some cases it may be foimd simpler to reduce a passive 4-terminal network to 
an equivalent T or tt section — see Sect. 7(x) — than to analyse it by means of Kirch- 
hoff's Laws. 

Definitions 

An element is the smallest entity (i.e. a distinct unit) which may be connected 
in a network — e.g. L, C or R, 

An arm is a distinct set of elements, electrically isolated from all other conductors 
except at two points. 

A series arm conducts the main current in the direction of propagation. 

A shunt arm divens a part of the main currenu. 

A branch is one of several parallel paths. 

A mesh is a combination of elements forming a closed path. 

A two-terminal network is one which has only two terminals for the application 
of a source of power or connection to another network. 

A four-terminal network is one which has four tem^unals for the application of 
a source of power or connections to other networks. The common form of four- 
terminal network has two input and two output terminpls ; this term is used even 
when one input terminal is directly connected to one output terminal, or both earthed. 
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A passive network is one containing no source of power. 

An active network is one containing one or more sources of power (e.g. batteries j 
generators, amplifiers). 

The input circuit of a network is that from which the network derives power. 

The output circuit of a network is that into which the network delivers power. 

Impedance matching — two impedances are said to be matched when they have 
the same magnitude and the same phase angle. 

Reference may also be made to I.R.E. Standard 50IRE4.S1 published in Proc. 
I.R.E.39.1 (Jan. 1951) 27. 

Examples 

An amplifier is a four-terminal active network. 

An attenuator is a four-terminal passive network. 

A conventional tone control is a two-terminal passive network. 

Differentiating and Integrating Networks 

Based on the fundamental mathematical analysis of the circuit, the following terms 
are sometimes used in connection with 4-terminal networks. 

DifFerentiatmg Networks — (1) Series resistance and shunt inductance 

or (2) Series capacitance and shunt resistance 
Integrating Networks — (1) Series inductance and shunt resistance 

or (2) Series resistance and shunt capacitance. 

(ii) Kirchhoff 's Laws 

(1) The algebraic sum of all the instantaneous values of all currents flowing 
towards any Junction point in a circuit is zero at every instant. 

This is illustrated for d.c. in Fig. 4.23. It will be seen that all junctions and corner 
points are lettered for reference. The polarities of the two batteries and their voltages 
are marked. The currents are marked in the obvious directions or, if this is not clear, 
then arbitrarily in either direction (clockwise around each loop is preferred). Both 
currents and voltages are referred to by the point lettering, 
e.g. tab is the current flowing from a to b 
if,a is the current flowing from b to a 

is the potential of point b with respect to point c. 
Applying Kirchhoff's first law, at point b 

or iab + ifh =^ He which is really obvious. 

Positive current is taken as flowing towards the junction point ; negative current as 
flowing away from it. 




Fig. 4.23. Network incorporating 3 elements and 2 d.c. voltage sources. 
Fig, 4.24. Network incorporating 4 elements and one a.c. voltage source. 



This law is illustrated for a.c. in Fig. 4.24 which follows the same general rules as 
for d.c. The instantaneous generator voltage e is shown in an arbitrary direction and 
the directions of the currents are then determined. 

At point 6, 

following the general procedure as in the d.c. case. 
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(2) The toul rise or fall of potential at any instant in going around any closed 
circuit is zero. 

This is illustrated for d.c. in Fig. 4.23, taking each closed circuit in turn and pro- 
ceeding clockwise in each case. Any voltage source is here regarded as positive if it 
assists in sending current clockwise around the closed circuit (i.e. voltage rise). The 
voltage across any impedance is regarded as negative if the current arrow is in the same 
direction as the direction of travel around the closed circuit (i.e. voltage drop). 
Circuit dated: + 6 - 16 jot, - 10 u , = 0 (1) 
Circuit d a b f g c d :+ 6 - 16 tab + S if t - ^ = 0 (2) 
Circuit f b c g f: + 4 - 8 i/t, - 10 u ^ = 0 (3) 

Applying Kirchhoff's first law to point b, 

+ ifb = 1*6 e (4) 

To find the values of the three unknown currentSj it is necessary to apply three 
suitable equations. 

[Similarly for all other cases — the total number of equations must be equal to the 
number of unknowns* The number of equations based on Kirchhoff s first law should 
be one less than the number of junction points ; those based on his second law should 
equal the number of independent closed paths,] 

Equations (1), (3) and (4) would be sufficientj since (2) merely duplicates parts of 
(1) and (3). 

From (4) : iat = - 
Applying in (1) : + 6 - 16(je,c — i/t) — 10 u , = 0 

Therefore + 6 - 16 u , + 16 ~ 10 itc = 0 

Therefore + 6 - 26 u , + 16 = 0 (5) 

Adding twice (3): + 8 - 20 i j , - 16 (Vb =0 



Therefore +14-46 u c 0 

Therefore i j, « = 14/46 ampere. 

The other currents may be found by applying this value in (5) and then in (4). 
Kirchholf's Second Law is illustrated for a.c. in Fig. 4.24. Here again, as in all 
caseSj it is assumed that we move around each loop of the network in a clockwise 
direction. 

The voltage across — 

a resistance is —Ri ^ where i is in the clockwise direction around 

an inductance is —jwLi > the loop. 

a capacitance is +y(l/a>C)i J 
Circuit dated: e — Riiab + /(l/««>Ci)Uc — 0 

Therefore Rii^t - 3(M <^C^)ii>c = e (6) 

Circuit b f g c b \ —jwLiii,f — R^i^f ~ Kl/ coCi)ij, ^ — 0 

Therefore (yojL, + K^/ <^Ci)ii, , = 0 (7) 

Applying Kirchhoff's first law to junction b : 

Therefore i^^ = + I'bc (8) 

Adding (6) and (7) 

Rihb + 0'(*>^i + Ri)ibf = ^ 
Applying (8), Rjf,^ + RJ^,, + (joiL^ + Ri)i^f = e 

Therefore R^i^^c + (Ri + Ri +j<iiL^)ii,f = e {9) 

Multiplying (7) by (— >i?ia>Ci), remembering that ;^ ^ — 1, 

R,i,, + (R,w^L,C, ~jRiR20>C,)tbf = 0 (10) 
Subtracting (10) from (9), 

+ i2j - R.co^L^Ci) +y(a>Li + R^R^ujC,)] t^, = e (11) 
which gives the value of it»/ when e is known. 

The value of i^c may be found by substituting this value of i^/ in eqn. (7) ; i^^ 
may then be determined by eqn. (8), 

(ill) Potential Dividers 

The fundamental form of potential divider (also known as voltage divider or poten- 
tiometer) is shown in Fig. 4.25. Here a direct line voltage E is " divided " into two 
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voltages £"1 and £"2, where E = + E^. If no current is drawn from the junction 
(or tap) By the voltage across BC is given by 



and /, = /j =: + R^) 



(1) 
(2) 











1 4i 


> t 

>Ri E, 


LOAD 


■41 


:ft2 E2ORE2 






C 







H^. 4.25. Potential divider across 
a dx. line. 



On load 

When a current is drawn from B, the simplest analysis is to consider the effective 
load resistance which will draw a current at a voltage Ei\ i.e. = E^ /I^. 
We now have resistances R^ and -R3 in parallel, and their total effective resistance is 
therefore 

R' =■• RJiz/iRi -f i?o)' 
In this case the voltage divider is composed of R^ and R' in series, and the voltage at 
the point B is given by 



_ ( ^ggg \e 

\R^R, + + R,rJ 



(3) 



The first term on the right hand side is the no-load voltage £2 ; the second term is the 
further reduction in voltage due to — this being a linear equation. 
















> J 












E 




c 


f 



Fj]^. 4.26. Graphical method for determining the output voltage from a potential 

divider. 

Fig, 4.27. A potential divider with a load in the form of another potential divider, 

Eqn. (3) may be plotted* as in Fig. 4.26 where, as a typical example, E ^ 250 V, 
i?i = 10 000 and R^ = 15 000 ohms, so that (R^ -f- Rz) = 25 000 ohms. £"23 for 

♦Cundy, P. F. '* Potential Divider Design," W.W, 50.5 (May 1944) 154. 
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no load, is obviously 150 volts (point B) while point C i^ for the condition of maximxim 
current (/^a ^) and zero voltage. The latter may be determined by putting = 0 
in eqn. (3) which gives 

= E/R^ (4) 
In this condition we have, effectively, a resistance Ri only, in series with a load of 
zero resistance. 

If points B and C in Fig, 4.26 are joined by a straight line, we may then determine 
the voltage for any value of load current (/g) between zero and maximxim. For 
example, with a load current of 10 mA, the voltage will be 90 V (point D). 

It is sometimes useful to calculate on the basis of a drop in voltage (based on the 
no-load voltage E^ of so many volts per milliamp of load current ; in this case the 
drop is 150 volts for 25 mA, or 6 volts per milliamp. This rate of voltage drop is 
actually the negative slope of the line BC. 

The equivalent series source resistance {R^) is given by 
E. 150 

This may be put into the alternative form 

" Regulation ** is defined differently in American and British practice. 

American definition : The percentage voltage regulation is the difference be- 
tween the full-load and no-load voltages, divided by the full-load voltage and multi- 
plied by 100. 

British definition : The percentage voltage regulation is the difference between 
the full-load and no-load voltages, divided by the no-load voltage and multiplied by 
100. 

In the example above for a current of 10 mA, 
150 - 90 

Regulation = — — x 100 = 40% by British definition. 

The line BD in Fig. 4.26 may be called the " regulation characteristic " for the 
conditions specified above. 

To find the load current corresponding to a specified value of E^\ eqn. (3) may be 
re-arranged in the form 

(7) 



Special Case 1 

If it is known that the voltage drops from E2 at no load to E^ for a load current /g, 
then the voltage Ex corresponding to a load current is given by 

E,=^E,- (E, - E^'XUh) (8) 

Special case 2 

If the voltages across the load {Exy Ey) for two different values of load current 
(/« ly) are known, the voltage at zero load current is given by 

= - -f ' ~ f (9) 

i y 1 X 

This is often useful for determining the no load voltage when the voltmeter draws 
appreciable current. A method of applying this with a two range voltmeter has been 
described*, and the true voltage is given by 

•Lafferty, R. E. " A correction formula for voltmeter loading " (letter) Proc. I.R.E. 34.6 (June 1946) 
358. 
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„ _ (5 - 1 ) 

^ ~ S ~ {EjEy) ^^^^ 

where S ratio of the two voltmeter scales used for the two readings and E,, 

^- vohmeter reading on the higher voltage scale, 
and Ey ^ voltmeter reading on the lower voltage scale. 
If S = 2, then 

F - 

~ 2-(E^/Ey (11) 



Complicated divider network 

When a voltage divider has another voltage divider as its load (Fig. 4.27) the best 
procedure is to work throughout in resistances and voltages, and to leave currents 
until after the voltages have been determined. The final equivalent load resistance 
(R^) must be determined before commencing calculations, then proceed — 



/?! in parallel witli 
/?3 in series with R' : 
in parallel with R^ : 



Then E2 



and £"4 



+R'J ~ 



R- = R,RJ{R, 4- R,) 
R'' - /?3 + i?' 

= R,R^y(R^ 4- 



(12) 



(13) 



A somewhat similar procedure may be adopted in any divider network. 

(iv) Thevenin's Theorem (pronounced " tay-venin's ") 
This theorem* may be expressed in various waySj of which one is : 





Fig. 4.28. (A) An im- 
pedance connected to two 
terminals of a network 
(B) Thevenin^s equivalent 
circuit. 




Fig. 4.29. (A) an im- 
pedance, carrying a current 
1 1 , connected to two ter- 
minals of a network ; (B) 
Norton* s equivalent circuit. 



The current in any impedance, Z^, connected to two terminals of a network 
consisting of any number of impedances and generators (or voltage sources) 
is the same as though were connected to a simple generator, whose gen- 
erated voltage is the open-circuited voltage at the terminals in question, 
and whose impedance is the impedance of the network looking back from the 
terminals, with all generators replaced by impedances equal to the internal 
impedances of these generators. 

In Fig. 4.28, (A) shows an impedance Z^ whose two ends are connected to the ter- 
minals 1, 2 of any network. Diagram (B) shows Thevenin's equivalent circuit, with 
a generator E' and series impedance Z12 where : 

E' is the voltage measured at the terminals 1, 2, with Z^ removed, 
and Zi7, is the impedance of the network measured across the terminals 1, 2, when 
looking backwards into the network, with all generators out of operation and each 
replaced by an impedance equal to its internal impedance. 

*For the proofs of this and subsequent theorems, see W. L. Everitt, Ref. 1 pp. 47-57. 
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(v) Norton's Theorem 

This is similar in many ways to Thevenin's Theorem, but provides a constant cur- 
rent generator and a shunt impedance. 

The current in any impedance Z^, connected to two terminals of a network, 
is the same as though were connected to a constant current generator 
whose generated current is equal to the current which flows through the two 
terminals when these terminals are short-circuited, the constant-current 
generator being in shunt with an impedance equal to the impedance of the 
network looking back from the terminals in question. 

In Fig. 4.29j (A) shows an impedance Zjr through which flows a current connected 
to a network. Diagram (B) shows Norton's equivalent circuit, with a constant current 
generator delivering a current /' to an impedance Z12 in shunt with Z^. As in dia- 
gram A, the current through Z^ is 

Here /' - fyZ^a 

where E' and Z12 are the same as in Fig. 4.28B (Thevenin's Theorem). 

(vi) Maximum Power Transfer Theorem 

The maximum power will be absorbed by one network from another joined 
to it at two terminals, when the impedance of the receiving network is varied, 
if the impedances (looking into the two networks at the junction) are con- 
jugates* of each other. 

This is illustrated in Fig. 4.30 where E is the generated voltage, Zg the generator 
internal impedance and Z ^ the load impedance. In the special case where Zg and Z^ 
are pure resistances, 
Zff will become Rg 
Z^ will become 
and maximum power transfer will occur when ^ Rg. 

In the general case, Zg =^ Rg jXg and = R^ -r jXj^ while for maximum 
power transfer = Rg and Xf — —Xg. 

In other words, if Zg is inductive, Z^ should be capacitive, and vice versa. 

If the magnitude of the load impedance may be varied, but not the phase angle, 
then the maximum power will be absorbed from a generator when the absolute value 
of the load impedance is equal to the absolute value of the impedance of the supply 
network. 

See Ref 3 (References to networks). Sect. 7(xv). 

(vii) Reciprocity Theorem 

In any system composed of linear bilateral impedances, if an electromotive 
force E is applied between any two terminals and the current / is measured 
in any branch, their ratio (called the " transfer impedance ") will be equal 
to the ratio obtained if the positions of E and / are interchanged. 

In Fig. 4.31 a generator supplies a voltage £ to a network, and an ammeter A reads 
the current I2. The transfer impedance is E/I^. If now E and A are reversed, the 
new transfer impedance will have the same value as previously. In other words, 
E being unchanged, the ammeter reading in the new position will be the same as 
previously. 

This theorem proves that a network of bilateral impedances transmits with equal 
effectiveness in both directions, when generator and load have the same impedance. 

(viii) Superposition Theorem 

In any network consisting of generators and linear impedances, the current 
flowing at any point is the sum of the currents which would flow if each 
generator were considered separately, all other generators being replaced 
at the time by impedances equal to their internal impedances. 

This theorem considerably simplifies the analysis of any network containing more 
than one generator. It is important to note the linearity requirements, as the theorem 

*Two impedances are conjugates of each other when their resistive components are equal, and their 
reactive components are equal in magnitude but opposite in sign. 
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breaks down under other conditions. It is therefore only applicable to valves when 
these are being operated to give negligible distortion. 



Fig. 4.30. A generator, with 
internal impedance Z„j connected 
to a load Z^, to ilhstrate the 
maximum power transfer. 



Fig. 4.31. A generator E supply- 
ing voltage to a network, with 
an ammeter A to read the current 
1 2' The reciprocity theorem 
states that, when A and E are 
reversed^ the transfer impedance 
Ejl<i will he unchanged. 



Fig. 4.32. {A) An impedance Z 
in a network with current I and voltage drop ZI (B) Equivalent circuit having 
identical results so far as current and voltage drop are concerned, with a generator 
developing a voltage E = ZI. This illustrates the Compensation Theorem. 

(ix) Compensation Theorem 

An impedance in a network may be replaced by a generator of zero internal 
impedance, whose generated voltage at any instant is equal to the instan- 
taneous potential difference produced across the replaced impedance by the 
current flowing through it. 

This is illustrated in Fig. 4.32 where in (A) a current / is flowing through an im- 
pedance Z with a voltage drop /Z. This is equivalent to an identical network, as 
in (B)j where Z has been replaced by a generator of zero internal impedance, whose 
generated voltage (E) is equal in magnitude to IZ, and is in a direction opposing the 
flow of current. 




(x) Four-terminal networks 

The most common fundamental types of four terminal networks are illustrated 
in Fig. 4.33, where (A) is a T section, (B) is a 77 section and (C) a Lattice section. 
Both A and B are called 3 element networks, and C a 4 element network, from the 
nimiber of arms containing impedances. In conventional operation, the left-hand 
terminals 1, 2, are regarded as the input terminals, to which is connected some genera- 
tor, or other network containing a generator. Terminals 3, 4, are normally regarded 
as the output terminals, across which is connected a load impedance Z^. 

If we are concerned only with the observable impedances between terminals, it is 
possible — by selecting suitable values — to convert a T section to a 77 section, and 
vice versa, but only for one particular frequency. This equivalence is independent 
of the character of the generator or load. 
Equivalent T section 





Z A^B 




+ Zs+Zc 








+ Zb+Zc 




Z J^Z Q 




+ Z, + Zc 



Equivalent 77 section 
Za 





+ - 


F Z1Z3 




Z^ 




z^z. 


+ Z2Z3 - 


F Z1Z3 




z. 




Z\Z<i 


+ Z2Z2 - 


f Z1Z3 


z^ 



(14) 



The bridged T section of Fig. 4.33E may be reduced to the equivalent T section 
of Fig. 4.33F, or vice versa, by using the same equivalent values as for equivalent T 
and // sections (above). 
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Any complex four-tenninal network can be reduced, at a single frequency, to a 
single T or 77 section. The procedure is to measure (or calculate) the three constants : 
Zoi = the impedance at the input terminals when the output terminals are open- 
circuited. 

Zot = the impedance at the output end looking back into the network with the input 

terminals open-drcuited. 
Z,i = the impedance at the input end with the output terminals short-circuited. 

When these are known, the constants for the equivalent T and 17 sections are : 

Equivalent U section 

ZgiZoz 



Equivalent T section 



z, = 



Zt — Zo2 —"s/ZotiZox — 



Zo% —^/Zo^Zoi — Zji) 

ZgxZoi 



\/Z,lZ,^ - 2..) 



ZtiZo\ 



Zo\ — V(2.i — z,i)Zci 



y (15) 



® 



® 



TT SECTION 



Z» = VZoaCZoi — Z,i) 

It would also be possible to 
derive expressions for the equi- 
valent sections^ using Z,2 in 
place of Z,i, where z f 2 — un- 
pedance at the output end with 
the input terminals short-dr- 
cuited. 

A lattice network may be re- 
duced to an equivalent T or 77 
network (see any suitable text- 
book) but it is interesting to note 
that it is essentially a " bridge " 
circuit. Fig. 4.33 (C) may be 
re-drawn as in (D) without any 
change being made. 

Four-terminal networks are 
considered further in Sect. 8 ; 
they may also be treated as 
multi-mesh networks as in Sect. 
7(xi) below. 

(xi) Multi-Mesh Networks 

A typical flat multi-mesh net- 
work is shown in Fig. 4.33G. 
A " flat " network is defined 
as one which can be flattened 
out without having any lines 
crossing over each other ; the 
treatment in this handbook is 
Umited to flat networks. Junc- 
tions at which the current can divide are called branch points (A, B, C, D, E). In Fig. 
4.33G there are 5 meshes, and the circulating mesh current of each is marked (/j, /j, 
etc.) in the conventional clockwise direction. The simplest form of solution is by means 
of the Mesh Equations. The basis for the use of these equations is given in Ref . 4, 
Sect. 7(xv). Impedances in the network are numbered Zioj Zgo, etc., when they form 
part of one mesh only (mesh 1, mesh 2, etc.). Impedances which are common to 
two -meshes are numbered Z12, Z^g, etc., and are called mutual impedances, the 




T^j;^. 4.33. Four Terminal Networks {A) T Section 
(B) 77 Section (C) Lattice Section (D) Lattice 
Section redrawn in the form of a bridge (E) Bridged 
T Section (F) T Section equivalent to Bridged T. 
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suffixes indicating the meshes to which they are common. The applied alternating 
voltages are also numbered Ei, Ei, etc. where the suffix indicates the mesh number. 
If there is more than one voltage source in any mesh, E^ etc. will indicate the vector 
sum of these voltages. 

There must be the same number of mesh equations as there are meshes in the net- 
work. The mesh equations are written in the general form for n meshes as 
Zii/i + Z12/2 + '^'13/3 + ... Zi„/„ = El 

^2lh + ^nh + Z23/3 + ... Zzn^n =-^21, (16) 

^nlh + ^nih + Zns/s + ... Zn,J„ = E^ 

where each Z is of the form R + K^jL — l/wC) and Z^, Z223 etc. is called the self- 
impedance of the individual mesh, i.e., the impedance round the mesh if all other 
branches of the network other than those included in the mesh in question were open- 
circuited. 

For example, in Fig. 4.33G— 
Zii — Zio + Zj3 + Z12 

- R,o +jx,^ + Riz + ^12 +7X2 

= Rid +j'{ojLio - l/wCio) + Ri^ +y(wLi3 - l/a>Ci3) 
+ R12 +i(a>Li2 - I/WC12) 
i.e. Zii = (/?io + /?i3 + Rn) +y[(^^^io + + oiLia) 

~ (l/a>Cio + l/a>Ci8 + l/o^Oig)] (17) 
Note that Z21 is the same as etc. and that the signs of the mutual impedances 
may be positive or negative (see below). 

An impedance that is common to two branches is considered to be a positive mutual 
impedance when the arrows representing the corresponding mesh currents pass 
through the impedance in the same direction ; or a negative mutual impedance if 
the arrows pass through the impedance in opposite directions. 

Thus in Fig. 4.33G the arrows representing the corresponding mesh currents pass 
through the impedances Z^as Z13, Z24 and Z34 in opposite directions^ so that these 
constitute negative mutual impedances, and have negative signs in eqn. (16). 

A mutual inductance may be defined as positive or negative according to whether 
it acts with a polarity the same as, or opposite to, that of a corresponding conmion 
inductance*. 



Z|o A 


^0 

1 — AWV^ 1 


t»| j 

E I— ' 






FIG.4.33( 




Fig. 4.33G. Typical multi-mesh net- 
work. 



FIG, 4.33 H 



Fig. 4,33H. Simple 2- 
mesh network. 



A simple example is the 2-mesh network of Fig. 4.33H. Applying eqn. (16) we 
have 

Z,i = R,o +;[a>Lio - l/^Cn] (18) 

Z22 = R20 +7[^Ao - l/^Qa] (19) 

Zi,=-Z,,'-=j(l/wC,,) (20) 
Since there are two meshes, there will be two mesh equations — 

Zii/i + Z12/2 ^ El \ ^21) 

z,,h + z,j, - 0 / ^ 

•The opposite definition is also used. 
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These linear simultaneous equations may be solved by elimination, but any more 
complicated network would have to be solved by the use of Determinants, for which 
see any suitable mathematical textbook. 

The total current in any common branch may be determined by the difference 
between the two mesh currents. 

The method of handling mutual inductance is illustrated by the 2-mesh network 
of Fig. 4,331. Here 

(22) 
(23) 
(24) 



I/ojCio) 



-^22 (^12 + -^20) +y(tijLi2 + C0L20 

and the two mesh equations will be as eqn. (21). 

The polarity of M^z in eqn. (24) must be determined in accordance with the accepted 
convention, as described in connection with eqn. (16) 

A solution of eqn. (16) by means of Determinants shows that in the general case 
the Determinant D is given by 

■^11^12 • * ^In 



D - 



(25) 



^ ni^ n2 • • • ^ nti 

and the current /*: in the k^^ mesh that flows as the result of the voltage acting in 
the j^^ mesh is 



17 



(26) 



where Bj* is the principal minor of D multiplied by (— 1)^+*. This minor is 
formed by cancelling the /^^ row and the column 
and then moving the remainder together to form a new 
determinant with one less row and column than D, 
where D is the determinant defined by eqn. (25). 
The row cancelled corresponds to the mesh containing 
the input voltage, the column cancelled to the mesh 
containing the required current. 

The input impedance of a passive network with 
a single applied voltage (Fig. 4.33J) is given by 

Input impedance - EJI^ = D/B^ (27) 
where Ei — voltage applied to input terminals 
/i = input current 

D = determinant defined by eqn. (25) 
and Bii is the minor of D obtained by cancelling the 
first row and column. 

The transfer impedance of a 4-terminal network (Fig. 4.33K) is defined as the 
ratio of the voltage appUed to the input terminals to the resulting current through 
the load impedance connected to the output terminals (i.e., the n^^ mesh). 




FIG. 4.33 1 



Fig. 4.33 I. Two-mesh net- 
work incorporating mutual 
inductance. 
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FIG. 4.33J 



Fig. 4.33J. Illustrating input impedance of network. 
Fig. 4,33J(r. Four terminal network illustrating input and transfer impedances. 



Transfer impedance = = D/B^n 

where D = determinant defined by eqn. (25) 



(28) 
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and Bin is the minor of D obtained by cancelling the first row and n** colunrn, 
and applying the factor (— 1)"+^ 

References to multi-mesh networks : Refs. 1, 2, 4, 5, 6, 7. Sect, 7(xv). 

(xii) Non-linear components in networks 

In radio engineering the principal non-linear components in networks are valves, 
although certain resistors and iron-cored inductances are also non-linear. The non- 
linearity can only be neglected when the voltage swing across any non-linear com- 
ponent is so limited that the characteristic is substantially constant over the range of 
operation. 

In a non-linear component the impedance is not constant, but varies with the 
applied voltage*. Each such impedance must be treated as having an impedance which 
is a function of voltage, 
i.e. Z = 

The mathematical theory of circuits containing non-linear components is com- 
plicated and, in the general form, outside the scope of this handbook. Those who are 
interested are referred to the list at the end of this subsection. 

The treatment of non-linearity in valve characteristics is covered in Chapter 27 for 
detection and Chapter 25 for frequency conversion. Distortion through cxirvature 
of valve characteristics is covered in Chapter 2 Sect. 9 and Chapter 13. 

References to non-linearity 

(other than those covered elsewhere) 

Chaffee, E. L. " Theory of Thermionic Vacuum Tubes " (McGraw-Hill Book 
Company, New York and London, 1st edit. 1933) Chapter 21. 

Llewellyn, F. B., and L. C. Peterson. " Vacuum tube networks " Proc. I.R.E. 32.3 
(March 1944) 144. 

(xiii) Phase-sliift networks 

The bridge type phase-shift network of Fig. 4.34 has the advantage of providing 
fiill range phase shifting from 0 to 180**, with constant attenuation (6db) for all degrees 
of phase shiftf. 




Fig. 4.34 (A) A phase-shift network providir^ full range phase shifting from 0 to 180** 
zvith 6 db attentuation for all degrees of phase shift (B) vector diagram of voltage 

relationships. 

It may be shown, when = Ri = l/cuC, that 




which is illustrated by the vector diagram Fig. 4.34B, where Ej^i and Ej^^' are equal, 
and both equal to Eo ; Ej^^ and are at right angles, but tiieir vector sum is E. 
Point P is therefore on the circumference of a semi-circle. 



*It is assumed here that the impedance is not a function of time ; this occurs in the case of barretters 
and lamp filaments. 

tLafferty, R. E. " Phase-shifter nomograph,*' Elect. 19.5 (May 1946) 158. 



www.pmillett.com 



4.7 



(xiv) TRANSIENTS IN NETWORKS 



171 



(xiv) Transients in Networks 

The treatment of networks earlier in this Section has been on the basis of a steady 
applied direct voltage, or a steady alternating voltage, or a combination of the two. 
It is also important to know the transient currents which may flow during the period 
from the application of a voltage until the steady state has been reached or during 
the period from the disconnection of the voltage until a steady state has been reached, 
or due to some sudden change in operating conditions after the steady state has been 
reached. 

The simple cases of a capacitance and inductance each in series with a resistance, 
on direct charge and discharge, have been covered in Sects. 4 and 5. These charge 
and discharge characteristics are of a logarithmic form, and non-oscillatory. How- 
ever, in any network including L, C and /?, the transient characteristics tend to be 
oscillatory. These oscillatory transients may be more or less heavily damped, and 
normally become of negligible value after a short period of time. On the other hand, 
they may continue as sustained oscillations. 

Amplifiers, particularly those with feedback, should have a sufficiently damped 
oscillatory transient in the output circuit when the input is increased instantaneously 
from zero to some predetermined steady voltage (this is called "unit step " input). In 
practice it is more convenient to use a periodic rectangular wave input, with the time 
period of the *' flat top " sufficiently long to allow for the decay of damped oscillatory 
transients. A C.R.O. is commonly used for observation of such a waveform. 

Alternatively, an impulse having very short time duration may be applied to the 
network or amplifier. This differs from unit step input in that the input voltage re- 
turns to zero almost instantaneously. 

The complete mathematical analysis of all but very simple networks is very com- 
plicated and specialized, and outside the scope of this Handbook. 

For further information see Refs. 4, 7 and 8. 

(xv) References to Networks 

1. Everitt, W. L. (book) "Communication Engineering." (McGraw-Hill Book 
Co. Inc., New York and London, 1937). 

2. Shea, T. E. (book) " Transmission Networks and Wave Filters " (D. Van 
Nostrand Co, Inc., New York, 1943). 

3. Ellithorn, H. E. " Conditions for transfer of maximum power." Comm. 26.10 
(Oct. 1946) 26. 

4. Guillemin, E. A. (book) "Communication Networks" Vol. 1. (John Wiley 
and Sons Inc. New York ; Chapman and Hall Ltd., London, 1931). 

5. Terman, F. E. (book)." Radio Engineers* Handbook " (McGraw-Hill Book Co., 
New York and London, 1943). 

6. Johnson, K. S. (book) " Transmission Circuits for Telephonic Communication 
(D. Van Nostrand Co. Inc. New York, 1931). 

7. Valley, G, E., and H. Wallman (book) " Vacuum Tube Amplifiers " (McGraw- 
Hill Book Co. New York and London, 1948), 

8. Gardner, M. F., and J. L. Barnes (book) " Transients in Linear Systems ** 
(John Wiley and Sons, Inc. New York, 1942). 

See Supplement for additional references. 
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SECTION 8 : FILTERS 

(i) Introduction to filters (u) Resistance-capacitance filters, high-pass and low-pass 
iiii) Special types of resistance-capacitance fillers (iv) Iterative impedances of four- 
terminal networks (v) Image impedances and image transfer constant of four-terminal 
networks (vi) Symmetrical networks (vii) " Constant k filters (viii) M Derived 
filters (ix) Practical filters (x) Frequency dividing networks (xi) References to 
filters. 

(i) Introduction to filters 

A filter is any passive* network which discriminates between dififerent frequencies, 
that is to say it provides substantially constant " transmission " over any desired 
range of frequencies and a high degree of attenuation for all other frequencies. 

Filters are conveniently grouped as under : 

Low pass filters — transmission band from zero (or some very low) frequency to 
a specified frequency. Attenuation for all higher frequencies. 

High pass filters — transmission band from some specified frequency to very high 
frequencies. Attenuation for all lower frequencies. 

Band pass filters — transmission band from one to another specified frequency. 
Attenuation for all lower and higher frequencies. 

Band elimination filters — " traps." 

Practical filters^ particularly of the simple variety, have only a gradual change in 
attenuation. The sharper the required change in attenuation, the more complicated 
becomes the filter. 

Some very simple filters are : 

1 . The gtid coupling condenser and grid resistor of an amplifier (high pass resist- 
ance-capacitance filter). 

2. The series condenser and variable resistor of a conventional tone control (low 
pass resistance-capacitance, with adjustable attenuation). 

3. The smoothing filter of a power supply, including one or two inductances and 
two or three capacitances (low pass filter). 

4. An overcoupled i-f transformer (tuned band pass filter). 

5. A tuned aerial coil or r-f transformer (tuned narrow band pass filter). 
See Chapter 6 for mathematics. 

(ii) Resistance — capacitance filters 

Fig. 4.35 A shows a r.c. high pass filter as for grid coupling in an amplifier. This 
is essentially a voltage divider in which C forms a reactive, and R a resistive, arm. 

If the generator has zero resistance and if there is no loading on the output, the ratio 
of output to input voltages is given by 

S - rTW. "'^'^ ^» ^ - 

R 1 

(1) 



Therefore 



\e,\ VWTx~^ \^\+{x/Ry 

If we select a frequency (/,) at which \X ^^ = R, then \Eo/Ei\ = 0.707 which is 
practically equivalent to an attenuation of 3 db. This frequency is the reference 
point used for design ; it is called the theoretical cut-off frequency. Its value is 
given byt 

f, = I/HttROc/s (2) 
where R and C are in ohms and farads (or in megohms and microfarads). The value 
RC is called the time constant and is measured in seconds (see Sect. 4(iv)) so that 

*i.e. not including a valve or generator. , ^ ^ . . ^ . 

t A nomogram to determine the value of is given by E. Frank Resistance Capacitance Filter Chart 
Elect. 18.11 (Nov. 1945) 164. 
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FIG 4-'iS 



Fig, 4.35. {A) is a resistance capacitance 
high-pass filter ; (B) is a two section filter ; 
(C) 15 a modified Jorm of Ay providing attenua- 
tion within top and bottom limits ; (D) is the 
vector diagram of A, 



the low frequency response of an 
amplifier is sometimes defined by 
specifying a time constant of so many 
microseconds , If the time constant 
isj say 3000 microseconds, 

RC 3000 X 10-« seconds, 
so that 

/i - 1/(277 X 3000 X 10 «) = 53 c/s. 



Fig. 4.36 shows the attenuation in 
db plotted against Trequency for ^ 1 
megohm and selected values of C, 
It will be seen that the slope of the 
attenuation characteristics approaches 
6 db per octave (i.e. the attenuation 
increases by 6 db every time the fre- 
quency is halved), and is very close 
indeed to this value for attenuations 
beyond 10 db. Each of these charac- 
teristics is exactly the same shape as 
the other, only moved bodily sideways. 




TREQUENCY IN CYCLC5 PER SECOND 



Fig. 4.36. Attenuation in decibels versus frequency for a resistance-capacitance 
coupling or filter {Fig, 435 A) in which the total resistance (R) = 1 megohm. If 
applied to a resistance-coupled valve amplifier, R = Rg -\- r^yRJij,, + Rj). If 
fp 15 less than 10 000 ohms, the error in neglecting the second term is less than 1%, 
If th^ valve is a pentode^ R may he taken as {R^ -f- R j) with a siifficient accuracy 

for most purposes. 

If R = 0.5 megohmy multiply values of C by 2 and similarly in proportion for other 

resistances. 
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One of these attenuation characteristics is shown in Fig. 4.36A together with the 
straight line AB which is the tangent to the curve and has a constant slope of 6 db/ 
octave (or 20 db/decade), The point of intersection between AB and the zero db 
line is point A which corresponds to the theoretical cut-off frequency f^. For ease 
in calculation, the " straight-line " approximate characteristic CAB is sometimes 
used in calculations in place of the actual attenuation characteristic, the maximum 
error being 3 db. 

In Fig. 4.35(B) there are two such filters in cascade and further sections may also 
be added. A two-section filter in which Ry R2 and Q C2 will have somewhat 
more than twice the attenuation in decibels of a single section filter, and the ultimate 
slope of the attenuation characteristic will approach 12 db /octave. 



o-if, 
Fig. 4.36^. 
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FIG. 4..36A 



Actual and approximate attenuation characteristics y using the theo- 
retical cut-off frequency /j as the reference frequency. 



If C in diagram (A) is shunted by a resistance R\ as in Fig. 4.35(C), the effect is 
to limit the attenuation to that given by R' and i? as a voltage divider, i.e., 
Eo/Ei = R/{R + R')' The shape of the attenuation characteristic at low values 
of attenuation is very little affected by R\ 

The reactance of C in Fig. 4, 35 A causes a phase difference between Eo and £"„ 
as shown by the vector diagram (D). The phase angle is given by 

cos <A = Eo/Ei (3) 

For an attenuation of 3 db, Eo/Ei 0.707 and <^ - 45^* ; thus Eo leads by 45°. 

Fig. 4.37 shows a typical r.c. low-pass filter, as used 
for tone control, decoupling in multistage amplifiers, or 
smoothing filters for power supplies when a large voltage 
drop in the filter is permissible. It is readily seen that 
this is the same as Fig. 4. 35 A except that R and C have 
been interchanged. The theoretical cut-off frequency 
/i, at which A'c = is therefore unchanged and equal 
to 1/{2ttRC). Provided that the generator impedance 
is zero, and that there is no load across the output ter- 
minals, the ratio of output to input voltages is given by 



^— A/VWWV— 



Fig. 4.37. Is a low pass 
resistance-capacitance filter 
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nc. 4-38 FREQUENCY C/s 

Fig. 4.38. Shows the attenuation characteristics for the low-pass filter of Fig, 4.37 
for the values of R and C shown below : 



R {ohms) 





Curve A 


B 


400,000 


10 


20 


200,000 
100,000 


20 


40 


40 


80 


50,000 


80 


160 


20,000 


200 


400 


10,000 


400 


800 



CUE 

40 80 160 

80 160 320 

160 320 640 

320 640 1280 

800 1600 3200 

1600 3200 6400 



Therefore 



1 



(4) 



If the generator has a resistance Rg^ then R in the eqn. (4) should include Rg. 

Attenuation characteristics derived from this equation are given in Fig. 4.38 in a 
form capable of adaptation to most problems involving limited attenuation. 

The rate of attenuation approaches 6 db/octave, and the shape of the curve is a 
mirror-image oi that for the high-pass filter (Figs. 4.35A and 4.36), 

If the filter is used as a smoothing filter, the ratio Eo/E^ is frequently 0.1 or less 
and under these conditions (with a maximum error of 1 %) — 

£J, 1 



e\ ^ 2nfRC 



(5) 




«o5 



C2 

-AWVAA— 



7^ 



.Co 



1 



Fig. 4.39 is a two section low pass resistance-capacitance filter. 
Fig. 4.40 IS a Parallel T Network for the complete elimination of a particular input 
frequency from the output voltage. 
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If additional filtering is required, it is possible use two or more filter sections 
(Fig. 4.39). Provided that > lOAT,, ; > \0X,, and R^ > lOAT.^, the 
voltage ratio is given (with a maximum error of 3%) by 

^,1^40/=' X R,R,C,C^ 

(iii) Special types of resistance^capacitance filters 

An important method of eliminating a particular input frequency from the output 
voltage is the Parallel T Network as in Fig. 4.40. In the usual symmetrical form*, 

R, = R^ = 2R^ ; C, ^ C2 = iC, ; and R, = l/ilirfC,); 
infinite attenuation is obtained at a frequency / where 

/ - 1/(27t/?,Ci) (7) 
irrespective of the loading of the output terminals. 

The mathematical analysis of the general case has been published!, showing that 
the unsymmetrical case provides an improvement in the discrimination. 

The case with finite generator resistance and terminated into a resistive load has 
also been analysedj. 

(iv) Iterative impedances of four-terminal networks 

A four-terminal network or filter is shown in Fig. 4,41 with a generator Eg, having 
a series generator impedance Z^, applied to the input terminals, 1, 2, and a load im- 
pedance Zjr across the output terminals 3, 4. The input impedance under these 
conditions, looking into the network from terminals 1, 2 is shown as Ztj. The output 
impedance, looking into the network from terminals 3, 4 is shown as Ztj. When Z ^ 
is adjusted to be equal to Z^^ we have a special case which is of interest when similar 
filter sections are to be connected together in a chain so that each section is a load 
on the one preceding it. Under those conditions we call Z^i an iterative impedance 
of the network 

We must also adjust Z,j to be equal to Ztaa this b?ing the second iterative impedance. 

If the network is a single T section^ as in Fig. 4.42, and if Zi = Zg, then 

= Z,, =-- VZ,(Z, + 2Z3) (8) 
and the two iterative impedances are equal. 

If the network is a single L section (as in Fig. 4.42 but with Z2 = 0) then the 
iterative impedances are given by 



If we now define a quantity P, called the iterative transfer constant, such that 

P log. (/.//O (9a) 

where Ii = input current 
and /a ^ output current 

the formulae for the L section may be written in the alternative forms 

- =Zl^^-^V) (9b) 

= Zii 

Zi Zi + 2Z3 
where cosh P — 1 + — =- 



2Z3 2Z3 

(See Chapter 38 Sect. 21 Table 73 for hyperbolic sines, cosines and tangents.) 



•Scott, H. Ho " A new type of selective circuit and some applications," Proc. l.R.E. 26.2 (Feb. 
1938) 226. 

tWolf, A. " Note on a parallel-T resistance-capacitance network,*' Proc. I.R.E. 34,9 (Sept. 1946) 659. 
See also Hastings, A. E. " Analysis of a resistance-capacitance parallel-T network and applications," 
Proc. I.R.E. 34.3 (March 1946) 126P j McGaughan, H. S. " Variauon of an RC parallel-T null net- 
work," Tele-Tech. 6.8 (Aug. 1947) 48. 

tCowles, L. C. " The parailel-T resistance-capacitance network *' Proc. I.R.E. 40.12 (Dec. 1952) 1712. 
Corr. 42.10 (Oct, 1954) 1547. 
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For a T network with iterative impedances, 

P - cosh-i[(Zi + + 2Z^)/2Z^] (10) 
If a number of networks are connected in a chain, with each section having the same 
two iterative impedances Z^i and as Fig. 4.43, we may regard the combined net- 
works as equivalent to a single network having iterative impedances Z^i and Z^z 
respectively. The iterative transfer constant (P) is then given by 

F = (Ai -\- -\- A,) -hjXB^ + B2 + B3) (11) 
where = propagation constant of the first section of the network 
= ^1 + jB^ 
Pz = Az -rjB^ etc. 
A^ = attenuation constant (nepers) 
and Bi = phase constant (radians). 

(v) Image impedances and image transfer constant of four-terminal 
networks 

An alternative way of expressing the constants of a network is by the use of image 
impedances. A T network is shown in Fig. 4.44 with generator and load impedances 
Zji and Zj2 respectively. It is possible to adjust Z^, Z ^ and Z^ to give an input 
impedance (looking into the network from terminals 1, 2 with load connected) equal 



Fig, 4.41 shows a four terminal network 
with generator and load. 



Fig. 4.42 is a single T section network 
applicable to Fig. 4.41. 




FIG. 4-42 



Fig, 4 A3 is a combination of three Zk; 
networks in cascade, with iterative 
impedance relationships. 




Fig. 4.44 is a single T section network 
terminated in its image impedances. 







5 




1 0 wwv-« 




° J 






>Zc 


Zl2 J 




5^?^ ^ 









to and at the same time to give an output impedance (looking from terminals 
3, 4 with generator connected) equal to Zj^- Under these conditions the impedance 
on each side of terminals 1, 2 is an " image of the other (since they are both identical) 
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and similarly with the impedances on each side of terminals 3, 4. The two image 
impedances are given by 

(12a) 
(12b) 

Similarly a 77 network as shown in Fig, 4.44A may have the values of the elements 
adjusted so that the network is terminated in its image impedances. The two image 
impedances are then given by 







+ Z^Zc 


+ ZgZc) 






Zc) 








+ Z,Zc 


+ ZgZc) 




iz^ 


+ Zc) 





(^2 ~l~ ^3)^3 



v; 



(Zi + Z,)Z^ 



(13a) 

(Z, + Z3)(Zi + Z, + Z3) ^^^^^ 
The two image impedances may also be expressed in terms of the open-circuit 
and short-circuit impedances (Sect.7(ix)) 




FIG. 4.44 A 



Fig. 4.44/4 is a single TI section network terminated in its image impedances. 
Fig. 4.44B is a single L section network terminated in its image impedances. 



The transfer of power is indicated by the image transfer constant 6 whose value 
is given by 

'' = *'°«'H = '°8'A\/f-'= l^gVy p- (16) 

provided that the network is terminated in its image impedances, 
where and /j are voltage and current at terminals 1, 2 

E2 and /a are voltage and current at terminals 3, 4 

/i' and 1 2 are currents at terminals 1, 2 and 3, 4 
respectively with transmission in the reversed direction. 




Fig. 4.45 tJ a combination of three 
networks in cascade, with image 
impedance relationships. 



FIG. 4.45 



When every section of a filter is working between its image impedances, there are 
no reflection effeas. Fig. 4.45 shows a three section group connected on an image 
impedance basis. This is equivalent to a single network having image impedances 
Zji and Zji respectively, 

and d = (a, + + ag) + /(ft + ft + ft) = a -\- jp (16a) 
where = aj + /ft, etc. 

The real part (ai + + — a) of the image transfer constant 6 is called the 
image attenuation constant, and the imaginary part (Pi + ^5, + /Sa = ft is called 
the image phase constant* 
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Where the values of the elements of the T and 77 networks are known, the value 
of the image transfer constant is given by 
T Network (Fig, 4.44) : 

tanh 0 = J^'^^^^ + ^-^^t^ + ^^^0 

^ (Z^ +Zc)(Z^ +Zc) ''^^^ 

77 Network (Fig. 4.44A) : 

tanh Q = J ^^^^^ + -^2 + ^s) ^ 

If the image impedances and transfer constant are known, the impedances of T, 
77 and L networks are given by 
For T Section (Fig. 4,44) : 



^ tanh e ^ ^ ^ 

Fot A n Section (Fig. 4 .44A) : 

Z3 = VZjiZj^ sinh e (17d) 
1 



Z, = 
Z^ = 



J 1_ (17e) 

" Z3 



1 (17f) 



Zji tanh ^ Z3 
For an L Section (Fig. 4.44B) : 

Z,i = VZj,{ Zj, ~ Zj,) (17g) 

Zc = Zi^sJ ^\ (17h) 



cosh Q = V(Z,i/Z^,) (17i) 



(vi) Symmetrical networks 

When a network is symmetrical, that is when it may be reversed in the circuit with 
respect to the direction of propagation without alterations in the voltages and currents 
external to the network, the two iterative impedances become equal to each other and 
to the two image impedances : 

Zk ~ Zj^i = Zj^2 ~ Zj = Zj^i — Zj2 (18) 
(this is sometimes called the characteristic impedance) 

Also P = $ = OL (19) 
where a image attenuation constant 
and j3 = image phase constant. 



(vu) « Constant k " filters 

A " constant k " filter is one in which 

Z1Z2 = (20) 
where Zj and Zj are the two arms of a filter section, and /j is a constant, independent 
of frequency. Fig. 4.46 shows a symmetrical T type section terminated in its image 
impedances, which is a " constant k " filter provided that Z1Z2 = k^. The constant 
k ^ has the dimensions of a resistance squared, so that we replace A ^ by 7? Mn the follow- 
ing analysis. This requirement is fulfilled when Zi and Zj are reciprocal reactances ; 
the simplest case is when Zi is a capacitance with zero resistance and Za an inductance 
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with zero resistance or vice versa. Some popular combinations are given below : 



Original (ZJ 
L 

L + r in series 
C -f r in series 
L + C inseries 
r + L ^ C in series 



Reciprocal (Zg) 
C = L/R^ 

C = L/R^ in shunt with R^/r 
L = R^C in shunt with R Vr 
C = L/R^ in shunt with L' - R^C 
R^/r in shunt with C = L/R^ 
and with U = R^C 




Fig. 4.46 15 a symmetrical T section terminated in its image impedances. 
Fig. 4.47 is a symmetrical IJ section terminated in its image impedances. 

Zj is called the mid-series image impedance in a symmetrical T section (Fig. 
4.46) while Z/ is called the mid-shunt image impedance in a symmetrical IT section 
(Fig. 4.47): 

T section : mid-series image impedance 

Zj = VZ,Z, + (Ziy4) = RVi + iZ,/2Ry (21) 
n section : mid-shunt image impedance 

Z1Z2 ^ 



^ . ^ (22) 

+ Z1/4Z2 Vl + {ZJIRY 

R^ Z,Z2 (23) 
If Zl is a pure reactance jXi), 

then Zj = rVi - {XJ2RY (24) 

and Z/ = ^ (25) 

The image transfer constant B for either T or TJ sections is given by 

cosh e = 1 +XZ1/2Z2) (25a) 
Half sections have exactly half the image transfer constant of a full section. 

In the pass band : a - 0 (25b) 

cos ^ - 1 + (Z1/2Z2) (25c) 

In the stop band : cosh a = | 1 + (Z1/2Z2) | (25d) 

Phase shift 0 or ± 180° (25e) 



Fig. 4.48 is a half section terminated 
in its image impedances. 



Fig. 4.48 is a half-section terminated in its image impedances, which in this case 
are unequal. Two such half-sections, with the second one reversed left-to-right, are 

equivalent to a single T section. 

Zj - V ZiZg + (ZiV4) (25f) 




{ZJ^Z,) ^^^^^ 
An ideal filter in which the reactances have zero loss has zero attenuation for all 
frequencies that make (Z1/4Z2) between 0 and — 1 ; this range of frequencies is called 
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the pass band. All other frequencies are attenuated and are said to He in the stop 
band (or attenuation band) of the filter. 

Low pass filter—constant k type 

Fig. 4.49 shows three forms of simple low-pass filters of the constant k type. In 
each case 

Zx = j <^L 
and Za = l/joiC, 

Now Z1Z2 R^i therefore L/C = R^, where R may have any convenient value. 
The mid-series image impedance is 

Zj = R\/l - {cL/lW = RVI -U/hY (26) 
where /o ^ \/^T^/LC\ fo = cut-off frequency 

When / - 
The mid-shunt image impedance is 
R 



Zj = 0 and there is infinite attenuation if L and C have no resistance. 



R 



When f = fo3 Z/ becomes infinite. 



(27) 



0 . 

L/2 l/2 



9 

L/2 



c/2: 



L 

10 > HOT^ 



FIG. 4-49 

Fig. 4.49. r/iree varieties 0/ low-pass constant k filters : (A) T section (B) Half 
section {C) U section. 

With both T and TI arrangements, the ideal filter has zero attenuation for frequencies 
]ess than /„, a sharp cut-off at/^, and a very rapid attenuation immediately above /q. 
However the rate of attenuation gradually falls as the frequency is increased, and 
approaches 12 db/octave for the single section at frequencies much greater than /©. 

Both image impedance characteristics are purely resistive below Jq and purely re- 
active at higher frequencies. 

The phase shift varies from zero at zero frequency to 180° at /o, but is constant 
at 180° for all frequencies higher than /p. 



H( — 



® 




Fig, 4.50. Three varieties of high-pass constant k filters {A) T section (B) Half 
section {C) U section. 

High-pass filter — constant k type 

Fig. 4.50 shows three forms of simple high-pass filters of the constant k type 
In each case 

Zi = l/juiC 
Z2 = j o}L. 

Now ZjZj =^ R^j therefore L/C = R^, where R may have any convenient value. 
The mid-series image impedance is 

Zj = rVi - (1/2R:^ = rVi -{fo/fy C28) 
where /o = 1/(477VLC)5/o = cut-off frequency. 
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The mid-shunt image impedance is 

R R 
Z{ = . = = . (29) 

With both T and U arrangements^ the ideal filter has zero attenuation for fre- 
quencies greater than/o^ a sharp cut-off at/o, and a very rapid attenuation immediately 
below /o. However, the rate of attenuation gradually falls as the frequency is de- 
creased, and approaches 12 db /octave for the single section for frequencies much less 
than /fl. 

The phase shift varies from nearly zero at very high frequencies to 180° at /o, 
but is constant at 180° for all frequencies lower than /o* 

Both image impedance characteristics are purely resistive above /o, and purely 
reactive at lower frequencies. 



Fig. 4.51. {A) T section 
(B) n section^ series 
derived filters. 




(viii) M-derived filters 

This is a modified form of the constant k filter. Fig. 4.51 A shows a T section 
series m-derived filter, which has the same value of Zj as its prototype (Fig. 4.46 and 
eqn. 21). In fact, when m = 1, it becomes the prototype. In general, m may have 
any value between 0 and 1 . It may be joined, at either end, to a constant k or m- 
derived section, or half-section, having an image impedance equal to Zp This derived 
filter has the same pass band and cut-off frequency /o as the prototype, but different 
attenuation characteristics with sharper cut-off and infinite attenuation at the resonant 
frequency of the shunt arm, provided that the elements have zero loss. 



FIG. 4.51 

mL/2 mL/2 





mZ,/2 



® 



LOW PASS 



HIGH PASS 

Fig. 4,51. (C) Lcm pass (D) High pass T section m-derived filters (E) m-derived 
half-section for matching purposes. 

Values of Zi and Z2 are as for the prototype (constant k) filter. A low-pass T section 
series m-derived filter is shown in Fig. 4.5 IC, and an equivalent high-pass section 
in Fig. 4,51 D. In both cases the shunt arm becomes resonant at a frequency fee 
given by 

Low pass /« = ^rr^-^ (30) 



vr 



High pass /« = — — — _ 



(31) 



4V^C 

In the theoretical case when the reactances have zero loss, the shunt arm will have 
zero impedance and therefore infinite attenuation at frequency fee . 

The cut-off frequency fo is given by 

/, ^ 1 7(477 VLC) (32) 
and the following relationships hold. 
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High pass 



(33) 
(34) 



Low pass 

/« - /o /(Vl -m' ) 

m =Vl ~ UJf^ y m =\/\ - (/oo /J,y 

The frequency of "infinite" attenuation (sometimes called the peak attenuation 
frequency) may be controlled by varying the value of m, which variation does not 
affect the image impedances. 

It is generally desirable, for good attenuation characteristics, that the ratio of the 
cut-off frequency to the frequency of peak attenuation in a high-pass filter should be as 
high as possible, and not less than 1.25, and in a low pass filter it should be as low as 
possible and not greater than 0.8. The value of m as given by eqn. (34) is 0.6 whtn the 
ratio is 1.25 or 0.8 respectively. 

The equivalent U section series m-derived filter is shown in Fig. 4.51B but here the 
mid-shunt image impedance is different, and this section cannot be connected at 
either end to a constant k or m-derived T section except through a half-section to 
match the respective image impedances. 

Zj^' Z/ [1 + (1 - m^){ZJ2Ry\ (35) 
In other respeas (B) has the same characteristics as (A). An m-type half-section for 
matching sections having different image impedances is Fig. 4. 5 IE, the values shown 
being for matching a constant k section on the left and a series m-derived 77 section 
on the right. The value of m should be approximately 0.6 to provide the most nearly 
constant value of image impedance in the pass band. 



® 




Fig. 4.52. {A) T 
section (B) IJ sec- 
tion shunt m-derived 
filters. 



Two forms of shunt m-derived filters are shown in Fig. 4.52. The 77 section (B) 
may be joined at either end to a constant k section or half-section of mid-shunt image 
impedance Z/, The T section requires the medium of a half-section to match the 
impedances before being so connected. 

'^^^ ^ 1 + (1 - m^){ZJAZ^) ^^^^ 
(B) Z/ is as for Fig. 4.47 (Eqn, 22) 

Therefore Zj^Zj^' = ZjZ/ = (37) 

The design of multiple-section filters 

A multiple-section filter is made up from any desired number of intermediate 
sections (either T or 77)^ and usually of the m-derived type, together with a terminal 
half-section at each end. All sections in the filter are matched at each junction on an 
image-impedance basis. The intermediate sections usually have different values of m 
such that frequencies which are only slightly attenuated by one section are strongly 
attenuated by another. The image impedances of these sections are far from constant 
over the pass band of the filter ; hence the necessity for using suitable terminal half- 
sections- 

The terminal half-sections should be designed with a value of m approximately 
equal to 0.6 to provide the most nearly constant image impedance characteristics in 
the pass band ; with this value of m the image impedance is held constant within 4% 
over 90% of the pass band. Each of the terminal end sections should, however, be 
so designed that its frequency of peak attenuation is staggered with respect to the 
other, and the intermediate sections should then be staggered for the best overall 
attenuation characteristic. 
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The total attenuation or phase shift of the combined multi-section filter would be 
given by the sum of the attenuations or phase shifts respectively of the individual 
sections or half-sections, 

When the design has been completed for all the sections in the filter, the practical 
form will be obtained by neglecting the junction points between sections and by 
adding together the values of the inductors in series in each arm, and those of the 
capacitors in parallel in each arm. If cafiacitofs are in series, or inductors in parallel, 
the total effective value should be calculated and used in the practical form of the filter. 




Fig. 4.52. 



(C and D) Method of building up a multi-section filter using T or IJ 
intermediate sections. 



For fiurther information on the design of m-derived filters, reference may be made to 
Shea (Ref. 1) pp 244-285 ; Gwillenvn (Ref. 4) Vol. 2, pp. 324-338 ; Johnson (Ref. 6) 
pp. 192-195, 204-228, 293-303 ; Terman (Ref. 2) pp. 226-238 ; Everitt (Ref. 3) 
pp. 194-214 ; (Ref 6) pp. 130-152 ; (Ref. 7) pp. 6-33 to 6-62. References are fisted 
in Sect. 8(xi). 

(ix) Practical filters 

In practice a filter network is usually terminated, not by its image impedance which 
is a function of frequency, but by a resistance of fixed value R where 

R = VZ^Zi (38) 
As a result, the impedance mismatching causes some attenuation in the pass-band, 
which is increased further by the tmavoidable losses in the inductors. Moreover, 
the attenuation in the attenuation-band is less than for the ideal case, and of course 
never reaches infinity except in the case of a null network. 

(x) Frequency dividing networks 

Frequency dividing networks are of two types, the filter type (which has only ap- 
proximately constant input impedance) and the constant-resistance type. 

With either type, the cross- over frequency (/c) is the frequency at which the 
power delivered to the two loads is equal. This occurs with an attenuation of 3 db 
for each load, with an ideal dividing network having no loss. 
The nominal attenuation per octave beyond the crossover frequency may be : 
6db : available with constant-resistance, but attenuation not sufficiently rapid for 
general use with loudspeaker dividing networks (Fig. 4.53A) 

Lo - Ro/(2nf,) Co = l/(2nfM 

12db : available with either type, and very suitable for general use with loudspeaker 
dividing networks. Fig. 4.53B shows the constant-resistance type. This 
is a very popular arrangement. 

L, = /?o/(2\/2V,) L, = R,/{V2-nfr) 

C, = l/i\/2^fM C, - l/i2V2nfM 
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The filter type has identical circuit connections but the condensers and inductors 
are unequal (see Chapter 21 Sect, 3). 

18db : available with filter type. This is the maximum rate of attenuation normally 
used with loudspeaker dividing networks (Fig. 4.53C). 







L, = 


(1 + m)Ro/(2n/,) 


L. 


- 2R„/(2nf,) 


L, = 


RJ(.27,f,) 


L-. 


= J?„/(l + mX27,/,) 


i. = 




c. 


= l/{2nf,RJ 


c, = 


l/(-/ci?.) 


c. 


= l/(4ir/Ji.) 


c, = 


1/(1 + m)(27r/^„) 


c, 


= (1 + my(2nfji„) 


c, = 


1/(2^/ 



(L in henrys ; C in farads) 
See also Chapter 21 Sect. 4. 



SERIES PARALLEL 




FIG. A-S'i 



Fig, 4.53. Frequency dividing networks (A) 6db (B) i2db (C) \%db for the octave 
beyond the cross-over frequency, L.F, indicates low frequency y H.F. indicates high 

frequency speakers. 



(xi) References to filters 

Many textbooks including — 

1. Shea, T. E. ** Transmission Networks and Wave Filters " (D. van Nostrand Company, New York, 

1943). 

2. Term an, F. E. " Radio Engineers* Handbook " (McGraw-Hill Book Company, New York and 
London, 1943). 

3. Everitt, W. L. "Communication Engineering" (McGraw-Hill Book Co. Inc. New York and 
London, 1937). 

4. Guillemin, E. A. '* Communication Networks " Vols. 1 and 2 (John Wiley and Sons Inc. New 
York ; Chapman and Hall Ltd. London, 1931). 

5. Johnson, K. S. " Transmission Circuits for Telephonic Communication *' (D. van Nostrand Co. 
Inc. New York, 1931). 

6. " Reference Data for Radio Engineers " (Federal Telephone and Radio Corporation, 3rd ed, 1949). 

7. Pender, H., and K. Mcllwain " Electrical Engineers' Handbook : Electric Communication and 
Electronics " (John Wiley and Sons, Inc. New York ; Chapman and Hall Ltd., London, 1950). 

Chans for the prediction of audio-fiequency response : 

Crowhurst, N. H. " The prediction of audio-frequency response " Elertronic Eng. No. 1 — Circuits 
with single reactance element, 23.285 (Nov. 1951) 440, No. 2 — Circuits with two reactive elements, 
23.286 (Dec. 1951) 483 ; 24,287 (Jan. 1952) 33 ; 24.288 (Feb. 1952) 82. No. 3— Single complex 
impedance in resistive network, 24.291 (May 1952) 241. No. 4 — Step circuits 24.293 (July 1952) 337. 

Sec Supplement for additional references. 
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SECTION 9: PRACTICAL RESISTORS, CONDENSERS AND 

INDUCTORS 

(/) Practical resistors (ii) Practical condensers (m) Combination units (iv) Prac- 
tical inductors {v) References to practical resistors and condensers. 

(i) Practical resistors 

Resistors are in two main groups, wire-wound and carbon, although each group is 
subdivided. Wire-woiond resistors are available with ordinary and non-inductive 
windings. Nichrome wire is suitable for operation at high temperatures but has a 
large temperature coefficient ; it is suitable for use with ± 5% or 10% tolerances. 
Advance (or coiistantan, or eureka) is limited in its operating temperature, but is used 
for tolerances of about ±1%. Wire-wound resistors are also graded by the type of 
coating material. 

Carbon resistors are divided into insulated and non-insulated types, while the 
resistance material may be composition or cracked carbon (high stability). The re- 
sistance material may be either solid (e.g. rod) or in the form of a film. 

For American and English standard specifications on resistors see Chapter 38 
Sect. 3(i) and (ii), including standard resistance values. For Colour Codes see 
Chapter 38 Sect. 2. 

(a) Tolerances 

Every resistor has tolerances in resistance, and the price increases as the percentage 
tolerance is made smaller. Composition resistors are usually obtainable with the 
following tolerances : 

± 5% For critical positions only 

±10% Desirable for semi-critical use in radio receivers and amplifiers (e.g., 

plate, screen and bias resistors) 
± 20% For non-critical positions only (e.g. grid resistors). 
" High stability " carbon resistors are available with resistance tolerances of ± 5%, 
± 2% and ± 1% (Ref. A26). 

Wire- wound resistors are available with almost any desired tolerances in resistance 
(±5%, 10% are usual values in radio receivers). 

Comment on tolerances in components 

When a manufacturer of resistors or capacitors selects simultaneously for large 
quantities of each of three tolerances, ± 5%, ± 10% and ± 20%, there is a distinct 
possibility that the 4 10% tolerance group may be nearly all outside the ±5% 
tolerances, and therefore in two ** channels " differing by more than 10%. Similarly 
with ±10% and ± 20% tolerances. It is therefore good engineering practice to 
design on the expectation of a large percentage of components lying close to the two 
limits. 

(b) Stability 

The resistance of carbon resistors tends to drift with time. Ordinary composition 
resistors may drift as much as i 2% during storage for 3 months at 70 °C and normal 
humidity (Ref. A27). See also Ref. A35. 

Some high stability carbon resistors are limited to a maximum change in resistance 
of ± 0.5% after 3 months' storage at 70°C (Ref. A26). 

(c) Dissipation 

Composition resistors are usually available with nominal dissipation ratings of 
i, i, 1, 2, 4 and 5 watts (JAN-R-11). The English RIC/113 standard (Ref. A27) 
includes ratings of 1/10, i, A, f, 1 and 2.5 watts. Other manufacturers produce h 
H and 3 watt ratings. 

English high stability resistors are available with 1/10, i, h h h 1* U and 2 
watt ratings (Ref. A26). 
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In accordance with the American R.M.A. Standard and JAN-R-11 characteristics 
A, By C and D [see Chapter 38 Sect. 3(i)], composition resistors may be used at their 
maximum ratings with ambient temperatures up to 40 °C, 

The JAN-R-11 characteristic G and some EngUsh resistors (Refs. A3, A26, A27) 
may be used with maximum ratings up to an ambient temperature of 70 ^C. In 
one case (Ref. A27) higher ratings than the nominal value are permitted below 70 °C 
ambient temperature (see below). 

At ambient temperatures greater than the maximum rating, resistors may only be 
used with reduced dissipation and maximum voltage, in accordance with derating 
curves. 

The following is a typical power dissipation derating curve for the temperature 
Umits 40X and IIC^C (JAN-R-H types. A, B, C, D) : 

Temperatux-e 40" 50" 60" 70° 80° 90° 100° 110" 

Dissipation 100% 83% 66% 50% 33% 17% 5% 0 

The following is the English derating ciu-ve for high stability Grade 1, RIC/112 
(Ref. A26) : 

Temperature 70° 80^ 90° 100° 110° 120° 130° 140° 150° 
Dissipation 100% 87.5% 75% 62.5% 50% 37.5% 25% 12.5% 0 

The following is the English rating and derating curve for Grade 2, RIC/113 
(Ref. A27): 

Temperature 40° 50° 60° 70° 80° 90° 100° 110° 

Dissipation 175% 150% 125% 100% 75% 50% 25% 0 

A typical voltage de-rating curve is the American R.M.A., see Chapter 38 Sect. 
3(i). 

It is good engineering practice to select a composition resistor, for any particular 
application, such that the actual dissipation is about 60% of the resistor rated dis- 
sipation, after making allowance for any de-rating due to high ambient temperature. 

Wirewound resistors are usually available with nominal dissipation ratings of 
i, I, 1, 2, 3, 5, 8, 10, 12, 16, 20 watts and upwards. These are also normally available 
with tappings. 

Wirewound resistors, vitreous enamelled, are usually available in dissipation 
ratings of 5 or 10 watts and upwards. These are also normally available with tappings. 

Adjustable voltage dividers are manufactured in 8 or 10 watt dissipation ratings, 
together with larger sizes. 

*' Radio " voltage dividers usually have resistances of 25,000 and 15,000 ohms 
suitable for connection across 250 volts. The maximum dissipation is something 
like 5 watts. 

(d) Voltage ratings 

With low resistances, the applied voltage is always limited by the permissible dis- 
sipation. With high resistances there is an additional condition to be met in the 
maximum voltage rating. In general the maximum voltage is between 250 and 500 
volts for i to 1 watt ratings, although there are a few below 250 volts, some watt 
and over) with maximum voltages of 700 volts or more, and some (f watt and over) 
with maximum voltages of 1000 volts or more. 

(e) Temperature rise 

A temperature rise of from 40 °C to 62 °C (with 40 °C ambient temperature) is to be 
expected with ordinary composition resistors at maximum ratings. English resistors 
which are rated at an ambient temperature of 70°C have a maximum surface tempera- 
ture not greater than 120°C (Grade 2) or 150°C (Grade 1, high stability) (Refs. A26, 
A27). 

A typical small wire-wound resistor may have a maximum temperature of 110°C 
for 1 watt or 135°C for 2 watts dissipation, 

A typical large bare or organic-coating wire-wound resistor has a maximum surface 
temperature from 170°C to 220 °C. 

A typical lacquered wire-wound resistor has a maximum surface temperature of 
about 130°C. 
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A typical vitreous-enamelled resistor normally has a maximum surface temperature 
from 200 °C to 270 °C, but even higher temperatures are sometimes used. 

High dissipation resistors should be mounted vertically to allow good air circulation, 
and should be spaced well away from other resistors or components. When mounted 
in a confined space they should be used at about half the rated maximum dissipation. 

(f) Effect of temperature on resistance 

The resistance of composition resistors always tends to rise as the temperature is 
reduced below 20° or 25°Cj but at higher temperatures the resistance may either rise 
or fall, or may fall and then rise (for curves see Ref. A 14). 

For a temperature rise from 25° to 80°Cj the change of resistance is usually under 
±7% for low values of resistance. 

For the same rise of temperature, high stability resistors have a change of resistance 
not greater than +0 — 2.2% for resistances up to 2 megohms (1 and 2 watts, Ref. 
A26). See also Ref. A36. 

The resistance of composition resistors is also affected by a temporary severe change 
in ambient temperature, followed by return to normal (Ref. A35). 

The resistance of a wire- wound resistor generally increases as the temperature is 
increased, the change being usually not more than 0.025% per °C in the case of low 
temperature units. 

See also Chapter 38 Sect. 3(i) and (ii) for standard specifications. 

The effect of soldering 

Small (i watt) composition resistors are subject to as much as 3% change in resist- 
ance, approximately half of which may be permanent, due to soldering ; larger dis- 
sipation resistors are usually not affected more than 1 % (Ref. A24). The maximum 
permissible change in resistance due to soldering is ±2% (Class 2) or ± 0.3% 
(Class 1, high stability) for resistors coming under the English RIC Specifications 
(Refs. A26, A27). 

(g) Effect of voltage on resistance 

The resistance of a composition resistor decreases when the voltage applied across 
it increases. The percentage change increases as the resistance increases. For a 
1 megohm resistor, a typical percentage fall in resistance is given by (Erie Resistor 
Co.) : 

Size i i 1 2 watts 

Voltage from zero to 200 350 500 500 volts 

Fall in resistance 2.1 2,5 1.3 1.5 % 

The voltage coefficient is defined as (Ref. A27) : 
100 (R, - R,) 
Voltage coefficient == p ^rr- 

Kz {til ~ ^2) 

where Ri and are the resistance and voltage respectively at the normal maximum 
rating, and R2 and are the values at one-tenth of E^. Limiting values of the voltage 
coefficient are (Ref. A27) : 

0.025% per volt for values below 1 megohm 

0.05% per volt for values above 1 megohm. 

This effect is much reduced by the use of " high stability " resistors, a typical value 
being 0.4% fall in resistance for 1 megohm, with voltage change from zero to 500 volts 
(Dubilier). The limiting value of the voltage coefficient for Specification RIC/112 
(Ref. A26) is 0.002% per volt. 

Some applications require a resistor whose resistance falls as the applied voltage is 
increased ; a wide range of characteristics is available (e.g. Carborundum *' Globar" 
ceramic resistors). 

See Chapter 38 Sect. 3(i) for standard specifications. 

(h) Effect of humidity on resistance 

The effect of humidity is to increase the resistance by up to about 3% under normal 
conditions. Extreme tropical humidity may cause an increase in resistance generally 
less than 10%. Some insulated resistors have less than 1% change in humidity due 
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to humidity tests (e.g.j I.R.C. type BTA). See Chapter 38 Sect. 3(i) for humidity 
tests and limits, 

(i) Capacitance of resistors 

Every resistor has a capacitance which, at the lower radio frequencies, may be con- 
sidered as a capacitance between the two ends of the resistor (usually between 0.1 and 
1.0 fLfiF for composition resistors). This capacitance may usually be neglected in 
normal applications in radio receivers. At higher frequencies rt is necessary to con- 
sider the capacitance as being distributed along the resistance element. This leads 
to a reduction in resistance which, unlike the end-to-end capacitance, is not removable 
by tuning [see (k) below]. References A5, A6, A7, A8, A9, A 14. 

(j) Inductance of resistors 

Every resistor has an inductance, partly due to the inductance of the resistor itself 
and partly due to the leads. However, experience shows that at high frequencies 
the effect of the inductance is negligible compared with the effects of capacitance. 
Typical, values of inductance of composition resistors (Dubilier) are given below : 
Resistance 100 ohms 1 megohm 

Inductance i watt 0.0007 0.06 /zH 

1 watt 0.017 2.0 fiH 

Wire-wound resistors have much greater inductance than composition types, but 
where they must be used it is possible to Bdopt a " non-inductive " winding which 
reduces the inductance to a low value. 

(k) Effect of frequency on resistance 

Largely as a result of the distributed capacitance effects, the effective resistance of 
a rod type carbon or composition resistor falls as the frequency is increased. With 
resistances up to approximately 1 megohm, the theoretical curve of effective resistance 
plotted against frequency is given in Ref. A29 (Fig. 5). The effective resistance drops 
to 90% of the d.c. value 
0.3 

when / = y^-f, — cycles per second where Ca = total distributed capacitance of rod 

or as an approximation, assuming C ^ Cd/3, when / ^ l/10C'i?d ^ cycles per second 
where C = equivalent shunt capacitance at low frequencies (this is usually the pub- 
lished capacitance of the resistor). 

If C is measured with the resistor in its operating position in relation to other com- 
ponents and metal parts, the proximity effects will be included. 

C is constant below 4 Mc/s (Ref. A29). 

References A4, A5, A6, A7, A8, A9, A14, A29. 

We give below some experimental values : 



Ratio of effective resistance to d.c. resistance 



R (megohms d.c.) x / (Mc/s) - 


-0.1 


0.5 


1.0 


5 


10 


20 


I.R.C. type BTR (^W) 


0.98 


0.93 


0.89 


0.62 


0.46 


0.30 


I.R.C. type BTA (IW) 


0.95 


.80 


.71 


.48 


.37 


.24 


I.R.C. type BT-2 (2W) 


0.80 


.53 


.40 


.19 


.14 


.11 


I.R.C. type BTS 


1.00 


.89 


.79 


.61 


.57 




I.R.C. type F (lower limit) 








.84 


,80 


.75 


Allen Bradley GB-1 


0.85 


.60 


.48 


.24 


.17 


.12 


Allen Bradley EB^ 


0.90 


.68 


.57 


.46 


.23 


.15 


Speer SCT i 


0.92 


.70 


.60 


.35 


.27 


.20 



Reference A 14. 

(1) Noise of resistors 

All resistors have an inherent minimum noise voltage due to thermal agitation 
(" Johnson noise ") which is given at 30 °C (80 °F) by 
e - 1.29 X lO-'W Af X R 
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where e = r.m.s. noise voltage 

A/ = bandwidth in c/s of the noise measuring instrument 
and R = resistance in ohms. 

The thermal agitation noise of ideal resistors at 30°C is tabulated below for a band- 
width of 5 000 c/s. 

Resistance 1000 10 000 100 000 1 Meg 8 Meg ohms 

Noise 0.29 0.91 2.9 9.1 25.7 

When a current flows through the resistor, there is a small increase in the magnitude 
of the thermal agitation noise. 

In addition to the thermal agitation noise, carbon and metallized resistors also have 
a noise voltage which is approximately proportional to the direct voltage applied across 
the resistance. This has been called current noise or resistance fluctuation noise 
(Ref. A25). The frequency distribution of this additional noise component, unlike 
thermal agitation noise, is not uniform but its value decreases with increasing frequency 
from 30 c/s upwards. The amount of noise varies according to the material and 
construction of the resistor, and even varies considerably from one resistor to another 
equivalent type. The ** current noise " voltages of some typical English composition 
resistors (Ref. A3) are given below : 

Resistance 1000 10 000 100 000 1 Meg 8 Meg ohms 

Average noise 0.03 0.18 0.35 0.5 0.6 ^V/V 

Max. noise 0.13 0.62 1.3 1.8 2.2 ^V/V 

Noise values up to 20 ^V/V have been measured in commercial radio resistors (Ref. 
A25). The English Specification RIC/113 (Grade 2) issued June 1950, gives the 
limit of noise as log^ RfiV/W ; this is equivalent to 6juV/V for 1 megohm. 

Lower *' current noise " voltages are produced by high stability cracked carbon 
resistors (see below) and also by palladium film resistors (Ref. A21). 

In addition to the steady ** current noise " fluctuations, all carbon composition 
resistors show abnormal fluctuations which do not appear to bear any simple re- 
lationship to the steady " current noise " (Ref. A21). 

References A2, A3, A4, A13, A14, A15, A16, A17, A18, A19, A20, A21, A25, A32. 

(m) High stability cracked carbon resistors (Refs, A 10, A26, A28) 

These not only have high short and long period stability and close tolerances (up 
to zb 1%) but also have low noise, low voltage coefficient and low temperature co- 
efficient. They have practically no non-linearity of resistance and the inductance 
is very low except for the higher resistance values. They are manufactured in Eng- 
land with resistances from 10 ohms to 10 megohms and dissipations from J to 2 watts. 
The extremely high resistance values are only obtainable in the higher wattage ratings. 
See also (b), (e), (f) and (g) above, and Chapter 38 Sect. 3(i) for standards. 

The historical development, constructions and special features of cracked carbon 
resistors, with a very extensive bibliography, are given in Ref. A28, 

These resistors are particularly suited for use in low-level high-gain a-f amplifiers, 
and in r-f applications up to 100 Mc/s. The inductance varies from 0.001 juH for 
a small 100 ohm resistor to 2/iH for a large (spiral element) 1 megohm resistor. 

The I.R.C. deposited carbon resistors have tolerances of d= 1%3 zb 2% and ±5%. 
The voltage coefficient is appro x. 10 parts per million per volt. The temperature 
coefficient varies linearly from - 0.025 to - 0.05 (10 MQ type DCH) or - 0.065 
(10 MQ type DCF). Maximum dissipations for high stability are i and i watt ; 
when high stability is not essential the values are J and 1 watt. 

(n) Negative temperature coefficient resistors (Thermistors) 

Negative temperature coefficient resistors are sometimes used in a.c./d.c. receivers 
to safeguard the dial lamps when the set is first switched on. For example, one 
such NTC resistor has a resistance of 3 000 ohms cold and only 200 ohms when 
the heater current of 0.1 ampere is passing through it. By its use the initial surge 
on a 230 volt supply may be limited to 0.12 ampere. See also page 1267. 

They are also known as " Varistors." Refs. A22, A28, A31, A34. 
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(o) Variable composition resistors (" potentiometers 

Standard variable composition resistors are described in Chapter 38 Sect. 3(viii). 
In radio receivers and amplifiers these are commonly used as diode load resistances 
and as voliune controls (attenuators). In general it is desirable to reduce to a mini- 
mum or eliminate entirely any direct voltage across them, and any current drawn by 
the moving contact. Whether or not a current is passed through the terminations, 
noise voltages appear across any two of the three terminations and, so long as the rotor 
is stationary, the noise does not differ from that of a fixed resistor of equal resistance. 
However, when the rotor is turned, additional noise is produced which is of the order 
of 1 or 2 millivolts per volt applied across the extreme terminations for a speed of 
rotation of one full rotation per second. The noise produced at any point of the track 
is approximately proportional to the voltage gradient at this point ; consequently 
the rotation-noise is greater over that portion of a logarithmic resistance characteristic 
where the most rapid change in resistance occtu-s, than for the other end of the same 
characteristic or for a linear characteristic. When a logarithmic characteristic is 
used for volume control, the rotation noise will therefore be much lower at settings 
for low volume where noise would be most noticeable (Ref, A30). 

Some receiver manufacturers avoid the increased rotation noise caused by direct 
diode current in a volume control by using a fixed diode load resistor with capacitance 
coupling to a separate volume control having at least fotu- times the resistance of the 
diode load resistor. 

Variable composition resistors are available with a choice of up to 6 tapers ; tappings 
may be provided at 38% and 62% effective rotation (Mallory). They are also avail- 
able, if desired, with a switch. 

(ii) Practical condensers 

(a) Summary of characteristics 

A condenser has tolerances in the value of its capacitance. For most radio receiver 
applications, tolerances of ± 20% or even higher may be used. The closest toler- 
ances available with paper dielectric condensers are ± 10% [see Chapter 38 Sect. 
3(iii)]. Where closer tolerances are required it is necessary to adopt mica dielectric 
condensers in which the tolerance may be any standard value between ±20% and 
± 2% [Chapter 38 Sect. 3(v)]. 

The capacitance changes with frequency, with temperattu-e, and with age. 

A condenser has inductance, so that at some high frequency it becomes series- 
resonant. 

A condenser has a.c. resistance, and dissipates energy in the form of heat ; the loss 
is approximately proportional to the square of the frequency and is also affected by 
the temperature. This energy loss is partly dielectric loss (which predominates at 
low frequencies) and partly electrode and lead losses (which predominate at higher 
frequencies). It may be replaced for the purpose of calculation by the " equivalent 
series resistance." 

A condenser thus has a complex impedance, with resistive, capacitive and inductive 
components. The impedance may be capacitive over one range of frequencies, 
inductive over another, and resistive at one or more frequencies. 

A condenser with a solid or liquid dielectric takes a longer time to charge than an 
ideal condenser having the same capacitance^ this effect is due to " dielectric absorp- 
tion." When such a condenser is short-circuited it fails to discharge instantaneously 
— a second discharge may be obtained a few seconds later. As a consequence the 
capacitance of such a condenser is a function of the duration of the applied direct 
voltage ; when it is used in an a.c. circuit, the capacitance decreases as the frequency 
rises. This effect is pronounced with paper dielectric, but is very small with mica 
dielectric condensers. 

A condenser has d.c. leakage, and behaves as though it were an ideal condenser with 
a high resistance shunted across it. 

A condenser with a solid dielectric tends to deteriorate during service, and may 
break down even when it is being operated within its maximum limits. 
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(b) The service life of a condenser 

Condensers under voltage may be subject to gradual deterioration and possible 
breakdown, due to the solid dielectric (if any) and other insulation. This deterioration 
is much more rapid with some dielectrics than with others, and also varies consider- 
ably between different batches from the same factory. 

Except for electrolytic condensers, there should be no deterioration with age except 
while under voltage ; the service life may therefore be taken as the time of operation 
under voltage. 

The maximum temperature of a condenser has a pronounced effect on the service 
life. In some types, every 10°C rise in temperature causes 50% decrease in life ; 
other types are less sensitive to temperature. 

The safe working voltage of a condenser at a given temperature is much less than 
the ultimate dielectric strength " — as low as one tenth of this value in some cases. 
The *' factory test " voltage is intermediate between these two values, but it is no guide 
to the safe working voltage. The only satisfactory procedure, if long life is essential, 
is to obtain from the manufacturer the safe working voltage at the proposed tempera- 
ture of operation. 

Condensers for operation on a.c. should have maximum a.c. ratings for safe working 
voltage, frequency and temperature. The peak operating voltage, whether a.c. or 
pulse, should be within the maximmn voltage rating. The maximum surge voltage 
(usually during " warming up ") should be within the surge rating, if quoted, or 
alternatively should not exceed the maximum working voltage by more than 15%. 

(c) Electrolytic condensers* 

An electrolytic condenser provides more capacitance in a given space and at a lower 
cost per microfarad than any other. It is usually manufactured with a capacitance 
of 4/xF or more. The capacitance tolerances may be — 20%, + 100%, or — 20%, 
+ 50%, while JAN-C-62 permits + 250%. Unlike other types, electrolytic con- 
densers may only be used on substantially direct voltage, and they must be correctly 
connected with regard to polarity. Electrolytic condensers are generally used in 
radio receivers and amplifiers with a steady direct voltage plus an a.c. ripple. The 
highest rated voltage rarely exceeds 500 V peak, even for use under the most favour- 
able conditions. 

The capacitance increases somewhat with increase of temperature, and 
decreases rapidly with temperatures below — 5°C. The capacitance also decreases 
with age— one dry type shows a 5% decrease in capacitance after 7000 hours operation 
at 20 °C ambient temperature, and a 20% decrease at 40 ^C, 

The capacitance at 10 000 c/s is usually less than that at low frequencies. Typical 
wet types at 10 000 c/s have only from 30% to 50% of the capacitance at 50 c/s. 
Typical dry types are better in this regard, having capacitances at 10 000 c/s from 42% 
to 85% of that at 50 c/s, at 20°C. However, the temperature has a marked effect 
on the capacitance versus frequency characteristic. One etched-foil type (Ref. B13) 
has 42% of its nominal capacitance at 20X, 95% at 33°C, and 107% at 50'^C. 

The series-resistance of a new condenser at ordinary working temperature is 
fairly low (not more than 25 ohms for 8 fiF at 20°C, 450 V working) but it rises rapidly 
at higher temperatures and temperatvu-es below 10 °C. The series resistance rises 
considerably during life and eventually may be the cause of unsatisfactory operation 
of a receiver. 

Among dry electrolytics, those with etched foil anodes are much inferior to those 
with plain foil electrodes when used for a-f by-passing, owing to their high impedance 
particularly at the higher frequencies. For example, at 10 000 c/s an ideal 8 /xF 
capacitor has an impedance of approximately 2 ohms, whereas typical plain-foil 
electrolytics have impedances from 3,5 to 6.5 ohms and those with etched-foil elec- 
trodes have impedances from 8 to 22 ohms (Ref. B13). 

*The following remarks apply to aluminium electrodes. However tantalum electrodes are also used 
( Ref. B17). 
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The dissipation factor is a function of both frequency and temperature One 
10 /xF etched-foil capacitor has a dissipation factor of 10% at 100 c/s, 68% at 1000 c/s 
and 92% at 10 000 c/s, at 20°C. The dissipation factor decreases rapidly with 
increase of temperature, and at 1000 c/s is 30% at 33°C and 13% at 50°C for the 
same capacitor (Ref. B13). 

When elearolytic condensers are required to be operated across voltages of more 
than 450 volts, two or more condensers may be conneaed in series but the effective 
total capacitance will then be half (or less) that of the single unit. In such a case it is 
advisable to connect a resistor, say 0.25 megohm, across each capacitor. 

Electrolytic condensers have self-healing properties— after a momentary surge 
of over-voltage, resulting in break-down of the dielectric, the electrolytic condenser 
is more likely to recover t"han a non-electrolytic type. Wet electrolytic condensers 
are very good in this respect. 

Electrolytic condensers have an appreciable leakage current ; this may be from 
0.002 to 0.25 mA per microfarad and varies considerably with the type of condenser 
and the " working voltagCj" being higher for higher values of working voltage. The 
maximum leakage current in milliamperes permitted by JAN-C-62 is (0.04 x capacit- 
ance in microfarads) + 0.3, This is equivalent to a shunt resistor of 0.7 megohm 
for an 8 fiF condenser, 450 V rating. At voltages lower than the working voltage, 
the leakage current falls, but at higher voltages it increases very rapidly. The leakage 
current also increases rapidly at higher temperatures. 

If an electrolytic condenser is left idle for some days, the initial leakage may be 
quite substantial, but it tends to become normal after a few minutes. If the condenser 
has been left idle for several months, the time of recovery is longer. 

The power factor of an electrolytic condenser may be between 2% and 3% for 
the best condensers and is usually between 5% and 10%. Some of the older wet 
types had power factors of 25% or greater. 

Electrolytic condensers should not be used in positions where the ambient tem- 
peraturie is high or the alternating current component is excessive, otherwise the 
service life will be short. Ambient temperatures up to 50X are always satisfactory 
while 60°, 65°C or 70°C is permissible for many types and some may be used at higher 
temperatures (e.g. 85 ^C). 

Special types are available for very low temperatures (Ref. B18). 

Electrolytic condensers are in two major groups. 

Wet electrolytic condensers have vents, and must be mounted vertically with 
the vent unobstructed. They are valuable as first filter condensers in a rectifier 
system. Some wet types are used as voltage regulating devices, to limit the peak 
voltage during the warming-up period. All A^et types have rather greater leakage 
currents than dry types. Dry electrolytic condensers are very widely used as 
filter and by-pass condensers. They are inferior to the wet type as regards frequent 
and severe voltage surges and short period overloads, when they are liable to fail 
permanently, but are preferable to the wet type in most other respects. They are 
manufactured in several forms — plain foil, etched, sprayed or fabricated foil. Most 
modern compact imits have etched or fabricated foil, but the plain foil type has a 
lower impedance at radio frequencies, *' Surgeproof " types are available with a 
safe operating voltage of 450 volts but which have heavy leakage current when the 
voltage exceeds 500 volts. This type is able to handle very heavy ripple currents 
without deterioration. 

Reversible dry electrolytic condensers are manufactured, but they have higher 
leakage currents than standard types. 

Electrolytic condensers when used as first filter condensers in condenser-input 
filters require careful consideration. The d.c. voltage plus the peak value of the 
ripple voltage must not exceed the rated voltage of the capacitor while the ripple 
current must not exceed the ripple current rating. The ripple current may be 
measured by a low-resistance moving iron, or thermal, meter ; a moving-coil rectifier 
type of instrument is not suitable. Alternatively the ripple current may be calculated 
—see Chapter 30 Sect. 2. 

Some typical ripple current ratings are given below (T.C.C.). Plain foil types 
have a higher ripple current rating than equivalent etched foil types. 
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20 °C 


40X 


60 °C 


70 "C 


148 


125 


85 


32 mA 


250 


200 


110 


50 mA 


88 


67 


33 


10 mA 


162 


122 


62 


20 niA 


300 


260 


160 


85 mA 


500 


405 


230 


100 mA 



Ambient temperature 

8 fiF 350 V " micropack " plain foil 
16 350 V " micropack " plain foil 

8 fiF 450 V etched foil 
16 /iF 450 V etched foil 
16 fj,F 450 V plain foil 
32 fxF 450 V plain foil 

With multiple capacitor units^ only one of the units is normally intended for use 
as the first filter condenser ; see catalogues for identification. 
See Chapter 38 Sect, 3(x) for standard ratings. 

(d) Paper dielectric condensers 

Impregnated paper forms a very useful dielectric, being intermediate between 
electrolytic and mica condensers as regards cost, size and leakage for a given capacit- 
ance. It is usually manufactured in imits from 0,001 to 0.5 /aF, larger values being 
built up from several smaller units in parallel in one container. The impregnating 
material may be resin, wax, oil or a synthetic compound. Some impregnating mater- 
ials enable condensers to withstand extremely wide temperature ranges (e.g. — 50° 
to 4- 125°C — Sprague " Prokar " with plastic impregnant). Waxes may be used for 
moderate voltages and temperatures, as in radio receivers (from — 30 °C to -f 65 °C 
for R.M.A. Class W). Other impregnants are used for higher temperatures (e.g., 
85X, as R.M.A. Class M ; 100°C as T.C.C. " metalpack " and metalmite "). 
The permissible insulation resistance at 25 °C is not less than 5000 megohms for 
capacitances up to 0.15 /tip, falling to 1000 megohms for 1 ^aF, but this falls rapidly 
at higher temperatures, being 35% of these values at 40 °C. 

A typical 1 microfarad wax paper condenser designed for audio frequency applica- 
tions has the following characteristics : 



Frequency 


1000 c/s 


10 000 c/s 


100 


360 


Kc/s 


Inductance 


0.2 


0.2 


0.2 


0.2 




Resistance (effective) 


1.1 


0.43 


0.3 


0.25 


ohms 


Reactance 


- 159* 


- 15.9* 


- 1.50 


0** 


ohms 


Q 


145 


37 


5 


0 




Power factor 


0.007 


0.027 


0.19 


1 




Percentage power factor 


0.7 


2.7 


19 


100 


/o 


* equal to ideal 


** resonance 









Some paper dielectric capacitors are impregnated with a high permittivity wax to 
reduce the dimensions of the capacitor (Ref. B13). These capacitors have less de- 
sirable electrical characteristics than those with normal waxes. At 10 000 c/s the 
capacitance falls to 89% of its value at 100 c/s i the capacitance varies from ^19% 
to + 6% as the temperature is varied from — 30° to + 70 °C. 

Wax-impregnated paper dielectric condensers are sometimes used for grid coupling 
purposes from a preceding plate at high potential, but plastic-impregnated or nuca 
dielectric is to be preferred on account of leakage. As an example, take a paper con- 
denser with capacitance = 0.01 fi/xF at 40 °C. The minimum insulation resistance 
will be 5000 X 0.35 = 1750 megohms. If the grid resistor has a resistance of 1 
megohm and the preceding plate voltage is 175 volts, there will be a voltage of 0.1 
volt on the grid as the direct result of leakage. 

In most other applications the leakage may be neglected entirely. 

Plastic (polystyrene) impregnated paper dielectric condensers have a very high 
insulation resistance, of the order of 500 000 megohms per microfarad, and are much 
more suitable for use as grid coupling condensers (e.g. T.C.C. Plastapacks, 50 to 
5 000 fJifiF), A test after 9 months* handling under bad climatic conditions showed 
insulation resistances of 24 000 to 100 000 megohms (Aerovox Duranite, 0.01 to 
0.22 /iF), These condensers have power factors as low as those of mica condensers, 
while the temperature coefficient of capacitance is from — 100 to — 160 parts in a 
million per °C. For maadmum stability they should not be operated above 60 °C, 
but the insulation resistance remains very high even up to 75 °C. These are available 
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in capacitances from 100 to 10 000 /x/xF in tubular form and from 0.02 to 4 /xF in 
rectangular metal boxes (Ref. Bll). 

Aiineral oil is used as an impregnant for working voltages from 1000 to 25 000 
volts and operating temperatures from — 30° to -f 71 °C (T.C.C. " Cathodray 
The insulation resistance of a mineral oil impregnated capacitor is greater than that 
with petroleum jelly impregnation, in the ratio of 2.5 to 1 at OX, rising to 12.5 to 1 
at 70°C (Ref. B13). 

Paper dielectric condensers are made in two forms — inductive, and non-inductive. 
The former is limited to a-f applications, while the latter may be used at radio fre- 
quencies. 

Ordinary paper dielectric capacitors should not be subjected to high a.c. potentials. 
Special types are produced by some manufacturers for use under tliese conditions, 
for example with vibrator power packs and line filters. 

For Standard Specifications see Chapter 38 Sect. 3(iii) and fiv). 

Metallized paper dielectric condensers 

This type utilizes a metal-sprayed or metal-evaporated paper dielectric instead of 
the more conventional metal foil and paper construction. This construction results 
in considerable reduction in size, while it also has a partial self-healing property in the 
case of breakdown. The insulation resistance of tmlacquered condensers is quite 
low— of the order of 100 megohm microfarads — but some of those with a lacquered 
film have an average insulation resistance as high as 8000 megohm microfarads at 
25°C (Refs. B14, B15). 

There is a gradual reduction in the insulaiion resistance due to the self-healing 
property, the degree depending on the number of punctures. It is desirable for the 
total circuit resistance to be not less than 500 or 1 000 ohms, to reduce the carbonising 
effect of the arc. However if the circuit resistance is high, there may be insufficient 
current to clear completely any breakdown, and the insulation resistance may fall. 
Consequently, this type of condenser should not be used in high impedance circuits 
without seeking the advice of the manufacturer. 

A metaUized paper dielectric unit should be used with discretion as the first filter 
condenser following a thermonic rectifier, since the high peak breakdown current 
may damage the rectifier unless the circuit resistance is sufficiently high. 

The ratio of reactance to resistance (Q) of one lacquered unit with a capacitance of 
2 /xF is 200 at 0.5 Kc/s, 140 at 2 Kc/s and 60 at 10 Mc/s ; a 0.1 fiF unit has Q = 98 
at 10 Mc/s (Ref. B15). 

The inductance may be made very low, and these condensers are very useful for 
a-f and r-f by-passing. The usual (English) temperature limit is 71 °C for d.c. opera- 
tion, 60°C for a.c. In tubular form (wax-coated) these are available from 0.0001 
to 2 /xF with voltage ratings 150, 250, 350 and 500 V d.c. (RIC/136), Larger sizes 
are available with capacitances up to 20 /xF (400 V d.c. or 250 V a.c) and voltages up 
to 550 V d.c. (4 ^F). 

Voltage-temperature derating curves for Astron (U.S.A.) are 100% up to 86°C, 
linearly down to 38% at 120''C for units up to 1 /xF ; larger units are 100% up to 
76X, down to 22% at 120°C (Ref. B16), 

The effect of 5000 hours* operating life on capacitance is negligible up to 65 °C and 
8% at 100°C. The effect of the same operation is to increase the power faaor from 
an initial value of 0.5% to 0.6% at 65°C, or 0.8% at lOOX (Ref. B16). 

The paper is usually impregnated with wax, although mineral oil has also been 
used. Mineral wax impregnated units are generally preferred because of their 
higher breakdown voltage, although their capacitance falls about 10% as the tem- 
perature is increased from 50 °C to 85 "C. Mineral oil impregnated units have more 
constant capacitance with temperatiire change. 

These condensers are damaged by moisture and the unit is therefore well dried 
initially and hermetically sealed to prevent the ingress of moisture. 

References BIO, B12, B14, B15, B16. 

Standard Specifications— Chapter 38 Sect. 3(ix). 



www.pmillett.com 



196 (ii) PRACTICAL CONDENSERS 4.9 

(e) Mica dielectric condensers 

Mica has very high electrical stability and very low ax. loss. It also permits the 
manufacture of condensers with close tolerances in capadtancCj and low leakage. 
It is used in the maniifacture of condensers with capacitances from 5 /zF to 0.047 fiF 
for radio receiver applications, with voltage ratings from 300 to 2500 V. The in- 
sulation resistance is in excess of 3000 for the cheaper grade (Class A) and 6000 
megohms for other classes (American R.M.A, REC-115). The value of Q is over 
1000 for a typical capacitance of 200 /i/zF at a frequency of 1 Mc/s ; the maximum 
value of Q occurs at frequencies about 100 Kc/s. 

Mica condensers are available in metal, moulded and ceramic casings [see Chapter 38 
Sect. 3(v)]. 

" Silvered mica " condensers are used when very high precision is required. 
Such a condenser with a capacitance of 1000 nfip exhibits a capacitance change of 
less than 0.1% over a frequency range from low frequencies to 2 Mc/s. "^he effect 
of temperature on capacitance is a change of less than 60 parts in a million for 1 °C 
temperature change (RIC/137). 

A typical 0.001 microfarad silvered mica condenser has the following characteris- 
tics : 

Frequency 1000 c/s lOOOOc/s 100 500 Kc/s 

Resistance (effective) 0.024 0.024 0.024 0.024 ohm 
Q 3400 5500 7000 5800 

Power factor 0,00029 0.00018 0.00014 0.00017 

Percentage power factor 0.029 0.018 0.014 0.017 % 

Silvered mica condensers are normally available with capacitances from 5 to 20 000 
fifiF with tolerances ± 1%, ± 2%, ± 5%, ± 10% and ± 20% (subject to mini- 
mum tolerance ± 1 /x/^F) (RIC/137). The average temperature coefficient is 
+ 25 X 10"« per °C, with limits from + 5 x lO"" to + 50 x lO^^ per X(U.I.C,), 

Standard Specifications — Chapter 38 Sect. 3(v). 

(f) Ceramic dielectric condensers 

Ceramic dielectric condensers may be grouped under five heads : 

1. Types intended primarily for temperature compensation^ having a series of 
negative and positive temperature coefficients with close tolerances on the coefficients. 

2. Types having temperature coefficients nearly zero, 

3. General purpose types with a broad spread of temperature coefficients. This 
may be further divided into two groups, those having positive and negative tempera- 
ture coefficients. 

4. Types with temperature coefficients not specified. These are available with 
capacitances from 0.5 /x/xF upwards. 

5. High--^C types having relatively poor power factors and indeterminate tempera- 
ture coefficients. 

The first group is intended for use in the tuned circuits of radio receivers, in which 
their special temperature versus capacitance characteristics are used to reduce fre- 
quency drift during warming-up and running. A condenser having a negative tem- 
perature coefficient may be used to compensate the positive temperature coefficient 
of the tuned circuit alone. For standard specifications see Chapter 38 Sect. 3(vi), 

The second group is intended for use in tuned circuits requiring nearly constant 
capacitance, such as in i-f transformers. 

All except High-iC types have high stability and values of Q.from 335 to 1000, 
except for capacitances less than 30 /x /xF. The insulation resistance is not less than 
7 500 megohms (R.M.A.). 

The High-K types are not suitable for compensation purposes, but are used for 
by-passing and other non-critical applications. They are manufactured with capacit- 
ances up to 15 000 /i/xF, with capacitance tolerances of ±20%. The value of Q 
is from 30 to 100. 
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(g) Gang condensers 

Gang condensers usually have air dielectric, and are available in 1, 2 and 3 (occa- 
sionally 4) gang units. Some are fitted with trimmer condensers — see (h) below — 
while others are not. The shape of the plates may be designed to provide any desired 
capacitance characteristic (Refs. BSa, B5b) among which are : 

(1) Straight line capacitance : Each degree of rotation should contribute an 
equal increment in capacitance. 

(2) Straight line frequency : Each degree of rotation should contribute an equal 
increment in frequency. 

(3) Logarithmic Law : Each degree of rotation should contribute a constant 
percentage change of frequency. 

(4) Square Law : The variation in capacitance should be proportional to the 
square of the angle of rotation. 

Some gang condensers have all sections identical, while others have the oscillator 
section with specially shaped plates to give correct tracking without the use of a padder 
condenser. For standard specifications, see Chapter 38 Sect. 3(vii). 

The normal construction incorporates an earthed rotor, but condensers with 
insulated rotors are also available. Condensers with split stators and either earthed 
or insulated rotors are available for special applications. 

(h) Trimmer condensers (" compensators *') 

These are available in iimumerable forms, and can only be briefly mentioned. 

The compression mica type is the least satisfactory of all since it tends to suffer 
from drift in capacitance, and is far from being linear in its characteristic. It is used 
in receivers for the medium frequency broadcast band and in the less expensive dual- 
wave receivers. 

The concentric or vane air-dielectric types are more expensive but have greater 
stability, are easier to adjust, and the better types are more satisfactory under tropical 
conditions. Ceramic trimmers are also obtainable. 

Trimmers are available in a wide range of capacitances, but for ordinary use with 
gang condensers should preferably have a minimum capacitance not greater than 
2 M/iF, and a capacitance change not less than 15 fjLfxF (R.M.A. REC-101, REC- 
106-A). 

See also Chapter 38 Sect. 3(vii and xi) for standard specifications. 

(iii) Combination units 

Combinations of one or more capacitors with one or more resistors are becoming 
common, and are very convenient. Some popular combinations are 

(a) Diode filters incorporating one resistor and two capacitors with a common 
earth return. 

(b) Cathode bias units incorporating one resistor shunted by a capacitor. 

(c) Plate and grid decoupling units incorporating one capacitor and one resistor. 

(d) Audio frequency coupling unit incorporating a plate load resistor, coupling 
capacitor and grid resistor with also (in one example) a grid stopper resistor and 
capacitor. 

(iv) Practical inductors 

Iron-cored inductors are covered in Chapter 5. Radio frequency inductors, both 
air-cored and iron-dust cored, are covered in Chapter 11. The calculation of in- 
duaance of air-cored inductors at all frequencies is covered in Chapter 10. 
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SECTION 1 : IDEAL TRANSFORMERS 

(0 Definitions (it) Impedance calculations-single load (iii) Impedance calcula- 
tions — multiple loads. 

(i) Defmitions 

An ideal transformer is a transformer in which the winding reactances are 
infinite, and in which winding resistances, core loss, leakage inductances and winding 
capacitances are all zero. In such a transformer the voltage ratio between any two 
windings is equal to the turns ratio of the windings, under all conditions of loading, 
as illustrated in Fig. 5.1 . Also, in such a transformer the currents in any two windings 
are inversely proportional to the ratio of turns in the windings under all load conditions. 




Fig. 5.1. Ideal two-winding transformer. Ei and E2 are alternating voltages 
(r.m.s.). /i and 1 2 ore alternating currents (r.m.s.) but the indicated directions of 
current flow are at a chosen instant and correspond to the direction of voltage at 
that instant. Similar remarks apply to Fig, 5.2. 

Modern iron-cored transformers often approach so closely to perfection for their 
particular purposes that their analysis on the basis of ideal transformer theory may 
give useful practical approximations for design purposes. 

A double-wound transformer is one in which, as illustrated in Fig. 5,1, separate 
primary and secondary windings are used to permit isolation of the primary and second- 
ary circuits except through mutual inductive coupling. 

199 
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Auto-transformers may be used with economy in some cases : a single winding 
is tapped to give the required turns ratio, which may be greater or less than unity, 
between primary and secondary. An ideal step-up auto-transformer is shown in 
Fig. 5.2. 



la 




Fig. 5.2. Ideal step-up auto- transformer. 
An auto-transformer is always more economical to construct than a two winding 



transformer as indicated in the following tabulation : 

Total Volt-ampere Transformer 

Type of Winding Ratios rating of windings Output V.A. 

Auto 10 : 9 or 9 : 10 20 100 

Auto 2 : 1 or 1 : 2 100 100 

Auto 3 : 1 or 1 : 3 133 100 

Auto 5 : 1 or 1 : 5 160 100 

Auto 10 :.. 1 or 1 : 10 180 100 

Double any ratio 200 100 



The currents in the primary and secondary sections are exactly 180° out of phase, 
and the resultant current flowing through the common portion of the winding is the 
difference between the two. When the ratio is 1 : 2 or 2 : 1, the currents in the 
two sections of the winding are equal. 

In ideal transformer theory there is no distinction between auto- and two-winding 
transformers and they need not therefore be considered separately in this section. 

(ii) Impedance calculations — single load 

When the secondary of a simple two-winding ideal transformer is loaded with a 
resistance as shown in figure 5.3, the equivalent or transformed load Ri as 
measured between the primary terminals is 

R, = (NJN,y.R, (1) 
and since the voltage ratio between primary and secondary is equal to the turns ratio, 
this may be written as 

R, = {EJE^)\R^ (2) 
A transformer therefore merely transforms a load imposed on its secondary. 
Its primary does not in the ideal case impose any load unless a load is applied 
to the secondary. It is the turns ratio between primary and secondary, 
and not the number of turns in the primary, that governs the transformed 
or reflected load impedance. 




FIG. 5-^ 



Fig. 5.3. Ideal two-winding transformer with loaded secondary. 

If however a transformer is to approximate to the ideal, the number of turns in the 
primary must be sufficient to make the reactance of the primary high compared with 
the transformed value of the load impedance as measured across the primary terminals. 
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For an ideal transformer with a centre-tapped primary as shown in Fig. 5.4, 
the transformed load measured across the whole primary (between terminals, P, P) 
is equal to the transformed value Ri, If however only one half of the primary is used 
(between either of terminals P and terminal C.T.) the transformed load presented 
is i 



E, AT. 

R, ={N,/N^)KR, 



f 



Ri - 
X 



T 

N| o 



4^ 



11 




Fig. 5.4. Ideal transformer with primary centre-tap and loaded secondary. 



As a practical example of the primary centre tap, consider the use of the trans- 
former of Fig. 5.4 to feed a 500 ohm line (/?, = 500 ohms). If the transformer has 
an itnpedance ratio (Ni/Ni)* equal to 10 : 1, the transformed load across the whole 
of the primary, e.g., when the primary is fed by a push-pull amplifier, is 10 x 500 = 
5000 ohms. If, however, only one half of the primary were used for connection to a 
single-ended amplifier, the load presented to the amplifier would be 1250 ohms. 

For an ideal transformer with a winding tapped for load matching, as 

shown in Fig. 5.5, the calculation of the tap to be selected for any particular load 
follows from the application of eqn. (1). 



o 
o 
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o 
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or/?. = 

and so on. 



FIG. 5'S 

Fig. 5.5. Ideal transformer with secondary tapped for load matching. 



In these equations a load connected across terminals A and B is denoted by R^g and 
the number of turns in the secondary between these two terminals is given by g, 
and corresponding designations apply for any pair of terminals across which the load 
is connected. 

If, for example, the terminals A, B provide a match with a 10 ohm secondary load 
with a total of N^g secondary turns, the nimiber of turns N^j) required between 
terminals A and D to provide a similar match to a 500 ohm line is given simply by 
{N^Q/N^^y = 500/10 = 50, so that 
^ad/^ab - V50 = 7.07. 

The number of turns in the 10 ohm winding is approximately one-seventh of the 
number of turns for matching to 500 ohms. It is, of coiurse, permissible to use any 
pair of secondary terminals such as B, C or C, D and so on, so that a wide range of 
transformation ratios is available from a transformer arrangement such as that shown 
in Fig, 5.5, 

(iii) Impedance calculations — multiple loads 

Where two or more loads are connected simultaneously to the windings of a trans- 
former, the conditions for matching may be determined readily by the following 
methods. 
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Consider an ideal transformer having two secondaries of and N3 turns connected 
to loads R2 and R3 respectively as shown in Fig, 5.6. It follows immediately from 
eqn. (2) that 

E,/E, = NJN, ; E,/E, = N,/N, ; E,/E, = NJN, (3) 
andj since the transformer is an ideal one, these relations hold irrespective of the 
relative values of the loads. 



T 



o 

— ^E, O 



Fig. 5.6. Ideal transformer 
with multiple loads. 



It is sometimes convenient to draw the diagram as in Fig. 5.73 which is equivalent 
in every way to Fig. 5.6. If, as a special case^ N^/N^ = Rz/^ay then the voltages of 
the two points A and B will be the same, and the link AB may be omitted without 
any effect. The currents in both sections of the transformer and in R^ and R3 will 
then be the same. 

The value of the reflected or transformed load R^ measured across the primary 
terminals can be obtained by considering the power in relation to the voltages specified 
in eqn. (3). 



Fig. 5.7 Ideal transformer with 
multiple loads as in Fig. 5.6, but 
with the secondaries connected at 
points Ay B. 
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FIG. 5-7 



Let U^i total input watts to the primary ^ E^^/R^ 
= watts in the load R2 ^ Ei^/Ri 

Tj/g ^ watts in the load R^ = E^^/R^ 

Then U^i ^ + ^3 (since there are no transformer losses) 
so that ^ 
R, " R, ^ R, 



R2 \nJ "^i?3 Wi/ 



We therefore have 



R,{N,/N,y 



(4) 



R,{N,/N,y 

so that the total load R^ presented by the primary is equal to the parallel combination 
of the two transformed loads RziNJNz)^ and RsiNi/Nz)^. 

If an additional winding of turns is connected to a load 4 we obviously have 
in the same way 

i _ 1 1 1 

R, - R,{NJN,y + R^iN,/N,y + R,(N,/N,y ® 
and so on, for any number of loads. Such expressions are equally applicable whether 
the secondary windings used are separate windings or whether they form part of a 
single tapped secondary. For example if, in the transformer shown in Fig, 5.5, we 
have loads Rab^ ^ac ^bd connected to terminals AB, AC, and BD respectively, 
we will have 

^1 

and so on. 



A typical practical case is one in which a known power output from an amplifier 
is fed into a known reflected impedance Ri with two secondaries feeding loads R^ 
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and R3 (such as two loudspeakers) which are required to operate with power inputs 
of PTa and Ws respectively, so that 1^1 = 1^2 + 1^3. The required transformer 
turns ratios are then given by 



so that R^W^/R^Wi = E^yE^^ 
and R^WJR^W^ = E.^E^ 
For example if W2 3 watts 
1^3 = 4 watts 
and W^i = 7 watts 

we have 

^ _ 500 X 3 1_ 

" 32.7 

1/4,5, 



= 500 ohms 
/?3 = 600 ohms 
Ri = 7,000 ohms 



(6a) 
(6b) 
(6c) 



Therefore 7^ 
^1 



5.7 



JVi^ 7000 X 7 
and similarly N^/N^^ 

Expressions such as (6) may be written in the more general form 



(7) 



where = number of turns on secondary n, 

Ni = number of turns on primary, 

Rn = load apphed to secondary n, 

i?i = transformed total primary load, 
= watts in load 
and Wi = total watts input to primary, 

but it must be noted that these relations hold only when all loads are connected so 
that the specified input conditions to the primary do exist. Eqn. (7) is also applicable 
to determine the turns ratios of two or more separate transformers feeding two or 
more loads from a common amplifier which delivers Wi watts into a total load of Ri 
ohms. 



o 
O 

N, § 
TURNSO 
O 

o 
O 




Fig. 5.8. Ideal transformer with multiple loads and tapped secondary, which is 
effectively identical with Fig. 5.6. 



If a transformer is supplying power to two or more loads, such as loudspeakers, 
and one of these is switched out of drcuit, the impedance refleaed on to the primary 
will change due to the reduction of loading on the secondary. In order to avoid the 
resultant mismatching it is advisable to switch in a resistive load, having a resistance 
equal to the nominal (400 c/s) impedance of the loudspeaker, so as to take the place 
of the loudspeaker which has been cut out of circuit. In this case the resistance 
should be capable of dissipating the full maximum power input to the loudspeaker. 
Such an arrangement will also have the result that the volume from the remaining 
speakers will be unchanged 

Alternatively if it is desired to switch off one loudspeaker and to apply the whole 
power output to a single speaker, it will be necessary to change the number of second- 
ary tiurns so as to give correct matching. This change may generally be arranged 
quite satisfactorily by the use of a tapped secondary winding. In this case the loud- 
speaker would be used on the intermediate tap when both speakers are in use, and on 
the whole winding for single speaker operation. 

It does not matter whether two or more secondary windings or a single tapped 
winding is employed. The arrangement shown in Fig. 5.8 is effectively identical 
with that of Fig. 5.6. 
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SECTION 2 : PRACTICAL TRANSFORMERS 

(i) General considerations (ii) Effects of losses, 

(i) General considerations 

The treatment in section 1 based on ideal transformer theory is an extremely useful 
first approximation in design problems, particularly if the transformers to be used are 
so liberally designed that their general characteristics approximate to the ideal. 

In practice it is usually necessary to take into account : 

(a) The resistance of each winding 

(b) The core loss 

(c) The inductances of the windings 

(d) The leakage inductances 

(e) The capacitances between windings and between each winding and ground, 
and the self capacitance of each winding. 

A useful equivalent circuit of a practical transformer is shown in Fig. 5.9. 

He-'" 




riG.ej-9 



^DEAL^TRANSFO^MERl 
Fig. 5.9. Equivalent circuit of a practical transformer. 



In this equivalent circuit we have an ideal transformer with a turns ratio Ni/N^ 
(equal to the turns ratio of the actual transformer), with the incidental characteristics 
of the actual transformer represented by separate reactances and resistances. 
= the resistance of the primary winding 
Li = the equivalent primary leakage inductance 
ra = the resistance of the secondary winding 
La = the equivalent secondary leakage inductance 

Rq = the equivalent core-loss resistance (including both hysteresis and eddy 

current losses) 
Lo = the inductance of the primary winding 
Ca = the primary and secondary equivalent lumped capacitances 
Cio = the equivalent lumped capacitance between windings 
^ input resistance of transformer on load 
and ^2 ^ the load resistance across the secondary. 

Such an equivalent circuit is capable of representing a practical design with con- 
siderable accuracy^ but actual calculations would be tedious and in some cases very 
difficult. 

The reactances and resistancco shown therein have varying effects on the input- 
output voltage ratio according to the frequency of the signal which the transformer 
is handling(Ref. A 10). In general^ the equivalent circuit can be presented in three 
distinct simplified forms for use when considering the transformer operating at lowj 
medium and high frequencies respectively (Figs. 5.10B,C,D). 

Audio transformers can be conveniently dealt with in this maimer^ whereas power 
transformers operating over a very limited frequency range can be more simply de- 
signed on the basis of Fig. 5.1 OA. 

The whole of the equivalent circuit of Fig. 5.1 OA can be referred to the primary^ 
as in Fig. 5.11 where the ideal transformer has been omitted and r^ and Rz multipHed 
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by the square of the turns ratio. This is often a convenient way of making calcu- 
lations. 




FIG.SlOA 



Fig. 5.1 OA. Simplified equivalent circuit for calculating the effect of losses, 

FIG. S.tOB 



FIG. 5. IOC 



i 



Fig, 5.1 OB. Low frequency 
equivalent circuit. 

Fig, 5.10C. Medium fre- 
quency equivalent circuit. 

Fig, 5 . 1 OD. High frequency 
equivalent circuit. 

R„ — Total winding resist- 
ance referred to prim- 
ary 

L, = Total leakage induct- 
ance referred to prim- 
ctry 

C = Total winding capac- 
itance referred to 
primary 

Rl = Secondary load re- 
sistance referred to 
primary 




FIG.5II 

Fig. 5.11. Simplified equivalent circuit referred to the primary. 



(ii) The effects of losses 

If a transformer is designed to deliver power into a resistance load, such as valve 
heaters, the primary and secondary copper losses are usually designed to be of the 
same order. 

A particular transformer reaches its maximimi efficiency when the copper losses 
have become equal to the iron losses (proof given in Ref, AlO), although this does not 
necessarily occur at full load unless the transformer is so designed. 

The efficiency is the ratio of the output power to the output power plus the losses. 
For audio and power transformers for radio purposes typical dfficiencies range from 
70 to 95 per cent, with the majority of power transformers falling between 80 and 90 
per cent. 

The regulation of a transformer is defined differently in American and British 
practice, the primary voltage being held constant throughout. 
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American definition. The percentage voltage regulation is the difference be- 
tween the full-load and the no-load secondary voltages, divided by the full-load 
vohage and multiplied by 100. 

British definition. The percentage voltage regulation is the difference between 
the full-load and the no-load secondary voltages^ divided by the no-load secondary 
voltage and multiplied by 100 (B.S.205 : 1943). 

However;, the difference between the two definitions is quite small for small per- 
centages of voltage regulation. 

The regulation of audio transformers when operating over a limited frequency range 
(say 200-2000 c s), that is the ratio of E., E^, is affected mainly by the copper losses. 

Thus E^/Ei ^ T}Tand I^/Ii ^ l/T, (1) 
where ij = efficiency 
and T = turns ratio. 

As a further consequence the impedance ratio is changed, and^, making the same 
assumptions as above, 

/?i n + r^/T^ + R2/T^ (2) 

At low frequencies, the reflected impedance is altered by the shunt effect of the 
primary inductance, while at high frequencies, a similar change is caused by the 
leakage inductance and winding capacitances. This is covered in Sect. 3(iii). 

The damping of a loudspeaker, connected as a load to the secondary of an output 
transformer, is also affected to some degree by the losses. Where an accurate in- 
dication of the damping factor is required, these losses should be taken into account. 
Refer to Chapter 21 Sect, 3. 



SECTION 3 : AUDIO-FREQUENCY TRANSFORMERS 

(i) General considerations (ii) Core materials (Hi) Frequency response and dis- 
tortion — (a) Interstage transformers (b) Low level transformers (c) Output transformers 
(iv) Designing for low leakage inductance (v) Winding capacitance (vi) Tests on 
output transformers (vii) Specifications for a-f transformers, 

(i) General considerations (References A6 and A 10) 

Audio frequency transformers can be divided into three major categories, 

(a) Low level input 

(b) Medium level interstage 

(c) Output. 

For design purposes it is necessary to know 

(1) Operating level, usually expressed in db above or below a reference level of 
1 milliwatt (i.e. dbm), 

(2) Frequency response, with permitted deviation, quoting reference level at 
which measurements are made, 

(3) Permissible distortion, at specified operating levels and frequencies, 

(4) Impedance, phase angle, and nature of source and load between which trans- 
former is to be connected, 

(5) Value of d.c. (if any) flowing through any winding, 

(6) Hum reduction requirements, 

(7) Phase shift permitted. 

Operating level 

This restricts the choice of core materials and determines the physical size. Suit- 
able core alloys include MU METAL and RADIOMETAL together with silicon 
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steels in various grades. As MUMETAL saturates at a comparatively low 
flux density, it is only suitable for low level transformers. Economic factors will 
probably dictate which material is finally used. 
Frequency response 

At low frequencies the response falls off due to the finite value of primary inductance. 
At high frequencies, the \^'inding capacitance and leakage inductance are responsible 
for the response limitations. 
Distortion (a) Low frequency 

This is mainly dependent on the maximimi operating flux density at the lowest 
frequency of interest. Distortion due to this cause falls off rapidly with increase in 
frequency. Other sources of distortion are observed when transformers operate in 
valve plate circuits. The drop in valve load impedance due to the shunting effect 
of the primary inductance may cause the valve to distort. Further, the load im- 
pedance will also change to a partially reactive one at low frequencies. The valve will 
therefore operate with an elliptical loadline and will introduce additional distortion 
iinless care is taken, 

A simple method of measuring the harmonic distortion in the cores of a-f trans- 
formers is described in Ref. C33. 
Distortion (b) High frequency 

At this end of the audio spectnmi the load impedance changes again in magnitude 
and sign, thus causing an associated valve to generate distortion. 
Source and load 

Before the design of a transformer can be proceeded with, something must be known 
about the impedances between which the transformer is required to operate. As- 
suming that it is a low level unit, for example, it may be intended to operate from a 
ribbon microphone, a low impedance line, a gramophone pickup or the plate of a 
valve. It may have to feed the grid of a pentode or triode^ a hne or a mixer circuit. 
The secondary may be shunted by a resistance or a frequency correcting network. 
Unless these factors concerning the external circuits are known it is not possible to 
predict with any degree of accuracy, the ultimate performance of the transformer. 
D.C. polarization 

If an unbalanced d.c. component is present in one of the windings, this will cause 
a reduction in inductance over that attainable without d.c. This would require a 
larger transformer to meet the same performance specifications. In some cases 
where the d.c. magnetizing force is highj the use of high permeability alloys is not 
feasible. As far as practicable, unbalanced d.c. should be avoided in transformers, 
either by using a push-pull connection or shimt feed. For calculation of primary 
inductance with a d.c. component present^ refer to Section 6. 
Hum reduction 

When the operating level is very low, it may be found desirable to shield the trans- 
former to decrease the himi level to a suitable magnitude. This can be achieved in 
several waysj MUMETAL shields up to three in nimfiber being particularly effective. 
An outer case of sheet metal or cast iron is normally employed. The use of a balanced 
structure such as a core type instead of a shell type lamination will assist in reducing 
the effects of extraneous a.c. fields. 
Phase shift 

In certain applications it is desirable to apply negative feedback over an amplifier 
incorporating one or two transformers. To achieve stability with the desired amoimt 
of gain reduction, it is necessary to exercise careful control of phase shift over a fre- 
quency range very much wider than the nominal frequency range of the transformer 
(see Chapter 7 Sect. 3). 

(ii) Core materials 

High permeability alloys are now produced by several manufacturers under a 
variety of trade names. These are listed below, with silicon steel shown for com- 
parison. 

See also Ref. C34. 
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NICKEL IRON AND OTHER ALLOYS 

{B-H) Sat. 



Material 


p 


Mo d.c. 




Gauss 


Lines/sq.in. 


Mumetal 


62 


30 000 


130 000 


8 500 


55 000 


Permalloy C 


60 


16 000 


75 000 


8 000 


52 000 


Radiometal 


55 


2 200 


22 000 


16 000 


103 000 


Permalloy B 


45 


2 000 


15 000 


16 000 


103 000 


Permalloy A 


20 


12 000 


90 000 


11 000 


71 000 


Cr-Permalloy 


65 


12 000 


60 000 


8 000 


52 000 


Mo-Permalloy 


55 


20 000 


75 000 


8 500 


55 000 


1040 


56 


40 000 


100 000 


6 000 


39 000 


Megaperm 


97 


3 300 


68 000 


9 300 


60 000 


Hipernick 


46 


3 000 


70 000 


15 500 


100 000 


45 Permalloy 


45 


2 700 


23 000 


16 000 


103 000 


Rhometal* 


95 


250—2 000 


1 200—8 500 


12 000 


78 000 


4% Silicon Steel 


55 


450 


8 000 


19 500 


125 000 


p = resistivity 


in microhm 


cm ; Mo = 


initial permeability 





yiynax = maximum permeability obtainable. 



For audio transformer work the first four are frequently used. RHOMETAL 
has a special field of application, namely for transformers handling ultrasonic and 
radio frequencies up to several megacycles. 

- Flux densities of the order of 22 000 lines per square inch can be used with 
MUMETAL and approximately double this value with RADIOMETAL, the upper 
limit being set by the permissible distortion. For further information on this point 
see Sect. 3(iii). 

For higher power output transformers, high silicon content (up to 4^%) sheet 
steel is in general use. To retain high permpabUity at low flux densities, the strips 
or laminations should be annealed after shearing anci punching. Spiral cores of grain- 
oriented silicon steel are of considerable use in this applicationt 

As a general rule, the output transformer should have the largest core which is 
practicable or permissible having regard to cost or other factors. A large core of 
ordinary silicon steel laminations is usually better than a small core of special low-loss 
steel. 

The weight of steel in the core is a function of the minimum frequency, the per- 
missible distortion, the core material, and the maximum power output. As a rough 
guide, subject to considerable variation in practice, the core may be taken as having 

Weight in lbs. =^0,17 X watts output 

Volume in cu. ins. =0.7 x watts output. 
These are for normal typical conditions, and may be decreased for less extended low 
frequency response or for a higher permissible distortion. For good fidelity, an in- 
crease in core size to double these values is desirable. 

Several new core materials are now available including CASLAM and FERROX- 
CUBE. 

CASLAM is a soft magnetic core material with finely laminated structure for use 
at frequencies from 50 c/s up to at least 10 Kc/s. It is composed of flake iron par- 
ticles pressed into a compact mass of the desired shape in such a way as to produce 
innumerable thin magnetic layers aligned in the plane of the flux. By virtue of its 
dense compacted structure many of the assembly and fixing problems associated 
with the older stacking method are eliminated. Grade 1 is a low density material 
with a maximum permeability of 860. Grade 2 is a denser material with a higher 
maximum permeability of 1000. Grade 3 is similar to grade 1 in magnetic characteris- 
tics but has better strength and machining qualities. 

For choke cores a pair of E's can be butted together but where minimum gap is 
required the block can be broken and then rejoined after the coil is positioned. Be- 
cause of the fibrous laminated structure exposed by breaking, microscopic inter- 
leaving occurs when the join is remade in the correct manner. 

♦Properties depend upon different heat treatment deliberately given. 
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Rigid clamping is less important since there are no free laminations to vibrate under 
load. For this reason also, combined with the somewhat discontinuous nature of the 
material, the acoustic noise emitted by the block is considerably reduced, especially 
at higher frequencies. 



PHYSICAL PROPERTIES OF CASLAM 



Property 


Caslam 1 


Caslam 2 


L>aslam 3 


Maximum permeability 


860 at 4 Kg 


1000 at 4 Kg 




Eflfec. permeability 


500 at 10 Kg 


830 at 10 Kg 


Similar 


Hys. loss for B„^^ ^ 10 Kg. at 50--' 


7000 


7000 ergs/cc/cycle 


to 


Coercive force Bma , = 10 Kg. at f'^--' 


2.4 


2.4 oersteds 


grade 1 


Sat. flux density 


18 Kg 


18 Kg 




Total a.c. loss, B^ax = 10 Kg. at 50^ 


2.5 


2.75 watts/lb. 




Density 


7.0 


7.4 gms/cc 




Max. oper. temperature 


llOX 


110°C 


150X 


Resistivity (ohm-centimetre) 








(a) Normal to plane of laminae 


0.04 




0.03 


(b) In plane of laminae 


0.003 




0.002 



The a.c. loss is almost entirely hysteresis, the eddy current loss being less than 
10% of the total. For this reason, the a.c. permeability at 50^^ is approximately 
equal to the d.c. figure and at higher acoustic frequencies, blocks of CASLAM 
compare favourably in magnetic properties with stacks built up from normal silicon 
iron sheet. 



Dust cores generally suffer from low permeability and, to reduce eddy currents, 
particle size has to be reduced ; this causes further reduction in permeability. 

Other new ferromagnetic materials such as the ferromagnetic spinels and FERROX- 
CUBE are described in Chapter 1 1 Sect. 3(v)E, and find their applications principally 
at frequencies above the audio range. 

(iii) Frequency response and distortion 

(a) Interstage transformers — Class A and B 

At the mid-frequency* the amplification is very nearly equal to the amplification 
factor of the valve multiplied by the turns ratio of the transformer, where the secondary 
is unloaded. 

At low frequencies the gain falls off due to the decrease in primary reactance. The 
ratio of the amplification at a low frequency Ai^ compared with that at the mid-fre- 
quency Amt can be expressed thus— 

where L„ = primary inductance 

and R = plate resistance plus primary resistance. 

The response will fall off 3 db at a frequency such that — R, At a frequency 
such that 

a^Lo = 2R (2) 
the response will be down approximately 1 db from the mid-frequency level. 

At high frequencies the leakage reactance and shunt capacitance, in conjunction 
with the plate and winding resistances, form a low Q series resonant circuit. Above 
this resonant frequency the gain will fall off rapidly. In the neighbourhood of re- 
sonance the change in gain will depend on Qo) the Q of the resonant circuit. This 
factor can be varied by adding external resistance or by winding the secondary partly 
with resistance wire (Ref. C3). The resonant frequency can be varied by changing 
the value of the total leakage inductance, L, or the interwinding capacitances. These 
are both fimctions of the transformer structure. See also page 518. 

By careful choice of core material, lamination dimensions and method of sectional- 
izing the winding, it is possible to achieve a frequency response extending beyond 
the normal audio range (Refs. C2, C4, C5, C6 and Figs. 5.12 and 5.13A). 

*The mid-frequency is the frequency at which maximum gain is obtained. 
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SENSE OF SECONDARY 
WINDINGS TO BE 
IN OPPOSITION 



As the leakage inductance is proportional to the square of the turns, N, it is 
possible to extend the high frequency response by reducing N. This, of course, 
reduces Lo in the same proportion as L„ but this eflFect can be overcome by the use 
of a high permeability alloy. 

For low level working it is usual to as- 
sume an initial a.c. permeability of 350 for 
silicon steel. If a RADIOMETAL core 
with an initial a.c. permeability of say, 
1600, and of similar dimensions is substi- 
tuted, N could be reduced in the ratio of 
V 1600/350 or 2.14/1 and L, approxi- 
mately 4.6/1 over that for the silicon steel 
transformer. Similarly if a MUMETAL 
core having an initial a.c. permeability of 
10 000 and of similar dimensions is sub- 
stituted, N could be reduced in the ratio of 
V(10 000/350) or 5.34/1 and L, approxi- 
mately 28.5/1, 




Fig. 
with 



5.12. Transformer wound 
balanced secondaries. 



In those examples, the primary inductance has remained constant, but the leakage 
inductance has decreased over 4 times and 28 times respectively without any seciional- 
izing of the winding or interleaving. This indicates the improvement possible with 
the use of high permeability alloys. 

Care must be taken, with the reduction in turns, that the flux density in the core 
does not exceed safe limits from the point of view of distortion (see Refs. C7, C8, 09, 
CIO). 

In the case of transformers working at low levels and hence, generally, a low flux 
density, the distortion may not be a consideration. It is possible to achieve an im- 
proved high frequency response, while keeping the distortion at the same level at 
low frequencies, by increasing the core cross section and proportionately reducing the 
turns. This however, increases the mean length of turn and also Lg, so the nett 
reduction of is not as great as would be anticipated. In addition, the cost of the 
transformer increases, particularly if a high permeability alloy is used. Class B 
input (driver) transformers are usually called upon to handle appreciable amounts 
of power during part of the audio frequency cycle, but are designed on the basis of 
open circuit working when considering primary inductance. Winding resistance 
and leakage inductance must be kept low to avoid distortion (Refs. C21, C22). 




Fig. 5.13A. Typical coil arrangements in audio transformers. 

(iii) (b) Low level transformers 

Transformers working about or below a zero level of 1 milliwatt (0 dbm) usually 
employ a MUMETAL core. In most instances hum shielding is necessary to attain 
the desired signal to hum ratio. This is generally required to be in excess of 60 db. 
Satisfactory shielding can be obtained by using around the transformer one or more 
shields made of high permeability alloy. Where ax. fields are strong, the outer 
shield is normally designed to be made of an alloy which has a high saturation flux 
density. Thus the inner shields of, say, MUMETAL, are working at maximum 
efficiency in a low a.c. field where their permeability is a maximimi. Sometimes 
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sheet steel or thick cast iron outer cases are used. More often a special alloy, such 
as Telcon 2129, is used. This material has magnetic properties similar to RADIO- 
METAL, but is suitable for deep drawing. Inner shields are often of copper to give 
shielding from electric fields (Refs. Cll, C12). Some improve^ient is possible if a 
core type structure is used in place of a shell type, owing to the cancellation of stray 
voltages induced in the winding by external fields. 

As an example of the use of high permeability alloys, the following design problem 
is presented. Calculate the primary turns for a 50 ohm to 50 000 ohm transformer 
working at zero level (0 dbm). The frequency response must not fall more than Idb 
below mid-frequency response, at 50 c/s Distortion must not exceed 1% at zero 
level at 50 c/s. The source impedance is 50 ohms resistive and the secondary is 
unloaded. Core material to be used is MU METAL, 
1st Step. Calculate primary inductance. 
For 1 db attenuation^ coLq = 2R (Eqn. 2). 
Lo = 2R/<xi - 2 X 50/2 x tt x 50 - 0.32 henry. 
2nd Step, Calculate primary turns. 

Assume square stack of Magnetic and Elec. Alloys No. 35 lamination. Length 
of magnetic path, / = 4.5 inches 

Cross sectional area = 0.56 square inches. 

3.2A ^ X 10« X / 

U = tt;^-::^ Therefore 



10« X / 

0.32 X 10« X 4.5 



3.2 X 0.56 X 10- 
Calculate working flux density. 



3.2 X ^ X /I 
Therefore AT = 90 turns. 



3rd Step. 

Primary voltage E = ^/'W.R 
where W = input power 
Therefore 



and 



B = 



X 10"^ 
0.224 



50 - 0.224 V 
I0» 



4.44 X 50 X 90 X 0.56 
= 2000 lines per square inch 
= 310 Gauss. 
4th Step. Determine percentage distortion. 

Referring to Fig. 5.13B and using curve 
for oiLo = 2R, it will be noted that the 
percentage distortion is approximately 
0.75%. This assumes that the perme- 
ability value, fi, is still 10 000 at the opera- 
ting flux density. In practice ft may ex- 
ceed this figure and thus the distortion as 
calculated above may be larger than would 
be measured in a finished transformer. In 
this problem, for simplification, no accoxmt 
has been taken of the stacking factor, which 
would modify the result slightly. 

When the secondary of the transformer 
is loaded, R in eqn. 1 then becomes R ^ 
as in eqn. 3 and R in F^ig. 5.13B is read as 
R^. The calculation for distortion then 
follows in a similar manner to the unloaded 
secondary example worked earlier. 

(iii) (c) Output transformers 

The factors affecting the frequency res- 
ponse of output transformers (Ref. C13) 
are similar to those affecting interstage 
transformers. Refer to Figs. 5.1 OB, C 
andD. 




•o' (rfo* 



Fig. 5.13B. Total harmonic 
distortion plotted against flux 
density for different ratios of 
primary reactance to R where 
R = plate resistance + primary 
resistance (Ref. C9). 



www.pmillett.com 



212 



(iii) (c) OUTPUT TRANSFORMERS 



5.3 



The response falls off from the mid-frequency gain by 3 db at a low frequency 
such that 

wL, = R^ (3) 
Attenuation is 1 db when 

oiLo = 2R^ (4) 

where R, ^-^-^^^ 

Tj, = plate resistance of valve 
Rl = load resistance referred to the primary 
and Rw ^ winding resistance referred to the primary. 

The response falls off from the mid-frequency gain by 3 db at a high frequency 
such that 

a>Ls = Rb (5) 
Attenuation is 1 db when 

oyLs = 0.5 Rs (6) 
where i?^ = + R^y + R^ 

and ^5 = totsJ leakage inductance referred to primary. 

£"0 f^Rr 

The gain at the mid-frequency = ^ = ]^ — C^) 

where Ei = voltage input to grid of output valve 

Ef, = voltage output across R^ 
and fJL = amplification factor of output valve. 

It is thus possible to specify the primary and leakage inductances permissible when 
the frequency response requirements are known. An example will illustrate this. 

Determine the minimum primary inductance and maximum leakage inductance 
permitted in an output transformer designed to match a pair of Class A 2A3 triode 
valves with a 5 000 ohm load. The response is to be within 1 db from 50 to 10 000 
c/s. The plate resistance of each valve is 800 ohms. Neglect R^. 

Make all calculations from plate to plate. 

For a fall of 1 db at 50 cycles per second, 

toLo = ^Ra' 
5000 X 1600 ^^^^ ^ 
= 5000TT^ ^ 1200 ohms approx. 

wLo = 1200 X 2 - 2400 
Lo = 2400/2 X TT X 50 
= 7.6 henrys approx. 
This is the value that would be measured on a bridge at low induction. 
For a fall of 1 db at 10 000 cycles per second, 

0)L g ~ 0.5 R g 

Now Rg = 5000 + 1600 = 6600 ohms. 

o>Ls = 0.5 X 6600 - 3300 
= 3300/2 X TT X 10 000 
= .052 henry approx. = 52 millihenry s. 
Note particularly that distortion requirements may necessitate an increase in 
and a decrease in L^. 

The following table indicates the relationship between the low frequency attenuation 
and the ratio of uiLJR ^ : 





TABLE 1 




Loss 


Relative amplification 


U}Lq/Rj^ 


0.5 db 


0.94 


2.76 


1.0 db 


0.89 


1.94 


2.0 db 


0.79 


1.30 


3.0 db 


0.71 


1.00 


6.0 db 


0.50 


0.58 
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The inductances required for various values of R for a bass response loss of 1 
decibel are as follows, correct to two significant figures : 









TABLE 


2 










Value of 






Bass response 


down 1 


db at 






ohms 


150 c/s 


100 c/s 


50 < 


:/s 


30 c 


:/s 


800 


1.7 


H 


2.6 


H 


5.1 


H 


8.5 


H 


1200 


2.6 


H 


3.8 


H 


7.6 


H 


13 


H 


1500 


3.2 


H 


4.8 


H 


9.5 


H 


16 


H 


2000 


4.3 


H 


6.4 


H 


13 


H 


21 


H 


3000 


6.4 


H 


9.5 


H 


19 


H 


32 


H 


4000 


8.5 


H 


13 


H 


26 


H 


42 


H 


5000 


11 


H 


16 


H 


32 


H 


53 


H 


7500 


16 


H 


24 


H 


48 


H 


80 


H 


10 000 


21 


H 


32 


H 


64 


H 


110 


H 


15 000 


32 


H 


48 


H 


95 


H 


160 


H 


20 000 


43 


H 


64 


H 


130 


H 


210 


H 


50 000 


110 


H 


160 


H 


320 


H 


530 


H 



where R^ is approximately equal to the load resistance i? 2. parallel with the effective 
plate resistance of the valve ; however see comments below. When the plate re- 
sistance is very high, as for a pentode without feedback, R ^ may be taken as being 
approximately equal to i?^. 

For loss in bass response to be reduced to 0.5 decibel these inductance values should 
be increased by a factor of 1.9 times. For a reduction of 2 db the factor becomes 0.67. 

Since the permeability of the core material varies with induction, the frequency 
response will vary with signal l^vel— the limiting low frequency will usually extend 
lower as the signal level is increased. It is therefore desirable that the inductance 
values tabulated above be calculated or measured at low signal levels. In the case 
of feedback from the secondary, this effect should be taken into account. 

Table 2 gives the value of inductance to provide a nearly constant output voltage, 
but this is only one of several requirements to be satisfied. The core distortion 
is a funaion of the ratio wLo/R^ (this may be derived from equations 9 and 10) and 
for low distortion a high ratio of inductive reactance to R^ is required, and this is 
equivalent to having a low value of bass attenuation (see Table 1). The bass attenua- 
tion in Table 2 (1 db at specified minimum frequencies) is based on (nLJR^ = 1.94, 
resulting in fairly low core distortion. Still lower core distonion would be achieved 
by increasing the inductance and hence, incidentally, decreasing the bass attenuation. 

The other important secondary effect resulting from a finite value of inductance 
is the phase angle of the load presented to the output valve(s). If the value of 
inductance from Table 2 is used for bass response down 1 db at a specified frequency, 
the phase angle of the load presented to the output valves will be between 45° and 90° 
for a triode either without feedback or with negative voltage feedback. This will 
cause a pronoimced elliptical load-line, normally resulting in severe valve distortion 
at this frequency, at full power output. 

If i?^ in Table 2 is taken as being equal to i?^, the maximum phase angle of the load 
will be less than 28° for bass response 1 db down at the specified frequencies. If 
the factor 0.67, for bass response down 2 db, is applied to Table 2, the maximum 
phase angle of the load will be less than 38'". If the factor 2.0, for bass response 
down about 0.5 db, is applied to Table 2, the maximum phase angle of the load will 
be about 15"'. This appears to be a reasonable value for good fidelity. 

Table 2 may therefore be used as a general guide to the choice of inductance values 
where more exact calculations are not required — see below. 

Summary of general application of Table 2 

To give low core distortion, nearly constant output voltage and a total load im- 
pedance effective on the valve which is not too reactive 

1. Take R^ = i?^. 

2. Apply Table 2 as printed for ordinary use. 

3. Multiply inductance values by a factor of 2 for good fidelity. 

4. The specified frequencies in Table 2 are to be interpreted as the minimum 
frequencies of operation for the transformer. 
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Where the source impedance is high, the high frequency fall off is determined 
largely by and the winding capacitances as in the case of interstage transformers. 

Similar devices to that employed in the construction of interstage transformers can 
be used to extend the range of output transformers. The use of RADIOMETAL, 
specially annealed high silicon content steel (such as SUPERSILCOR), and grain 
oriented steels, are all common in better quality output transformers (Refs. CI 4, 15). 

It is feasible to " build-out " a transformer into a half section filter and thus main- 
tain the impedance, viewed either by the source or the load, constant over a wide 
frequency range. In addition the phase angle variation is reduced cowards the ex- 
tremes of the range. This reduces distortion and maintains full power output to a 
greater degree than otherwise possible. 

This idea can be applied to interstage transformers and output transformers quite 
successfully (Refs. C\9, C20). Even large modulation transformers and class B 
driver transformers for broadcast equipment have provided improved performance 
when treated in this way (Refs. CI 6, 17, 18). 

In radio receivers and record players advantage can be taken of tliis " building- 
out " procedure, to limit the high frequency response to any given point, say 6000 c/s, 
with rapid attenuation thereafter. This usually involves only one extra component ; 
a condenser across the secondary winding of the output transformer. This is quite 
an effective " top '* limit, more so than the normal tone control. The output trans- 
former is designed to have the necessary amount of leakage inductance for the net- 
work to function as intended. 

The winding resistances are not of major importance in interstage transformers, 
but assume greater significance in output transformers. An appreciable amount of 
power may be lost unless the resistances of both primary and secondary are kept to 
reasonable proponions. In the normal good quality transformer the total resistance 
reflected into the primary side is approximately double the measured d.c. resistance 
of the primary. The total winding resistance (referred to the primary) will vary be- 
tween 10 and 20 per cent of the load resistance, which means an insertion copper loss 
of 0.5 to 1 db. Tliis extra resistance must be considered when choosing the turns 
ratio to reflect the correct load (see Eqn. 2, Sect. 2), otherwise an impedance error 
of 10 to 20 percent will occur. Core losses v/ill not materially affect the calculation 
as these losses do not reach their maximum except at full power at the lowest audio 
frequency of interest. 

Distortion in output transformers 

When a transformer has its primary connected to an audio frequency source of 
zero impedance, the waveform of the voltage on the secondary will be the same as 
that of the source— in other words there is no distortion. 

When a transformer is connected in the plate circuit of a valve, the latter is equiva- 
lent to a resistance in series with the source and the transformer primary. If the 
secondary of the transformer is also loaded by a resistance R^i this is equivalent (as 
regards its effect on distortion) to a total primary series resistance R, 

where ^"-^77+ R^{NJN,y 

Ni = primary turns 
and N.i ~ secondary turns. 

In the following treatment the symbol R is-used to indicate the total effective primary 
series resistance, whether it is caused by rj, alone or by a combination of this and 
secondary loading. 

The resistance R in series with the primary causes a voltage drop proportional to 
the current flowing through it, which is the magnetizing current. Now the form of 
the magnetizing current is far from being sine-wave, since it is distorted by the non- 
linear B-H characteristic of the core material. 

This distorted current waveform has no bad effect when R is zero, but results in 
distortion of the voltage waveform wliich becomes progressively greater as /? is in- 
creased, for any one fixed value of B^ax' 
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The resulting harmonic distortion with silicon steel has been calculated by Dr. N. 
Partridgej and his results are embodied in the formula which follows (Refs. 024, C25, 
C26, C27). 

10* 

This formula can be modified to include the core stacking factor, 90%, and to use 
inch units instead of centimetres. It then becomes 



= Sh JpA ~f'V "4zr/ 



where 



(9; 



N^Af 

the harmonic voltage appearing across the primary, 
the fimdamental voltage across the primary^ 
the distortion coefficient of the magnetic material, 
the length of the magnetic path, 
number of primary turns, 

resistance (or equivalent resistance) in series with the primary, (refer 
under eqn. 4, Sect, 3), 
■ cross-sectional area of core, 
-- frequency of fxmdamental in cycles per second, 
: impedance of primary at fundamental frequency ^ Z-nfL 
inductance of primary in heruys at chosen flux density. 
In most cases the final term (1 — RJ^Zf) can be omitted with a further simpli- 
fication. 

The right hand side of this equation gives the value of the fractional harmonic dis- 
tortion ; the percentage harmonic distortion may be obtained by multiplying this 
value by 100. The formula holds only for values of R/Zf between 0 and 1 ; this 
limits its application to output circuits having a maximum attenuation of 3 db. 



and 



A 
f 
Zf 
L 
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Pffoh ngx Dcntity {\\f\tt per 14. Ii^ FtG. 5.I3C 

Fig. 5.130. The distortion coefficient of Silcor 2 as a function of B (Ref. C25). 

Values of 5^ for Silcor 2 can be obtained from Fig. 5.13C. Similarly Fig. 5.13D 
can be used to determine the permeability of Silcor 2 and hence the inductance of the 
primary from the formula 
2MN^A (X 

^ = lOH ^10> 

where ^ = permeability at operating flux density 
and core stacking factor is 90%. 
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FIG. 5.f3D p^^^ piy^ Ocnirtir (linti ptr in.) 

Pig. 5.1 3D. Variation of permeability with B at 50 c/s of Silcor 2 laminations, 
0.014 in. thick (Ref. C25).' 



Both of these figures have been adapted from those published by Partridge (Ref. 
C25). 

An example is quoted to demonstrate the use of these formulae. 
Determine the transformer distortion produced when a pair of KT66 valves (very 
similar to type 6J-,6-G) connected as triodes are operated in conjunction with a trans- 
former having the following characteristics. 
Lowest frequency of operation 
Maximum flux density 

Core stack of M.E.A. 78 Pattern lams. Silcor 2 
(Refer to Sect. 5 and also Fig. 5.18C for lamination data). 
Operating conditions of KT66 valves 
Plate voltage 

Plate resistance (per valve) 
Load resistance (total) 
Power output 

1st step. Calculate primary voltage 

_____ 



50 c/s. 

40 000 lines/sq. 
2 ins. 



400 volts 
1450 ohms 
10 000 ohms 
14 watts 



E 

2nd step 

N 



y/WR = Vl4 X 10 000 
Calculate primary turns 

E X 10^ 

(allowing 90% core stacking factor) 



4 X fBA 



374 X 10« 



3rd step 
4th step. 



4 X 50 X 4 X 10* X 1.25 X 2 
Determine ^ from Fig. 5.1 3D 
4300. 

Calculate Z/ l-nfL) 
277/ 2.88 NM/t 



1870 turns. 



2 X 



77 X 50 X 2.88 X 1.87 



X 1.87 X 10« X 1.25 X 2 X 4300 



10« X 7.5 



. 45 300 ohms. 

5th step Calculate (parallel resistance of plate and load resistance), 
assuming Rw ^ ^ ^^"^^ 



5— (see eqn. 4, Sect. 3) 
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(2900 + 400) 10 000 ^^^^ ^ 
then = = 2480 ohms. 

6th step. Calculate 1 - (i?^/4Z/) 

1 - (R^/^Zf) = 1 - (2480/4 X 45 300) = 0.986. 
Thus this factor can be neglected without serious error. 
7th step. Determine from Fig. 5.13C 

Sff = 60. 

8th step. Calculate fractional distortion 

5.54 SfjlR^ 5.54 x 60 x 7.5 X 2480 

~V^~ N^Af ~ 1.87 X 1.87 X lO'' X 2.5 X 50 
= .014. 

Thus percentage distortion is .014 x 100 or 1.4%. 

Note : High fidelity output transformers may be designed with distortion less than 
0.05% at maximum power output at 50 c/s. 

The value of the distortion coefficient S^j is constant for any given material opera- 
ting at any one value of B^a x* The value of Sfj will be different for each harmonic, 
but its value for the third harmonic (S^) is very close to the r.m.s. sum of all harmonics 
(Srms) when there is no direct current component. 

It will be noticed that the curve in Fig5.13Creaches a minimum at about B^ax = 
10 000 lines/sq. in,, and that the distortion coefficient rises at both lower and higher 
values of B^a x> although the lower rise is only slight. Actually the lower part of the 
curve (below the knee) drops away rapidly and eventually reaches zero at B^az = 0. 
Some alloy core materials have appreciable values of the distortion coefficient even 
when approaching B^ax = 0 (Ref. C9). 

When there is a direct polarizing field, even as well as odd harmonic distortion are 
both evident. Under these conditions, below 65 000 lines/sq. in., the r.m.s. sum of 
the second and third harmonic currents ^2+3 approximates to the r.m.s. sum of all 
the harmonic currents. 

It will be seen from this analysis that it is desirable to use a low impedance source, 
(e.g., triodes), and a high inductance primary for best results at low frequencies. 

Distortion at high frequencies 

At high frequencies distortion is produced, apart from normal valve distortion 
due to non-linearity of characteristics, by the leakage inductance and winding capacit- 
ances which change the magnitude and phase angle of the load impedance. 

The load on the secondary, if a loudspeaker, also complicates this trouble. Here 
again, a low impedance source is desirable ; a high impedance source will accentuate 
the distortion due to this effea. With Class B amplifiers, it is essential that the leak- 
age inductance between each half of the primary be as small as possible, otherwise 
there will not be proper cancellation of even order harmonics, and higher order har- 
monics will be generated (Ref. C23). A static shield between primary and secondary 
will prevent any stray even harmonics being fed into the secondary by capadtive 
coupling. This shield will alter the winding capacitances and increase the leakage 
inductance, hence it must be employed judiciously. 

In Class B output transformers, high leakage inductance and winding capacitances 
cause distortion and decrease in power output. To a considerable degree, these 
remarks on distortion at high frequencies also apply to Class AB transformers. 

(iv) Designing for low leakage inductance* 

Assuming that the turns and winding dimensions are kept constant, leakage in- 
ductance can be progressively reduced by interleaving the winding structure until 
the limit is reached when 

a/3N^ <c (11) 
where a = total thickness of all winding sections 

N = number of leakage flux areas 
and c = thickness of each insulation section. 

•This treatment follows Crowhurst, N. H. (Ref, C28). 
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From eqn. (1 1) it will be seen that the insulation between the sections is the limiting 
factor. Fig. 5.1 3E shows that the largest value of for a given number of sections 
is achieved when there is a half section at the end of each winding structure. Al- 
though series connections are shown, similar results can be obtained by paralleling 
the sections. In this case all the turns in each paralleled section must be equal. An 

example of the use of Fig. 5.13H to 
determine leakage inductance follows : 
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FIG. 5. I3E 

Fig. 5.13E. Table of winding arrangements 
{Ref. C28). 



A push-pull output transformer is 
to be wound on a former 1.875 inches 
long and have a winding height of 0.4 
inchj allowing for clearance. The 
mean length of turn is 9.5 inches. The 
primary and secondary turns are 2700 
^nd 120 respectively. Insulation be- 
tween sections is 0.015 inch. Assuming 
the seventh winding arrangement in 
left hand column of Fig, 5.13Ej it is 
required to determine the leakage 
inductance between the whole primary 
and secondary. The total primary 
winding height is 0,24 inch and the 
total secondary winding height is 
0.16 inch. 

a = 0.4 inch. = 16. 

Referring to Fig. 5.1 3H, intercepts 
of a and give 0.008. 

Adding c = 0.015 gives 0.023. 




WINDING CROSS SECTION 

FIG. 5. I3F 

Fig. 5.13F, Dimensions used in 
chart {Fig, 5.13H). 
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FKS. 5.I3C 



Fig. 5.13G. Showing use of chart 
(Fig, 5.13H). 
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LEAKAGE INDUCTANCE 

MICROHENRIES MILLIHENRIES 




N» FIG. S.I3H 

Fig. 5.13H. Leakage inductance chart {Ref. C28). 

Intercepts with the mean length of turn, 9.5 inches and winding width, by of 1 .875 
inches gives a vertical of 0.012. 

Assuming 270 turns, leakage inductance =0.14 millihenry, or 14 millihenrys for 
2700 turns. 

(v) Winding capacitance* 

This information assists in computing the various winding capacitances of multi- 
layer windings used in the construction of audio-frequency transformers, chokes and 
other equipment. They apply to windings in which turns are wound on layer by 
layer, either interleaved or random wound, so that the P.D. between adjacent turns 
belonging to consecutive layers will be much greater than that between adjacent turns 

•Reprint of an article by Crowhurst, N. H., in ElecUonic Eng. (Ref. C29). 
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in the same layer. The capacitance effect between adjacent turns in the same layer 
is neglected, only that between layers being considered. Capacitance between wind- 
ing and core, and electrostatic screens, if used, must also receive attention. 

Fig. 5.13J illustrates a cross section of a piece of winding in which layer inter- 
leaving is used. It is seen that the dielectric between adjacent conductors in consecu- 
tive layers is complex both in shape and material. The turns on the top layer shown 
fall so that each turn drops in the space between two turns on the second layer, corru- 
gating the interleaving material with a slight resulting increase in capacitance com- 
pared with that between the middle and bottom layers shown. Due to the spiral 
form of each layer, the position of turns in consecutive layers to one another will 
change at different points roimd the direction of winding, thus the capacitance be- 
tween any pair of layers will automatically take up the average value. The composite 
dielectric is made up of conductor insulation, most commonly enamel, interleaving 
material and the triangular shaped spaces left between adjacent turns and the inter- 
leaving material. These spaces will be filled with dry air if the windings are dried 
out and hermetically sealed, or with impregnating compoimd if the windings are 
vacuum impregnated. The latter procedure will give rise to a somewhat higher 
capacitance. 



Copper Conductori 




Loyvr Interleaving 



Fig, 5.13J. 
interleaved 



Section through layer 
winding (Ref, C29). 



Fig, 5.13K. Effective capacitance 
of a pair of layers (Ref, C29). 



In practice the major controlling factor determining the total capacitance between 
two adjacent layers of winding is the thickness of the interleaving material, thus dis- 
tributed capacitance may conveniently be estimated in terms of the thickness of inter- 
leaving material, giving this material a value of dielectric constant empirically ob- 
tained, allowing for the average effect of the other dielectrics in the composite arrange- 
ment. 

Effective layer to layer capacitance 

Take a winding having only two adjacent layers, its turns distributed xmiformly 
throughout the two layers as shown in section at Fig. 5.13K. Consider an element 
dx at a distance x from the end of the winding where the conductor steps up from one 
layer to the other. In the complete winding the elemental capacitance due to the 
section dx will be transformed so that it can be represented as an equivalent value 
across the whole winding. If the length of the whole layer is / and the capacitance 
per imit layer length C, then the effective capacitance of the element referred to the 
whole winding will be (x/iyC.dx. The capacitance due to the whole winding will be 

{^(x/iradx =lLa 

J 0 J 

Thus the effective capacitance of such a two-layer winding is one-third of the capacit- 
ance between two layers measured when their far ends are unconnected. 

Take now a winding consisting of n whole layers : there will be (n — 1) adjacent 
pairs of layers throughout the winding and the effective capacitance of each pair of 
layers, referred to the whole winding, will be a capacitance of (2/n)- times their capadt- 
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ance referred to the high potential ena and considered as a pair. Thus the capacit- 
ance of n whole layers referred to the whole winding becomes 



For large values of n the capacitance becomes inversely proportional to the number 
of layers. Fig. 5.1 3Q illustrates a typical winding shape together with the dimensions 
as used in the related diagrams. The capacitance per layer, given in the foregoing 
formula as CI, is proportional to the product of the length per mean turn Lmt, and the 
length of layer 
Vertical sectionalizing 

It is sometimes of advantage to sectionalize the winding as shown at Fig. 5.1 3Lj 
each vertical space being filled completely before proceeding to fill the next one. 




Fig. 5.13L.- Sectionalizing to 
reduce capacitance (Ref, C29). 



FIG. 5J3L 

Although physically the winding will have the same overall cross-sectional dimensions 
its self-capacitance wiU be equivalent to that of a winding having l/N x layer length 
and N X n layers, where N is the number of vertical sections. The distributed 
capacitance of the winding due to such sectionalizing thus is reduced by the faaor 
1 /N^ Note that this rule applies only to referred interlayer capacitance and does not 
apply to capacitance between the top and bottom of the winding and adjacent wind- 
ings or screens. The various reduction factors for vertical sectionalizing are given 
in Table 4. 



TABLE 4 



Number of 
vertical 
sections 


Distributed 
capacitance 
component 


Winding to screen capacitance arrangement as 
Figure 5.13M 


(a) One side 
earthy 


(a) Centre point 
earthy 


(b) One side 
earthy 


1 


1 


1 


0.5 


0 


2 


0.25 


0.75 


0.25 


0.125 


3 


0.111 


0.704 


0.185 


0.185 


4 


0.0625 


0.6875 


0.1875 


0.219 


5 


0.04 


0.68 


0.168 


0.24 


6 


0.0278 


0.676 


0.176 


0.255 


00 


0* 


0.667 


0.167 


0.333 



*The method of winding is here changed so that for the purposes of this column, 
the dimensions L^o and will change places. 



Effect of mixing windings 

In the design of a transformer it is often necessary to mix the primary and secondary 
windings in order to reduce leakage inductance. This arrangement will generally 
be a disadvantage as regards minimizing winding capacitance, since it exposes greater 
surface area of winding in proximity to either the other winding or an earthed screen. 
If the ratio of the transformer is fairly high, then from the high impedance winding 
the whole of the low impedance winding appears at common audio potential, usually 
earthy. But if the ratio of the transformer is not very high, capacitance between 
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points at differing audio potentials in the two windings may have serious effects, and 
it is generally best to arrange the windings so as to avoid such capacitance. 

Fig, 5.13N shows a cross-section suitable for an inter-valve transformer designed 
to operate two valves in push-pull from a single valve on the primary side. The H.T. 
end of the primary is earthy and is therefore diagranunatically earthed. The high 
potential end of the primary is adjacent to the earthy end of one of the half secondaries 
so that the capacitance between windings at this point is effectively from anode to 
earth. The two high potential ends of the secondary are remote from the primary 
and so minimize the possibility of unbalanced capacitance transfer from primary to 
one half secondary. 



(b) 



/ / 



/ / 



"IL 



Hoi/ Secondary 




Holf Secondary 



Fig. 5.13M. Arrangements using vertical sectionalizing. See Table 1 (Ref, C29). 
Fig, 5.13N. Push-pull secondary intervalve transformer secondary arrangements 

(Ref. C29). 

Another problem which often arises is in the design of push-pull output trans- 
formers, particularly for Class AB or Class B circuits, where it is essential that each 
half of the primary be well coupled to the whole secondary. From the viewpoint 
of leakage inductance and winding resistance, it is unimportant whether the secondary 
sections are connected in series or parallel. Fig. 5,13P illustrates three arrangements 
for a transformer of this type, each of which may be best suited under different cir- 
cumstances. At (a) is an arrangement which gives minimum primary capacitance, 
but suffers from the defect that leakage inductance and winding resistance are unequal 
for the two primary halves. For Class A operation using valves requiring an optimum 
load of high impedance tliis arrangement is sometimes the best. At (b) is an arrange- 
ment intended to equalize winding resistance and leakage inductance from each half- 
primary to the whole secondary as well as primary self-capacitance. This arrange- 
ment is particularly suited to circuits employing low loading Class AB or Class B 
operation. The alternative arrangement shown at (c) results in a slightly lower re- 
ferred capacitance across one half only of the primary. In general this unbalance is 
not desirable, but if leakage inductance is adequately low, the coupling between all 
the windings may be so good that the reduction in capacitance may be apparent across 
the whole primary. 



le -4 



Anode- 



!»■) 



B+- 
Anode- 



LI 



FIG. 5.I3P 

Fig. 5.13P. Arrangements for push-pull output transformer (Ref. C29). 



www.pmillett.com 



5.3 



(v) WINDING CAPACITANCE 
TABLE 5. 



223 



WINDING 
t SCREEN 
ARRANGEMENT 
1 CONNECTION 


CAPACnANCE 
FACTOR 


WINDING 
I SCREEN 
ARRANGEMENT 
t CONNECTION 


CAPAOTANCE 
FACTOR 


On* 
side 
corthy 


Centre 

point 
tor thy 


One 
torttry 


Centre 
point 
•orrtty 








•25 










1-25 


•25 






in 








w 






1 


•5 










fl 1 


Ml 


I 
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r ■ 
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JnL 


•22 
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Table 5 gives a pictorial representation of various ways in which high impedance 
windings may be arranged in relation to earthy points shown as screens. The table 
is equally applicable if these points are earthy low impedance windings. The capacit- 
ance factors for alternative connexions of 
the windings, with either one side or the 
centre point at earth potential, are given 
relative to the average capacitance between 
one end layer of the winding and one 
screen. The two arrangements marked 
with an asterisk indicate that it is neces- 
sary to reverse the direction of winding in 
order to achieve the capacitance factor 
shown. 

Random winding 

In what is known as random winding, no 
interleaving material is used. For ideal 



Fig. 5.13Q. Dimensions used in 
figures 5. 13R, 5.13S, 5.13T, 5.13U 
(Ref. C29). 
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DIELECTRIC THICKNESS T^ MILS NUMBER OF LAYERS 
2 34 66 10 2030 30 10 8 6 4 
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Fig. 5.13R and 5,13S. For distributed capacitance due to layer winding (Ref. C29). 
Refer length of winding L on their respective scales, to intercept at A then along the 
horizontal reference lines to intercept with the thickness of dielectric material T^, 
at B. From this point refer along the slanting reference lines to intercept with the 
empirically determined value of dielectric constant at C, then along the horizontal 
reference lines to the unity reference vertical at D. From this point refer down the 
slanting reference lines to intercept with the number of layers n.^ at E, whence the 
referred capacitance is read off on the scale at the right. 

For interwindingi or winding to screen capacitance : As above, for the winding 
dimensions and dielectric thickness to a point corresponding to D, whence, for winding 

to screen capacitance, or inter- 
"l I yx//xA winding capacitance when the 

other winding is all at low poten- 
tialy refer down the slanting re- 
ference lines to intercept with the 
section capacitance factor ob- 
tained from Table 4. For inter- 
winding capacitance where there 
is appreciable potential in the 
adjacent portions of both wind- 
ings^ individual attention will 
be necessary for each interwinding 
spacey and the turns factor scale 
will assist here. 




I Cp du< to : 



] Scmn or 
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random winding the layers should be built up so that at all times during winding the 
top surface is level. Failure to do this will not greatly affect the self-capacitance, 
but will result in increased danger of breakdown due to electrical or mechanical 
stresses. As the number of layers is always large, it is convenient to reduce the cal- 
culation to simple terms of the winding dimensions. 

The. essential variables are : length of winding L^, length of mean txirn L^t, 
winding thickness (see Fig. 5.13Q), and number of tums^ T. Considering variation 
of each of these quantities in tvan, the others being taken as constant : variation 
of L« will vary the referred capacitance per layer as before^ and additionally the 
effective nimiber of layers will vary inversely as L^* ; variation of Ln,t simply varies the 




0-4 0-3 0*2 0-1 .01 '02 -03 -04 -06 -OB OH 0-2 0-3 0^4 0^ 0« I 

WINDING THICKNESS INCHES 

FIG. 5.I3T 



•fnt Turiw 




Fig. 5,13T and 5.13U (Ref, C29). 
For distributed capacitance due to 
random winding. Refer length of wind- 
it^ and length of mean turn L„ty 
on their respective scales, to intercept at 
A then along the horizontal reference 
lines to intercept with the vertical line 
for thickness of winding T^y at B, 
From here refer up the slanting reference 
lines to the right-hand edge of the data 
sheety and then back along the horizontal 
lines to intercept with the vertical 
lines for the number of turns at C 
from which referred capacitance is read 
off along the slanting lines at Cp. 



R.D.H. — 8 
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layer size, as before ; variation of both and T varies the number of layers in direct 
proportion to T^^ or T. Thus the whole expression for variation of capacitance can 
be written, 

/ I 3/2 

Figures 5.13T and 5.13U are based on this relation and empirical values obtained 
from average results with random windings. 
Example 1 

A push-pull output transformer is arranged as at Fig. 5.13N : primary winding 
has a total of 12 layers, T ^ — 3, k =^ 2 : insulation between primary and screen, 
^ 15, ^ = 5 ; main dimensions, L^, = 2 in., L„( = 8 in. 

Distributed capacitance, using Figs. 5.13R and 5.13S, = 2 in., L^t = 8 in., 
Td = 3, k=2 and n - 12, is Cp = 240 /x/xF. 

Capacitance from each primary to screen, substituting Ta = 15, k =5, is Cj, = 
1200 mmF. The capacitance factors for the arrangement of Fig. 5.1 3N are : (a) 0.25 ; 
(b) 0.5 ; (c) 0.375. Thus the total capacitance referred to the whole primary for each 
method of connexion is, 

(a) 300 mmF + 240 mmF - 540 mmF. 

(b) 600 /x/iF -f- 240 mmF - 840 ^^F. 

(c) 450 ^/iF + 240 /x^F = 690 /xf^F. 
Example 2 

An intervalve transformer, to operate from push-pull to push-pull, uses a simple 
arrangement having both windings all in one section : L^, = 0.6 in, L„( 2.5 in, 
r„ (each winding) =0.1 in. ; insulation between windings, 7^, k = \ Turns, 
4 000 c.t./12 000 c.t. 

Distributed capacitance, using Figs. 5.1 3T and 13U L„ = 0.6 in., L^t = 2.5 in., 
r„ - 0.1 in., T (primary) = 4 000, is Cj> = 58 fifiF. For secondary, 7- 12 000, 
Cp = 34 ^;xF. 

Capacitance coupling between one-half primary and one-half secondary, using 
Figs. 5.13R and 13S, actual capacitance, = 0.6 in., L^t = 2.5 in., = 10, 
^ =^ 3, is Cp = 100 fifiF. Both windings wound in same direction, turns factor 
across this capacitance referred to whole primary is ^ + 1 ^ — 2, so referred capacit- 
ance is 400 fx/xF. Windings woimd opposite directions, turns factor referred to 
primary is H — ^ 1, so referred capacitance is reduced to 100 fx/iF. Referring 
these two values to secondary, turns factors are 1/2 + 1/6 = 2/3 or 1/2 — .1/6 — 
1/3, giving capacitance values referred to whole secondary of 45 ^^xF or 11 fifiF 
respectively. 

A complete analysis would need to consider leakage inductance between each prim- 
ary and each half secondary, and separate source and load impedances applied to each 
half. For this purpose, the primaiy and secondary shunt capacitances across each 
half would be 1 16^ ^xF and 68 /x/xF respectively, while the capacitance coupling would 
be 1,600 fifiF or 400 ^fiF referred to half primary. The secondary shimt capacit- 
ances referred to the half primaries would be 610 nfiF. 
Example 3 

A direct coupled inter-valve transformer is arranged as at Fig. 5.13M : L„ = 1.5 
in., L^t ^ 6 in., T ^ = 20, k ^ \ (air spaced) ; (each whole winding) ^ 0.2 in. ; 
Turns 4 000/12 000 c.t. 

Distributed capacitance, using Figures 5.13T and 5.13U, Lu, — 1.5 in., L^t = 6 in., 
r«, = 0.2 in., r (primary) - 4 000, gives Cp = 400 ^/xF, Secondary, 7- 12 000 
gives Cp = 225 /x/xF (or 450 fifxF per half secondary). 

Interwinding capacitance, using Figs. 5.13R and 5,13S, actual capacitance, 
1.5 in.. = 6 in., = 20, k ^ 1, give RCp just over 90 fifiF say 100 fifxF, 

Vertical sectionalizing will reduce the distributed component in each case, but 
will also vary the interwinding capacitance. Using the information in Table 4 the 
results may be presented as in Table 6. 

In practice three sections for the primary and four or five sections for each half- 
secondary will be best, remembering capacitance reduction is more imponant in the 
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secondary. By making the earthy end of primary and secondary at opposite ends of 
the vertical groups, interwinding capacitance coupling effects are minimized. 



TABLE 6 





Primary capacitance 


Half secondary capacitance 


Number 










■ 


1 
















of vertical 


Dis- 


Inter- 


Total 


Dis- 


Inter- 


Total 


sections 


tributed 


winding 




tributed 


winding 




1 


400 


100 


500 


450 




450 


2 


100 


75 


175 


112.5 


12.5 


125 


3 


44.4 


70.4 


115 


50 


18.5 


68.5 


4 


25 


69 


94 


28 


22 


50 


5 


16 


68 


84 


18 


24 


42 


6 








12.5 


25.5 


38 



(vi) Tests on output transformers 

Summary of R.M.A. Standard SE-106A (Sound systems) 

The distortion shall be measured ^yith a zero-impedance source of voltage in 
series with a pure resistance Rj^q of value 0.4 (± 5%) times the square of the standard 
distribution voltage, Vj^j^, from which the tap is designed to work, divided by the 
manufacturer's rating, Wfjfj for the power drawn by that tap at that distribution 
voltage : 

Rrc - (0.4 VtrVW^tr)(^ ± 0.05). 
Measurements shall be made at the lowest frequency of the rated frequency response 
or 100 c/s, whichever is the higher ; at 400 c/s and at 5000 c/s if within the rated 
frequency response. 

The power-handling capacity of a speaker matching transformer is the maximimi 
r.m.s. power drawn by the transformer at which the specified distortion (which shall 
be not more than 2%) is not exceeded. The power drawn by the transformer, Wj, 
shall be determined by dividing the square of the actual voltage measured across the 
primary terminals, Vj^py by the square of the standard distribution line voltage, Kj^, 
from which the primary tap is designed to work, and multiplying this quotient by the 
manufacturer's rating for the power, WfRf drawn by that tap at that distribution 
voltage : 

The rating shall be determined as follows : The power at the stared distortion at 
100 c/s shall be multiplied by 2. This figure shall be compared with the other meas- 
urements made at the other test frequencies, and the lowest power figure shall be taken 
as the power-handling capacity. In case the transformer is provided with more than 
one primary tap, the rating shall be given for the tap drawing the highest power at 
the rated distribution voltage. If there is more than one secondary tap, the power 
rating shall be given for the tap with the lowest measured power rating when properly 
terminated. 

If the transformer is to be used in a system employing emphasized bass, a trans- 
former must be chosen which has a rating higher than the nominal power to be handled 
in proportion to the bass emphasis employed. Likewise, transformers to handle 
organ music must have a rating at least four times the nominal power to be handled. 

The frequency response of a speaker matching transformer is the variation of 
output voltage as a function of frequency, with a constant source voltage in series 
with a known impedance connected to the primary, expressed as a variation in db 
relative to the output voltage at 400 c/s. 

For measurement, the transformer shall be connected as for distortion measurement 
(see above). The frequency response shall be measured using a constant source volt- 
age, which will deliver one-half rated input power, Wj-jf, to the transformer at 400 c/s 
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The loss of a speaker matching transformer is the inverse ratio of the power 
delivered by the secondary of the transformer to a piirc resistance equivalent to the 
rated load impedance, to the power delivered by the same source if the transformer is 
replaced by an ideal transformer of the same impedance ratio, expressed in db. For 
measurement, the transformer shall be connected as for distortion measurement (see 
above). 

The impedance presented by the ideal transformer to the source shall be taken as 

The power delivered to the secondary load is {Vts^I^ti) where Vj^^ is the voltage 
across the load resistance Rj^^. 

The power deUveied to the ideal transformer is (Kjt^ V^ri) where V^,^ is the voltage 
across the load resistance Rj^. 

The loss is given then by 

Loss - lOlogio^^^VT?^* 

*^ TS f^TL 

The loss shall be measured at 400 c/s and at a value of source voltage at which rated 
power is delivered to the ideal transformer. The loss shall not exceed 2 db (equival- 
ent to 63% minimum efficiency). 

(vii) Specifications for a-f transformers 

The following details are suggested for forming part of a specification for a trans- 
former. See also Ref. C32. 

In all cases, it is desirable to submit a circuit showing the transformer application 
when writing a specification. 

(1) Input transformers 

(a) Operating level ; this should be quoted in db above or below specified refer- 
ence level, usually 1 milhwatt. 

(b) Frequency response with permissible variation in db from a reference fre- 
quency, generally 1000 c/s. 

Conditions of measurement must be specified — usually normal operating 
conditions. 

(c) Impedance ratio or turns ratio. 

(d) Positions of any taps should be stated. 

(e) Source and source impedance. 

(f) Load and load impedance. This may be the grid of a following amplifier 
valve. The secondary winding may also be shimted by a frequency-correcting 
network ; if so, full details should be given. 

(g) Total r.m.s. harmonic distortion ; this should be measured at max. output 
at the lowest frequency of interest. 

(h) Minimum resonant frequency. 

(i) Insertion loss in db — frequently quoted at 400 c/s. 

(j) Permissible phase characteristics at lowest and highest frequencies of interest. 

(k) Direct currents in windings. 

(1) Magnetic and electrostatic shielding. 

(2) Interstage transformers 

In general, as for input transformers, with the addition that the type of valves used 
in the preceding stage, together with their operating conditions, should be specified. 
Where push-pull input is intended, the maximum out-of-balance current should be 
stated. 

(3) Output transformers 

As (2) above. Where multiple secondary windings are employed the power to be 
delivered to each should be stated. 
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SECTION 4 : MAGNETIC CIRCUIT THEORY 

(0 Fundamental magnetic relationships (ii) The magnetic circuit (Hi) Aiagnetic 
units and conversion factors. 

(i) Fundamental magnetic relationships 

Just as we have an electrical circuit, so the core of a transformer can be regarded as 
a magnetic circuit through which a flux passes, its value depending on the magneto- 
motive force producing it and on the nature of the magnetic circuit. These are 
related by an equation resembling Ohm*s Law for electrical circuits : 

F = 4>R OT cf> ^ F/R or R = F/^ (1) 
where F ^ magnetomotive force (m.m.f.) in gilberts (c.g.s. electromagnetic units) 
analogous to electromotive force (e.m.f.) in electrical circuits, 
4> = total flux = the total number of lines of flux (or maxwells ; 1 maxwell 
1 line of flux), 

R — reluctance (equivalent to resistance in electrical circuits). The c.g.s, 
electromagnetic unit of reluctance is the reluctance of 1 cubic centimetre 
of vacuum, which is very closely that of 1 cubic centimetre of air. 
Reluctances are combined in series or parallel like resistances ; when in 
series they are added. 



AIR GAP 




N TURNS 



Fig. 5.14. Typical magnetic circuit 
with iron core and air-gap. 



FLUX = 4) 
IRON ^ 
FIG. 5-14 

A typical magnetic circuit is shown in Fig. 5.14 where we have the greater part of 
the magnetic circuit through iron, and a short length (the air gap) through air. In 
this case the total reluctance is the sum of the reluctances of the iron-circuit and the 
air gap. The flux <!> is caused by JV turns of wire carrying a current / amperes and 
producing a magnetomotive force given by 

F = {47r/10)NI^ 1.257 NI (2) 
where F = magnetomotive force in gilberts, 

N = number of turns, 
and I = current in amperes. 

Thus 1 ampere turn ^ 1.257 gilberts. (3) 
Instead of considering the total flux, it is often more convenient to speak of the 
flux density, that is the number of lines (maxwells), per square inch or per square 
centimetre (cg s. electromagnetic unit = 1 gauss = 1 maxwell per square centimetre). 
The symbol for flux density is B. Thus 

4> = BA (4) 
where 4> = total flux, 

B = flux density, either in lines per square inch or in gauss (maxwells per 
square centimetre), 

and A = cross sectional area magnetic path (practically equal to the cross 
sectional area of the core in the iron section), in square inches or square 
centimetres respectively. 
The magnetizing force (also known as the magnetic potential gradient or the 

magnetic field intensity) is defined as the magnetomotive force per unit length of 

path : 
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H = F/l (5) 
where H = magnetizing force in oersteds (or gilberts /centimetre), 

F = magnetomotive force in gilberts, 
and / — length of path in centimetres. 

Alternatively, if F is expressed in ampere-turns, H may be expressed in ampere- 
turns per inch or per centimetre. 

The permeability ( ^l) is defined by the relationship ; 

^ = B/H (6) 
where B = flux density in gauss (maxwells per square centimetre), 

/X = permeability*, 
and H — magnetizing force in oersteds. 
In air, H is numerically equal to the flux density (5). 

Permeability is the equivalent of conductivity in 
electrical circuits. Permeability in iron cores is not 
constant, but varies when the flux is varied. The 
relationship between B, H and ^ is shown by the 
" BH characteristics " of the iron, as shown for 
example in Fig. 5.15. The value of ^ at any point 
is the value of B divided by the value of H at that 
point. 

For example, the permeability at point C is equal 
to OE/OD, where OE represents the flux density at 
point C, and OD represents the magnetizing force 
at point C. The permeability is therefore the slope 
of the line OC. A curve may be drawn indicating 
the value of ^ for any value of //, and this curve may 
be plotted on the same graph with, of course, the 
addition of a ^ scale (dashed curve in Fig. 5.15). 

The incremental permeability is the permeability when an alternating magnetiz- 
ing force is superimposed on a direct magnetizing force. 

The initial permeability is the permeability 
at values of H approaching zero. 

The hysteresis loop of a typical magnetic 
material is shown in Fig. 5.16. When the 
magnetizing force increases from zero (demagnet- 
ized condition) to the positive peak, the B-H 
characteristic is followed from O to A, where A 
represents the maximum (peak) values of H and 
B, As the value of H decreases to zero and then 
increases in the opposite direction, the path 
followed is along the curve ACDE, where E is 
the negative equivalent to A, occurring half a 
cycle later than A. From E, the path followed 
is along the curve EFGAt. The area of the 
curve ACDEFGA represents power loss, known 
as hysteresis loss, in the magnetic material. 

Point C is the value of B for zero magnetizing 
force (i.e., H = 0) and it represents the residual 
magnetism ; this value of B is called the 
remanence, or remanent flux density J. 



HwMAGNCTIZiNC FORCE 

(GILBERTS PER INCH, OR . 
VmPERE -TURNS PER IMCH) 

Fig. 5A5. BH characteristics 
of a typical transformer steel. 
The dashed curve is the per- 
meability ^ where ^ ^ B/H. 
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Fig, 5.16. Hysteresis loop of 
typical magnetic material. 



•Strictly speaking, is measured in gauss per oersted, but it is common practice m engineering work 
to speak of the permeabiUty as a pure number which is the ratio between ^ and {J-o where fio is the 
permeability of vacuum, and has a value of unity. ._ r i v ^ 

t Actually this " cyclic condition " is not reached until after a number of cycles have occurred, in 
the early cycles the position of A falls slightly each cycle. . , ^ . . . . . ^, 

rThis strictly applies only to the initial cycle ; the term residual flux density is used for symmetxical 
cyclically magnetized conditions. The latter term is also sometimes used when it is not desired to 
distinguish between the initial and cyclic conditions. 
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Point D is that at which the applied negative magnetizing force brings the value of the 
residual magnetism to zero. 

The length OC is called the coercive force (strictly this appUes only for symmetrical 
cyclically magnetized conditions). 

The average permeability is the slope of the straight line EOA (shown dashed 
in Fig. 5.16). 

The locus of the extremities (A or E) of the normal hysteresis loops of a material 
is called its normal magnetization curve ; this is the same as the B-H curve of 
Fig. 5.15. 

When alternating current is passed through the winding, the iron will pass through 
the hysteresis curve ACDEFGA (Fig. 5.16) each cycle. The maximum value of H 
is called H^^axs and the corresponding value of B is called B^ax> the curve being norm- 
ally symmetrical in the positive and negative directions in the absence of a direct 
current component. 

When deahng with alternating currents, it is usual to quote ampere-turns per inch 
in r.m.s. values ; the corresponding values of flux density may be quoted either in 
terms of B or B^^x- It is obvious that H^ax ^ V^/Zj but B^^^ is normally greater 
than V^B. 

(ii) The magnetic circuit 

A typical magnetic circuit is shown in Fig. 5.14. Certain assumptions are gener- 
ally made for simple theoretical treatment, including — 

1 . That the flux confines itself entirely to the iron over the whole length of the iron 
path (in practice there is always some leakage flux, which is more serious when there 
is an air gap). 

2. That the flux is uniformly disU'ibuted over the cross-sectional area of the iron. 
In Fig. 5.14 we therefore have : 

Total magnetomotive force F 1 .26 NI from (2) 

Total reluctance R = Ri^^^ + ^a,> 

where /?tron = reluctance of iron path 
and Rair = reluctance of air path. 
Total flux <i> F/R = F/(R,,,, + /?„,,) from (1). 

The reluctance of the air gap is given by 

Rair - F/<i> = Hl/BA = kl/A (7) 
where / = length of air gap, 

A ^ equivalent area of air gap, allowing for " fringing " 
(a + 0 (6 + /) 
and a, 6 = actual dimensions of pole faces. 
Values of k are given by the table below : 



H 


oersteds 


ampere turns/cm 


ampere turns/inch 


B 


gauss 


gauss 


lines /sq. inch 


I 


centimetres 


centimetres 


inches 


A 


sq. centimetres 


sq. centimetres 


square inches 


k 


1 


0.796 


0.313 



The reluctance of the iron path is not constant, so that the best approach is graphical. 

The magnetic potential difference {U) is the equivalent of potential difference 
in electrical circuits. The sum of the potential differences around any magnetic 
circuit is equal to the applied magnetomotive force. 

Applying this to Fig. 5.14, 

F = U.ron + U,,, (8) 
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where F = total magnetomotive force, 

l/irofi = magnetic potential difference along the whole length of iron, 
and Uair = magnetic potential difference across the dir gap. 




Fig, 5.17. Total flux versus magnetic 
potential difference, with air loadline. 



Ll_MACNETlC POTENTIAL DIFFERENCE 
L- MAGNETOMOTIVE FORCE 
FIC.5I7 



This is applied in Fig. 5.17 where OM represents the applied magnetomotive 
force {F ^ 1 .26 NI), and the curve shows the total flux (^) plotted against F for 
iron only. The shape of the curve is the same as that of the B-H characteristic of 
Fig. 5.15, but the vertical scale ^ ^ Ba, and the horizontal scale F = IH. 

The loadline " through M represents the effect of the air-gap ; it follows the 
equation 

U = F ~ <t>R,,r (9) 
and its slope is ~{\/Rair)- The intersection of the "loadline" and the curve at 
point P gives the operating point. Therefore ON represents the magnetic potential 
difference along the iron path, while NM represents the magnetip potential difference 
across the air gap. 

It will thus be seen that variation of the air gap merely changes the slope of the 
" loadline " PM and moves point P, without changing the base line OM. 

In order to be more generally applicable, the scales of Fig, 5.17 may be changed — 
vertical scale : from ^ to jB (Note ^ = Ba) 

horizontal scale : from F to H <Note F = IH) 

from U to U/l (i.e., magnetic potential difference per inch) 

as in Fig. 5.18A. 

(iii) Magnetic units and 
conversion factors 

The basic units generally adopted 
are the c.g.s. electromagnetic units 
such as the gauss, the oersted and the- 
gilbert, with the centimetre as the 
unit of length. Practical units 
such as the lines per square inch and 
ampere-turns per inch are widely 
used in engineering design. More 
recently, the Giorgi M.K.S. system, 
with its webers and webers per 
square metre, has achieved consider- 
able popularity. The full range of 
these various systems of units is 
given in Chapter 38 Sect. 1. 

The following table of conversion 
factors will be helpful in converting 
from one system to another. 
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Magnetic Units — Conversion Factors 



Multiply 



F 
F 
F 
F 
F 
F 
H 
H 
H 
H 
H 
H 
B 
B 
B 
B 
B 
B 
B 



in ampere-tums 

in gilberts 

in pragilberts* 

in gilberts 

in ampere-turns 

in pragilberts* 

in ampere-tums/in, 

;n oersteds 

in praoersteds* 

in oersteds 

in ampere-tums/in. 

ill praoersteds* 

in maxwells/sq. in. 

in gauss 

in maxweils/sq. cm. 
in webers/sq. metre 
in gauSs 

in maxwell/sq. in. 
;n webers/sq. metre* 
in maxwells 
in lines of flux 
in webers* 



by 

0.47r = 1.257 
l/0.47r = 0.796 
0.1 
10 

47r = 12.57 

l/47r = 0.0796 

0.47r/2.54 = 0.495 

2,54/0.477 = 2.02 

10-^ 

10^ 

495 

0.00202 

1/6.45 = 0.155 



j-6.45 



10* 
10-* 

10-*/6,45 - 0.155 X 10-* 
6.45 X 10* 



|io-« 

10* 



to obtain 

F in gilberts 

F in ampere-tums 

F in gilberts 

P in pragilberts* 

F in pragilberts* 

F in ampere-tums 

H in oersteds 

H in ampere-tums/in. 

H in oersteds 

H in praoersteds* 

H in praoersteds* 

H in ampere tums/in. 

B in gauss 

B in maxwells/sq. in. 
B in gauss 

B in webers/sq. metre* 
B in webers/sq. metre* 
B in maxwells/sq. in. 

<i> in webers* 

<^ in maxwells 



SECTION 5 : POWER TRANSFORMERS 

(i) General (it) Core material and laminations (iii) Primary and secondary turns 
(iv) Currents in windings (v) Temperature rise (vi) Typical design (vii) Speci- 
fications for power transformers, 

(i) General 

The general design principles of power transformers have been dealt with in detail 
elsewhere (Refs. Dl, D2, D3, D4) but an outline is given below of the design pro- 
cedure for small power transformers for use in radio and electronic equipment. For 
transformers of this kind, efficiencies ranging from 80 to 90 per cent are common. 
The ratio of copper to iron losses is usually about 2 to 1. Winding capacitances have 
little effect on circuit operation and are usually neglected. For radio receivers it is 
common practice to provide some form of electrostatic screening between the primary 
and the other windings. This can be achieved in one of several ways (Ref. D5) : 

(a) By using a turn of shim copper or brass of full winding width between primary 
and secondary, taking care to insulate the ends to avoid a shorted turn. This shield 
is then earthed, 

(b) By winding the earthed low voltage filament between primary and secondary. 

(c) By winding the high voltage secondary in two separate halves^ one on top of the 
other, over the primary. The innermost and outermost leads are joined and become 
the centre tap which is then earthed. The two leads from the middle of the winding 
then become the high tension outers, and are connected to the rectifier plates. In 
this way the capacitance from primary to secondary is made very small. It is im- 
portant in this method of construction to ensure that adequate insulation is used be- 
tween the two plate leads within the winding, as the whole of the potential difference 
of the high tension winding appears between them. 

With the normal method of construction the leakage inductance between either 
half of the secondary and the primary is unequal. In large transformers this becomes 

•M.K.S. unit: Sec Chapter 38 Sect. 1. 
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important andj to maintain balance, the primary is wound between the halves of the 
secondary or the latter are wound side by side over the primary. 

(ii) Core materia] and size 

Various grades of core material are available all differing in silicon content from 
0,25 to 4.5 per cent (Refs. D63 7). They feature lower loss, increasing cost and 
brittleness with increase in silicon. Several manufacturers make somewhat similar 
grades and these are listed hereunder (Ref. D8). 



TRANSFORMER STEELS 



Silicon 
Content* 
4% 

2i% 
1% 



M. and E.A. Baldwin San key Allegheny Armco 

Silcor 1 Quality 5 Super Stalloy Transf. C Trancor 2 

Silcor 2 Quality 4 Stalloy Transf. D Trancor 1 

Silcor 3 Quality 3B 42 Quality Electrical Spec. Elec. 

Silcor 4 Quality 1 Lohys Armature Armature 

*This applies exactly to Silcor (Magnetic and Elec. Alloys Ltd.). 
The core losses for the various Silcor grades measured at 50 c/s, with 0.014 inch 
sheet, at two different values of flux density are shown below. 

Watts lost per pound 



^ ma X 

10 Kilogaus" 
13 Kilogauss 



Silcor 
0.59 
1.04 



Silcor 2 
0.63 
1.07 



Silcor 
0.89 
1.51 



Silcor 4 
1.32 
2.24 



It will be observed that for small changes in flux density the core loss varies as the 
square of the flux density. For radio power transformer work, core materials similar 
to Silcor 2 are commonly used. Measurements of losses can be made with a low 
power factor wattmeter, or by the three ammeter method, A system suitable for mass 
production testing has been described recently (Ref. D9). 

Cold rolled, grain oriented 2.7 per cent silicon steels are becoming of increasing 
importance. Typical trade names for this material are Hipersil " and " Crystalloy " 
(Ref. 10). Flux densities in excess of 110 000 lines per square inch (17 kilogauss), 
can be employed without high core loss. Owing to low core losses at such high flux 
densities, the application of this material to small transformers for electronic equip- 
ment is increasing. It can be used in strip form, being wound around the winding 
in one method of assembly. In another method, the strip core is sawn in half and the 
two halves clamped together around the winding. Either method results in a con- 
siderable saving in material and labour over the present method of punching lamina- 
tions and hand stacking the winding with them. 

The most popular laminations in current use are the E and / " scrapless " variety 
(Refs. DU, 12, 13, 14). These are so dimensioned that the / is punched from the 
window of the E thus avoiding wastage. The usual ratio of dimensions of these 
laminations are as follows : Window height 1, tongue 2, window width 3, /-length 6, 
magnetic path 12. 

Similar laminations are stamped by several different firms : 

Standard Lamination Sizes 
Pattern Niunber 



Tongue 


M.E.A. 


Baldwins 


San key 


Allegheny 


Chicago 


9/16 in. 
1 


18 






EI-56 




145 


392 




EI-625 


FOOO 


i 


35 


217 


70 


EI-75 


DOOO 


i 


147 






EI-11 


BOOO 


1 


29 


430 


111 


EI-12 


1000 


U 






158 


EM12 


13000 


U 


78 


420 


133 


EI-125 


14000 


If 


152 


362 




EI-138 




li 


120 




149 


EI-13 
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Laminations for small power transformers are generally 0,014 inch thick ; thicker 
laminations up to 0.025 inch are occasionally used, but result in increased losses and 
shortened lamination die life. 

To determine the core size, it is first necessary to estimate the power requirements. 
Then we may apply the empirical relation 

A ^^Ya 

5.58 

where A = cross-sectional area in square inches 
and VA = voltamps output. 

For ease of production an approximately square stack is desirable. Thus having 
determined A^ the tongue size can be estimated from ^/ A. Where high voltage 
windings, or windings operating above ground, or at a high potential between other 
windings, are used, it becomes necessary to employ a lamination which has a different 
ratio of dimensions from those quoted earlier, the window height being increased 
to allow room for extra insulation. The input current taken by a transformer on 
no-load is commonly called the magnetizing current. In fact, it consists of two 
components in phase quadrature. The in-phase component, usually small, is the 
iron loss plus a very small copper loss. The quadrature portion is the true magnetizing 
current. Their vector sum does not normally exceed about a third of the full load 
current. 

(iii) Primary and secondary turns 

The primary turns required can be determined from the fimdamental transformer 
equation. 

£ X 10« 
^ = AMfBA 
where N = primary turns, / frequency in c/s 

B = max. flux density 
and A = (_ioss-sectional area of core in sq. ins. 

Assuming an average stacking; factor of 90 per cent, the factor 4.44 becomes 4 in 
the denominator. The stacking factor reduces the apparent height of the stack, the 
reduction being caused by insulation, scale and burr due to die wear. With very 
thin laminations, the stacking factor decreases to 80 per cent approximately. For 
a flux density of 64 500 lines per square inch (10 kilogauss) eqn. (2) becomes : 
For 240 volts 50 c/s 230 volts 50 c/s 117 volts 60 c/s 

1860 1780 755 

N = — N = — N = — 

where A = gross cross-sectional area of core in sq. ins. 

The flux density employed depends on the application, the power rating, the core 
material and the frequency. For oscilloscopes and pre-amplifiers, densities of 
40 000 to 50 000 lines per square inch (about 7 000 gauss) are used. For small 
transformers below about 50 watts, densities up to 90 000 lines per square inch (14 000 
gauss) are used, gradually decreasing to about 65 000 lines (10 000 gauss) as the 
transformer size increases to several hundred watts. 

Having chosen a suitable flux density, the turns required for each secondary winding 
may be calculated. 

It can be shown that, approximately, 
E. . Ni 

ATa --- f; where tj = transformer efficiency. 

As a first approximation it may be assumed that t} = 0.85 and 0.92. 

The values thus obtained for the secondary turns may be checked by more detailed 
calculations once wire gauges have been chosen and winding resistances calculated. 
For this purpose the equivalent circuit of Figure 5.11 may be used. 

If a secondary is to feed a rectifier and the d.c. output of the valve is specified, 
reference should be made to Chapter 30 or a valve data book to determine the required 
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secondary voltage. Allowance must be made for any voltage drops due to the d.c. 
resistance of the rectifier filter, 

(iv) Currents in windings 

To enable the wire gauges to be chosen and to assess the copper losses in the wind- 
ings^ it is necessary to estimate the current in each winding. Where windings are 
used to supply valve heaters and resistance loadSj the winding current is the same as 
the load current. In a secondary winding feeding a rectifier the winding current 
must be estimated from a knowledge of the type of rectifier and its associated filter 
and their characteristics. For normally-loaded full wave rectifiers the following 
values of secondary current may be used as a fairly close guide for design purposes. 

Condenser input filter : The r.m.s. current in each half of the transformer 
secondary may be taken approximately as 1.1 times the direct current to the load. 
For further details see Chapter 30 Sect. 2. 

Choke input filter : The r.m.s. current in each half of the transformer secondary 
may be taken approximately as 0.75 times the direct current to the load. For further 
information^ see Chapter 30, Sect. 4 (also Sect. 3). With half-wave rectification 
there will be a d.c. component of the current which will affect the transformer design 
if the total d.c. ampere turns are considerable. For half- wave battery chargers using 
bulb rectifiers, this must be taken into consideration when selecting core size and wire 
gauges (Ref. D15). 

In the case of transformers supplying full-wave rectifiers, the full load primary 
current can be estimated by calculating the total secondary loading in voltamps, 
allowing an efficiency of 85% as a first approximation. This is then the primary 
input in voltamps which, when divided by the primary voltage, will give the desired 
current. Where secondaries feed a resistive load, the loading is the product of the 
voltage and current. Where a secondary feeds a full-wave rectifier the load is the 
product of the direct current and the direct voltage output from the rectifier plus the 
power lost in the rectifier. This latter can be calculated, for a condenser input filter, 
from data presented in Chapter 30, Sect. 2. It should be noted that indirectly heated, 
close-spaced rectifiers such as the 6X4, are more efficient than types such as the 5Y3- 
GT, with its heavier filament power and lower plate efficiency. This is one reason 
why the former are almost exclusively used in the majority of small a.c. radio receivers. 

The primary input current as calculated above should be accurate to within 10% 
for small transformers. 

Wire gauges and copper losses 

For the usual type of radio receiver power transformer it will be safe to choose wire 
gauges on the basis of 450-800 circular mils* per ampere (i.e. 2830-1590 amperes per 
square inch), but values up to 1000 circular mils per ampere (i.e. 1270 amperes per 
square inch) may be desirable in larger units, or if a high flux density is used with high 
loss lamination steel. The latter figure is easy to remember as 1 circular mil per 
milliamp. 

In practice, wire gauges may be chosen arbitrarily on a basis of (say) 700 circular 
mils per ampere (i.e. approximately 1800 amperes per square inch) and check cal- 
culations should then be made to see that 

(a) the build of the winding (i.e. winding height) is satisfactory for the window 
space available, 

(b) the copper loss is not so high as to cause excessive temperature rise, 

(c) the voltage reg:ulation is satisfactory. 

Wire tables in this Handbook will simplify these calculations (Chapter 38 Sect. 19). 

(v) Temperature rise 

This is dependent upon the cooling areaa the total loss and the ratio of iron to copper 
loss. To avoid deterioration of the insulating materials, it is necessary to limit the 
working temperature to 105°C for Class A insulauon which includes paper, cotton, 

•A circular mil is the area of a circle 1 mil (1/1000 inch) in diameter, 

www.pmillett.com 



5.5 (v) TEMPERATURE RISE 237 

silkj vamish and wire enamel (Refs> DI63 17). The temperature rise in the winding, 
as measured by the change of resistance method, will be about 10° C lower than the 
maximum (hot spot) temperature. Thus with an ambient temperature of 40°C 
(104°F) plus a margin of ICC for the difference between measured and hot spot 
temperature, it will be seen that the maximum permissible rise is 55 ^C, as measured 
by the change of resistance. 

It is common practice to allow 10°C margin for change in line voltage, frequency, 
or operation in situations with restriaed ventilation. Thus 45 °C is generally accepted 
as the maximum permitted rise above ambient when measured by resistance change. 

The temperature difference between winding and core varies between 10° and 20 ''C 
according to the distribution of losses. This means that even with an ambient tem- 
perature of 25°C (77°F), the core temperature may be 60° (140°F). This will feel 
quite hot to the touch, although the internal temperature may be well under the per- 
mitted maximimi. Measurement of the core temperature may be made with a spirit 
thermometer if good thermal contact is maintained between the core and the thermo- 
meter bulb. 

The winding temperature rise can be calculated by measuring the cold resistance, 
/?o at an observed temperature Ti. After a heat run at full load the hot resistance R 
is measured and the ambient temperature is again measured. 

Taking the temperature coefficient of resistivity (a) of copper as 0.003 93, the tem- 
perature rise T is foimd from the formula 

„ _ Ro 

To correct for any changes in ambient temperature during the heat run it is neces- 
sary to subtract the difference — Ti from T to find the actual rise. An example 
will illustrate this. 

The primary resistance of a transformer measured when cold was 30 ohms at an 
ambient temperature of 20°C, After an 8 hour full load run, the resistance was 36 
ohms, while the ambient temperature was then 18 "C. It is required to find the 
winding temperature rise. 

_ 36 - 30 6 

~ 30 X 0.00393 ~ 30 X 0.00393 " ' 
Now -~ = (18 - 20)°C = -2^C. 

Winding temperature rise [51° - (-2)]°C - 53 ^'C. 

Standard methods of testing small radio receiver power transformers have been 
pubhshed (Refs. DlS, D22). The cooling area of a transformer for the ** scrap less " 
type laminations with standard ratio of dimensions is 

A = TO'llT + IIS) 
where A = cooling area 

T = width of tongue 
and 5 = height of stack. 

For a square stack 5 = T and ^ = 18.71 (Ref. 11). 

Having calculated the iron and copper losses and the total cooling area, it is possible 
to estimate the temperature rise before a sample transformer is wound. The watts 
lost per square inch of cooling area is first calculated. Reference to Fig. 5.18B will 
then show the temperature rise to be expected with an accuracy of approximately 
± 10%. 

(vi) Typical design 

(Refs. D19, D20, D21, D23). 
Specifications : 

Primary 240 V 50 c/s 

Secondary (i) 6.3 V 2.6 A 

Secondary (ii) 300 V + 300 V r.m.s. for full wave 6X4 rectifier with condenser 
input filter to deliver 60 mA d.c. 

Secondary loading 

Secondary (i) 6.3 V 2.6 A or 16.5 watts 

D.C. output 343 V 0.06 A or 20.5 watts 



www.pmillett.com 



238 



(vi) TYPICAL DESIGN 



5.5 



Rectifier loss (see Chap. 30) 2.0 watts appro x. 

Total loading 39.0 watts 

Primary input (assuming an efficiency of 85%) 46.0 watts. 

Thus the input current is 46/240 or 0.19 A. Core cross-section : A = V39/5,58 
1.12 square inches. Choosing pattern EI- 112 lamination of Silcor 2 material, 
a suitable stack for calculated cross section is 1.125 inches, that is, a square stack. 
Primary turns : 

With a flux density of 13 kilogauss (84 000 lines per square inch) and a stacking 
factor of 0.9 J 

N, - 240 X 1074 X 50 X 84 000 x 1.125 x 1.125 
- 1130. 

Secondary (ii) turns : 

Ni - E.NJE^Vtj = 300 x 1130/240V0.85 
= 1530 4- 1530. 
Turns per volt - N,/E, - 1530/300 = 5.1. 
Secondary (i) turns - (6.3 x 5,1) - 32. 

Wire gauges : 

Assume a current density of 600-700 circular mils per ampere. Referring to 
wire tables, a suitable primary gauge is 29 A.W.G. enam. 

Turns per layer = 95. Refer Figs. 5.18C and wire tables in Chapter 38 Sect, 19. 
No. of layers = 1130/95 - 12. 

R.M.S. current in secondary (ii) is (0.06 x 1.1) 0.066 A. 
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FIG. 5.18ft 

Fig. 5.18B. Temperature rise versus loss per square inch of coolirig surface for 
ambient temperature 25°C (Ref, DA.) 
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Suitable wire gauge is 34 A.W.G. enam. 

Turns per layer 167. 

No. of layers = 3060/167 = 19. 

Suitable secondary (i) gauge is twin 20 A.W.G. enam. 

Turns per layer of twin wire ^ 16. 

No. of layers 32/16 = 2. 

A twin wire is used in preference to a single wire of 17 or 18 A.W.G. in order lo 
save winding height. 
Winding Build : 

Primary build = No, of layers x (enam. wire diam. + interlayer insulation) 

= 12 X (12.2 + 2) X 10-3 inches 

= 0.170 inch. 
Secondary (ii) build - 19 x (6.9 + 1) X lO^Mnch 

= 0.150 inch. 
Secondary (i) build - 2 x (32.4 + 5) x 10 inch 

- 0,075 inch. 

Allowing 50 mil former thickness and 10 mil insulation between windings and over 
outer winding, total build is (0.170 + 0.150 + 0.075 + 0.050 + 0.040) inch 

= 0.485 inch. 
Winding height 0.562 inch. 

Build expressed as a percentage of window height 

- 0.485/0.562 x 100 - 86.5%. 

In this particular design, the heater winding is wound between primary and high 
tension windings to serve as a static shield. 

Mean length of turn calculations — see Fig. 5.18D. 

A = Former build plus insulation = 0.050 + 0.010 0.060 inch 

B - Primary build plus insulation - 0.170 + 0.010 = 0.180 inch 

C = Secondary (i) build plus insulation = 0.075 + 0.010 0.085 inch 

D - Secondary (ii) build plus insulation ^ 0.150 + 0.010 - 0.160 inch 

4S = 2 X (stack + tongue) = 4,5 inches 

Primary mean length of turn 5.44 inches 

Secondary (i) mean length of turn =^ 6.27 inches 

Secondary (ii) mean length of turn = 7.04 inches. 

Winding resistance : 

If each value for the mean length of turn is multiplied by the number of turns 
in its own winding and then divided by twelve, the resulting quantity will be the 
number ^f feet of wire in each winding. By referring to the wire tables, the re- 
sistance in ohms per thousand feet for any particular gauge can be found. Dividing 
the wire length by a thousand and multiplying by the resistance per thousand feet, 
will determine the winding resistance. 

Primary resistance = 5.44 x 1130 x 81.8/12 X 1000 = 42 ohms 

Secondary (i) resistance = 6.27 x 32 X 12/2 X 12 x 1000 = 0.09 ohms 
Secondary (ii) resistance = 7.04 x 3060 x 261/12 x 1000 = 470 ohms 

Copper loss : 

Primary copper loss = (0.19) x 42 =1.52 watts 

Secondary (i) copper loss = (2.6) ^ x 0.09 ^0.61 watts 

Secondary (ii) copper loss = (0.066) x 470 = 2.05 watts 

Total copper loss ^4.18 watts 

Iron loss : 

Loss per pound of Silcor 2 at flux density of 13 kilogauss = 1.07 watts. 
Weight of core = 2.17 lbs. 

Therefore total iron loss = (1.07 x 2.17) = 2.32 watts. 
Temperature rise : 
Total of iron and copper loss =^ (2.32 + 4.18) = 6,5 watts. 
Cooling area of square stack = 18.71 x (1.125)^ = 23.6 sq. inches. 
Therefore watts lost per sq, inch = 6.5/23.6 = 0.275 watts. 
From Fig. 5.18B temperature rise = 35 ''C. 
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Efficiency : 

Efficiency ~ Power output/(power output plus losses) 
= 39/(39 + 6.5) X 100 = 86%. 
Regulation, calculated from British definition : 
Primary voltage drop =0.19x42 = 8V 

Regulation due to resistance of primary = 8 x 100/240 = 3.3%. 
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FIG. S. ISC 

LAMINATION AND COIL DATA 

EXAMPLE! 

*ZAZ WIRE ON SQUARE l.25*CORE 
LAMINATION 

SIZE t.25' 

OVERALL 375"X 3.12' 

A HOLE MTC— 3.I2'X2.5' 
CORE 

WEIGHT 2.95UB5. 

ARCA I.S6Sq: 

MAGNETIC RATH- -7.5* 
C0tU.*24E 

WIRE 0.57ft AMPS MAX 

WIRE ei turnvIayer 

WIRE .02I3"01AMETEH 

IN5ULATI0N-.004" KRAFT 

TUBE .050' PAPER 

BUILO .53d~MAX. 




■LAYER tNSULATtON 



LamiiTitioi) 
Sttt 


Width 
Center Leg, In. 


A. 


0.500 


0.625 


0.750 


0.875 


1.000 


1.125 


1.250 


1.375 


1,500 


Winoow 
DimcmtoDi 


Area, Sq. In. 


B«D 


0.250 


0.292 


0.422 


0.573 


0,750 


0.950 


1.17 


1.42 


1.69 


tcngih. Id. 


D 


0.812 


0.937 


1.125 


I.3I 


1.50 


1.69 


1,87 


2.06 


2.25 


• Width. In. 


B 


0.312 


0.312 


0,375 


0,437 


0.500 


0.562 


0,625 


0.687 


0.750 


Coil 


Build, Mix. In. 


S 


0.256 


0.256 


0.315 


0.367 


0.430 


0.483 


0.538 


0.590 


0.646 


Length 
Overall, In. 


P 


0.750 


0.875 


1.06 


1.25 


1.44 


1.56 


1.75 


1.94 


2.12 


Length 

Wirtding, In. 


R 


0,500 


0.625 


0.750 


1.00 


1,12 


1.25 


1.37 


1.56 


1.75 


Core Tube 


Thicknem, In. 


T 


0.035 


0.035 


0.050 


0.050 


0,050 


0.050 


0.050 


0.050 


0.060 


"E" tc "1" Piece 
Overill 
Dimcniioni 


Length, Id. 


y 


1.62 


1.87 


2.25 


2.62 


3.00 


3.37 


3.75 


4.12 


4,50 


Width. In. 


M 


I.3I 


1.62 


1.87 


2.19 


2.50 


2.81 


3.12 


3.44 


3.75 


4 Hole 
Mounting 
Dimeniioni 


Length, In. 


H 










2.50 


2.81 


3.12 


3.44 


3.75 


Width, In. 


J 










ZOO 


2.25 


2.50 


2.75 


3.00 


Diameter 
Hole, In. 












0,219 


0.219 


0.219 


0.219 


0.281 


2 Slot 
MauntioK 
Oimentioni 


Width, In. 


G 






1.62 


1.95 


2.16 


2.44 


2.78 


2.94 


3.12 


From End, In. 


K 






1.12 


1.31 


IJO 


1.69 


1.87 


2.06 


2.35 


"E" Piece 
Diincn>iana 


Width, 
Overall, In. 


E 


1.06 


1.25 


1.50 


1.75 


2.00 


2.25 


2.50 


2.75 


3.00 


Width. Outer 
Leg. In. 


C 


0.250 


0.312 


0.375 


0.437 


0.500 


0.562 


0.625 


0.687 


0,750 


"1" Piece 


Width, In. 


L 


0.25U 


0.312 


QJ7S 


0.437 


0.500 


0.562 


0.625 


0.687 


0.750 


For 

Squire Sttek 
Cenier Ley 


Volunne, 
Cu. Inches 


Area i ^ 


0.810 


1.46 


2M 


4.03 


6.00 


8.55 


11.70 


15.60 


20.20 


Weight. 
Pniind* 


Val. 
V 

Dfniity 


021 


0.37 


0.64 


1.05 


1.50 


2.14 


2.95 


3.90 


5.06 


Area, 
St). Inchej 


A "A 


0.250 


0.390 


0.562 


0.766 


1.000 


127 




1.90 


225 


MaKneiic 
Path 


Length. In. 


/ 


3.25 


3.75 


+.50 


5.26 


6.00 


6.75 


7.50 


8.24 


9.00 



Fig. 5.1 SC. Lamination and coil data (Ref. D20\ 
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WETHOO OF COMPUTING MCAN TURN LENGTH 




LET A- TUBf THKZKNCSS. FiG. S.l8 D 

B • PRl BULO. 

C- S. BULD 

D- S, BW.O. 

S- ONE SlOE or CORE 

4S- PERrwETCR Of COfiE. 
THE 4 CORKCnS MAKE A COMPLETE CWCLE WITH RADII A3 SMOWM. 
THE CIRCUMFERENCE -HO OR ZFR. ^ 
PRt fctAN TURM.4S*fA+*H2TT)0R 4S*{2AtB)n 
S, MEAN TURN • tfS^tZA-fZB'Cjn. 

5, MfAN TURN .«S-(2A»2B*aC*D)TT OR 4S*((A«B*Cl2 'Djn 



i^i^f. 5.18D. Method of computing mean length of turn (Ref D20). 

The percentage regulation of any secondary winding is calculated by dividing the 
full-load voltage drop of the winding by the open-circuit winding voltage and multi- 
plying by 100, By adding the percentage regulation of the primary winding, the 
overall regulation for the secondary winding under examination is found. 
Secondary (i) voltage drop = 2.6 x 0.09 = 0.234 V 

Regulation, overall (i) = (0.234 x 100/6.8) + 3.3 - 6.7% 

Secondary (ii) voltage drop 0.066 x 470 31 V 

Regulation, overaU (ii) = (31 X 100/650) + 3.3 - 8.1% 

Full load secondary (i) voltage = 6.35 V 

and full load secondary (ii) voltage = 300 V + 300 V. 

This should be a satisfactory design. 

As the temperature rise is low, it might be feasible to effect economies by re-design. 
For example, a higher loss core material could be used. Alternatively the flux density 
could be increased by decreasing the turns or the size of the stack. A new design 
could also be tried on the next smaller size lamination. 

(vii) Specifications for power transformers 

The following may be incorporated into a specification for a power transformer. 

(a) Input voltage and frequency ; should these quantities vary, the range of varia- 
tion must be stated. 

(b) Secondary full load voltages and currents. If tapped windings are required 
this should be indicated. Tolerances on voltages should be stated. 

(c) Regulation of secondary voltages other than for rectifier plate circuit. 

(d) Power factor of each secondary load. 

(e) Rectifier system, if d.c. output is required ; e.g. full wave, half wave, etc. 

(f) Type of reaifier valve to be used. 

(g) Type of filter circuit ; e.g. choke or condenser input, etc. 

(h) Capacitance of input condenser, or inductance and resistance of input choke. 

(i) D.C. full load current and voltage at filter input, 
(j) D.C. regulation. 

(k) External voltages between windings, or between windings and ground. Should 
transformer windings be interconnected externally, this should be indicated. 
(1) Static shields. Number and position of each should be indicated, 
(m) Any limiting dimensions together with mounting and lead terminations, 
(n) Ambient temperature in which the transformer is to operate. 
A circuit should be supplied showing intended use of transformer. 
In all cases it is desirable for the design of the whole rectifier system, comprising 
Transformer, rectifier and filter system, to be carried out by the one engineer. 
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SECTION 6 : IRON-CORED INDUCTORS 

(j) General (ii) Cakulations-general («V) Effective permeahility (iv) Design with 
no dx. flux (v) Design of high Q inductors (vi) Design with d.c. flux (vii) Design 
by Hannahs method (viii) Design of inductors for choke-input filters (ix) Measure- 
ments (x) Iron-cored inductors in resonant circuits, 

(i) General 

Iron cored inductors fall into several different categories depending upon the cir- 
cuit requirements. In some applications these inductors may have to carry a.c. 
only, in others, both a.c. and d.c. They may have to work over a wide range of 
frequencies, or at any single frequency up to the ultrasonic range. Iron-cored 
inductors are employed as smoothing and swinging chokes in power supplies, as 
equalizer elements in audio frequency equipment, as modulation chokes and as filter 
elements in carrier equipment, to mention a few varied applications. 

To design such an inductor it is therefore necessary to know some or all of the 
following specifications — 

(a) inductance, or range of inductance if variable, 

(b) alternating voltage across the coil, 

(c) direct current through the coil, 

(d) frequency of operation, 

(e) maximum shunt capacitance, 

(f) minimum frequency of self-resonance, 

(g) minimum Q over frequency range and/or 

(h) frequency of maximum Q, 

(i) d.c. resistance, 
(j) shielding, 

(k) temperature rise, 

(1) size and weight limitations, 

(m) insulation requirements. 

(ii) Calculations — general 

The inductance L of an iron-cored coil may be calculated using the relation 

3,2 X X X a 

^ = — w^i ^'"^^ 

where N = number of turns 

a = effective cross sectional area of coil in square inches 
/ ~ length of magnetic circuit in inches 
and fj- = effective permeability.* 

The effective permeability depends on the type of steel used, on the a.c. and d.c. 




FIG. 5.19 ^'^^^ OF MAGNETIC CIRCUIT 

Fig, 5.19. Magnetic cores y showing method for calculation of length of magnetic path. 



*A more precise term is ** inductance ratio,** 
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flux densities in the core, and on whether the core laminations are interleaved or 
whether there is an air gap in the magnetic circuit. 

The length of the magnetic circuit is the length measured around the core at the 
centre of cross section of each magnetic path. Referring to Fig. 5.19, the path taken 
will be along the centre of each leg except where there are two windows, when each 
path through the centre leg will be along a line one-quarter of the way across the leg. 
In this latter case only a single path round the window is considered in calculating 
the magnetic circuit length. 

Eqn. (1) is properly applicable only when the cross-sectional area of the core is 
uniform throughout the magnetic circuit. Where the cross section is non-uniform, 
a conservative value of L will usually be obtained by using for a the minimum value 
of the cross-sectional area. For more accurate calculations in such cases reference 
should be made to a suitable text-book (e.g. Ref. El). 

(iii) Effective permeability 

For any given sample of lamination steel the effective permeability depends primarily 
on the a.c. and d.c. flux densities in the core. 

Irrespective of the presence of air gaps in the magnetic circuit, the maximum a.c. 
flux density x in the core is determined by the cross section of the core, the number 
of turns in the coil, the alternating voltage across the coil and the frequency, and may 
be calculated directly from the relation derived from eqn. (2) in Sect. 5, 

_ E X 10« 
^™°"~4.44/Na 

The d.c. magnetizing force in the core depends on the total number of d.c. ampere- 
turns, less the number of ampere-turns absorbed in any air^ap, divided by the length 
of the magnetic circuit in inches (see Sect. 4). 

Fig. 5.20 shows the variation of effective permeability with variation of a.c. flux 
density and d.c. magnetizing force for typical electrical sheet steel. It will be observed 
that the effective permeability increases up to a maximum as the a.c. flux density 
increases, and then drops rapidly due to saturation of the core. For any particular 
value of a.c. flux density the effective permeability decreases as the d.c. magnetizing 
force is increased. 

Where the a.c. flux in the core is much less than the d.c. flux, it is convenient to 
refer to the effective permeability as the incremental permeability since it depends 
on the characteristics of the core material in relation to small changes in the total flux. 
This term is therefore generally used in dealing with filter chokes and other inductance 
coils having a relatively large number of turns and carrying a relatively large direct 
current. 

(iv) Design with no d.c. flux 

If there is no d.c. flux in the core the calculation of inductance is straightforward 
because the effective permeability depends only on the number of turns, the frequency, 
the core cross section, and the applied voltage. This case arises when the windings 
of a coil or transformer do not carry direct current or when the windings carrying 
direct current are so arranged that the d.c. flux in the core is zero as, for example, 
with transformers used in balanced push pull amplifiers. 

Design of a coil to obtain a required value of inductance is therefore also quite 
straightforward, and the following steps may be followed — 

(1) Choose an available core and calctilate from eqn. (1) the number of turns re- 
quired to give the necessary inductance assuming a value of effective per- 
meability of between 1 000 and 5 000 depending on a very rough estimate of 
the a.c. flux density in the core. 

(2) Calculate the a.c. flux density for this number of turns in relation to the known 
frequency and voltage across the coil. 

(3) Correct the estimate of the number of turns using a revised value of perme- 
abihty for the calculated flux. If the first estimate was far out, repeat steps 
(2) and (3). 
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(fi) Alnl9v^^Ny^d 



Fig, 5.20. Effective permeability (/*) of silicon steel versus a.c. maximum flux 
density i for various values of d.c, magnetising force (by courtesy of Allegheny 
Ludlum Steel Corporation). 
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(4) If the flux density is excessive (i.e. above about 50 000 lines per square inch) 
increase the number of turns until the flux density is satisfactory. 

In case step 4 is necessary, the magnetic circuit must be broken by an air gap and 
the gap adjusted imtil the required value of inductance is obtained ; but if the larger 
value of inductance is satisfactory or useful the air gap may be omitted. 

(5) Calculate the wire gauge required, and the copper and iron losses as in the 
design of a power transformer. Check also that the d.c. resistance of the 
winding is not excessive for the purpose for which the coil is to be used. 

If an air gap of length a inches is used in the core, the value of inductance becomes 

^ - 10«./ ^ + ^/l) . ^ ^ 

and this expression may be used for calculations. Alternatively, it will be clear that 
if the air-gap is large, so that 1//a ^ eqn. (3) approximates to 

L - 3.2N^ . a/10«a (4) 

FIG. 5. 21 




100 200 460 760 ipoo 

Frequency — Cyclri per Second 



2pOO 



^000 lOpOC 



Fig, 5.21. Experimentally determined curve shozving values of " a^"* as a function 
of frequency for several magnetic materials (Ref E2), 

(v) Design of high Q inductors 

This sub-section follows S. L. Javna (Ref. E2) and is set out in a step-by-step form 
for ease of working. The following table defines the symbols used by Javna in the 
formulae presented here. 

A = Effective cross-sectional area of magnetic-flux path, in sq. in. 
Ag = Gross cross-sectional area of magnetic-flux path, in sq. in. 
a = Empirical constant, see Fig. 5.21. 
B = Maximum flux density in the core, in lines per sq, in. 
F = Fraction of core-window area occupied by copper wire of coil 
/ = Frequency, in cycles per second. 
g = Actual gap length, in inches. 
k = Empirical constant, see Fig. 5.22. 
L = Inductance of iron-cored coil, in henry s. 
/ = Mean length of magnetic path, in inches, 
m = Mean length of a mm of the coil, in inches. 
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= Incremental permeability of core with respect to air at operating frequency. 
= Number of turns in coil. 
n = A.W.G. (B. and S.) wire gauge number of conductor. 
Ra, c. = Apparent a.c. coil resistance caused by core loss, in ohms. 
Rd.c. =^ Copper loss resistance, in ohms. 

s ^ Total lamination window area, in sq. in. 
V = Voltage across coil, in volts. 
u) ^ Weight of core, in pounds. 
A typical problem will be solved to illustrate the design procedure, 
A 5 henry inductor is to be designed on a one inch square stack of Allegheny pattern 
EI- 12 audio transformer A silicon steel annealed laminations. The voltage across 
the coil will be 10 V a.c. at 1000 c/s. It is required to determine the turns and gauge 
of wire, the gap width and Q at the operating frequency. Assume a stacking factor 
of 0,9. 

Tabulation : 
/ - 6.0 ins 
w - 1.5 lbs. 
A, = 1.0 sq. in. ^ from Fig. 5.18C 

A = 0.9 sq. in. 
s = 0.75 sq. in. 
m = 5.5 ins. from Fig. 5.18D 
F 0.3, a typical value for this lamination 
/fe = 1.3 X 10-» from Fig. 5.22, 
a - 1.987 from Fig. 5.21. 
is found from Fig. 5.20. 



Calculation : 



Kakwf'L^A HFJ 
3.4 4ffl|/n0« 

Jfb^aj^ 



R-a. r, - 
1/10» 



4.44 /Bv4 

49.8 ^ 9.96 log (1.2i?d. 
1.59^M, 

A J 



JmN) 



LIO** 



48.6 lines/sq. in. 
430 ohms 
440 ohms 

36 

5150 turns. 
33 A.W.G. 
0.08 in. 



Coil build check : 

Turns /layer using 33 A.W.G. enam. = 133 from winding data chart, 

thus number of layers = 5150/133 - 39, 

Interlayer insulation from winding data chart = 0.0015 in,, 

thus winding build = 39 (0.0078 f 0.0015) - 0.363 in. 

Former thickness = 0.05 in. 

Insulation under and over winding = 0.02 in., 

thus total coil build = (0.363 + 0.05 + 0.02) = 0.433 in. 

Max. build from Fig. 5.18C = 0.43 in., 

thus the winding should fit the window satisfactorily. 

It should be noted that R^. c. and are usually very nearly equal and where a 

square stack of scrapless laminations is used, w will approximate /. Due to the large 
air gap the inductance will remain practically independent of voltage and frequency. 
The basic design equations may be used and applied to almost any magnetic material. 
The constants a and h for other magnetic materials can be obtained from graphs 
drawn from measurements made in accordance with the method mentioned in the 



www.pmillett.com 



5.6 (v) DESIGN OF HIGH Q INDUCTORS 247 



FIG. 5.22 




10 2L0 40 70 ICO 200 4O0 TOO IjOOO apOO 4jOOO 7,000 iQpOO 

Pnqucncy — Cyctcf per Second 

Fig. 5.22. Experimentally determined curve showing values of k" as a function 
of frequency for several magnetic materials (Ref E2), 

original reference. Further information on iron-cored inductor design is contained 
in Refs. E3, E4, E5, E6, E7, E8, E9. 

(vi) Design with d.c. flux 

(Ref. ElO). 

When a d.c. flux is set up in the core by unbalanced direct currents in the windings, 
the effective permeability is decreased, as is shown in the curves of Fig. 5.20. 

The amount of d.c. flux set up in the core depends on the applied d.c, magnetizing 
force (i.e. the total unbalanced ampere-tums in the windings), on the length of the 
magnetic circuit, and on the length of any air gap in the magnetic circuit. 

The effective permeability depends on 

(i) the d.c. flux density in the core 

(ii) the a,c. flux density in the core 

and (iii) the length of air gap in the magnetic circuit. 

There is an optimum air gap giving a maximum value of the effective permeability 
for any particular value of total d.c. magnetizing force and a.c. fiux density (Ref. Ell). 

For very low values of a.c. fiux density, the following table gives the variation of 
incremental permeability with d.c. magnetizing force (A.T./inch of total length oT 
magnetic circuit) and the ratio of the length of air gap to the total length of the magnetic 
circuit. 
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Incremental PermeabUity of High Silicon Steel 

Total d.c. magnetizing force 



Gap 


1.0 


2.0 


5 


10 


20 


30 


Ratio 


AT/in. 


AT/in. 


AT/in. 


AT/in. 


AT/in. 


AT/in. 


0 


1000 


820 


490 


340 


250 


140 


0.0005 


720 


700 


680 


560 


360 


170 


0.0010 


530 


520 


510 


490 


410 


250 


0,0015 




425 


410 


400 


370 


270 



Such data may be obtained using the methods given in " Magnetic Circuits and 
Transformers " (Ref. A3) Ch. 7, which sets out the general methods suitable for 
calculation of inductance with d.c. flux in the core. 

The method developed by Crowhurst (Ref. El 8) makes a considerable saving in 
time by the use of charts, particularly when a number of inductors are to be designed. 

However, when the a.c. flux density is very small, as for example in many filter 
chokes, the method developed by Hanna may be used. 
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Fig. 5.23. LI^/V plotted against NI/l with various gap ratio intercepts 

{Ref. £13). 

(vii) Design by Hanna's Method 

(Ref. El 2) 

Stricdy, the method is applicable only when the core to be usedjjis of constant cross 
section throughout the length of the magnetic path, but it gives a useful first estimate 
in cases where the cross section is not uniform. 
Let N = number of turns in coil 
/ = direct current through coil 
L = Inductance in henrys (at low a.c. flux density) 
/ = length of magnetic gap (inches) 
a = length of air gap (inches) 
a// = air-gap ratio 
a = cross-sectional area of core (square inches) 
and V = La = Volume of core (cubic inches). 
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Then, assuming in a typical case that L is 12 henry s and / is 


80 mA proceed thus — 


(a) choose lamination size and stack e.g. 


EI-11 i in. 


(b) find K from Fig. 5.18C 


4.03 cub. in. 


(c) calculate LP/V 


190 X 10-* 


(d) find Nl/l from Fig. 5.23 


58 


(e) find / from Fig. 5.18C 


5.26 in. 


(/) calculate N 


3800 turns 


(g) assume suitable wire gauge 


33 A.W.G 


(h) find turns per layer from winding data chart 


118 


(i) calculate number of layers 


33 


(j) calculate coil build using 0.0015 in. insulation 


0.31 in. 


(k) calculate winding build using 0.05 in. former 


0.36 in. 


(1) find maximum build from Fig. 5.18C so that winding 




will fit window satisfactorily 


0.367 in. 


(m) calculate mean length of turn from Fig. 5.18D 


4.8 ins. 


(n) calculate coil resistance 


315 ohms 


(o) calculate power lost in coil 


2 watts 


(p) calculate cooling area (see Sect. 5) 


14.3 sq. ins 


(q) calculate dissipation in watts/sq. in. 


0.14 watts/sq. in. 


(r) find temperature rise from Fig. 5.18B 


20"C. 


(s) find gap ratio a// from Fig. 5.23 


0.0029 


(t) calculate air gap (a//)x/ 


0.0075 in. 


With any particular core, the highest inductance is obtained with the largest possible 



number of turns, as limited by the window space available, the permissible value of 
d.c. resistance, and heating of the winding with the specified current. 



(viii) Design of inductors for choke-input filters 

(Ref. El 3) 

(a) The input choke 

Chapter 30 Sect. 3 Eqn 1, 2 or 3 gives the minimum value required for the induct- 
ance of the input choke of a choke-input filter for any particular values of load re- 
sistance and frequency. 

The required inductance for any particular value of load resistance may be achieved 
by designing the choke by Hannahs method as given above. It is only necessary to 
check that the value of the a.c. flux density in the core is small, so that Hanna*s method 
will be applicable. For a full-wave rectifier the a.c. voltage applied to the choke is 
of twice the supply frequency and its peak amplitude is approximately two-thirds of 
the direct voltage at the input to the filter. 

If, however, good regulation is required over a wide range of loads, it is necessary 
for the inductance of the input choke to be sufiidently high at the highest value of 
load resistance, that is, at the minimum value of load current. Some minimum load 
current greater than zero must be provided because the inductance would need to be 
infinite to maintain regulation down to zero load. 

For a wide range of load variation (say 10 : 1) it would be very uneconomical to 
design a choke to have a constant induaance at all load currents as large as that re- 
quired at minimum load. The choke is therefore designed so that its inductance 
will vary with the direa current through it, in such a way that the inductance is suffici- 
ently high at all values of the load current. This method is discussed fully by Dun- 
ham (Ref. El 4) and Crowhurst (Ref. El 9) and reference should be made to their 
papers for detailed design considerations. 

For many purposes, the following simple design procedure is adequate. 

(1) Fi'om Eqn. (1) (2) or (3) of Chapter 30 Sect. 3, determine the required values 
of the choke inductance at minimum and maximum d.c. load currents. 

(2) Select an interleaved core and, assuming a permeability of (say) 1000, design a 
choke to give the inductance required at minimum d.c. load current. For this pur- 
pose use the procedure of Sect. 6(iv) above but correct the assumed value, of per- 
meability using Fig. 5.20 and taking into account the number of d.c. ampere-turns 
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per inch of core path length. The peak a.c. vohage, of double mains frequency, 
across the choke, may be taken to be about two thirds of the d.c» voltage at the input 
to the filter. 

(3) Using Fig. 5.20 note the change in permeability fi when maximum d.c. load 
current flows through the choke and check that the value of inductance under these 
conditions is sufficient. If it is not sufficient an increase in turns may be satisfactory 
and this can be checked by repeating the procedure above. If this is not satisfactory 
a small air gap may be necessary, but calculations then become complex. 

A choke so designed is commonly referred to as a swinging choke because its 
inductance varies with the direct current through it, 

(b) The second choke 

The design of the second choke of a choke input filter is straightforward, and 
Hanna's method may be used after determining the required value of inductance by 
the methods set out in Chapter 31 Sect. 1. 

(ix) Measurements 

Measurements of inductances of iron-cored coils must be made imder conditions 
similar to those under which the coils are to be used, because the value of inductance 
depends to a marked degree on the a.c. flux density in the core and also on any d.c. 
flux set up in the core by direct currents in the windings. 

Bridge methods are desirable for accurate measurements of inductance but must 
be arranged to simulate the operating conditions of the coil being measured. Owen 
and Hay bridges are widely used when there is a large flux due to direct current 
(Refs. E15, E16). 

For many purposes it is satisfactory to determine the effective inductance (or more 
accurately, the impedance) of a coil by measuring the current through the coil when 
the rated a.c. voltage is applied to it ; but this method is not usually feasible when a 
d.c. component is also present. 




VALVE 
VOLT- 
METER 



Fig. 5.24. Determination of the impedance of an inductor L carrying direct current. 

When a d.c. flux must be produced in the core to simulate operating conditions, 
the circuit arrangement of Fig. 5.24 may be used to determine the a.c. impedance 
of the coil. A valve voltmeter is used to adjust the a.c. voltage drop across the known 
variable resistance R to equality with the a.c. voltage drop across the inductance L. 
The required value of direct current through the coil is obtained by adjusting the 
tapping on battery B and the rheostat Ri (or by adjusting any other variable direct 
current source), die current being measured by a d.c. ammeter or milliammeter. 
The required alternating voltage across the choke coil is then adjusted by varying 
the tapping on transformer T, the voltage across the coil being read on the valve volt- 
meter ; this adjustment is not usually critical. The resistance R is then varied until 
the same reading is obtained on the valve voltmeter when it is connected across R 
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by operating the switch 5. If the valve voltmeter responds to direct voltages^ it 
must be connected to the circuit through a blocking condenser and grid leak as shown 
in the diagram. 

The value Z obtained for the impedance of the coil will differ from its reactance 
owing to coil losses^ but for most purposes it will be satisfactory to assume that it is 
equal to the reactance. If the frequency used is the value of inductance is given 
approximately by 

L ^ Z/27Tf, 

or Z/314 Henrys, for / = 50 c/s. 

Z/376 Henrys for / = 60 c/s. 
where Z is numerically equal to the value of R for balance. 

For choke coils carrying direct current^ and operating with a high a.c. flux density, 
reference should be made to the method of approximate measurement given by F. E. 
Terman (Ref. E15) Fig. 40 and pp 57-58. 

(x) Iron-cored inductors in resonant circuits 

The performance of iron-cored inductors in resonant circuits cannot be calculated 
mathematically owing to the immense complexity. While most work is carried out 
empirically, it is helpful to have a general grasp of the problem^ and this may perhaps 
best be carried out graphically (see Ref. E17). 
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For ease in reference 

Mathematical signs see Chapter 38 Sect. 6(vii) 

Greek letters see Chapter 38 Sect. 14 

Definitions see Chapter 38 Sect. 15 

Decimal equivalents of fractions see Chapter 38 Sect, 16 

Numerical values see Chapter 38 Sect. 18 

Logarithm tables see Chapter 38 Sect. 20 

Trigonometrical and hyperbolic tables see Chapter 38 Sect. 21 

Log. scales and log, scale interpolator see Chapter 38 Sect. 22 

Mathematics, to the radio engineer, is merely a tool to be used in his design work. 
For this reason it is often used in a slovenly manner or with insufficient precision or 
understanding. 

There are normally three stages in the solution of a problem — 

1. Transferring the mechanical or electrical conditions into a mathematical form. 

2. Solving the mathematics. 

3. Interpreting and applying the mathematical solution. 

The first stage is dealt with in Chapter 4 ; the second stage is the subject of this 
chapter, while the third stage requires careful consideration of all the relevant con- 
ditions. A solution only applies under the conditions assumed in stage one, which 
may involve some approximations and limits. In all cases the solution should be 
checked either experimentally or theoretically to prove that it is a true solution. 

This chapter is not a textbook on mathematics, although it is in such an easy form 
that anyone with the minimum of mathematical knowledge should be able to follow it. 
It has been written primarily for those who require assistance in " brushing up '* 
their knowledge, and for the clarification of points which may be imperfectly under- 
stood. It is " basic " rather than elementary in its introduction, and could therefore 
be read with advantage by all. 

Sufficient ground is covered for all normal usage in radio receiver design, except 
for that required by specialists in network and filter design. 

Reference data have been included for use by all grades 
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SECTION 1 : ARITHMETIC AND THE SLIDE RULE 

(i) Figures (it) Powers and roots (iii) Logarithms (iv) The slide rule (v) Short 
cuts in arithmetic 

(i) Figures 

A figure (e.g. 5) indicates a certain number of a panicular object — e.g. five resistors, 
or five radio receivers ; or else five units of a particular scale — e.g. five inches, five 
microfarads or five ohms. No matter what we may do with adding, subtracting, 
multiplying or dividing, if we begin with ohms we must finish with ohms, And so on 
with any other unit. We cannot add together dissimilar objects without identifying 
each type, and similarly with any other mathematical process. 

(ii) Powers and roots 

As figures are often too large, or too small, to be shown completely in the ordinary 
form, there is a Scientific Notation commonly used- 
Numbers above unity Numbers below unity 
10^ - 10 lO-i = 0.1 
10* = 100 10-2 _ 0.01 
10^ = 1 000 10-3 ^ 0.001 
10* = 10 000 10"* = 0.000 1 
10= = 100 000 10-* = 0.000 01 
10« - 1 000 000 10-« - 0.000 001 

and so on 
10" - 1 

Note that 10^ means 10 x 10 = 100; 10^ means 10 x 10 x 10 = 1000 and so on. 
The " 2 " and the " 3 " are called exponents, or indices (plural of index). 
10^ is called " 10 squared " 
10^ is called " 10 cubed " 
10* is called "10 to the fourth " etc. 
10-^ is called " 10 to the minus 1 " etc. 
Examples : 2 750 000 is written 2.75 X 10« 
0.000 025 is written 2.5 x 10-^ 
Multiplying is carried out as in the examples : 
(1.5 X 10«) X (4 X 10-^) = 6 X 10^ 
(4.5 X 103) X 102) ^ 9 X 10^ 

Reference should be made to the table of multiples and sub-multiples in Chapter 38 
Sect. 17, Table 59. 

The same procedure may be appHed, not only to 10, but to any figure, e.g. 3 ; 
30 - 1 

3^-3 

3^^ = 3 X 3 = 9 3-2 = 1/32 = 1/9 

33 3 X 3 X 3 = 27 3-3 - 1/33 = 1/27 

Roots : The expression 9^ may be written V9, where the sign V is called the 

square root. Similarly 27^/3 may be written ^27 where the sign i^'is called the 

cube root. 

The whole question is dealt with more fully, and more generally under Algebra " 
in Sect. 2. 

(iii) Logarithms 

We may write 100 = 10^ 
or we may express this in different language as 
2 = logio 100 

which is spoken of as " log 100 to the base 10." Here 2 is the logarithm of 100 to 
the base 10. 

Tables of logarithms to the base 10 are given in Chapter 38 Sect. 20, Table 71. 
They are useful in multiplying and dividing numbers which are too large to handle 
conveniently by the ordinary procedure. 
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A typical logarithm is 2.4785. Here the figure 2 to the left of the decimal point 
is called the index, and the figures 4785 to the right of the decimal point are called 

the mantissa. 

(1) The index of the logarithm of a number greater than unity is the number which 
is less by one than the nimiber of digits (figures) in the integral* part of the given 
number ; for example the index of the logarithm of 

57 640 is 4 
5 764 is 3 
576.4 is 2 
57.64 is 1 
5.764 is 0 

If the number is less than unity, the index is negative, and is a higher number by 
one than the number of zeros that follow the decimal point of the given number ; for 
example the index of the logarithm of ' 

.576 4 is ~1 
.005 764 is -3. 

To denote that the index only is negative, the minus sign is usually written above it ; 

e.g.T, !• 

(2) The mantissa of the logarithm is found from the tables. Proceed to find the 
first two figures in the left hand column of the table, then pass along the horizontal 
line to the vertical colunm headed by the third figure. To this number add the 
number in the difference column under the fourth figure of the given niunber. The 
mantissa is the result obtained by this process with a decimal point before it. 

For example, to find log^, 5764 . 
The index is 3 

The mantissa is ,7604 + .0003 ^- ,7607 

Therefore logio 5764 = 3J607. 

Similarly, log^o 0.5764 = 1,7607 (note that the index is negative, but the mantissa 
positive^ 

To find the number whose logarithm is given, it is possible to use either 
antilog. tables (if these are available) or to use the log. tables in the reverse manner. 
In either case, only the mantissa (lo the right of the decimal point) should be applied 
to the tables. 

The procedure with log. tables is firstly to find the logarithm, on the principal 
part of the table, which is next lower than the given logarithm, then to calculate the 
difference, then to refer to the difference columns to find the number — exactly the 
reverse of the previous procedure. 

For example, to find the number whose logarithm is 2.5712. The mantissa is 
.5712 and the nearest lower logarithm on the tables is 5705, the difference being 7 
(in the fourth figure). The number whose log = 5705 is 3720, and to this must be 
added the figiu-e 6 which corresponds to the difference of 7 in the fourth column ; 
the number is therefore 3720 + 6 = 3726. The decimal point must be placed so 
as to give 2 + 1=3 digits to the left of the point, i.e. 372.6. 

The application of logarithms 

If two numbers are to be multiplied together, the answer may be found by adding 
their logarithms, and then finding the niunbcr whose logarithm is equal to their stun 
For example, suppose that it is desired to multiply 371.6 x 58,24, 

log 371.6 = 2.5701 

log 58.24 = 1.7652 



SMm — 4.3353 
The nimiber whose log = .3353 is 2164. 

The decimal point should be placed so as to give 4+1=5 digits to the left of 
the point ; i.e. 21 640. 

•To the left of the decimal point. 
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Therefore 371.6 X 58.24 = 21 640. 

It should be remembered that the last figure of four figure logs, is correct to the 
nearest unit, and that slight errors creep into the calculations through additions and 
other manipulations. The first three digits of the answer will be exact, and the fourth 
only approximate. 

If one number is to be divided by a second number, the answer may be found by 
subtracting the logarithm of the second from the logarithm of the first, then finding 
the number whose logarithm is equal to their difference. 

Logarithms may also be used to find the powers of numbers For example, 
to find the value of (3.762)'* : 

log (3.762V - 3 log 3.762 = 3 X .5754 
= 1.7262 

Therefore (3.762)^ = antilog 1,7262 - 53.23. 

For other applications of logarithms see Sect. 2(xvii) 

(iv) The Slide Rule 

The Slide Rule is a mechanical device to permit the addition and subtraction of 
logarithn.* so as to effect multiplication and division of the numbers. The small 
size of the normal slide rule does not give as high a degree of accuracy as four figure 
log. tables, but is sufficiently accurate for many calculations. 

The usual 10 inch slide rule has four scales A, Bj C, D of which B and C are on the 
slide. The scales C and D (the lower pair) are normally used for multiplication and 
division, and each covers from 1 to 10. The upper scales A and B cover from 1 to 100. 
The square of any number from 1 to 10 is found by adjusting the line on the cursor 
(ninner) to fall on the number on the D scale, and reading the answer where the line 
cuts the A scale. The cube of a number from 1 to 10 may be found by squaring, and 
then multiplying the result by the original number on the B scale, reading off the 
answer on the A scale. If the mmiber is not between 1 and 10, firstly break it up 
into factors, one of which should be a multiple of 10, and the other a nvunber between 
1 and 10, then proceed as before. For example 

300^ = (3 X 100)2 ^ X (100)2 = 3a X 10*. 
The value of V' is found in the normal way to be 9 ; this is then multiplied by 10* to 
give the answer 9 x 10* = 90 000. 

Square roots may be foimd by the reverse procedure. Firstly reduce the number 
to factors, one of which should be a multiple of 100 and the other between 1 and 100, 
then apply the cursor to the nixmber on the A scale and read the answer on the D scale 
to be multiplied by the square root of the 100 factor. For example, to find the square 
root of 1600: y^i^oo i/l6 x 100 - x v^ToO = x 10. 

The value of 4 on the D scale is then multiplied by 10 to give the answer 40. 

Cube roots of numbers between 1 and 100 may be determined by setting the 
cursor to the number on the A scale, then moving the slide imtil the B scale cursor 
reading is the same as the D scale reading below 1 on the C scale. 

Slide rules which have log/log scales may be used to determine any power of 
a number 1.1 or greater (up to a maximum value of 100 000), Set the cursor to the 
number on the upper log/log scale, then set 1 on the C scale to the same cursor line. 
Move the cursor to the required power on the C scale and read the answer on the 
log/log scale. If the number is too high to be on the upper log/log scale, carry out 
the same procedure on the lower log /log scale. If the number is found on the upper 
scale, but the answer is beyond the limits of this scale, set the mark* (e.g. W) on the 
slide immediately below the number on the upper scale, and read the answer on the 
lower scale, immediately below the power on the C scale. 

If several figures are to be multiplied and divided, carry out multiplication and 
division alternately, e.g. 75 x 23 X 5 

41 X 59 X 36 
should be handled as 75 41 x 23 59 x 5 -^ 36. 

*With slide rules having no special mark, use 10 on the C scale as the " mark." 
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In a complicated calculation, especially with very large and very small numbers, 
it is highly desirable to arrange the numerator and denominator in powers of 10. 
For example 

75 OOP X 0.0036 x 5900 7.5 x 10* x 3.6 x lO^^* x 5.9 x 10^ 
160¥00"x ^OOOOOOl 7 ""."^""^1.6 X 10^ x 1.7 x \0~^ 
7.5 X 3.6 X 5.9 x 10^^ 
" 1.6 x 1.7 

The slide rule does not indicate the position of the decimal point, and it is necessary 
to determine the latter by some method such as inspection ; this is much easier when the 
individual numbers are all between 1 and 10 as in the example above. It is also possible 
to keep track of the decimal point by noting how often the manipulation passes from 
end to end of the rule. 

To find the logarithm of a given number, move the 1 on C scale to the number on 
the D scale, then turn the rule over and read the logarithm on the L scale against 
the mark (this will be a number between 0 and 1). 

To find the decibels corresponding to a ratio, proceed as for the logarithm, but 
multiply by 10 for a power ratio or 20 for a voltage ratio. 

To find the sine or tangent of an angle, first set the angle on the S or T scale to the 
mark, then read the value on the B scale, below 1 on the A scale, and divide by 100. 

There are countless special types of slide rules, and in all such cases the detailed 
instructions provided by the manufacturers should be studied. 

Hints on special calculations on the slide rule 

(1) z = Vr''+^^ - rV^Ix^Jr^ 

Procedure : For example if X = 3 and = 2 set cursor to 3 on D scale, move 
slide to give 2 on C scale. The value of {X/Ry is given by the value on A scale op- 
posite 1 on B scale — in this case 2.25, Move the slide up to 3.25 (= 2.25 + 1) and 
then move the cursor to 2 on C scale, reading 3.61 on D scale as the answer. 

(2) If a large number of figures is to be divided by one figure, divide unity or 10 
(D scale) by the divisor (C scale) and then, with fixed slide, move the cursor to each 
dividend in turn on the C scale, reading the answer on the D scale. 

(v) Short cuts in arithmetic 

(a) Approximations involving -n- 

TT^ may be taken as 10 with an error less than 1.4% 
rr may be taken as 25/8 with an error less than 0.6% 
I/tt may be taken as 8/25 with an error less than 0.6% 
2tt may be taken as 25/4 with an error less than 0.6% 
l/27r may be taken as 4/25 with an error less than 0.6% 
(l-n)' ^ 39.5 with an error less than 0.0^1% 

(b) Approximations with powers and roots 

General relation : (x d= 8)" ^ ^" ± nx"~^ 8 
where 8 is small compared with x. Examples are given below. 
Squares {n = 2) 

lO.P - (10 + O.iy ?^ 10^ + 2 X 10 X 0.1 ^ 102 (error = 0.01%) 
10.2- = (10 + 0.2)2 ^ \Q2 ^ 2 X \0 X 0.2 ^ 104 (error = 0.04%) 
9.9^ - (10 - 0.1)2 10- - 2 X 10 X 0.1 ^ 98 (error = 0.01%) 
Square roots [n 0.5 ; (« - 1) = -0.5] 

^ 0.58^ 

■\/ X ± \/'x ± 

\/\01 = \/lOO^+ T ^ VlOO + ^ 10.05 (error - 0.001%) 

A/ 100 

VnO - VlOOT^^^ v'lOO ^ 10.5 (error - 0.12%) 

V 100 
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V 50 - V 49 + 1 V 49 + ^ 7.0714 (error = 0.004%) 

\/49 

Cubes (w = 3) 

(10.2)^ = (10 + 0.2)^ 10^ -h 3 X 10" X 0.2 ^ 1060 (error = 0.1%) 
Cube roots [n - 0.333 ; (« - 1) = ~0.667J 



3(^^^ 

^66 = ^64 + 2 \/64 + J-^, ^ 4.042 

For more accurate approximations see Sect. 2 eqns. (82) and (83). 

(c) Approximations in multiplication 

a X b ^ i{a + by where a and b are close together 

e.g. 49 X 51 -1(49 + 51)" 1(100)^ 2500 (error 0.04%). 

This may be put into the alternative form : 

a X 6 (arithmetical mean between a and by 

e.g. 68 X 72 j:^^ (70)^= 4900 (error 0.08%). 

(d) Exact multiplication 

a X b ^ l{(a + by - (a - by} (no error) 

= (arithmetical mean between a and by — -} (a — by. 
When (a — 6) = 1, the second term in this expression becomes i and we have the 
exact application : 

3i X 4i = 16 - i = 15} (exact). 
Another application is illustrated by the example 

98 X 102 = 1002 - i(4y = 10 000 - 4 = 9996. 

(e) To multiply by 11 

To multiply a number by 11, write down the last figure, add the last and last but 
one and write down the result, carrying over any tens to the next operation, add the 
last but one and the last but two and so on, finishing by writing down th« first 
e.g. 11 X 42 736 = 470096 (no error) 

(f ) For approximations based on the Binomial Theorem see Sect. 2(xviii). 

(g) For general approximations see Sect. 2(xx). 



SECTION 2 : ALGEBRA 

(i) Addition («) Subtraction (m) Multiplication (iv) Division (v) Powers 
(vi) Roots (vii) Brackets and simple manipulations (vtii) Factoring (ix) Proportion 
(x) Variation {xi) Inequalities {xii) Functions {xiii) Equations (xiv) Formulae 
or laws (xv) Continuity and limits (xvi) Progressions y sequences and series (xvii) 
Logarithmic and exponential functions (xviii) Infinite series {xix) Hyperbolic 
functions {xx) General approximations. 

See Section 6 for Complex Algebra. 

Algebra is really only arithmetic, except that we use alphabetical symbols to stand 
for figures. It is frequently more convenient to put an expression into an algebraic 
form for general use ^ and then to apply it to a particular case by writing figures in place 
of the letters. All algebraic expressions are capable of being converted into arith- 
metical onesj and the fundamental mathematical processes of algebra may be used 
in arithmetic. 
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(i) Addition 

If a, by and c are all values of the one unit (e.g. all resistances in ohms) we can add 
them together to find the sum dj where d will also be in the same unit, 

d = a b + c 
For example, ifa = 5, 6 = 10, c = 15 ohms, 
then J = 5 + 10 + 15 = 30 ohms. 

(ii) Subtraction 

Subtraction is the opposite of addition, or negative addition, and can only be applied 
when the quantity to be subtracted is in the same unit as the quantity from which it 
is to be taken. For example let 

a = b — c 

where a, b and c are all voltages. 

If i ^ 6 volts and c = 2 volts, then 

a = 6 — 2 = 4 volts. 

As another example, let a, b andc be readings of a thermometer in degrees — say 
b = 10°C and c = 20°C, then a = 10°- 20°= - 10°C. This is <»mmonly de- 
scribed as *• 10 degrees below zero " or " a temperature of minus 10 degrees." Thus 
a negative temperature has a definite value and is readily understood. Its magnitude 
is given by the figure, while its direction above or below zero is given by the positive 
or negative sign. 

Similarly a negative current is one with a magnitude as indicated by the figure but 
with a direction opposite to that of a positive current. In most cases the direction 
of a positive current is arbitrarily fixed, and if the answer comes out negative it merely 
indicates the actual direction of current flow is the opposite of the direaion assumed. 
The same principle holds in all cases. 

(iii) Multiplication 

Multiplication is continued addition — 

4xa = a + a-^a + a 
and is commonly written as 4a. In the general sense we can write ba where b is any 
number ; this has the same value as ab, 

i.e. ab = ba or a.b = b.a. 

It should be noted that 

4 X (— a) = — 4a 
and(- 1) X (- 1) = + 1. 

(iv) Division 

Division is the breaking up of a number of things into a given number of groups, e.g. 
6a ^ 3 = (2a + 2a + 2a) -:- 3 = 2a. 

We may write this in the alternative forms 

6a 

— = 2a, or 6a/3 = 2a. 

(v) Powers 

Powers are continued multiplication, 

e.g. a^ = aaa = a x a X a 

a"^ = axaxaxa,,,im factors) 
a*^=axaxaxa...{n factors) 
Therefore a" x a** = a*"* + (1) 
We can write, as a convenience, 

— „ in the form a""" 
a" 

where the — n is not a true index (or exponential) but merely a way of writing 1/a". 
a"* 

Therefore — = a"* x a^" — a" - " (2) 
a" 

which indicates that the — n can be treated as though it were a true index. 
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The following can also be derived : 

— = a' ^~ = 

but — = 1 
Therefore a** = 1 

Gr-(i)"=f 

K-aY = (-1)" X a" 

= if is even 
or = —a" if w is odd 

These identities hold even when m and n are negative or fractions. 

(vi) Roots 

^/ a X a = a or \' ^ a 
^ a A a / a ^ a ot ^ a 
We may adopt as a convenience the form 

a ah 

This may be extended to include 

so that a™'" is the nth root of a"^. 

Note that 1/^a =^17^; 1/ = Vl?^ 

(vii) Brackets and simple manipulations 

a (a b) a X a a X b = ~{- ab 
X {a i- b — c) = xa xb — xc 

— X (a b) = —xa^-xb 

— X {a — b) = —xa + xb~x{b~a) 

- [(a - fc) - (c + d)] = -(a ^b) +ici- d) 

= -a+b+c-{-d 

= {b c ^ d) - a 
ax i- bx (a + b)x a b x a -[- b 
cx dx (c + d)x c ^ d X c ^ d 

(a + by = (a + b)(a + fc) - a(a + fc) + + 

- a'^ + 2 afc + fc2 

(a - by = (a - b){a - b) = a{a - fc) - b{a ~ b) 

- - 2 at + i2 

(a + - fc) - a(a - i) + - i) - „ 

{a + i^Xx + >') = ax + + + 

(a + + c)2 - a2 _^ ^2 _^ c2 + lab + 26c f 2ca 

a a ~l2ac a^ 

— 0 6 4a a^ 

a —a —a a 

^b^^^~^^^~^ 
a 

fl X 0 = 0 ; - = infinity* = oo 
(note that it is not possible to divide by 0 in algebraic computations). 

♦Infinity may be described as a quantity large without limit. 
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a b ad ± he a h a ± b a a aid ± c) 

— _ — . . _ ^ (31) 

c a ca c c c c a cd 

The sign ± means either plus or minus. When ± and /or T signs are used on 
both sides of an equation, the upper signs in both cases are to be taken in conjunction 
as one case, while the lower signs are to be taken as the other case. 



a ac 
b'^b^ 
d _ad_ 
c be 

x {c ^ d) ^ y/ a + b \ 

c + d~ y{c + d)~ y\c + d) 
x{c + d) yja + b) 
y{c + d) 



a 


c 


ac 




~d 


^ bd' 


a 


c 


a 




"d 




X 


a 


+ b 



b d f 

bf ~~ dh 



(32) 
(33) 
(34a) 
(34b) 



(viii) Factoring — Examples 

6ab + 3ac = ^a{2b + c) (35) 

x'' - Ixy + I2y^ = (x - ^y)ix - 3y) (36) 

2x2 + 7x + 6 - (2x + 3)(x + 2) (37) 

x^y - Ay^ = yix^ - 4y^) = yix + 2yXx - 2y) (38) 

(ix) Proportion 

(1) If 1=.^ then (39) 

a c ad ~ be 

also T — - = 0 therefore —7-3 = 0 (40) 

b d oa 

fromwliichai — 6c = 0 and thus ad = be (41) 

a e e s 

(2) If - = - and also 



then ?^=^ (42) 



(x) Variation 

If 3^ = kxy then y QC x 

i.e. y is directly proportional to x. 

If V = - » then V oc — 

X X 

i.e. y is inversely proportional to x. 
If jy = kxZy then y varies jointly as x and z. 

If v = k'y then y varies directly as x and inversely as z 

z 

(xi) Inequalities 

The letter symbols below are positive and finite. 

If ^2 > 6 then a + c>6 + c, b <a (43a) 
a-c>h-e,e-a<e-b (43b) 
ae > 6c, < (43c) 

^>^^, -<4 ^43d) 

c c a 0 
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If a - c> b then a> b + c (44) 
If a > b and c > d 
then a + c > b + dj and ac > bd (45) 

(xii) Functions 

We may describe 3x + 4 as " a function of x" because its value depends upon the 
value of X. This is usually written as 

F(x) = 3x + 4, 

Other typical functions of x are 

2x^ ^ 3x + 5 ; x(x^ + 3x) ; 
cos X ; log X ; 1 /x. 

In such functions, x is called the " independent variable." It is usual to write 
F{a) as meaning " F{x) where x = a" 

(xiii) Equations 

An equation is a statement of conditional equality between two expressions con- 
taining one or more symbols representing unknown quantities. The process of 
determining values of the unknowns which will satisfy the equation is called solving 
the equation. 

An Identical Equation is one which holds for all values of its letter symbols. 

A Linear Equation is one in which, after getting rid of fractions, the independent 
variable only occurs in the first degree (e.g. x). 
Example : y = 5x + 3, 

A Quadratic Equation is one in which, after getting rid of fractions, the inde- 
pendent variable occurs in the second degree (e.g. x^) but not in higher degree. 
Example : y = 4x^ + 5x + 3, 

A quadratic equation in one unknown has two roots, although both may be complex 
(i.e. with an imaginary term). 

A Cubic Equation is one in which, after getting rid of fractions, the independent 
variable occurs in the third degree (e.g. x^) but not in higher degree. 

Example : y = 3x^ ^ 4x^ + 2jc + 5. 

Note : X and y are usually taken as unknowns ; b, c and d as known constants. 

Rules for solution of equations 

L The same quantity may be added to (or subtracted from) both sides. 
Example : If x + 3 = 2 ; then x + 5 4 and x + l=0. 

2. A term can be moved from one side to the other provided that its sign is changed. 
Example : If a = b ; then a — b = 0. 

3. All signs in the equation may be changed together. 
Example : If x — a = y — b ; then a — x = b — y. 
This is equivalent to multiplication throughout by — 1. 

4. Both sides can be multiplied (or divided) by the same quantity. 
Example : If :c + 2 = 5 ; then 2x + 4 = 10. 

5. The reciprocal of one side is equal to the reciprocal of the other. 

Example : If x = ct ; then ~ ^ ^ ' 

6. Terms can be replaced by terms that are equal in value. 

7. Both sides can be raised to the same power. 
Example : If x = a ; then x"^ ^ a^. 

8. Both sides can be replaced by the same root of the original. 
Example : If x = a ; then x = a, and 

in general, "\/ x = ""X^a if n is odd, bui if n is even we must write 
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which means that 

either "\/jc = "Va or "Vjc = — 
In such cases two roots are obtained, and both should be tested in the original equa- 
tion. 

Warning 

If both sides of an equation are squared, or if both sides are multiplied by a term 
containing the unknown, a new root may be introduced. 

Solution of equations 

(1) Linear equations with one unknown 

Example : ax + b ^ 0. 

Solution : x = ~ b/a. (46) 

(2) Linear equations with two unknowns 

Any linear relation between two variables, x and y, can be written in the general form 

ax by + c =^0 (47) 
or (provided that b is not zero) in the alternative form 

y = mx + n (48a) 
This type of equation is not limited to one or two solutions, but has a corresponding 
value of y for every possible value of x. It is very helpful to plot the value of y against 
the value of x on squared paper — see Sea. 5(i). With any equation of this type, the 
graph will be a straight line, and it is only necessary to determine 

(1) one point on the line 

(2) the slope of the line at any point. 

The most convenient point is usually jc = 0, and in eqn. (48a) 

this will give y = n 

or in eqn. (47) this will give y = — c/b 

The slope of the line is given by the difference of the y values of two points, divided 
by the difference of their x values. 

In eqn. (47) the slope is — a/b 

while in eqn. (48a) the slope is m. 

A particular -form of eqn. (47) is 

- + X = 1 (48b) 
a b 

and in this case the line cuts the x axis at x = a and cuts the y axis at ^ = 6. The 
slope is equal to — b/a. 
An equation of the form 

a b 

-+ -= c (49) 

X y ^ ^ 

may be solved by regarding 1 /x and 1 /y as the unknowns, then following a similar 
procedure as for an equation in x and jy, and solving for \/x and l/y, 

(3) Simultaneous linear equations (two unknowns) 

a,x + b,y^c,\ ^ ^ "-—^ (50a) 

a^x + b<^y = C2 j a^c^ - a^c^ 

a^bz ~ a^bi 

provided that (a — ci^b^ is not zero. 

Alternatively the solution may be derived by determining x in terms of y from the 
first equation, and then substituting in the second. 

Checking solutions : 

After any solution has been found, particularly with more than one solution, it is 
highly desirable to check these in the original equation. 

(4) Three simultaneous equations (three unknowns) 

Given ( ax + by -\- cz -\- d = 0. 

< aix + b^y + ci^r + = 0 
{^azX + bzy + c^z + dz = 0 
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Then 





- 61C2) + dt(bc2 - 


^2^) + diibic — 


be,) 


a{b iCa 
d{a 1C2 


— bzCi) H- aiibzc — 

— ctzCi) + iiiCaaC — 


be 2) + 02(6^:1 - 
0C2) + */2(oci - 


b,c) 
a^c) 


a(Jb 1C2 


— ^2^:1) + aiibzc — 

- a 162) + <^ 1(062 - 


bcz) + 02(6^1 — 
- a^b) + diiaib 


h^c) 


a{biC2 


— ifzCi) + aiibiC — 


bci) + a^ibci — 





It will be noticed that the three denominators are identical. 



(51) 



(5) Quadratic equations 

{x - aXx -\- b) = 0; X = aor X ^ - b (52) 

ax' ^bx + c - 0 ; X = (53) 

Note that in eqn. (53) 
when b' = ^acy the two roots are equal 
when b' — 4ac is positive, the two roots are real . 
when b^ — 4ac is negative, the roots are imaginary. 

(6) Quadratic equations with two variables 

Example : y = ax^ + 6x + c. 

This type of equation is not limited to one or two solutions, but has a corresponding 
value of y for every possible value of x. It is helpful to plot part of the curve on 
squared paper — see Sect. 5(i), The curve may cut the x axis at two points, or it may 
touch at one point, or it may not touch it at all. Let = 0, then 

ax^ + bx + c = 0 
and the points at which the curve cuts the x axis will be 

- b ±Vb^ - 4ac 

- = 2^ (54) 

If b^ > ^acy the curve will cut at two points. 
If b^ — Aacy the curve will touch at one point. 
If b^ < 4acj the curve will not cut the x axis. 

(xiv) Formulae or laws 

A formula is a law, or rule, generally in connection with some scientific relation- 
ship, expressed as an equation by means of letter symbols (variables) and constants. 

For example, Ohm's Law states that E = RI where each of the letter symbols 
has a precise meaning. If we know any two of the variables, we can determine the 
third, 

E ^ E 
^^and/^- 

Another example is 

which gives Xc for any desired values of / and C. Note that 2tt is a constant. 

All formulae or laws may be rearranged in accordance with the rules for the solution 
of equations, so as to give the value of any variable in terms of the others. 

(xv) Continuity and limits 

Some functions are " continuous," that is to say they are smooth and unbroken 
when plotted as curves. Other functions are said to be " discontinuous " if at some 
value of X the value of y is indeterminate or infinite, or there is a sharp angle in the 
plotted value of y F(x). Examples of points of discontinuity are : 

(1) 3) = 1/x is discontinuous at x = 0. 

(2) y = 10^ ^^"^ ~ is discontinuous at x — 1, 

Even when a function is discontinuous at one or more points, it may be described 
as continuous within certain limits. 
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It frequently happens that a function approaches very closely to a limiting value, 
although it never quite reaches it for any finite values of the independent variable. 
For example, the voltage gain of a resistance coupled amplifier is given by 

A = ixRJ{Rj^ + r,) 
and it is required to find the limiting value of A when Rii^ made very great. 

The formula may be put in the form 

^='^ ^ (55) 



1 + 



and as Rj is made very much greater than rp, the value of rp/i?^ becomes very small 
although it never actually reaches zero. We may express this in the form 

which may be stated " the limit of (j^/Rj), as i?^ approaches infinity, is zero." The 
limiting value of ^, as i?^ approaches infinity, is therefore 

Lt A = y. (57) 

(xvi) Progressions, sequences and series 

A Sequence is a succession of terms so related that each may be derived from one or 
more of the preceding terms in accordance with some fixed law. 

A Series is the sum of terms of a sequence. 

Arithmetical Progression is a sequence, each term of which (except the first) is 

derived from the preceding term by the addition of a constant number. 
General form : a, (a + d\ {a + 2d\ {a + ^d) 
Example : 2, 5, 8, II, etc. 

(here a -= 2 and d = 3). 
The nth term = a + {n - l)d (58) 
The sum of n terms is S = \n[2a + (w - \)d] (59) 
When three numbers are in Arithmetical Progression, the middle number is called 

the arithmetical mean." The arithmetical mean between a and h is \{a + h). 
Geometrical Progression is a sequence, each term of which (except the first) is 

derived from the preceding term by multiplying it by a constant ratio (r). 
General form : a, ar, ar^ ar^, 

Examples : 3, 6 , 12 , 24, {r = 2) 

4, -2, +1, (r = - i) 

With the general form above, 

the nth term = ar''^^ (60) 

and the sum of the first n terms is 

When three numbers are in Geometrical Progression, the middle number is called 
the Geometrical Mean. The Geometrical Mean of two numbers a and h is y^ah. 

If the ratio r is less than unity, the terms become progressively smaller, and the 
sum of a very large nimiber of terms approaches 

(62) 

Harmonic Progression ; The terms a, b, c, etc. form a harmonic sequence if their 
reciprocals 

I 1 1 
— > ~' etc. 

a a c 

form an arithmetical sequence. 

Example : 1, h 1/3, I, 1/5 is a Harmonic Progression 
because 1, 2, 3 , 4, 5 is an Arithmetical Progression 

, . 2ab 

The Harmonic Mean between a and b is — — 
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Note that the Arithmetical Mean between two numbers is greater than the Geo- 
metrical Mean, which in turn is greater than the Harmonic Mean. 

With any form of progression or sequence, we are often concerned with the sum of 
a number of terms of which the general term is given. It is possible to write this 
sum in a shortened form, for example 

k =^ n 

1+2 + 3 + 4+ .. . + ^ + ... + K- 

k - 1 

where the Greek letter capital sigma is used to indicate the sum of a number of terms ; 
k is merely the general term ; and the values of k are to be taken from k = 1 (beneath 
sigma) to^ = K (written above sigma). 

(xvii) Logarithmic and exponential functions 

U = N 

then jc is the logarithm to the base a of the number N. This may be put in the form 

X ^ logo ^ 

where the base a may be any positive number except 1 or 0. 
The two principal systems of logarithms are 

(1) The Naperian (or natural) system, using the base e ^ 2.718 28 . . . (pre- 
ferably written with the Greek e), and 

(2) The Briggs (or common) system, using the base 10. 

Only one set of tables is required, for it is possible to convert a logarithm to one 
base (b) into a logarithm to any other base (a) : 

loga3' = logb3' X log„ b 
If it is required to find the logarithm to the base given the logarithm to the base 10, 
log e 3' = log 10 3' X log£ 10 (63a) 
= log 10 3' X 2.3026 (63b) 
logio3' = logf 3' X 0.4343 (63c) 

Some properties of € 

The value of € is given by the right hand side of eqn, (86). 

Values shown below in brackets are to four decimal places, 

€ - 2.71828 (- 2.7183) 

1/e = 0.367879 (- 0.3679) 

log 10 € 0.43429 (= 0.4343) 

log^ 10 - 2.30259 (- 2.3026) 

loge 10 = 1/logio 6 

Ipgio e" - K X 0,43429 (= n x 0.4343) 



Some manipulations with logarithmic functions 

log a/b = log a — log b (64) 

log l /a = — log a (65) 

log 3^" = w X log3; (66) 

log = - log 3' (67) 

log 3;™'^ = {m/n) X log 3; (68) 

log ^3^^ log y^'^ ={\/2) log y (69) 

log ^3; = log 3;^'^ = (1/3) log 3; 70) 

To find the cube root of 125— 

^125^= (125)1^3 

Therefore log {125^'^ - (l/3:i log ^25 = (1/3) (2.0969) = 0.699. 
Then antilog 0.699 = 5.00 (from tables). 

log ^'y'' = flog 3? (71) 

log abc ^ log a + log b -\- log c (72) 

log (ab/cd) ^ log a + log b — log c — log d (73) 

log (a^"i>"cO = m. log a + «. log + p. log c (74) 

log (a£>^Vc") = log a + m. log b - n, log c (75) 

log {a" - b^) = log [(a + b){a - b)\ = log {a ^ b) + log (a - b) (76) 
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log Va' = \ log (a -h 6) -h I log {a - b) (77) 

Logarithmic Functions are closely related to Exponential Functions, and any 
equation in one form may be put into the other form. If the curves are plotted, the 
two will be the same. 

Example : Exponential form y ~ 

Logarithmic form x = log,, y 

Numerical example : 

If r 10 and x = 3 

Then y - 10^ - 1000. 

This may be handled by the logarithmic form of the equation, 

X = logr 3^ = logio 1000 = 3 as before. 
Logarithmic decrement : If the equation is of the form 

y = a€~^'' 

where ( — fc) is negative, the value of y decreases as x is increased, and ( — 6) is called 
the Logarithmic Decrement. 

(xviii) Infinite series 

It was noted, when dealing with Geometrical Progression, that it is possible to take 
the limit of the sum of a very large number of terms, as the number approaches in- 
finity, provided that the terms become progressively smaller by a constant ratio. 
Such a series is called " convergent " and is defined as having a finite limit to the sum 
to infinity. Infinite series which do not comply with this definition may be " diver- 
gent '* (these are not considered any further) or else they may be " oscillating.'* 

(a) Binomial series ; 

mini — 1) mim — l)(w ~ 2) 
1 + mx -h j-y^ x^ -h etc. (78) 

The «th term is 

m{m — \){m — 2) . . . (m — n + 2) 

1.2.3...(n-l) ^ 
The denominator is usually written in the form 

(« - 1) ! 

which is called '* factorial (« — 1)." 

This Binomial Series is convergent, provided that x is numerically less than 1. 

(b) Binomial theorem : 
Case 1 : 

ni(m — 1) m(m — l)(w — 2)x^ 
(1 ± x)"^ - 1 ± + ^ , ± — 3 , + . . . 

m(m — 1) . . . fm — « -h 2)x" ~ ^ 

+■•• (80) 

which holds for all values of x if m is a positive integer, and for all values of m provided 
that X is numerically less than 1. 

The Binomial Theorem is useful in certain approximate calculations. If x is small 
compared with 1, and m is reasonably small, 

{\ ^ x)"^ ^ \ ^ mx ^ 

(1 — x)"^ ^ \ — mx [ 

(1 + x)-"* ^ \ - mx f (81) 

(1 — x)-" ^ 1 -h mx. J 

To a closer approximation (taking three terms), 

(1 -h x)"* ^ \ ^ mx ^ ^ m{m — 1) x^ 
(1 ~ x)"^ ^ \ - mx ^ I m(m - I) x"- (82) 
(1 + x)-"* 1 - mx + ^ mlm + 1) x^ 
(1 — x)""" ^ 1 -h mx -h i m{m -h 1) x^ 

Numerical example : To find the cube root of 220. 
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^0 = (216 + 4)^,' = {216(l + = 6(l + j-J". 

Applying the approximation from the Binomial Thcoremj 
(1 + x)"* f:%^ 1 + mx 
to the evaluation of the quantity above^ we may make x = 1/54 and m — 1/3, from 
which 

/ 1 yi^ 1 1 1 

+3-54^^ + 162^^'^^^^^ 
Therefore ^220 6 x 1.006 17 6.037. 
Case 2 : 

We can also expand {a + x)"*, which is convergent when x is numerically less than 
a : 

m(m — 1) „ . m(m — l)(m — 2) 
(a ± x)" = a"'± ma^-^x + ^ , a'^'^x' ± ~ ~ a^-^x^ + . . .(83) 

Approximation : 

-i— = (j + -( 1 - - ) when a > 1 (84) 

a + 1 a\ a/ 

(c) Exponential series 

From the Binomial Theorem, putting x = l/n and m = nx, we may derive 



(J\n* jp2 ^3 



w-n— 1 



rr + . . ■ (85) 



(" - 1)! 
When X = 1 this becomes 

111 1 

The right hand side of this equation is the value e, which is equal to 2.71828 (to five 
places of decimals). Taking the xth power of each side of this equation, 

I nx 



Therefore €^ = (l + ^) 



and = i +.;, + _ + _ + _ +... + ___^^ +... (87^ 

which is called the Exponential Series. 

(d) Logarithmic series 

The logarithmic series is the expansion of log^ (1 + x) in ascending powers of x : 

loge (1 + x) - X - |- + ~ - 1~ + . . . (88) 
which is convergent if x is numerically less than 1. 

(e) Trigonometrical series 

(89) 
(90) 

+ . ..(\x\ < n/2) (91) 
For derivation of eqns. (89) and (90) see Sect. 6, eqns. (17) and (18). 

(xix) Hyperbolic functions 

These are combinations of the sum and difference of two exponential functions, 
e* - 

' is called the hyperbolic sine of x, designated by sinh x 









x^ 




x^ 






sin 


X = 


X — 


3! 




5! 


-7! + 








1 - 


x2 


+ 


X* 


x^ 




cos 


X = 


2! 


4! 


-6-! + 










x^ 




2x^ 


17:r' 


62x'' 


tan 


X — 


X + 


3 


+ 


15 


315 


2835 



2 



-is called the hyperbolic cosine of ;c, designated by cosh x. 
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"j^^" --T^ is called the hyperbolic tangent of x, designated by tanh x 

and similarly with the inverses 
cosech X = 1/sinh x 
sech X =1 /cosh x 
coth X 1/tanh x 

Note ^ = 1 + fj + ^ ^ + |i + • • ^ 2.718 28 (92) 

The following may be derived : 

cosh2;c - sinh^A: = 1 (93) 

sech^jc + tanh^x - 1 (94) 

coth^^ — cosech^x = 1 (95) 
sinh (— x) ^ — sinh x ; cosh ( — x) = cosh x ; tanh {— x) = — tanh x (96) 

tanh X 

-^.^^^^ Vcosh^,_l (97) 

1 

cosh X - -y^^^^^ ^ ^ sinj^a^ ^ 1 (98) 

V 1 - tanh^x ^ ^ 

sinh X 

"^""^ " = coshl^ = Vl - sech^x (99) 

sinh X + sinh y = 2 sinh ~^2~ ~2 ~ (1*^0) 

sinh X — sinh = 2 sinh — - — cosh — (101) 
X + jy X — y 

cosh X -i- cosh y =^ 2 cosh - ~2 — (^^2) 

X _y X — _y 

cosh X — cosh = 2 sinh — ^ — ^^^^ -- -- - (103) 

u , u sinh(x±>') 

tanh X ± tanh v ~ — r~ ^ — (104) 

cosh X cosh y 

(sinh X + cosh x)" ^ cosh nx + sinh nx (105) 

sinh-^x - log^ (x + \/ x^"+~l ) = cosh-Vx^"l (106) 
cosh-^x = logf (x + a/x^"~1) = sinh-V^' - 1 (107) 
1 + X 

tanh-^x i log^ ^^^^^ 

1 X 
= cosh-i — - sinh-i (109) 
Vl - x^ \/l - x2 

y £-{ x± V) 

sinh (x ± y) =^ 2 ^ ^^"^ ^ ^^^^ ^ ^^^^ ^ ^^^^ (HOa) 

cosh (x ± >?) = ^ = cosh X cosh jy ± sinh x sinh (110b) 

e^i*' tanhx± tanh jy 

tanh (X ± ^) ^ :^^r^^.-±7i - 1 itanhxt^h^^ ^^^^^ 

2 tanh x 

sinh 2x = 2 sinh x cosh x ^ 7^ — - — (112) 

1 — tanh^ X ^ ^ 

1 + tanh^' X 

cosh 2x = cosh^ x + sinh^x = ~- — (1 13) 

1 — tanh- X ^ 

2 tanh x 

tanh 2 X =- — rr- (114) 

1 + tanh^x ^ ^ 

cosh X + sinh x = e^^ (115a) 

cosh X — sinh x (115b) 

sinh X ^ ^ + 3T + 5T + ' ' • (115c) 
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coshx =l+fj + J*+|J + ... (115d) 

(these are convergent for all real values of x). 
Also in complex form (see Section 6) 

sinh;x = ; sin x ; cosh;x = cos x ; tanh/x = / tan x (116) 
sinjx = j sinh x ; cosyx = cosh x (117) 
sinh (x ± jy) = sinh x cos y ^ j cosh x sin (118) 
Note that x and y in sin x, cos x, tan x etc. in eqns. 116 to 119 must be expressed 
in radians. 

cosh (x ± jy) cosh X cos y ^ j sinh x sin y (119) 

/cosh X - 1 ^ /x\ /cosh x + 1 
sinh j = ^/ ^ . cosh [~J = V (120) 

, / x\ cosh X — 1 sinh X ^^^^^ 

tanh ( z ) = — 7-r = — r — ^ (121) 

\2y smh X cosh x + 1 

(xx) General approximations 

Let 8 be an extremely small quantity and x be a quantity very large compared v^ith 
8j then 

1 1 



1 - S ~ ^ + ^ 1 + 8' 

-1±A^ 1 + Si - 

J I v^here n may be mtegral, / 



_^ 1 =f «8 J fractional or negative \ 

Vl + 8 1 + i8 Vl - 1 - i8 

1 1 

, 1 - i8 , 1 + i8 

Vl + 8 Vl - 8 

(1 + 8)2 1 + 28 (1 - 8)2 1 - 28 

(x ± 8)" ^ X" ± «x" - n 
Eqn. (129) is used in Sect. l(v)b for approximations v^ith pov^ers and roots, 

V a(x ^ h)^ X + i8 Vx(x - 1)1^ X - \h 

(1 + 80(1 ± 8,)^^ 1 + 8i ± 82 

(1 + 8i)(l + 80(1 + 83) 1 + 8i + + 8, 
v^here 81, 8^ and 83 are all extremely small quantities. 

€^ 1 + 5 «:! 1 - 8 

Eqn, (134) has an error less than 0.6% when t/RC does not exceed 0.1. 



log, (x ± 8) log, X ± ^ - 



log€ (1 ± 8) 8 - ^8^ 

sinh 8 8 cosh 8 1 tanh 8 8 

sinh-^S Pii 8 tanh"^8 8 

sinh (x + 8) sinh x + 8 cosh x ; sinh (x — 8) sinh x ~ d cosh x 

cosh (x + 5) cosh x + 8 sinh x ; cosh (x — 8) cosh x — 8 sinh x 

tanh (x + 8) tanh x + 8 sech* x ; tanh (x - 8) tanh x - 8 sech" x 

When L is a large quantity 

sinh L ie^ cosh L ie^ tanh L ^ 1 (142) 



122) 

123) 

124) 
125) 

126) 

127) 

128) 
129) 

130) 
131) 
132) 

133) 
134) 

135) 



136) 
137) 
138) 
139) 
140) 
141) 



Trigonometrical relationships 

When 8 is an extremely small quantity, so that an angle of 8 radians is a very small 
angle^ and x is an angle very large compared with 8^ 
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sin S S cos 8 1 tan 8 8 (143) 

sin- 18 8 cos- ^ 8 i7r(4iC - 1) + S tan" ^ B (144) 

where K is any integer. See Sect. 3(iii) for inverse functions. 

sin (x + S) sin X + S cos x sin (x — S) ^ sin x — S cos x (145) 

cos (x + S) cos X — S sin X cos (x — S) ^ cos x + S sin x (146) 

tan (x + 8) f:irf tan X + h/cos^ x tan(x — 8)?^tanx — S/cos* x (147) 



SECTION 3 ; GEOMETRY AND TRIGONOMETRY 

(0 Plane figures (iV) Surfaces and volumes of solids (iii) Trigorwmetrical relation- 
ships. 

(i) Plane figures 
Angles 

Two angles are complementary when their sum is equal to a right angle (90°). 
Two angles are supplementary when their sum is equal to two right angles (180°). 
The three angles of a triangle are together equal to two right angles (180"*) 

27r radians = 360° 

TT radians =180'' 

1 radian f:!^ 57.29578° 

1° 0.0174533 radian. 
When an angle is measured in radians, and incorporates the sign tt, it is usual to 
omit the word " radians " as being understood — e.g. it, 2it. 

Right Angle Triangles (Fig. 6.1) 
a 



Sine :* 
Tangent : 
Cosine : 



— sin A 



tan A 



cos A 



a — c sin ^ 



b tan A 



b ~ c cos A 



(1) 

(2) 
(3) 




fIC. 6.1 



Cosecant : 



Secant ; 



c 
a 
c 

i 

b 



= cosec A = 1 /sin ^ 
= sec A = 1/cos A 



= cot A 



Cotangent : 

a 

c is called the hypotenuse. 



1/tan A 



a^ + b^ 

a = Vic -\- b){c — b) = V mc 
a = c sin A = b tan A 
b = \/(c + a){c — a) ^ V nc 
b = c cos ^ =^ a cot ^ = a/tan A 
m -\- n 



c = vV + ^ 

c —a cosec A = a/sin ^ = 6 sec ^ = 6/cos A 
Area = ^ ab = ^ a^ cot A = ^ b^ tan A 

= i sin 2A = i 6c sin ^ = ^ ac sin B 
The perpendicular (p) to the hypotenuse is the mean proportional (or mean geo- 
metrical progression) between the segments of the hypotenuse, 

♦Sec Sect. 3(iii) for Trigonometrical relationships. 



(4) 
(5) 
(6) 



(7) 
(8) 
(9) 
(10) 
(11) 
(12) 
(13) 
(14) 
(15) 
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also 



m 

P 
m 



(16) 
(17) 



3 P — \/ mn 

^ n_ 6 

a c b c 

Any triangle inscribed in a semidrclej with the diameter forming one side, is a right 
angle triangle. 

Equilateral Triangle (Fig. 6.2a) 




Each side 


= a 


Each angle 


= 60° 


m 


- \ a 


h 


- \/3 


area 





Any triangle (Fig, 6.2b) 

Area =^ \bh = ^/s{s ~ a)(s — b)(s — c) 
where b = base, h = height, 5 = ^ (a + 6 + c). 

a b 




FIG.6.2B 



sin A sin B sin C 

= ^ ~ 2bc cos A 
6^ = + - 2ca cos B 
c? = + 62 - 2ab cos C 
a = b cos C + c cos 
6 = c cos ^ -h a cos C 
c = a cos + 6 cos A. 



} 
} 



Rectangle (Fig. 6.3) 
Area = ab 

d = diagonal = \/ -\- b^ 
Parallelogram (Fig. 6.4) 

Area — bh = ab %m C ; a = i 

Angle A = angle C ; angle B 
Trapezoid (Fig. 6.5). 

Side d is parallel to side b. 

Area = ^{b + d)h. 



\ b ^ d. 
angle D. 



Polygons and Quadrilaterals 

To find area, divide into triangles, calculate the area of each, and add. 
Circle 

Circumference = tt x diameter ^ 3.1416 X diameter 

= 27r X radius ^ 6,2832 x radius 
Area =^ tt x (radius)^ = \ (circumference X radius) 
= (;r/4) X (diameter)^ ^ 0.7854 (diameter)^ 
Sector (Fig. 6.6) 

A ~ angle subtended at centre = j/r radians 

c = 2V r^ - ^ 2 r s in {A 12) 2a tan (^/2) - 2\/2hr - 
a - iV4r2 _. ^2 _ _ = r cos (^/2) = ^ c cot {A/2) 



(18) 
(19) 

(20) 

(21) 
(22) 

(23) 
(24) 

(25) 

(26) 
(27) 

(28) 
(29) 

(30) 




(31) 
(32) 
(33) 
(34) 

(35) 
(36) 
(37) 
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5 = length of arc = rA (A in radians) (38) 

= 77 r A /ISO (A in degrees) (39) 

h r - a = r(\ - cos A/2) (40) 

Area of sector = i rs = ^ rM (A in radians) (41) 

= TT r= A/360 (A in degrees) (42) 
Area of segment (bounded by chord c, curve s) 

= i r^iA ~ sin A) (A in radians) (43) 

= i r (j — r sin j/r) (s/r in radians) (44) 

= i [y* (^ ~ c) + c^] for segments less than half a circle. (45) 
Ellipse (Fig. 6.7) 
The ellipse has two foci, F and F', and for any point P on the perimeter, 

FP + PF' is constant = FB + BF' = FA + AF' (46) 

Major axis — AB = 2a ; minor axis = CD = 2b (47) 

Area of ellipse = nab 0,7854 major axis x minor axis (48) 

Perimeter ?^ a (4 + l.lw + l.2m^), where m = b/a (49) 



An ellipse may be drawn by putting a pin into the paper at each focus (F, F'), tying 
the ends of a short length of cotton thread around the pins leaving a slack portion in* 
the middle, and running a pencil point around in the loop of the thread. 

To find the foci, draw an arc with centre at C and radius a to intersect the X axis 
(AB) at F and F'. 
Parabola (Fig. 6.8) 

The parabola has a focus (F) and a directrix (MN) and for any point P on the para- 
bola, 

FP = PM where PM is the perpendicular to the directrix (50) 
Area of segment cut off by chord PP' = (2/3) c/i. (51) 




Hyperbola (Fig. 6.9) 

The hyperbola has two foci (F, F') and two asymptotes, and for any point P on 
cither curve, 

FT - FP = constant (52) 

General rules for areas 

Areas bounded by straight sides may be calculated by dividing the area into tri- 
angles, calculating the area of each and adding. 

Areas bounded by irregular curves may be divided into parallel strips and the area 
calculated by one of the following approximations : 
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Trapezoid rule 

Area - dihy, + y, + + ^'^-i + hy.) (53) 

where d = width of each strip 

and y i,y2>y3 ' ■ ■ ' yn ^re measured lengths of each of the equidistant parallel chords. 
Note that the first (y J and the last {y „) do not cut the area, and may be zero if the 
surface is sharply curved. 

Simpson's Rule 

Area - ^ (y, + 4y^ + 2y^ ^ 4y , + 2y, . . . 2y^_^ + 4>;„_i + y,) (54) 

where n must be odd 

d ^ width of each strip 
and yi . . .yn are measured lengths of equidistant parallel chords. 

(ii) Surfaces and volumes of solids 
Cube (length of side = a) 

Volume = (55) 
Surface area = 60^ (56) 
Length of diagonal ^ a\/3 (57) 

Rectangular prism 

(length = /j breadth = b, height = h) 

Volume = Ibh (58) 
Surface area ^ 2{lb Ih + bh) (59) 
Diagonal - y/b^ + (60) 

Cylinder, solid right circular 

(length /, radius r) 

Volume = tttH ^ 0.7854 dH (61) 

Area of curved portion = l-n rl = ir dl (62) 

Area of each end = tt (63) 

Total surface area = 2tj r (J + r) (64) 

Hollow cylinder, right circular 

(length /, outer radius R, inside radius r) 

Volume = 77 / (/?2 „ yt) (65) 

Any pyramid or cone 

Volume = 1 /3 (area of base x distance from vertex to plane of base) (66) 
Sphere 

Volume - ^ TT - 77 d^d ^ 4,1888 ^ 0.5236 d^ (67) 
Surface area = 4^ = v d^ (tS) 

(iii) Trigonometrical relationships 

We have already introduced the sine^ cosine and tangent of an angle, and their 
inverses, under the subject Angles (Fig. 6.1), The following table may readily be 
derived with the assistance of Fig. 6.10 : 

Angle Sine Cosine Tangent 

0 0 1 _^ 0 

30° 1/2^ V3/2_ l/\/3 

4 3^ 1/V^2" 1/V2 1_ 

60" \/3/2 1/2 V3 

90" 1 0 00 * 

* Approaches infinity as angle approaches 90°. 

The values for any angle between O'' and 90 may be found from Table 72, Trigo- 
nometrical Relationships, in Chapter 38 Sect. 21, or from any book of Mathematical 
Tables. 
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Angles of any magnitude 

If the line OX (Fig. 6.11) revolves about O to a new position OP, the amount of 

rotation is the angle XOF between its original position OX and its new position OP. 

Such a counter-clockwise rotation is called positive, while the opposite direction of 
rotation is called negative. 




FIC. 610 ' ' FIG. 611 



Examples of angles in all four sectors are shown in Fig. 6.12, It will be seen that, 
for any angle A, the position of OP is the same for a movement of angle A in a positive 
direction, or for a negative movement of (360° ~ A) ; for example^ 

+ 330" = - (360° 330^) = 30^ 
In the case of angles greater than 360° we are generally only concerned with the final 
position of OP, so that for these cases we may subtract 360°, or any multiple of 360°, 
from the angle so as to give a value less than 360°. For example 390° = 360° + 30^ ; 
800^ = 720° + 80° ; 1125° = 1080° + 45°. 

In trigonometry it is also necessary 
to define the polarity of the three 
sides of the triangles from which 
we derive the sine, cosine and 
tangent. The hypotenuse (OP^) 
is always positive (see Fig. 6.13). 
The base (OXi) is positive when X 
is to the right hand side of O, and 
negative when X is to the left of O 
(e.g. 0X2). The perpendicular is f^'^^ '2-' 

positive when P is above X (e.g. Pj XJ and negative when P is below X (e.g. P^). 

1st Quadrant : All sides positive (OXiPj). 

Sine, cosine, tangent all positive. 
2nd Quadrant : OX 2 negative, other sides positive. 

Sine ^ X2P2/OP2 which is positive. 

Cosine = OX2/OP2 which is negative. 

Tangent = X2P2/OX2 which is negative. 
3rd Quadrant : 0X2, X2P3 negative ; OP3 positive. 

Sine = X2P3/OP3 which is negative. 

Cosine = OX2/OP3 which is negative. 

Tangent =^ X2P3/OX2 which is positive. 
4th Quadrant : OXj, OP 4 positive, X1P4 negative. 

Sine = X1P4/OP4 which is negative. 

Cosine =^ OX1/OP4 which is positive. 

Tangent ^ X1P4/OX1 which is negative. 

A convenient method for determining graphically the value of the sine, cosine and 
tangent of an angle is shown in Fig. 6.14, where the circle is drawn with radius 1 
(to any convenient scale, say 1 inch). To the same scale, PX gives the value of the 
sine, OX the cosine and AT the tangent. 

" Inverse " functions 

If sin 6 = «, we may describe 8 as the angle whose sine is n. This is convention- 
ally written in the form 

6 = sin~ ^ M, 

where the " sin" ^ " is to be regarded purely as an abbreviation for " the angle whose 
sine is." 
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The same system is used with all trigo- 
nometrical functions — cos~ S tan~ S 
cosec" S sec~ ^ cot~ 

These are occasionally written as arc sin, 
arc cosj arc tan, etc. 









/ RAD. 








/ Z 




0 


/ 5) 






COSINE 1 , 




Summary of trigonometrical relationships 



1. 


cosec A 


^ 1 /sin ^ cot ^ /cos A 


m 




sec A 


= 1/cos ^ = tan A/sin A 


(70) 




cot A 


= 1 /tan ^ ^ cos ^ /sin ^ 


(71) 


2. 


tan A 


^ (sin ^)/(cos ^) ^ sin A sec ^ 


(72) 


3. 


sin ^ 


= cos (90" - A) = sin (180" - A) 


(73) 




cos ^ 


= sin (90^ - A) = - cos (180" - A) 


(74) 




tan A 


- cot (90° ^ A) = - tan (180° - ^) 


(75) 




cosec ^ 


- sec (90" - A) cosec (180° - A) 


(76) 




sec A 


= cosec (90° - A) =^ - sec (180" - A) 


(77) 




cot 


- tan (90 ' ~ ^) = - cot (180° - ^) 


(78) 


4. 


sin^ /I + cos^ A ^ \ \ sec^ ^ — tan^ A ^ \ 


(79) 




(Note 


: sin^ A is the square of sin A) 





A ^ ± ~ cos^A = ± 



tan A 



cos ^ = ± V 1 — sin^ A = ± 



Vl + tan2 A 
1 



Vl + cot*^ 
cot A 



Vl + tan^ A Vl + cot* A 
the choice of signs being determined by the quadrant. 

5. sec2 A = 1 /cos2 A = I tan^ A 
cosec^ A = 1 /sin ^ A = I cot^ A 

6. sin {A B) — sin ^ cos B + cos A sin B 
cos (A B) — cos ^ cos B — sin A sin B 

tan ^ + tan B 

tan (^ + B) = ~- 

^ 1 - tan ^ tan B 

7. sin (y4 — B) ~ sin ^ cos B — cos A sin B 
cos (^ " B) = cos ^ cos B + sin ^ sin B 

tan ^ — tan B 
^ 1 + tan^tanfl 

8. Negative angles (Fig. 6,15) 

sin (~ ^) = XP4/OP4 = - (XPi/OPi) - - sin ^ 

cos (- A) =^ OX/OP4 = OX/OP 1 - cos A 

tan (~ A) = XP4/OX = - (XPi/OX) - - tan ^ 

cosec A) = OP4/XP4 = - (OPi/XPi) = - cosec A 

sec A) = OP4/OX - OPi/OX - sec A 

cot (- ^) - OX/XP4 = - (OX/XPi) = - cot ^ 

^ • X A 2 tan ^ 
2 sin cos ^ ~ 



9. sin 2^ 
cos 2A 
tan 2^ 

10. sin lA 
cos 

tan 



1 + tan2 A 

cos2 A - sin2 ^ - 1 - 2 sin^ A = 2 cos* ^ - 1 

2 tan ^ ^ ^ cot* ^ - 1 

_ — . ^(^j. 5 _. 



tan^ ^ ' 



2 cot ^ 



cos A) ^ ± (i V 1 + sin ^ - i Vl - sin ^ ) 



iVKT _ 

±VK1 + cos^) - ± (i Vl + siny4 + jVl 
1 — cos A sin A 
sin A 1 + cos y4 



sin A ) 



(80) 
(81) 



(82) 
(83) 

(84) 
(85) 

(86) 

(87) 
(88) 

(89) 



(90) 
(91) 
(92) 
(93) 
(94) 
(95) 

(96) 
(97) 
(98) 

(99) 
(100) 

(101) 



www.pmillett.com 



278 



(iii) TRIGONOMETRICAL RELATIONSHIPS 



6.3 



n. sin 3A 
cos 3A 



^ 3 sin ^ — 4 sin^ A 
4 cos^^ 



tart 3^ = 



3 cos A 

12. sin^ A - Kl - cos 2A) 
cos- A = 1(1 + cos 2A) 

13. sin» ^ - i(3 sin ^ - sin 3A) 
cos^ A = Kcos 3A + 3 cos ^) 

14. Approximations for small angles : 
where A is measured in radians 

sin ^ ^ - {A^)/6 error for 30 
error for 30" 



3 tan ^ — tan^ A 
1 - 3 tan^ A~^ 



cos 



1 - (A^)/2 
tan ^ ?^ ^ + (^')/3 error for 30 is 
and for very small angles sin ^ ^5=; ^ 
cos ^ 1 



See also Sect. 2(xx). 
15. sin A = ^. 



tan A 



is 0.06% 
is 0.35% 
1.03% 



[Sect. 6, eqn. (19)] 



cos A = 
16. versine A'= 1 — cos ^ 



[Sect. 6j eqn. 
= 2 sin2 {A/2) 



(20)] 



(102) 

(103) 
(104) 
(105) 
(106) 



(107) 
(108) 
(109) 
(110) 
(111) 
(112) 



(113) 

(114) 

(115) 



SECTION 4 : PERIODIC PHENOMENA 

The rotation of a wheel and a train of waves are two examples of periodic phenomena, 
that is to say the same action takes place repeatedly, each of such phenomena being 
called a " cycle." The number of cycles which occur in 1 second is called the fre- 
quency, and is expressed in one of the forms 

cycles per second c/s 
kilocycles per second Kc/s 
megacycles per second Mc/s. 
If we take a point (P in Fig. 6.16) which is rotating with uniform angular velocity* 
about the point O, we can plot the height PX against the angle of rotation ( 9), When 
P is at A (which we may regard as the zero point, since here 9 = 0), PX = O, and 
we mark point B. When P is at angle 9, the perpendicular PX gives point C, and 
CK = PX. When 9 = 90° y P will be at the top of the circle, giving D on the curve. 
When 9 = 180°, P will be at the extreme left hand side of the circle, and the height 
above OA will be zero, thus giving point E, When 9 = 210", P will be at the bottom 
of the circle, giving point F on the curve. Lastly, P will return to point A (the zero 
point) and the height will be zero, point G. If the process is continued, the curve 
(GH etc.) will repeat the shape of the first cycle (BD etc.) and so on indefinitely. 
Thus BCDEFG lepresents one cycle. 

The length PX = r sin 9, so that its 
projected height CK is proportional to 
the sine of 9. The curve is therefore 
called a " sine curve " or " sine wave." 
A cosine curve has exactly the same 
shape, except that it begins at D (since 
cos 0° = 1) and the cycle ends at H. 




Angle O 



360* 450" 



The motion of the point X, as it oscillates about O between the extremes A and A' 
is called Simple Harmonic Motion. 

Angular velocity (usually represented by the small Greek letter omega— oj) is the 
number of radians per second through which the point P travels. In each revolution 



*i.e. uniform rate of rotation. 
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(360'') it will pass through 2tt radians, and if it makes/ revolutions per second, then 
the angular velocity will be 

oj = lirf radians per second 
where / ^ frequency in cycles per second. 
In most mathematical work it is more convenient to write w than to write IttJ. 



SECTION 5 : GRAPHICAL REPRESENTATION AND j 

NOTATION 

(z) Graphs (it) Finding the equation to a curve (Hi) Three variables (iv) Vectors 
and j notation. 

(i) Graphs 

Graphs are a convenient representation of the relationships between functions. 
For example. Ohm's Law 

E RI 

may be represented by a graph (Fig. 6.17) in which / is plotted horizontally (on the 
X axis) and E vertically (on the Y axis) for a constant value of R. 

Any point P on the plotted " curve " has its position fixed by coordinates. The 
horizontal, or x — coordinate (OQ) is called the abscissa, while the vertical, or 
jy — coordinate (QP) is called the ordinate. The position of the point is written as 
a, by thus indicating that x = a and y = b, where a ^ OQ and b = QP. 

Any function of the form 

y = mx + « {m and n being constants) 
is a linear equation, since the plotted curve is a straight line. It only passes through 
the origin (O) if « ^ 0 

In the general case^, the 
axes extend in both direc- 
tions about the origin (Fig. 
6.18) forming four quad- 
rants and allowing for neg- 
ative values of both x and y . 
These are known as " Car- 
tesian Coordinates." 




THIRD 
QUADRANT 



rouRTM 

QUADRANT 



When the two variable 
quantities in an equation 
can be separated into " nc.6i« 

" cause " and " effect/' the " cause " (known as the independent variable) is plotted 
horizontally on the x axis, and the " effect " (known as the dependent variable) vertic- 
ally on the y axis. In other cases the choice of axes is optional. 

Any convenient scales may be used;, and the x and y scales may differ. 

The procedure to be adopted to plot a typical equation 

3; = + 4x - 5 

is as follows. Select suitable values of x (which will be regarded as the independent 
variable) and calculate the value of y for each : 



X 


= 3 




y = 


18 + 12 


-5 = 


+ 25 


X 


- 2 




y = 


8+8 


- 5 - 


+ 11 


X 


= 1 




y = 


2+4 


- 5 = 


+ 1 


X 


^ 0 




y = 


0+0 


- 5 - 


~ 5 


X 




1 


y = 


2-4 


- 5 = 


- 7 


X 




2 


y = 


8-8 


- 5 = 


- 5 


X 




3 


y = 


18 - 12 


- 5 = 


+ 1 



Then plot these pointS;, as in Fig. 6.19A and draw a smooth curve through them. 
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The tangent at any point (e.g. P in Fig. 6.1 9A) is a straight line which is drawn so 
as to touch the curve at the point. The slope of the tangent, which is the same as 

that of the curve at the point, is defined as the tangent of the angle B which it makes 
with the X axis. Between points B and C on the curve, 8 is positive, therefore tan 9 
is positive and the slope is called positive. Between points B and A the angle 6 is 
negative, and the slope negative. At point B, 6 = 0 and the slope is zero. It is 
imponant to remember that the curve normally extends in both directions indefinitely 
unless it has limits, or turns back on itself. It is therefore advisable, when plotting 
an unknown function, to take very large positive and negative values of x and cal- 
culate the corresponding values of y, even though the points cannot be plotted on 
the graph paper. This will indicate the general trend of the curve beyond the limits 
of the graph paper. 




FIG. 6 



The equations of some common curves are : 



Straight line through origin 


y -- 


= mx 






(1) 


Straight line not through origin 


y 


= mx + 


n 




(2) 


Circle with centre at origin 


y' 




x^ 




(3) 


Circle with centre at (A, k) 




- hy + 


(y~ 




(4) 


General equation of circle 


x^ 




dx + 


ey + f ^0 


(5) 


Ellipse 


x^ 




1 




(6) 


Hyperbola 


x^ 


y' 


1 






Parabola (origin at vertex) 


y' 


^ 2px 






(8) 


Focus is at 


X = 


= P/2, y 


- 0 




(9) 



Areas and average heights 

The average height of a curve (i.e. the average length of the brdinates) may be de- 
termined by dividing the area beneath the curve into strips of equal width, and then 
using either the Trapezoid Rule or Simpson's Rule [see Sect. 3 eqn. (54)] to deter- 
mine the area, and dividing the area by the length (abscissa). 
Logarithmic paper 

Logarithmic ruled paper is frequently used in the plotting of curves, particularly 
when the x or y coordinates cover a range of 100 : 1 or more. Single cycle* paper 
accommodates a range of 10 : 1, and may be drawn by hand, using the whole of the 
C scale, or half the B scale on a slide rule. Two " cycle ** log paper accommodates 
a range of 100 : 1, and may be drawn with the whole B scale on a slide rule. Each 

* Strictly this should be called single decade. 
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of the " cycles '* has the same Hnear length. Additional " cycles " may be added as 
desired (for examples see a.v.c. characteristics in Chapter 27). 

Occasionally it is desirable to use log. 
log, ruled paper ; this is ruled logarithmic- 
ally on both X and Y axes. An important 
feature of this form of representation is 
that a curve of the type 

y = ax^ 

is shown as a straight line with a slope of n 
where the slope is measured as the number 
of " cycles '* on the Y axis per " cycle " 
on the X axis (see Fig. 6.19B). 

In plotting readings (say for a valve /tj 
Eb characteristic) which are likely to follow 
X a power law, it is often helpful to use log. 
log. paper. A straight line indicates a 
true power law, and its slope gives the value of the exponential — usually not an integer, 
A slightly curving line indicates a close approach to a power law, and a tangent or 
chord may be drawn to give the slope at a point or the average over a region. 

(ii) Finding the equation to a curve 

A method which may be used to find the equation to a curve is given by K, R. Sturley 
in his book " Radio Receiver Design — Part 1 " (Chapman and Hall, London, 1943) 
pages 419-421. 



(iii) Three variables 

The plate current of a triode is given 
approximately by 

In one typical case iC ^ 10 x 10'® mhos 
(the perveance) 

and II = 20. 
Here there are three variables, Ecs Ej, and 

We can select a suitable value of 
calculate the curve, and then repeat the 
process for other values of E^. Here E^, is 
called the parameter. 




If E, 



250 volts, the plate current in milliamperes will be 
h = 10-== (20 X + 250)'/2 mA 
If =^ 0, /, = 10-2 (0 + 250)3/2 _ 10-2 (250)3/2 ^ 39 mA 

= - 4, /ft = 10-2 (- 80 + 250)3/2 = 10-2 (170)3/2 22 mA 
Ec= - 8, /ft - 10-2 (_ + 250)3/2 = 10-2 (90)3/2 ^ 8.5 mA 
E,= - 12, /, = 10-2 (_ 240 + 250)3/2 = 10-2 (10)^/2 ^ 0.3 mA 
These points have been plotted in Fig. 6.20, and a curve has been drawn through 
them marked Et, = 250 V. 
Similarly, for = 150 V, 

If E, - 0, /ft = 10-2 (0 + 150)3/2 = 10-2 (150)3/2 ^ 18 mA 

= - 2, J, = 10-2 (_ 40 _i_ 150)3/2 = 10-2 (110)3/2 11.5 mA 
E, = - 4, /(, = 10-2 (_ 80 + 150)3/2 = 10-2 (70)3/2 j:^:/ 5.8 mA 
= - 6, /(, - 10-2 (- 120 + 150)3/2 = 10-2 (30)3/2 1.6 mA 

Cut off occurs at = - (150/20) = - 7.5 volts. 
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These points have been plotted and a smooth curve drawn through them. Similar 
curves could be drawn for any other plate voltage, thus forming a *' family " of curves. 
This is actually a three-dimensional graphical^ diagram reduced to a form suitable 
for a flat surface. 

(iv) Vectors and j notation 

Any physical quantity which possesses both magnitude and direction is called a 
vector. Vectors may be represented on paper by means of straight lines with arrow- 
heads. The length of the line indicates (to some arbitrary scale) the magnitude of 
the quantity^ and the direction of the line and arrow-head indicates the direction in 
which the vector is operating. The position of the line on the paper is of no con- 
sequence. 

Addition of vectors 

Vectors may be added by drawing them in tandem, and taking the resultant from the 

beginning of the first one to the end of the 
last one. Fig. 6.21 A shows two vectors, 
a and which are added together to give 
the resultant c. Exactly the same result 
is obtained by placing a and b together, as 
in Fig. 6.2 IB, completing the parallelo- 
gram, and taking c as the diagonal. Vec- 
tors are generally printed in bold face type, 
to distinguish them from scalar values, 
which have no direction, although they 
have magnitude and sign (i.e. positive or 
negative). 




Vector negative sign 

A vector (~ a) has the same magnitude 
as a vector (a) but its direction is reversed. 

Subtraction of vectors 

The vector to be subtracted is reversed in 
direction, and then the vectors are added. 

In Fig. 6.22, to find a — b, the direction of b is reversed to give ( — b) and then a 
and (— b^ are added to give the resultant (a b). 
Multiplication of a vector by a number (w) 

The resultant vector has the same direction, but its length is increased n times 

e.g. ti X n = na 








FIG.6.23 




p 


a 


|-« b Cot e ^ 






The scalar product of two vectors 

The scalar product of two vectors (a and b in Fig. 6.23) is ab cos 6, where Q is 
the angle between them. This may be written 

a . b afc cos Q 

where a , b indicates the multiplication of two vectors. From Fig. 6.23 it will be 
seen that the scalar product is the product of the magnitude of one vector and the 
" projection " of the other on it. 
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Components of a vector 

Any vector can be resolved into two component vectors in any two desired directions. 
For example, in Fig. 6,21 the vector c can be resolved into the component vectors 
a and b. If the component vectors are at right angles to one another they are called 
rectangular components ; in such a case they are usually taken horizontally (along 
the X axis) and vertically (along the Y axis). The vector OA in Fig. 6.24 can be 
resolved into two rectangular components OB and OC where 
10B| - lOA| cos e, |OC| - IOA| sin d. 

Polar coordinates 

An alternative form of defining a vector OP is 

OP = r /_e 

where r is the magnitude of OP, and Z B indicates that there is an angle d between it 
and OX (Fig. 6.25). 

A graphical device has been described* for the con- ^ 
version from complex to polar forms. 

Rotating vectors** (; notation) 

If a vector X (OA in Fig. 6.26) is rotated 90° in a 
positive direction to a position OB, the new vector is 
called ;Xj and / is described as an ** operator " 
which rotates a vector by 90° without changing 
its magnitude. 

If the vector yX (OB in Fig. 6.26) is operated upon 
by jj it will be rotated 90° to the position OC, ^ 
where it is called ./^X, the indicating that it has 
been rotated 2 X 90° = 180° from its original position OA. 

If the vector /"-X (OC in Fig. 6.26) is operated upon by j, it will be rotated 90"^ to the 
position ODj where it is called j^X, the;-' indicating that it has been rotated 3 x 90^ 
= 270'^ from its original position OA. 

If the vector y^X (OD in Fig. 6.26) is operated upon by;, it will be rotated 90" to 
the position OA where it would be called y^X, the;* indicating that it has been rotated 
4 X 90° = 360 from its original position OA. 

There is an important deduction which is immediately obvious, indicates a 
B reversal of direction which is the same as 

a change of sign. The operator ;^ is 
therefore equivalent to multiplication 
by - 1. 

If the operator p is applied twice in succes- 
sion, the result should be equivalent to multi- 
plication by — 1 twice in succession, i.e. 
(— l)x(— 1) = + 1. This is soj because 
the operator brings the vector back to its 
original direction. 

Since the operator is equivalent to multi- 
plication by — 1, we may deduce that the 
operator ; is equivalent to multiplication by 
V — la even though this in itself does not 
mean anything. 
Equivalent to multiplication by 



■ j'X 



1 



operator 



-J 



— a/ — 1 (same as operator j^) 



♦Snowdon, C, 
♦♦Also called ' 



"A vector calculating device," Electronic Eng. 17.199 (Sept. 1944) 146. 
radius vectors.*' In pure mathematics *' i " is used in place of 



www.pmillett.com 



284 



(iv) VECTORS AND ; NOTATION 



6.5 



Operator Equivalent to multiplication by 

1 / 

r — V — 1 (same as operator — ;) 



~—j ^ ~Y V — 1 (same as operator 

See Chapter 4 Sects. 4{v)y 5(y) and 6 for the application of the j notation to a.c. 
circuits. 

The direction of any vector can be defined in terms of the j notation. In Fig. 6.25, 
OX represents the axis of reference, OP the vector, and d the angle of rotation of OP 
from OX. The perpendicular PA may be drawn from P to OX and then, by the 
simple theory of vectors, OP is the sum of the vectors OA and AP. Using.; notation, 
we may say that 

OP = a + jb 

which means that the vector OP is the vector sum of a and by where a is in the direction 
of the reference axis OX and b is rotated 90° from OX. In other words, a is the 
component of OP in the direction OX, and b is the component of OP in the direction 
OY. The values of a and b are given by 
a = OP cos e, 6 = OP sin 8, 
where 6 ^ tan" ^ b/a. 

This is sometimes called the Argand Diagram. 

In electrical a.c. circuit theory (Chapter 4) it is well known that the current through 
an inductance lags behind the applied voltage, while the current through a capacitance 
leads the voltage. This is most clearly shown by rotating vectors. It should be borne 
in mind that all the vectors are rotating at the same angular velocity — one revolution 
per cycle of the applied voltage — and that the pictorial representation is for any one 
instant. Fig. 6.27 shows the vector diagram for peak a.c. current (/) flowing through 
a resistance (R) and an inductance (L) in series. The current vector (I) may be placed 
in any convenient direction— say horizontally (Fig. 6.27) ; a solid arrow head is used 
to distinguish it from voltage vectors. The peak voltage drop (RI) in the resistance 
must be "in phase " with the current, and is so shown. The scale to which the 
voltage vectors are drawn has no connection with the scale to which the current (I) 
is drawn — in fact we are here only concerned with the direction of I. The peak 
voltage drop across L is cuLI = X^I, and this vector is drawn vertically so as to lead 
the current I by 90°. The total peak voltage drop (E) is found by " completing the 
parallelogram of vectors " as previously. It will be seen that I lags behind E by the 
angle 6, 




A similar procedure applies with a capacitance instead of an inductance (Fig. 6.28) 
except that the capacitive reactance is Xc instead of X^^ and the vector of peak voltage 
drop across C (XJ) is drawn vertically downwards, since it must be opposite to X^I. 
The current (I) here leads the voltage (E) by the angle 6. 
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SECTION 6 : COMPLEX ALGEBRA AND DE MOIVRE'S 

THEOREM 

(i) Complex algebra with rectangular coordinates («) Complex algebra with polar 
coordinates {Hi) De Motvre's Theorem. 

(i) Complex algebra with rectangular coordinates 

Complex algebra should preferably be called " the algebra of complex quantities," 
and it is really quite simple to understand for anyone who has even a limited know- 
ledge of mathematics. 

It was explained in Section 
5 that the lener j* in front of 
a vector indicated that it had 
been rotated 90° from the 
reference, or positive axis 
(Fig. 6.29). We can make 
use of this procedure to in- 
dicate the magnitude and 
direction of any vector. In 
Fig. 6.30 the vector OP, with magnitude 5, has been resolved into the rectangular 
components — 

OA = 4 in the -I- direction 
and AP = 3 in the /Sf direction (90° to X). 
The X axis is taken horizontally through O, and is sometimes called the " real ** axis, 
while the jX direction is called ** imaginary." It is therefore possible to describe 
OP in both magnitude and direction by the expression 

4+;3. 

Its magnitude is the vector sum of 4 and 3, which is V^* + 3^ = \/25 = 5. Its 
direction is given by the angle d from the X axis, where cos ^ = 4/5. 

Any other vector, such as a in Fig. 6.31, can similarly be resolved into its com- 
ponents : 

= a cos 5 in the X direction 
and c = a sin ^ in the jX direction 

flG, 6.31 

b jc 

b = a, cos 9 
c = a sin 8, 




and be written as 



where 



and 




The expression b -f- jc is called a complex quantity, the 
word " complex " indicating that the addition is not to be 
made algebraically, but by vector addition. 

This use of a complex quantity such as + jc is not 
limited to true vectors, but is foimd useful in many applica- 
tions in electrical engineering. Its application to alter- 
nating currents is covered in Chapter 4, and the following treatment is a general 
introduction to the methods of handling complex quantities. 
Modulus 

The modulus is the magmtude of the original vector (a in Fig. 6.31) and is numeric- 
ally equal to the square root of the sum of the squares of the magnitudes of the two 
components, 

\a\ = Vb' + c' (1) 
Addition and subtraction of complex quantities 

The primary rule is to place all " real " numbers together in one group and all 
" imaginary " numbers in another. These two groups must be kept entirely separate 
and distinct throughout. The final form should be 

(--^ +;•(...)> 

*Or t in pure mathemarics. 
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Example : Add A + /B, C + jD, E ~ jF, 
Total h A ^ C E + jB f jD - jF 

= (A + C ^ E) ^ j (B ^ D - F). 

Multiplication of complex quantities 

The multiplication is performed in accordance with nonnal algebraic laws for real 
numbers^ p being treated as — L 

(^1 +7>iX^2 + ,;>2) ^ +;>iX2 +jy2Xi -hj-yiy'i 

- {xix^ - yj_y2) H- {x^y.^ + x.y^) (2) 
Division of complex quantities 

The denominator should be made a real number by multiplying both the numerator 
and the denominator by the conjugate of the denominator (i.e. the denominator with 
the opposite sign in front of the ; term). 

xi -rjyi _ J- iyiXx^ - jy^d Xyx^ + jyiX2 ~ Jxiyi + 3'i>'2 
^2 +;>2 ~ (^2 + jy2)(x2 - jyi) ~~ x^ + y-^- 

M^ii^^ „ Z'^.zp) . (3) 

^ X'^ -!- yz- / ^ + y^^ / 

Similarly 

- - -^^-^ -^"^^ _{ \ _ i y \ 

Square root of complex quantities 

To find the square root of {a -f 76)3 assume that the square root is (x -r iy) 
then proceed to find x and jy. 

--I- -r- iy){x -V jy) = x' - y + 2;xj' 

Therefore a + jb --= {x- - 3;^) + 2jxy - (x^ - y^) + 7(2x3;) 
Therefore (x^ ~ y'^) =^ a 
and 2x3; ^ ^J. 

Modulus ^ r = ya^ + 

Square of modulus of (x + jy) = x'^ y^ 
Therefore x^ ^- y^ = r 
But x2 — = a (see above) 

Therefore x"^ = ^(r h <2) and y^ ^ — ^i) 

Therefore x i v K^ + and y ^ ± Vl(r — a) (5) 

The signs should be checked to see which are applicable 

(ii) Complex algebra with polar coordinates 

In complex numbers we can write (Fig. 6.31) 

a = b + jc 
but b = \a\ cos 6 
and c = \a\ sin 6 
Therefore a = |a| cos 5 + ; la] sin ^ 

Therefore a ^ \a\ (cos d + ; sin 6) (6) 

Here \a\ is the magnitude of the vector and (cos 9 + j sin 6) may be called the 
trigonometrical operator which rotates the vector through the angle ^ in a positive 
(counter-clockwise) direction from the x axis. 

As explained in Sect. 5(iv), a vector may be defined by 

r A & 

where r is the magnitude and Z d the angle between the vector and the reference axis. 
It will therefore be seen that the trigonometrical operator (cos 9 + j sin 6) is effectively 
the same &s ^6 with polar coordinates. 

i.e. Z ^ = cos ^ + J sin 6 (7) 
Pure mathematical polar form 

By the use of the Exponential Series we can express in the form (Sect. 2, eqn. 87) 

= 1 + X + + J + + 
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Putting 6 for x we obtain 

Grouping the j terms. 

But cos = r - 21 + 4"i - • • • from eqn. (17) below 

and sin ^ = ^ ~ 3T + Jj ~ • • • ^^"^ ^'l"- (^^^ below. 
Therefore = cos 8 + j siii 6 (8) 
Thus the pure mathematical polar form is 

\a\ ee 

and is called the Exponential Form. 

The vector can thus be written in the various forms 

a = 6 + ;c (9) 
a = \a\ Z^e (10) 

a = \a\ (11) 
a - 1^1 (cos e + j sin 6) (12) 
a = \a\ cos e H- j\a\ sin $ (13) 
A graphical method for converting from the complex form (b + jc) to the polar 
form and vice versa has been described,* It will therefore be seen that there is a 
connection with the operator ; : 

J turns a vector through a right angle 
(cos 8 -h ./ sin d)^ 

)^ turns a vector through an angle 9. 
or J 

Addition and subtraction in polar form 

Addition and subtraction may be done either graphically, or by expressing each 
in rectangular components and proceeding as for rectangular coordinates. 
Multiplication of polar vectors 

The product is found by multiplying their magnitudes and adding their angles. 
Division of polar vectors 

The quotient is found by dividing their magnitudes and subtracting the angle of 
the divisor from the angle of the dividend. 
Square root of polar vectors 

The root is found by taking the square root of the magnitude and half the angle. 

(iii) De Moivre's Theorem 

De Moivre*s Theorem states that 

(cos 8 + j sin = cos n8 + j sin n8 (14) 
where n may be positive or negative, fractional or integral. 

It was explained in (ii) above that (cos 8 + j sin 8) may be regarded as a trigono- 
metrical operator which rotates the vector through an angle 6. If this is applied twice 
in succession, the trigonometrical operator becomes 

(cos 8 + j sin 8){ cos ^ + / sin 8) = (cos 8 -f ; sin 8y 
giving a total rotation of an angle 2 8, 

Similarly if this is applied three times in succession, the trigonometrical operator 
becomes 

(cos ^ + y sin 0)(cos 6 j sin f?)(cos 8 + j sin 6) = (cos ^ + ; sin 8y 
giving a total rotation of an angle 3 0. 

*Snowdon, C. "A vector calculating device" Electronic Eng. 17.199 (Sept. 1944) 146. 
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Thus, in the general case, the trigonometrical operator (cos 5 +ysin 6)^ gives a 
rotation of an angle n$ which, as explained abovCj is equivalent to a trigonometrical 

operator 

(cos nd + y sin nd). 

We have, in this way, proved De Moivre's Theorem for the case when « is a positive 
integer, and indicated the significance of the Theorem. 

Application of De Moivre's Theorem : 

1. To express cos n$ and sin in terms of cos 6 and sin where « is a positive 
integer. 

Cos nd -\- j sin nd = (cos 9 -\- j sin 

= cos" 9 + nj cos"-i 9, sin 9 + - — ~ — p. cos"-^ 9. sin^ 5 + . . . 
(as in Sect. 2, eqn. 83). 
Then equate the real and imaginary parts \of the equation, giving 

^ n(« - 1) , . . _ n{n~ 1)(« - 2)(n - 3) 
cos nd = cos"^ - ^ — -~ cos""^^. sin^'tf + ^ cos""*^. 

sm*^ + . . . (15) 

sin n ^ = n cos"~^ 6, sin d — — — — cos""^ 6. sin^ 6 + 

n{n ~ l)(n - 2)(n - 3)(n - 4) 
g-j- cos"^^. sm*^ + . . . (16) 

2. To express cos ^ and sin 6 in terms of 9y write ^ in the form n( S/n) and expand 
the sine and cosine as in eqns. (15) and (16). When n becomes large, cos (d/n) 
may be taken as unity and sin ( d/n) as ( d/n) itself. In the limit as n tends to 
infinity it can then be shown that 

d^ d* d^ 

cos = 1 - -J + - - 4- . . . (17) 
^3 d^ 9^ 

sind = 9 - 37+5]- 7! + • • • (18) 
where d is expressed in radians. 

3. To express sin d and cos d in terms of . 

By substituting in place of x in the Exponential Series (Sect. 2, eqn. 87), and by 
using the relationship 

^id = cos d -\- j sin d 
and equations (17) and (18) we may obtain 

f:f9 _ ^-^9 

sin d = ■ (19) 

and cos 9 = ^ (20) 
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SECTION 7: DIFFERENTIAL AND INTEGRAL CALCULUS 

(0 Slope and rate of change (it) Differentiation (m) Integration (iv) Taylor's 
Series (v) Maclaurin*s Series. 

(i) Slope and rate of change 

The slope of any straight line is the ratio of the lengths of the vertical and hori- 
zontal projections of any segment of the line. In Fig. 6.32 the line QP has its vertical 
projection MN and horizontal projection AB ; its slope is therefore MN/AB, Its 
slope could equally well be based on the projections of its segment CP, and its slope 
BP/CB. In both cases the result is the same, and is equal to the tangent of the angle 
of inclination which the line makes with the horizontal axis — 
slope = MN/AB = BP/CB = xan 6, 

The lengths of the projections must be measured in terms of the scales to which 
the line is drawn. Thus horizontal projections such as CB must be measured, not 
in inches, but in the equivalent number of units corresponding to the length CB on 
the X axis. Similarly with the vertical projections on the Y axis, which usually has 
quite a different scale from that for the X axis. 



FIG. 6,32 




V 




If the line QP in Fig 6.32 is rotated approximately 90° in the counter-clockwise 
direction, the result will be as shown in Fig. 6.32A, the angle d being more than 90°. 
The vertical projection is RS and the horizontal projection is DE. The slope is there- 
fore RS/DE or OF/GO, the latter applying to the segment FG. It is important in 
all this work to consider the directions as well as the magnitudes of the lines : OF is 
in a positive direction but GO is in a negative direction. We can therefore replace 
GO by —OG ; the slope of QP will then be given by — (OF/OG) which is described 
V ^ as a negative slope. The loadlines on 

I . valve plate characteristics are examples of 

FIG. 6.33 / / ijjjgs ^jtjj negative slope (e.g. Fig. 2.22), 

// When a line is curved, its slope varies 

/ from point to point. The slope at any 

A point is given by the slope of the tangent at 

' that point. In Fig. 6.33 the curve is QPR, 

y^/ I and the slope at P is given by BP/CB or 

o^^^/ I tan 
""""^ / I Rate of change 

/ I One of the most important relationships 

/ I between the variables in any law, formula 

/^\ ! or equation is the rate of change of the 

/ ' \ ' whole function with its independent vari- 

able. 
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Definition 

The rate of change is the amount of change in the functioiij per unit change in the 
value of the independent variable. The rate of change of the function is therefore 
the ratio of change in the function to the change in the variable which produces it. 

Consider the equation for a straight line 

y = ax h 

where a and h are constants. Let us take two values of one equal to x i and the other 
(ocj + dx)y where Joe is a small increment of x. 

Point I : X = x^ = a^i + h (1) 

Point 2 : x = (jci + Ax) .\y^ = a{x^ Ax) h (2) 
Subtracting (1) from (2), {yz — y\) = a,Ax 

Putting (3?a — >i) = Ayy Ay = a. Ax 

Ay 



Dividing both sides by Axy 



Ax 



(3) 



Here Ay is the amount of change in the ftmction for a change Ax'm the independent 
variable. The *' rate of change " is defined as the amount of change in the function 
per unit change in the independent variable, that is 

rate of change = Ay/ Ax (4) 

Referring to Fig. 6.34, we have a graph oiy = ax + h which is, of course, a straight 
line cutting the Y axis at a height h above the origin. The first point (jcj, is at P, 
and the second point (xj + Ax,y^ + Ay) is at Q. In the preceding argument we 
found that Ay/ Ax = a. In Fig. 6.34 Jjc = PR and Ay = RQ, so that Ay/ Ax = 
RQ/PR, which is the slope of the line y = ax -\- b. Thus 

slope=p^ = ^^=a (5) 

Equations (4) and (5) prove that the rate of change is the same as the slope 
for a straight line. 

We now proceed to consider the general case when the function is not linear. In 
Fig. 6.35 there is plotted a function which may be of the form 

y = ax^ + bx -\- c 

where a, b and c are constants. As before, the independent variable (x) is plotted 
horizontally, while the dependent variable (y) is plotted vertically. The vertical 
coordinate of any point P (i.e. AP in Fig. 6.35) represents, to its proper scale, the value 
of ax^ -i- bx + c which is a function of x^ wliile the horizontal coordinate (OA) re- 
presents, to its own scalej the value of x. 




As with the simpler case of the straight line, take a second point (Q) with its x 
coordinate increased by Ax. Also, as before, call the increment in the y coordinate 
Ay. It will therefore be seen that, commencing at point P, an increment (Ax = PC) 
in the value of x results in an increment (Ay == CQ) in the value of y. 

The average rate of change over this increment is, as before. Ay/ Ax which is 
the slope of thie chord PQ and the tangent of the angle ^2 which PQ makes with the 
horizontal. If now, leaving point P unchanged, we gradually move Q along the curve 
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towards P we will see that, as Q approaches P, 8^ approaches until in the limiting 
case the slope of the chord approaches the slope of the tangent (PT). The tangent 
to a curve at any point shows the instantaneous slope of the curve at that point and 
therefore the instantaneous rate of increase of the function at that point. 

(ii) Differentiation 

We may express the foregoing argument in the mathematical form of limits — 

Lt {Ay/ Ax) = tan (6^ 
Ax^ ^ 

which says that the limit (as is made smaller and approaches zero) of Ay/ Ax 
is tan fli or the slope of the tangent PT, which is the instantaneous rate of increase 
at point P. 

This is given the symbol dy/dx which is " the differential coefficient (or de- 
rivative) of y with regard to x," and is spoken of as " dee y by dee x." 

It -should be noted that dy /dx is a single symbol, not a fraction, and is merely a 
short way of writing 

Lt (Ay/ Ax), 
Ax^ 0 

Differentiation is the process of finding the differential coefficient (or derivative). 
Some examples are given below and in each case the result may be obtained by con- 
sidering the increase in the function which results from an increase Jx in the inde- 
pendent variable. 

Note : u and v are functions of x ; a, b and c are constants, 

1. Derivative of a constant [y = c] dy/dx — 0 (7) 

2. Derivative of a variable with respect to itself 

[y = x^\ dy/dx = dx/dx - 1 (8) 

3. Derivative of a variable multiplied by a constant 

[y = cx] : dy/dx = c (9) 

4. Derivative of powers of a variable 

[y = x2] : dy/dx = 2x (10) 

[y = x3] : dy/dx = 3x^ (11) 

[y = x*] : dy/dx = 4x» (12) 

[y = X"] : dy/dx = nx"-i (13) 

This applies for n negative as well as positive. 

5. Derivative of a constant times a function of a variable 

[y - cx^] : dy/dx = 2cx (14) 

[y = CM] : d;y/dx = ..du/dx (15) 

6. Derivative of fractional powers- of a variable 

[y = xi] : dy/dx - ^x"* (16) 

\y = xi-'"] : dy/dx = (l/n)x*i/«>-i (17) 

7. Derivative of a sum or difference 

[y = u ± v]:- dy/dx = du/dx ± dv/dx (18) 

[y = ax^ + bx^ - cx] : dy/dx = 3ax^ + 2ftx - c (19) 

8. Derivative of a product of two functions 

dv du 

[y = u.v] : dy/dx ^ + (20) 

[^^ - (x + 1) x2] : dy/dx = (x + l).2x + xM 

= 3x2 + 2x (21) 

9. Derivative of a quotient ot two functions 

du dv 
*^_^7x~"5i' (22) 



[y = u/v] : 
10. Differentiation of a function of a function 



dx 



[y Fiu) where u = F(x)] : Ji^^ Ji ^^3) 

yy = «2 where u = ax^ + b] : dy/dx = 2{ax^ + b){2ax) (24) 
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il. 


[y = 6=^] : 


dy/dx = e* 


(25) 




[y a.e"**] : 


dy/dx = a.w.e"** 


(26) 




[3^ = r J : 




(27) 


12. 


[y log ^x] : 


dTy/ifx = 1/x 


(28) 




[y = loge u] : 


dfy/i^x = i\/u)idu/dx) 


(29) 




[y = log 10 u] : 


dy/dx = (l/u){du/dx)\og,o€ 


(30) 






= (QA343Xl/uXdu/dx) 


(31) 


13. 


[y = sin x] : 


dy/dx = cos x 


(32) 




[_y = COS x] : 


dy/dx — — sin x 


(33) 




Til — ti^n • 

LJV — • 


/I'M 1 — e*»r*2 ■V 

Mjy / — act. A 






\.y — coi Jtj . 








ly — sec jcj . 


ujy / uJt — act. X, Ldn A 






\^y — cuscL Aj . 


ay /ax — — cuacc x. col x 




1 A 

14. 


^ sin~^ x] : 


ay /ax = l/V 1 ~ x^J 


(38; 




[y = cos"^ x] : 


df^'/ifx = - 1/Vl - x^'tt 


•(39) 




[y = tan~i jc] ; 


dy/dx = 1/(1 + x^)t 


(40) 


15. 


[y = sinh jc] : 


dy/dx = cosh x 


(41) 




[y cosh jc] : 


dy/dx = sinh x 


(42) 




[jy = tanh x] : 


dy/dx = sech* x. 


(43) 



Successive differentiation 

If jy is a function of x, then dy/dx will also be a function of x and can therefore be 
differentiated with respect to x, giving 



dx\dx) 



which is written as 



d'^y 
dx^ 



and spoken of as '* dee two y by dee x squared." Here again this is only a symbol 
which must be handled in accordance with its true meaning. The same procedure 
may be applied again and again. 
Example : y 



= x" function F(x) 

nx"~^ derivative F'{x) 



dy_ 
dx 
d^ 
dx^ 
d'y , 



l)x""'' ...... second derivative F"(x) 

1)(« - 2)x"-2 third derivative F"\x) 



Application of differentiation 

The plate current versus grid voltage characteristic of a triode valve (for constant 
plate voltage) is a function of the grid voltage, and follows approximately the law 

where ^ and Ej, are constants. The derivative with regard to Eg is dl^/dE^^ 
which is the mutual conductance. The second derivative is the rate of change of the 
mutual conductance with regard to Egy and is useful when we want to find the con- 
ditions for maximum or minimum mutual conductance. 

In Fig. 6.36 there is a curve with a maximum at point M and a minimum at 
point N, It will be seen that the instantaneous slope of the curve at both points M 
and N is zero, that is dy/dx = 0. 

MtoN 



Part of curve : P to M 



M 



N N toQ 



Slope idy/dx) : + ve O 
d^y/dx^ : - ve 


— ve 


O + ve 




+ ve 


A maximum is indicated by : J 


r dy/dx 
\d^y/dx^ 


= 0 




negative 


A minimum is indicated by : 


1 dy/dx 
\^d^y/dx^ 


= 0 




positive 



X X measured in radians. 

•Positive sign if sin"! x lies in first or fourth quadrant, negative sign if sin i x lies in second or third 
quadrant. 

t Negative sign if cos' i x lies in first or second quadrant, positive sign if cos~iJC lies in third or fourth 
quadrant. 
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A point of inflection* is indicated by : 

Curve concave upwards indicated by : 
Curve concave downwards indicated by : 

Examples 

(1) To find the maximum value of 

3? - 2x - x2 + 4 

dy/dx -^2 - 2x 

For a maximum dy/dx = 0, therefore 
2 — 2x = 0, and x = 1. 

This is the value of x at which a maximum, 
or a minimum J or a point of inflection occurs. 

To see which it is, take the second derivative— 
d^y/dx^ = — 2 which is negative. 



d^y/dx^ positive 
d^y/dx^ negative 





Q 










p 


1 1 

1 ! 

I i 


A B 



Therefore the point is a maximum. 

To find the value of y at this point, put the value 

(x = 1) into = 2x — jc* + 4. 

Therefore 3;-^2-l+4 = 5. 
(2) To find the points of inflection in the curve 

y - - X + 16. 

dyldx = 4x3 _ I2x - 1 
d^y/dx^ = 12x2 _ 12. 
For points of inflection, d^y/dx^ = 0, therefore 12x=' -~ 12 = 0 

Therefore 12x2 = 12, Thus x =^ ± 1. 
There are thus two points of inflection, one at x ^ + 1, the other at — 1. The 
values of y at these points are given by substituting these values of x m the function : 
x- + l:3;-l-6-l+16- + 10. 
;c=-l:3;=:l-6 + l + 16=- + 12. 
It is always wise to make a rough plot of the curve to see its general shape. Some 
curves have more than one value of maximum and minimum. 
Partial differentiation 

Partial differential coefficients, designated in the form dy/dx (the symbol d may be 
pronounced " der " to distinguish from ** d" in dy/dx) are used in considering the 
relationship between two of the variables in systems of more than two variables such 
as the volume of an enclosure having rectangular faces, the sides being of length 
Xy y and z respectively : 

V = X y z (44) 
Thus, the rate of change of volume with the change in length of the side x, while 
the sides y and z remain constant, is 

dv/dx = y z (45) 
Similarly dv/dy = z Xy where z and x are constant (46) 
And dv/dz = xy where x and y are constant (47) 
In three-dimensional differential geometry, the equation representing a surface may 
be represented generally in the form 

y F{xy z) (48) 
In this case, the partial differential coefficient dy/dx represents the slope at the point 
U'i yy z) of the tangent to the curve of intersection of the surface with a plane parallel 
to the plane passing through the x and y axes and separated oy a fixed distance z 
from the latter. 

Thus dy/dx represents the slope of a tangent to a cross section of a three-dimensional 
solid, the partial derivative reducing the three-dimensional body to a form suitable 
for two-dimensional consideration. " dy/dx '* is equivalent to " dy/dx {z constant) " 
when there are three variables, x, y and z, 

*A point of inflection is one at which the curvature changes from one direction to the other (e.g. S 
in Fig. 6.36). It is necessarily a point of maximum or minimum slope. 
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Partial differentials are therefore particularly valuable in representing Valve Co- 
efficients [see Chapter 2 Sect. 9(ix)]. 

Total differendadoii 

When there are three independent variables (jc, yy z) which are varying simul- 
taneously but independently of each other, 

" = Fix,y,z) (49) 

the total differential is 

^" , ^" , , 

and similarly for two, or any larger number of independent variables. 

When the independent variables are functions of a single independent variable (r) 
the total differential with respect to t is 

du du dx du dy du dz 

^ ' d[ ^ 'Jt dz ' Jt ^^^^ 

(iii) Integration 

Integration is merely the inverse of differentiation. For example — 
d 

Differentiation— -3- {^x^ + 2) = 12x2 
ax 

Integration— |l2x=' tfx = 4x^ + C 

The sign J (called " integral ") before a quantity indicates that the operation of 

integration is to be performed on the expression which follows. 

The dx which follows the expression is merely a short way of writing " with respect 
to X." Just as the constant 2, in the function above, disappeared during the process 
of differentiation, so it is necessary to replace it in the inverse procedure of integration. 
But when we are given the integral alone, we do not know what was the value of the 
constant, so we add an unknown constant C, the value of which may be determined 
in some cases from other information available. 

Useful rules for integrals 

ayh,c = constants ; C = constant of integration ; u and v are functions of x. 



i,F(x) dx = ajpix) dx; jadx = ax -\- C (52) 

(u ± v) dx = ju dx ± jv dx (similarly for more than two) (53) 

X" dx = — ?-r X" + 1 + C (n ^ - 1) (54) 

« + 1 ' 

a'dx ^ (aVlogcfl) + C (55) 

€'dx=^ €' -\- C; jt^dx = (l/a)^' + C (56) 

X€'dx = €%x - 1) + C ; jx'^€'dx = x"»e' - m ^x'^-^e'dx + C* (57) 
dv C 

ax = — \v:rdx (integration by parts) (58) 
dx J dx 

dx rl , , „ , 

— =J-ix = logcX + C^ loge c x 



(59) 



a* logc adx ^ a' + C ; |log„ x dx = x log^ (x/«) + C (60) 
(ax + b)"-^^ 

(ax+bydx ^ ^ / +C («^-l) (61) 

a \jt -r I) 



f > 0. 
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10. {—^= {~^.dx = (l/a) log, (ax + 6) 4- C (62) 
j ax b J ax -\- b 

11. f --^-= dx = iUa^) {ax + b - b log, {ax + «] + C (63) 
J ax -\- b }£LX -\- b 

12. fr^.T,- = [r^<^ - "^[-Va + 4 6)1 + C (64) 
J (ax + 6)2 J (ax + 6)2 a* \ax ^- b J 

13. ~r- ■= : — dx = -A ^ - 26(ax + 6) + 

j ax b J ax -\- b a^L 2 

tnoge (ax + 6)J + C (65) 

16. f = f . i/x = sin-i (x/a) + C = - cos'i (x/a) + C (68) 
J Va^ — X* J V^i* — 

17. r 7=^= = f -7==, ix = log, (X + Vx^~~±^ + C (69) 

18. Jsin ax i/x = - (l/a) cos ax + C (70) 

19. Jcos ax dx ^ (l/a) sin ax + C (71) 

20. Jtan ax dx = - (l/a) log, cos ax + C = (l/a) log^ sec ax + C (72) 

21. Jcosec ax dx = (l/a) log^ (cosec ax — cot ax) + C (73) 

- (l/a) log, tan (ax/2) + C (74) 

22. J sec ax dx (l/a) log^ (sec ax + tan ax) + C (75) 

= (l/a) log, tan [(ax/2) + tt /4] + C (76) 

23. Jcot ax dx = (l/a) log, sin ax + C = - (l/a) log, cosec ax 4- C (77) 

24. Jsin^ ax dx = x/2 - (l/2a) sin ax cos ax + C (78) 

= x/2 - (l/4a) sin 2 ax + C (79) 

25. Jcos^ ax dx - x/2 + (l/4a) sin 2ax + C (80) 

26. Jsinh x dx = cosh x (81) 

27. Jcosh X dx = sinh x (82) 
Rules to assist integration 



1 . If the function is the sum of several terms, or can be put into this form, integrate 
term by term. 

2. If the function is in the form of a product or a power, it is usually helpful to 
multiply out or expand before integrating. 

3. Fractions may be either divided out, or written as negative powers. 

4. Roots should be treated as fractional powers. 

5. A function of x may be replaced by and then 
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Areas by integration 

If the area under a given portion of a curve is A (Fig. 6.37), then a small increase 
on the horizontal axis causes an increase i}A in area, where 

A A = Ax(y + ^Ay). 
As Ax and Ay are made smaller, in the limiting case as approaches zero, the value 
of (y + h^y) approaches y^ 




I.e. 
Lt 

Ax 



.t [AAl 



Therefore 



dA 



dx 

Therefore dA 



y = F(x) 

y.dx = F(x) dx 
Thus A = j y dx = |f(x) dx (83) 

The area is therefore given by the in- 
tegral of the function, over any desired 
range of values of x. 



Example 

To find the area under the curve y = 3x^ from jc — 1 to x = 4. 

A - jsx^ dx = x^ + C 

when X = 1, ^ ^ 0, therefore x^ + C = 0, therefore C = — 1 
when X - 4, ^ = x^ - 1 = 43 - 1 63, 

Definite integrals 

When it is desired to indicate the limits in the value of x between which the integral 
is desired, the integral is written, as for the example above. 



( 3x2 r 

J X ~ I J I 



3x2 



These limits are called the limits of integration, and the integral is called the de- 
finite integral. For distinction, the unlimited integral is called the indefinite 
integral. 

The definite integral is the difference between the values of the integral for x = 6 
and X — a — 



f(x) dx = 



-lb 



F(x) 



- F(x - 6) - F(x = a) 



(84) 



Owing to the subtraction, the constant of integration does not appear in definite 
integrals. 

Special properties of definite integrals 



J Vw<i* = J/W<i* + J' 



fix) dx : 
Examples : 



f{x)dx + \ J(x)dx 



(85) 



(86) 



dB = 



cos 



i 



[- cos 77/2 + COS 0] = 0 + 1 = 1 (87) 



www.pmillett.com 



6.7 



(iii) INTEGRATION 



297 



j: 

i: 
J 
I 
i: 



cos 6 dS = 



sin ^ = 



7r/2 
0 



cos 5 dS 



sin 5 



sin ^ dS 



0 

27r 



cos 5 = 



0 
0 
0 



= [sin 7r/2 - sin 0] - 1 - 0 = 1 (88) 

= [- cos TT + cos 0] = 1 + 1 = 2 (89) 

= [sin TT - sin 0] = 0 - 0 - 0 (90) 

= [- cos 27r + cos 0] = - 1 + 1 = 0 (91) 



- [sin 27r - sin 0] = 0 - 0 = 0 



sin^nSde = - (l/2«) sin 2«r 



cos^ nS dS 



= -nil 



(1 - sin^ nB dS) dd 



■nil = -nil 



The following may also be derived* where m ^ n 

dd = 0 



2n 
0 

27r 



I sin n6 

J 0 

/ 
/ 

riTT 

J 0 



sin^ nd dd = tt 
sin m 6 cos nd d6 = 0 
cos md cos nd dd = 0 
sin n 6 cos nd dd = 0 



i: 
i: 

Jo 

i: 



cos m5 = 0 



cos^ nd dd = TT 



sin md "'n nd dd = 0 



dd = 2Tr 



(92) 
(93) 
(94) 

(95) 
(96) 
(97) 
(98) 
(99) 



Average values by definite integral 

The value of the definite integral is the area under the curve between the limits 
on the horizontal (x) axis. The average value of the height is determined by dividing 
the area by the length, or in other words the average value of y is determined by 
dividing the definite integral by the difference in the limiting values of x. 

Examples : 

1. y = 3x^ from x 1 to x = 4. 

'*4 1^ '1^ 1 

ya. = \ = ~^.| = ^ 64 - 1 



1 r 1^ 1 1 



= = 21. 

3 



2, e = Em sin d from d = 0 xo 0 = tt. 

1 iT 

sin d dd E^- \ - cos d 



E E ff 



*This also applies with limits from k to (k + 2n). 
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This is the average value of a sine wave voltage. It was taken from 0 to tt since 
this is the range over which it is positive. The other half cycle is similar but negative, 
SO that the average over the whole cycle is zero. 



3. 



1 r^'' t 



sin 28 



2TT 

0 




i;^ _ 0 - 0 + 0] 

277- 

/ 2 7 2 



Therefore - IjV2 ^ 0.707 
This is the root mean square value of the current with sine waveform. 

(iv) Taylor's Series 

If fix) be a function with first derivative /'(x), second derivative f'Xx), third deriva- 
tive /'''(x), etc., and if the function and its first n derivatives are finite and continuous 
from X ^ a to X = then the following expansion holds true in the interval from 

x = a to X = b : 

X — a ix — aY (x — aY 

Ax) =f(a) + -Yrf'^"^ + —YT ^ ^^"'^ + —fr'f X") 

• ^ (100) 



+. . . + 



-i)r ^" ' + — 



where a < x„ < ft. 

The final term is called the remainder ; if this can be made as small as desired by 
making n sufficiently large, the series becomes a convergent infinite series, converging 
to the value f{x). 

Another form of Taylor's Series is ; 

f{a + h) ^f{a) + ~f\a) + -fXa) + ^^fXa) + . . . 



+ 



(101) 



{n - 1)! 

The sum of the first few terms of Taylor's Series gives a good approximation to /(x) 
for values of x near x = a. 

Examples of the use of Taylor's Series : 
(1) To expand sin (a + h) in powers of h, 
f{a) ^ sin a and/(/i) = sin h 
Differentiating in successive steps we get 
f\a) = cos a 
f"{d) — sin a 
f'Xa) = — cos a 
f"Xd) = sin a 
Applying the alternative form of Taylor's Series, 

sin (a + h) 



sin a + /i cos a — — ^ sm a — ^ cos a 



'7~f sm a 
4 ! 



(102) 



(2) Similarly 



cos {a ^ h) = cosh - h sin a - — cos a + sin a + cos a + . . . (103) 
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(v) Maclaurin's Series 

Maclaurin*s Series is a special case of Taylor's Series where a = 0. 

/w=/(o)+^-^+^-+qf'+... (104) 

The sum of the first few terms of Maclaurin's Series gives a good approximation 
to f(x) for values of x near x = 0. 

Example of the use of Maclaurin's Series : 

f(x) = cos X 

then cos x = /(O) + — yy- + — + --y] + ^^-j — 

where /(O) = cos 0 = 1 

fXO) = - sin 0 - 0 
fXO) = - cos 0 = - 1 
rXO) = sin 0 = 0 
r'XO) - cos 0 - 1 
The series may then be written down as 

(105) 
(106) 





X^ X* 




x^ 


cos X = 1 — 


2T ^ 47 ""' 


6! 


+ 8"!- 


Similarly 








sin X = X — 


x^ x^ 




x» 


3] + 5T~ 


"7! 




j sin X = j{x - 


x^ x^ 




. 0 


3T + V\ 






f ^2 




x« 


cos X + ; sin X = ( 




4 ! 


-61 + 



\ / x' \ 

•;+^l*-3T+5T'"7T + 



-'2j^2 ;^jc' /'*x* 
- 1 +;x + 2T + TT + + • * * ^^'^"^^ 
Also it may be proved that 

loge (1 + x) = X - 2""- + 1- - + . . . (108) 

-'2j^2 i^X^ 7*X* 

and = 1 + jx + +-3T + IT • • ■ 

= cos X + y sin X (see eqn. 107) (109) 



SECTION 8 : FOURffiR SERIES AND HARMONICS 

(i) Periodic waves and the Fourier Series (ii) Other applications of the Fourier 
Series (Hi) Graphical Harmonic Analysis. 

(i) Periodic waves and the Fourier Series 

The equation for any periodic wave can be written by substituting the correct 
values in Fourier's Series : 

y = F{d) = Bo/2 -f sin d + A^ sin 2d + ^3 sin 30 + . . . 

+ cos a + B2 cos 2d + B3 cos 3d + . . . (1) 
where Bo/2 is a constant which is zero if the wave is balanced about the x axis ; 

its value is the average value of y over one cycle and may be 
determined by putting w = 0 in the expression for B,^ below, 

1 C^^ 

= — P{Q) sinnd dd where n = 1,2,3, etc. 
^ J 0 

= 2 X average value of F( 6) sin n 6 taken over 1 cycle. 
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"Jo 



F{e) cos ne de where n = 0,1,2,3, etc. 



= 2 X average value of F{ 0) cos n 9 taken over 1 cycle. 



and 



30 



oJt = lirft 

2ojt = 277(2/)r 
3wr = 27r(3/)r 
etc. 



/ ^ fundamental frequency 
(2/) = second harmonic frequency 
(3/) = third harmonic frequency 




Special cases 

(1) F{d) is an even function 

If the waveform is symmetrical about the y axis (e.g. Fig. 6.39), F{ 6) is called an 
even function and yi„ = 0, giving the simplified form 

F{e) = BJ2 + Bi cos ^ + cos 2^ + B3 cos 35 + . . . (2) 
This is the equation which applies to all types of distortion introduced by valves. 

(2) F{d) is an odd function 

If the waveform is such that the value of y is equal in magnitude but opposite in 
sign for plus and minus values of x (e.g. Fig. 6.40), F( 6) is called an odd function and 
Bn = 0, giving the simplified form : 

F(e) = sin 5 + ^2 sin 25 + ^3 sin 35 + . . . (3) 





This is the equation for the condition when the fundamental and all the harmonics 
commence together at zero. 

(3) F(5) = - F(d ± tt) 

If the waveform (Fig, 6.41) is such that the value of y is equal in magnitude but 
opposite in sign for x = and x = (x^ ± tt), the expansion contains only odd 
harmonics : 

FiO) = sin 5 + ^3 sin 35 + ^5 sin 55 + . . . 

+ Bi cos 5 + B3 cos 35 + B5 cos 55 + . . . (4) 

(4) F(5) is an even function, with the positive and negative portions identical 
and symmetrical (Fig. 6.42) : 

F(5) = Bi cos 5 + B3 cos 35 + B5 cos 55 + . . , (5) 
or if the origin is taken at A, 

Fid) = Bi sin 5 - B3 sin 35 + B5 sin 55 - . . . (6) 
This is the equation for a balanced push-pull amplifier. 

The general equation (1) can also be expressed in either of the alternative 
forms : 

F(5) = BJ2 + Ci sin (5 + <t>,) + d sin (2 5 + (j^j) + . . . (7) 
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F{d) = B J2 + Ci co s {$ - <AiO + Ca cos {26 - <f>^') + . . . (8) 
where C„ = V^n' + 
and tan <A„ = 5„/^n ; tan <A„' = ^n/^n- 

The angles <Aij <^2j • • • in eqn. (7) are the angles of lead between the harmonics 
of the sine series and the corresponding sine components in eqn. (1). The angles 
J ^z'y ... in eqn. (8) are the angles of lag between the harmonics of the cosine series 
and the corresponding cosine components in eqn. (1). All the angles <^ and ff)' in 
eqioations (7) and (8) are measured on the scales of angles for the harmonics 




Harmonic composition of some common periodic waves (Fig. 6.43) 
Square wave (A) 

4£/ cos 3 6 cos 5 e cos 7 ^ \ 

3,=~(^cosf?--3— 1~ ^-') 

Triangular wave (B) 

8£/ cos 3 6 cos 5 6 \ 

y = 1=°=' " + + -ir + • • ■) 

Sawtooth wave (C) 

2E( sin 2 6 sin 3 6 sin 4 

y - -(^sin 6 - + -3 -4— + . . 

FIG. 6.43 
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Short rectangular pulse (D) 

^r, 2 ^ . , ^ sin Ik-n cos 26 
y = E \ k - (sin krr cos 9 -{- ~- • • . 

sin nkTT cos nB "I 
+ + ...)J (12) 

Half-wave rectifier output (E) 

7r cos 5 2 cos 2 0 2 cos 4 5 2 cos 6 B 



Ef TT cos B 2 cos 2 0 2 cos 4B 

y--.v^-Y- 15~ + 



35 

. . . (- 1)"^'^' n^"! cos . . .) (n even) (13) 
Full wave rectifier output (F) 



V \ 



2 COS 2 0 2 cos 4 2 cos 6 0 



15 35 

2 cos n 0 \ 

(- 1)"'^^^ ^TZTf • • V (« even) (14) 



D 



i 



^ n 



o— T 



Fig, 6.43 



oil I 




^1 t I 



(ii) Other applications of the Fourier Series 

The Fourier Series is particularly useful in that it may be applied to functions having 
a finite number of discontinuities within the period, such as rectangular and saw- 
tooth periodic pulses. 

The Fourier Series may be put into the exponential form, this being useful when 
the function lacks any special symmetries. 

The Fourier Series may also be applied to non-periodic functions. 

For information on these applications, see the list of references — Sect. 9(B). 

(iii) Graphical Harmonic Analysis 

Any irregular waveform may be analysed to determine its harmonic content, and 
the general method is to divide the period along the X axis into a suitable number of 
divisions (e.g. Fig. 6.44 with 24 ordinates), the accuracy increasing with the number 
of divisions. 

Ordinates are drawn at each point on the X axis and the height of each ordinate 
is measured. The minimum number of ordinates over the cycle must be at least 
twice the power of the highest harmonic which it is desired to calculate. Various 



www.pmillett.com 



6.8 



(iii) GRAPHICAL HARMONIC ANALYSIS 



303 



methods for carrying out the calculations have been described. Some are based on 
eqtial divisions of time (or angle) while others are on equal divisions of voltage. 

In the harmonic analysis of the distortion introduced by valves on resistive 
loads, it is possible to make use of certain properties which simplify the calculations : 

V FIG. 6.44 













1 



































(1) All such distortion gives a waveform which is symmetrical on either side of the 
vertical lines (ordinates) at the positive and negative peaks. 

(2) It is therefore only necessary to analyse over half the cycle, from one positive 
peak to the following negative peak, or vice versa, 

(3) Even harmonic distortion results in positive and negative half cycles of different 
shape and area, thus causing a steady (" rectified ") component. 

(4) Odd harmonic distortion results in distorted waveform, but with the positive 
and negative half cycles similar in shape, 

(5) Even harmonics are in phase with the positive fimdamental peak, and out of 
phase with the negative peak, or vice versa ; they are always maxima when the fimda- 
mental is zero. 

(6) Odd harmonics are always exactly in phase or 180° out of phase with both 
positive and negative fundamental peaks, and are zero when the fimdamental is zero. 

The relative phases of the fimdamental (Hi) and the harmonics (up to H5) are shown 
in Fig. 6.45. The fundamental and third, fifth and higher order odd harmonics 
have zero amplitude at 0°, 180° and 360° on the fimdamental scale. The second. 




fourth, and higher order even harmonics reach their maximum values (either positive 
or negative) at 0°, 90% 180°, 270° and 360° on the fundamental scale. 
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The amplitudes of the harmonics as drawn in Fig. 6.45 have been exaggerated for 
convenience in drawing, while their relative magnitudes are quite arbitrary. Their 
relative phases are, however, quite definite. 

In proceeding with Graphical Harmonic Analysis it may be shown that it is possible 
to select thirteen points on the X axis which will enable the exact values of the first, 
second, third and fourth harmonics to be calculated (Ref. C9) on the assimiption that 
there are no harmonics of higher order than the fifth, or that these are negligibly small. 
These points are limited to the range from 90° to 270° on the fundamental scale, as in 
Fig. 6.45. They may be expressed in terms of the grid voltage E^^ the static operating 
point being — and the operating point swinging from £^ = 0 on the one side 
to 2E^ on the other side. 

It is only necessary to determine the plate currents at the specified grid voltages, 
to insen these into the formulae given in the article and to calculate the. values of the 
harmonics. 

The preceding exact method has been approximated by R.C.A. (Ref. ClO) to give 
greater ease in handling. In the approximation there are eleven specified points 
in place of 13 in the exact form, the values of the grid voltages being (see Fig. 6.45) : 
0; -O.lQl^ci -0.293£„; -0.5£, ; -0.691^,; ; -1.309£c ; -1.5^,; 

-1.707E, ; -1.809£e; -2.0^,. 

These have been approximated by R.C.A. to the nearest decimal point, and the 
approximate values have been used in the " eleven seleaed ordinate method " of 
Chapter 13 Sect. 3(iv)D and Fig. 13.24. 

The equation giving the second harmonic distonion — eqn. (28) in Chapter 13 Sect. 
3(iv) — only requires the values of plate current at three points. This is an exact 
form and is used for triodes in Chapter 13 Sect. 2(i) eqns. (6) to (7b) inclusive and 
Fig. 13.2. 

The "five selected ordinate method," described in Chapter 13 Sect. 3(iv)A 
and used for calculating second and third harmonic distortion in pentodes, is exact 
provided that there is no harmonic higher than the third. It is, however, a very close 
approximation under all normal conditions. The same remarks also apply to the 
simple method for calculating third harmonic distortion in balanced push- 
pull amplifiers, described in Chapter 13 Sect. 5(iii) eqn. (23) and Fig. 13.37. 

An alternative method, based on equal grid voltage divisions, has been devised 
by Espley (Ref C6). This gives harmonics up to one less than the nimiber of voltage 
points. Two applications are described in Chapter 13 Sect. 3(iv) — five ordinates 
giving second, third and founh harmonic distortion, and seven ordinates giving 
up to sixth harmonic distortion. 

When the loadline is a closed loop, as occurs with a partially reactive load, these 
conditions and equations do not apply, or are only approximated. 
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SECTION 1 : FUNDA2V1ENTAL TYPES OF FEEDBACK 

(i) Feedback^ positive and negative (it) Negative voltage feedback at the mid-fre- 
quency (Hi) Negative current feedback at the mid-frequency (iv) Bridge negative 
feedback at the mid-frequency (v) Combined positive and negative feedback at the 
mid-frequency {vi) Comparison between different fundamental types at the mid- 
frequency. 

(i) Feedback, positive and negative 

Feedback may be applied to any amplifier, at any frequency, and may be either 
positive or negative. The application is illustrated in Fig. 7.1 where an amplifier, 
with voltage amplification A, develops a voltage across its load- Portion of the 
voltage across the load (pEo) is fed back in series with the input terminals, so that the 
input voltage Ei differs from the voltage (Ei) across the input terminals of the ampli- 
fier itself. It is obvious that 

Eo = AEi and that = Ei ± pE^, 
the sign in front of pEo taking account of phase relationships. The quantity jS is 
sometimes called the transfer coefficient. 



7 



AMPLIFIER 
AMPLIFICATION = A 



LOAD 



Fig, 7.1. Block diagram of an 
amplifier with feedback. 



The effective overall amplification with feedback is therefore 

" E/ Ei ± PEo 

If the effect of feedback is to increase the gain, the feedback is positive* ; if it 
decreases the gain, the feedback is negative. Positive feedback is used to convert 

*UpEQ is much greater then H„ thin the gain will theoreticaUy be reduced irrespective of the sign in 
front of ^Eq. 
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an amplifying valve into an oscillator (see Chapter 24), Negative feedback is used 
mainly in amplifiers, both at radio and audio frequencies, although this Handbook 
covers only low frequency applications. 

The voltage pE^ may be proportional to E^, in which case it is described as voltage 
feedback ; or it may be proportional to the current through the load, when it is 
called current feedback. These two are, of course, identical if the load is a constant 
resistance, since the voltage and current are then proportional. 

Bridge feedback is a combination of voltage and current feedback. 

A network may be inserted in the feedback circuit to change the phase of the fed- 
back voltage, or to change its magnitude and/or phase so as to discriminate between 
different frequencies. 

Use of symbols 

Black (Ref. Al) and others use the symbols /ij3 to indicate the same quanaty 
which is here indicated by ^A. Some authorities use the symbols Ap, but in certain 
equations (e.g those involving effective plate resistance) it is necessary to introduce 
j3/x or /xjS where /x is the amplification factor of the final valve. The latter form might 
be confused with Black's ^jS which has an entirely different significance. Hence the 
use of pA in this chapter, A further, but minor, advantage from the use of pA is 
that the beginner, in considering operation at the mid-frequency, is able to regard the 
magnitude for P as being simply a fraction. 




FIG. 7. 20 FIG, 7. 20 



Fig. 7.2. Block diagrams of amplifiers zvith negative feedback. It is assumed 
that (Ri + R2) has a resistance very much greater than the load impedance; (A) 
and (B) have feedback external to the amplifier connected in series zvith the input 
voltage (C) has feedback connected in shunt zvith the input voltage (D) has the 
feedback connected to a cathode in the amplifier, 

(ii) Negative voltage feedback at the mid-frequency 

Block diagrams of two conventional forms for applying negative voltage feedback 
are shown in Figs. 7.2A and B, The polarities marked on the diagrams are instantane- 
ous values at an arbitrary time. In each case the feedback voltage is derived from a 
voltage divider R1R2 across the output and is applied in series with the input 
voltage so as to give negative feedback. In Fig* 7.2A the polarity of the output, 
voltage is opposite that of the input voltage — this is regarded in network analysis as 
being equivalent to an amphfication of — ^. The amplifier of Fig. 7.2A may con- 
sist, for example, of one, or any other odd number of resistance-coupled stages. 

In Fig. 7.2B the polarity of the output voltage is the same as that of the input voltage 
— this being regarded as equivalent to an amplification of + A. In Fig. 7.2B the 
feedback voltage is marked \PEq\ thu& indicating the magnitude of the voltage and 
leaving its polarity to be indicated by the positive and negative signs. 

In this section the treatment is limited to the mid-frequency at which the amplifier 
has maximum gain and zero phase shift. 

The combined amplifier and feedback circuit, from input back to input, is called 
the feedback loop. 
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The magnitude of j9 is equal to + In all cases, for negative feedback, 

must be negative and the feedback network must be arranged to give this result. 

An alternative method of applying the feedback voltage to produce degeneration 
(Fig. 7.2C) connects the feedback voltage in shunt with the input voltage. In 
this case the amplification must be negative, that is to say there must be an odd number 
of stages unless a transformer is incorporated (Ref. AlV), and j9 must therefore be 
positive. 

A still further variation is when the feedback voltage is applied to the cathode 
of one of the stages in the amplifier (Fig. 7. 2D). In this case the amplification 
must be positive, for example an even number of r.c.c. stages with the feedback 
tetumed to the cathode of the first stage, which must have some impedance between 
cathode and earth. Alternatively the feedback may be returned to the cathode of the 
penultimate stage of a multi-stage r.c.c. amplifier. The value of j9 should be con- 
sidered as negative on account of the method of connection of the feedback loop. 

The following treatment is based on the circuit of Fig. 7.2B but the results may 
also be applied to any amplifier with the feedback applied externally to the amplifier 
and in series with the input voltage. It is understood that in all cases the polarity 
of the feedback voltage is arranged to give negative feedback. 

(A) Gain without feedback 

A = EJE, (1) 
and if feedback is applied and the input voltage increased to £/ to give the same out- 
put voltage £o as without feedback, then follows 

(B) Gain with feedback 

^ " E/~ E,- j9£o ^^^^ 
Combining (1) and (2a)j 

A 1 A 

^ 1 - M ^ (IM) - " 1 + [ARJiR, + R,)] ^^^^ 
(for chart showing relationship between A' and A see Ref. A21)j 
and if IMI >1 

then A'^ l/i - ^) (2c) 
The value of j9 is given by 

j9 = - RJ{R^ + /?2) (3a) 
The effect of feedback on gain is therefore 

A EJE, ^0 _ 

-A'=^Ej^^m^^'E. "^^ ^'^^ 

The quantity M is negative for negative feedback ; Aj A' = \ — ^A \% always 
greater than unity. 

The quantity (1 — M) is called the feedback factor*. The degree of feedback 
is indicated by the reduction in gain. For example, an amplifier with ** 20 db feed- 
back " is one in which gain has been reduced 20 db by feedback. 

In the general case, when the phase angle displacement is not restricted, 

A' = — (3c) 

Vl + IMI" - 2|MI cos^ 
[which becomes A' = A/{1 - M) when ^ = 180°] 
where <t> = phase angle displacement of amplifier and feedback circuit loop. 

(C) Effect of feedback on harmonic distortionf 

Let the input voltage E/ be expressed in the form cos o)t. 
Then the output voltage (^o) will be given by 

Eo^ cos ojt -i- Ei^ cos 2a>r + cos 3ait (4) 

•Some authorities call fiA the feedback factor, and care should therefore be taken in the use of this 
trrm. 

f Treatment adapted from K. R. Sturley. 
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where E^^ = peak value of fundamental frequency, 

Ezm =^ peak value of second harmonic, 
and Ezm = peak value of third harmonic. 
The feedback voltage ( - ^Eq) will therefore be 

— PiEom cos oit + Ezjn COS 2a)t + Ezm COS 3wr). 
The voltage applied to the input of the amplifier will be 

E/ + pEo 

= Ein cos (Dt + P{Eom COS Wt + Eim COS 2 tot -f- E^m COS 3a}t) 

= (Ei^' + jS^om) COS air + PEzm COS 2air + jS^g^ cos 3 cot. 
The output voltage will therefore be 
AEi + harmonic distortion 

- A[{EiJ + jS^om) COS wt + i3£2„ cos 2a>r + jS^g^ cos 3a;r] 

+ A{Ei^' + PE^JiHi cos 2a>r + H3 cos 3a>r) ^ (5) 

where = ratio second harmonic to fundamental voltages in amplifier without 
feedback, 

and H3 — ratio third harmonic to fundamental voltages in amplifier without 
feedback. 

But we already have the output voltage in (4) above. 
Equating fundamental components in (4) and (5), 

E,m = A{EiJ + PEond 

E,J = {l - PA)E,JA (6) 
Equating the second harmonic components in (4) and (5), 

E,^ = PAE^^ + A{E,^' + i3£o JHa. 
Inserting the value of Ei^ from (6) above, 
E^m = PAE^m + [(1 - M) E,^ + PAE,„]H2 
Therefore E^m - M) = E^^H^ 

Therefore f^-=y^^ (7) 
Similarly for the third or any higher harmonic. 

That is, the magnitudes of all the harmonics (and of course the intermodulation 
products) introduced by the amplifier are reduced by negative voltage feedback in the 
same proportion that the gain is reduced. 

This result is based on the assumptions : 

(1) that ^0 is exactly 180° out of phase, or exactly in phase, with Et 

(2) that the amplification A is the same for the harmonics as for the fundamental 

(3) that the intermodulation voltages are negligibly small. The presence of 
intermodulation* has no effect on the second harmonic, but in certain cases 
the higher order harmonics can increase owing to a small amount of negative 
feedback ; when the feedback is raised sufficiently these harmonics will 
decrease again. When = 0, H3 with feedback will be as indicated by 
eqn, (8). In any case, the effect is small if the amplifier distortion is initially 
fairly small. 

(D) Effect of feedback on hum or noise introduced by the amplifier 

Following a similar method — 
Input voltage = E/ = Ei^' cos cot 

Output voltage = E^ — Ef^^ cos oit + E^m cos w„f (9) 
where = peak value of noise or hum output voltage introduced by 

the amplifier with feedback, 
and w„ = 2'rr x frequency of noise or hum voltage. 

•Tellegen, B. D, H., and V, C. Henriquez " Inverse feed-back," W.E. 14.167 (Aug. 1937) 409— 
quoting R. FeldtkeUer ; also correspondence by R. W. Sloane and J. Frommer ** Distortion in negative 
feedback ampUfiers " W.E. 14.164 (May 1937) 259 ; 14.166 (July 1937) 369 ; 14.170 (Nov. 1937) 607 ; 
15.172 Oan. 1938) 20. 
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7.1 



The feedback voltage is therefore 

— ^Eo = - K^om COS cor + E^rn' COS W^t). 

The voltage applied to the input of the amplifier is 

Ei = E/ ^ ^Eo = EiJ COS cor -f ^(Eq^ cos cor 4- Enm' cos a>„r) 
= ^ J cos a>r + ^E^J cos a>„r. 

The output voltage is therefore 

£"0 = + noise voltage without feedback 

= A(Eim' + pEorn) cos o.r + ^AE^J cos co„r + cos cu„r (10) 
Equating the fundamental components in (9) and (10), 

E,^ = A{E,^' +£oJ. 
Therefore EiJ={\-^A)E^JA (11) 
Equating the noise components in (9) and (10), 

E^J{\ - M) Enm 

Thus the feedback reduces noise or hum voltages introduced by the amplifier in 
the same proportion that the gain is reduced, provided the following conditions are 
fulfilled : 

(1) That the signal input voltage is increased with feedback, to maintain the 
.signal output voltage constant. 

(2) That jS and A have the same values for the hum (or noise) frequency as for 
the signal, frequency. 

(3) The voltage fed back does not include any voltages other than the fraction 
of the ampUfier output voltage. In many circuit arrangements this con- 
dition is not satisfied ; the most important of these are covered in Sect. 2, 

When all noise is considered as originating at the input (e.g. thermal noise), the 
signal-to-noise ratio is imchanged by the feedback. 

(E) Effect of voltage feedback on the output resistance of the amplifier 

Every linear network which has a pair of output terminals may, as regards its ex- 
ternal effects, be replaced by its equivalent open- circuit voltage in series with its 
equivalent resistance. 

Fig. 7.3. Equivalent circuit dia~ 
Eo I Be grams of amplifier and load resistance 
(A) without feedback {B) with 
feedback, 

FIG. 7-3 

The following treatment is based on a single stage, but may be applied to any ampli- 
fier provided that the values of and rp are as defined below. 

Fig. 7.3A shows the equivalent circuit of the amplifier without feedback 




E, - ^^l^r^ + 



(13) 



^-f^--^?i- ^^^^^ 

Ei rp + 

where /a = amplification factor (i.e. amplification with an infinite load resistance) 
and r .p = plate resigtance of final stage. 

If the amplifier has more than one stage ft must be defined by 

^ =A/x. (14b) 
where A^ = amplification between input and grid of final stage (with due regard to 

phase reversal) 
and fji2 = ampUfication factor of final stage. 

Fig 7 3B shows the equivalent circuit of the amplifier with voltage feedback :** 

^' - '-H^r} 

♦♦Based on B. D. H. Tellegen " Inverse feeci-back " Philips Tec, Rev. 2.10 (Oct. 1937) 289. 
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But £o = A^E/ - (1/^) 



from eqn. (2b). 
Applying the value of A from (14a)j 

^0 



This may be arranged in the form 
which is the same as eqn. (15) except that 



(16) 
(17) 



and 



(18) 



(19) 



/A 

1 - Pf^ 

1 

Equations (18) and (19) give the effective amplification factor and plate resistance 
respectively with feedback. It will be seen that these are each equal to the corres- 
ponding value without feedback divided by (1 — j3^), whereas the gain^ internally 
produced hum or noise, and distortion are divided by (1 — ^A), If the amplifier 
has more than one stage, the value of /a must be as defined by eqn. (Mb), while the 
plate resistance r .p will be that of the final stage. 

However, it is important to remember that the actual valve characteristics are not 
changed by feedback, since feedback is external to the valve ; while the optimum 
value of load resistance is also unchanged by feedback except under certain very 
special conditions. 

It may be shown that negative voltage feedback as a method for reducing the 
effective plate resistance, when compared with a transformer giving the same reduction 
of gain, is more effective than the transformer with low feedback factors, is equally 
effective with a particular feedback factor, and is less effective than the transformer 
with feedback factors greate? than this value. 

Example : 6V6-GT with y. = 218, 2nd A = 17. 



Gain 








Transformer 
impedance 
ratio 


1/2 


1 


12.8 


1/13.8 


1/4 


1/10 


9 


115 


1/116 


1/100 


1/100 


99 


1270 


1/1271 


1/10000 



The " looking-backwards " output terminal impedance of the amplifier is 
equal to rj,' in parallel with R^, 



Ra = 



+ R^ + Rjjil - ^fj,) 

If rp' is very much less than 7?^, eqn, (17) becomes 



(19a) 



(20) 



^ 1 - P^ 

that is to sayj the output voltage is independent of the value of R^, This is an in- 
dication of good regulation. 

(F) Effect of voltage feedback on the input resistance 

The effect of feedback on the input resistance depends on the method of application 
of the feedback and not on whether it is voltage or current feedback. For example, 
consider the amplifier of Fig, 7.2B. Let the input resistance of the amplifier without 
feedback be r,. 

Then r, = EJI^. 
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With feedback, the same current will flow, but the input voltage will be 

E- ^ Ell - ^A) 
Therefore r- = - (EJI^Xl - ^A) 

Therefore r/ = r^Cl ~ ^A). (21) 

Thus in this case the input resistance is increased by feedback in the same proportion 
that the gain is decreased. This applies to all cases in which the feedback voltage 
is applied in series with the input voltage, including the current feedback case of 
Fig. 7.4, as will be shown later. 

On the other hand, if the feedback voltage is applied in shunt with the input voltage 
the input resistance will be decreased as proved below for Fig. 7.2C — 

The input resistance of the amplifier without feedback is 

Ti = E,/h. 

With feedback, the current will be unchanged, but there will be an additional 
current 1 2 through and of direction such as to increase the current from the source, 
which will therefore become (A + 1 2). The input voltage applied to the input 
terminals of the ampUfier will be the same as without feedback 
Ii 

Therefore r. = r^- -z — 7—7- 
ii + J2 

which is less than r,. 

Other special cases are covered in Sect, 2. 

(iii) Negative current feedback at the mid-frequency 

The block diagram of an amplifier with negative current feedback is shown in 
Fig. 7.4. In this case the feedback voltage is derived from the voltage drop across a 
resistor in series with the load impedance. The resistance of i?3 should be very 
small compared with the load impedance. This diagram also is for the case with the 
polarity of the output voltage opposite that of the input voltage. 



r 

1 



AMPLIFIER 
AMR FACTOR ' 




Fig. 7.4. Block diagram of an amplifier with negative current feedback, 
resistance R^ is very much smaller than the load impedance. 
Fig, 7.5. Block diagram of an amplifier mth bridge feedback. 

Without feedback but with R3 in position (Fig. 7.4) 



^ E, + /?3 

With current feedback, 



Therefore A' 



Therefore A' = 



E, + /?3/o 

i^Ri 

(/A + 1)^3 + r, 
A 



The 



(22) 



E/ 



Ei + {R,/R^)E, {EJE^) + RJRj^ 



1 + ARJRj^ 1 + fiR./iTr, ^R, +Rj) 
It is sometimes helpful to substitute 

- y - RJR^ 

where y has an application similar to that of in the case of voltage feedback, 
(24a) may thus be put into the form 
A' = A/a - yA). 
Equation (23) indicates that for a single stage amplifier 



(23) 
(24a) 

Eqn. 
(24b) 
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(A) the amplification factor with current feedback is the same (m) as without 
feedback 

(B) the effective plate resistance with current feedback is 

r/ = + (m ^ (25a) 
and r//rp = 1 + (m -f- l)Rjr^ (25b) 
The increase in plate resistance (eqn, 25b) is proportionally greater than the decrease 
in gain (eqn. 24a). 

When the voltage is fed back over more than one stage, the effective plate resistance 
with feedback is given by 

r/ = + (m2 -f 1)^3, (25c) 
where = amplification between input and grid of final stage (with due regard to 

phase reversal) 
and = amplification factor of final stage. 

The " looking-backwards " output terminal impedance of the amplifier is 
equal to r^' in parallel with R^, 

^0 = r ' _L iT ^ r M f.. ^ ^\J? • J? ^^^e^^ ^^^^^ 

Tj, + r^, + (^ + l)K:i -r 

7? ' K + (m2 + 1) R^\ Rf^ ^ 

or i<o = , . . , „ , „ for more than one stage. 

rp + ^1 (m2 + 1) i?3 + 

(C) The ratio of amplification with and without feedback is given by 

4_ _ (m + l)R, + + 

A'- i?3 + + ^^''^ 
which may be put into the form 

A/A' = 1 + AiRJRj) = \ ~ yA. (27) 

(D) Approximations when ^ is very large 

If /A is very large, 

_ A'^^^ RJR,^ l/(- y) (28) 
which is independent of the amplifier characteristics. 
Also, if fi is very large, 

^ Eo/Rl^ E//R:, (29) 

which gives an output current which is constant, irrespective R^. 

(E) Input resistance with negative current feedback 
In the circuit of Fig, 7.4 — 

Without feedback 

With feedback 

. _ ^ _ E, + {RJRi)E^ _ Ej + jR^R^AEj 

~ h ~ h - ' ' /i ~~ 

Therefore r/ = r^l + ARJRj) = r^l - y^) (30) 
which indicates that with this circuit the input resistance is increased with negative 
current feedback in the same proportion that the gain is decreased (eqn. 27) and the 
effect is therefore the same as with Fig. 7,3. 

(F) Harmonic distortion with negative current feedback 

It may readily be shown that, as with negative voltage feedback, the harmonic 
distortion is reduced in the same proportion that the gain is reduced, subject to the 
conditions enumerated above (following eqn. 8) : 

E2m ^ Hz 

£om " 1 + ARJR~ ~T^A 

(iv) Bridge negative feedback at the mid-frequency 

Bridge feedback is a combination of voltage and current feedback, as shown in 
Fig. 7.5. It is assumed that (R^ + R^) ^>Rj and that i?3< R^. 
Without feedback : A = EJEi = ^iRJir^ -V R-, -V Ri). 
With feedback : 

Feedback voltage = RiEJiR^ + R2) ~\- hRs 
Therefore E/ - E^ 4- RiEo/(Ri + R2) + I0R3 
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Therefore A ~ — 



£•/ E, + AE,RJ{R, + R^) + R,AEJR^ 

Therefore A = ~ • 

1 + ARJ{R, + + ARJR^ ^^"^^ 

Comparing this with (2b) and (24a), it will be seen that the denominator in (32) 

includes the second terms of the denominators of both (2b) and (24a), Equation (32) 

may be put into the alternative forms 

^ I^Rl 



and A 



+ (m + l)i?3 + i?i(l + y^R,)/{R, + R^) 

M Rr 



(33) 



1 + yiRJiR, + i?.) r,^+ (^ + 1)^3 (34) 

1 + yiRJik, + R,) ^ 
Equation (34) indicates that — 

(1) the amplification factor is reduced by the factor 

1 1 

V"T D //D — — ■ 1 o — which is the same as for voltage feedback 

1 -r fiKi/CKi + Ka) 1 — 

alone (equation 18). 

(2) the effective plate resistance is given by 

' _ _j:-_t> + 1)^3 _ - (m + ^XyRi) . 
1 + ^RJ{R, + i?J 1 - ^"^^^^ 
Compare this with equation (25a) for current feedback alone and (19) for voltage 
feedback alone. 

If the amplifier has more than one stage, must be defined as 

M - A.fio (35b) 
where A^ = amplification between input and grid of final stage (with due regard to 
phase reversal) 

and ^2 ^ amplification factor of final stage, thus giving the expression for effective 
plate resistance 

^ ^ r , + (Am2 + _ - (A, fi , + l)(yRj) 

1 - A,^,^ 1 - A,^,^ ^^^""^ 

where y = — Rz/Ri^- 

Special applications of bridge feedback (Ref. A9) 

(A) The output resistance may be adjusted so as to equal the load resistance. 
If the voltage and current feedback resistors are adjusted so that 

RJ{R^ + i?2) ^ Rz/Rl^ that is /3 - y, 
then rj,' tzh i?^ 
provided that (— ^yi) 1 
and that (— ^y^^Rj) >/-j,. 

(B) Negative voltage feedback may be combined with positive current feedback 
to decrease the plate resistance r^," to zero or even to make it negative. This is httle 
used in amplifiers because the positive current feedback increases the harmonic dis- 
tortion. However, it is possible to combine negative feedback in the output stage 
with positive feedback in an earlier stage to give very useful results— see Sect. 2(xi). 
This somewhat resembles one form of the balanced feedback in (v) below, except 
that the design is less restricted. 

(C) Negative current feedback may be combined with positive voltage feedback 
to give very high effective plate resistance. 

(v) Combined positive and negative feedback at the mid-frequency 

The distortion in a two or three stage amplifier is mainly in the output stage, and 
the distortion in a well designed first stage will be relatively quite small. It is practic- 
able to apply positive voltage feedback to the first stage only, and then to apply nega- 
tive voltage feedback over two or three stages in order to secure very low distortion 
and low output resistance. 
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This arrangement is shown in the simplified block diagram of Fig. 7.6. The effect 
of positive feedback on is to increase its gain from Ai without feedback to A ' with 
positive feedback. The effect on the whole amplifierj so far as effective plate resist- 
ance, distortion in the final stage and gain are concerned, is the same as though Ai 
with positive feedback were replaced by another amplifier without feedback but with 
gain A'. The positive feedback in Ai will increase the distortion of this stage, but 



EFFECT IVE_ 
GAIN A' 



INPUT 



FIG. 7.6 



Fig. 7.6. Simplified block 
diagram illtistrating cne possible 
arrangement of combined posi- 
tive and negative feedback. 



will decrease the distortion of the whole amplifier provided that the initial distortion 
in A^ is small in comparison with that in A2. A general purpose triode may be used 
in the first sTage^, and yet have an effective stage gain greater than that of a pentode 
with a plate load resistor of 0.25 megohm. 

Practical amplifiers using this principle are described in Sect. 2(xi). 



Balanced feedback amplifiers 

A balanced feedback amplifier is one using both positive and negative feedback 
in such proportions that the overall gain with feedback is equal to that without any 
feedback (Ref. A20). There does not seem to be any real advantage in achieving 
exact balance between the two feedback systems and the designer v/ill generally prefer 
complete Hberty on this point. 



(vi) Comparison between different fundamental types at the mid- 
frequency 

Negative feedback : 



Voltage 


Current 


Effect 


Feedback 


Feedback 




decreases 


decreases 


gain 


decreases 


decreases 


effect of variations of valves and other com- 


decreases 




ponents on gain 


increases 


effective plate resistance 


increases 


increases 




or 


or 


input resistance* 


decreases 


decreases 


decreases 


decreases 


harmonic distortion 


decreases 


increases 


effect of load impedance on output voltage 


increases 


decreases 


effect of load impedance on output current 


increases 


decreases 


damping on loudspeaker 


increases 


increases 


frequency response (band width) 


decreases 


decreases 


hum and unwanted voltages introduced in the 






amplifier (subject to certain conditions). 


Positive feedback : 


Voltage 


Current 


Effect 


Feedback 


Feedback 




increases 


increases 


gain 


increases 


decreases 


effective plate resistance 


increases 


increases 


harmonic distortion 



*The effect on the input resistance depends on the method of applying the input voltage. 
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7.1 



Characteristics of amplifiers with negative feedback 



Characteristic 
Voltage gain 



Effective amplification 
factorj 

Effective plate resist- 
ance of final staged 

Input resistance 

Second harmonic dis- 
tortion 



Hum or noise intro- 
duced by amplifier 



No feedback 
A 



En 



Note : |3 is negative throughout. 

y is defined by — y = R^/R^ 



Voltage feedback Current feedback! 



+ R^(l - |3/i) r,+/2^[l-y(/x+l)] 



1 - M 

M 

1 - |3m 

1 - 

1 M 



1 - M 



1 - yA 



Ha 

1 ~ 



1 



SECTION 2 : PRACTICAL FEEDBACK CIRCUITS 

(t) r/ie cathode follower (ii) The cathode degenerative amplifier and phase splitter 
(Hi) Voltage feedback from secondary of output transformer (iv) Voltage feedback 
from plate — transformer input (v) Voltage feedback from plate — r.cc. input (vi) 
Voltage feedback over two stages (vii) Voltage feedback over three stages (viii) Cathode 
coupled phase inverters and amplifiers (ix) Hum (x) Some special features of feed- 
back amplifiers (xi) Combined positive and negative feedback (xii) Choke-coupled 
phase inverter. 

The idealized conditions assumed in Section 1 do not always hold. At very low 
and very high audio (or ultrasonic) frequendesj the reactances cause phase angle 
displacements tending to nullify the "negative** feedback which, in extreme cases, 
may even become positive. The resulting effects may be evident as poor response 
to transients (damped oscillations), parasitic oscillations extending over a portion of 
a cycle of sine waveform or, in extreme cases, oscillation at a very low or very high 
frequency. This aspect is considered in further detail in Section 3 for those who 
wish to have anything beyond the most elementary understanding of the problem. 

Other complications arise from (a) certain circiut connections affecting the amount 
of hum, and (b) the application of feedback in parallel with an impedance within the 
amplifier. 

(i) The cathode follower 

With a cathode follower the load impedance is connected between cathode and earth 
instead of between plate and earth in the more conventional arrangement. It is there- 

•Applies only to circruits such as Fig. 7.2A or 7.2B in which the ftedback voltage is applied in series 
with the input voltage. 
tOver single stage. 

Jlf the amplifier has more than one stage^ the amplification factor must be acfined by /a = '^iMa 
where Ai =- amplification between point at which feedback is introduced and grid of final stage 
and fj,2 = amplification factor of final stage. 

••Applies only to circuits such as Fig. 7.4 in which the feedback voltage is applied in series with the 
input voltage. 
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fore frequently referred to as " cathode loading " in distinction to the conventional 
" plate loading/' As a result of 100 per cent, negative voltage feedback inherent in 
a cathode follower j both the distortion and the output impedance may be very low. 

The basic circuit of a triode cathode follower is shown in Fig. 7.7. It is imderstood 
that the input circuit must be conductive to provide a grid return path, and that a 
suitable grid bias value is achieved by inserting an appropriate battery at, say, point D, 
The input voltage is applied between grid and earth while the load resistance (i?*) 
is connected between cathode and earth. The voltage developed across i? ^ is the out- 
put voltage, and the maximum output voltage is slightly greater than for the con- 
ventional case with i? ^ as the plate load resistor. The stage gain, however, is neces- 
sarily less than 1 since the input voltage is equal to the grid-to-cathode voltage plus 
the output voltage (with a medium-mu valve the voltage gain normally approximates 
0.9). Since the stage gain is always less than unity, the input voltage is always 
greater than the output voltage. Thus the input voltage may be very much greater 
than the grid bias^ but grid current will not flow imtil the instantaneous difference 
between the input and the output voltage exceeds the bias.* In some cases the input 
voltage will be very high as, for example, when a high power output is required from 
a cathode-loaded low-mu triode operated with a high plate voltage. In extreme 
cases there may be difficulty in obtaining sufficient voltage in the preceding stage to 
excite fully the cathode follower. 




Fig. 7.7. Basic circuit of 
a cathode follower. 



FIC 7-7 



Since a cathode follower does not amplify the input voltage it might, at first sight, 
be thought that the arrangement fulfilled no useful purpose. Its principal usefulness, 
however, hes in its impedance characteristics. The input impedance is high while 
the output impedance {R ©') is low, and the whole device may therefore be regarded 
as a kind of Impedance Transformer — see (Fl) below. 

The low output impedance of the cathode follower makes it particularly useful as a 
driver stage for Class ABg or Class B amplifiers, or for pulse techniques where a low 
impedance source is required. 

With the cathode follower, the grid and cathode are in phase with one another, so 
that there is no reversal of polarity as with plate-loaded amplifiers— this characteristic 
is sometimes useful in amplifiers, and particularly with pulse techniques. 

A cathode follower will work into practically any value of load resistance, although 
there is a broad optimum value for any particular application. 

The effect of interelectrode and wiring capacitances on the gain is generally negh*- 
gible up to a frequency of 1 Mc/s. 

It is important to remember that all electrode voltages must be stated with respect 
to the cathode ; these will normally have the same values as for plate loading. 
The graphical treatment is given on pages 390-394. 

(A) Voltage gain at low frequencies 

The voltage gain without feedback would be 

The value of the transfer coefficient jS will be j3 =^ ~ 1. 

•More precisely, the difference between the bias and the voltage of the grid current cross-over point. 
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The gain with feedback will therefore be 

A' . -± 

I - I ^ A 

Therefore A' = ■. fla) 

which may be written in the form 

•7 ^ + i + rjifi + 1) ^^^^ 
Equation (la) mav also be written in the form 

= 

^ ^ / 

where gm = mutual conductance in mhos. 

If ^ I5 the gain with feedback will be approximately 

Rk is the resultant of all resistances between cathode and earth, whether internal 
or external to the amplifier itself. There is very little increase in gain through making 
Rk greater than about twice Vj, ; provided that fi is not less than 10, then the increase 
of gain through any further increase in i? t is always less than 5 per cent. (It is as- 
sumed that the input voltage is small enough to avoid grid current and/or plate current 
cut-off). 

Charts giving gain 

Voltage gain (exact) based on ^a, i?^ and r^— Ref. C19. 

Voltage gain (approx.) based on g^i and Ri, for pentodes — Ref. C21. 

Gain in decibels (approx. )--Ref. C24. 

(B) Effective plate resistance {r/) at low frequencies 

The effective plate resistance in the arrangement of Fig. 7.7, as with any case of 
voltage feedback^ is equal to divided by (1 — Bfi), i.e. 

J. _ _ . , — ' • — — T (3) 

1 - 1 + M gm -r I 

If fi is very much greater than 1, 
then r / ^ 1/^^ (4a) 
with an error not exceeding 5 per cent, if ^ is not less than 20, 

As with the gain, so too with the effective plate resistance, there is very little change 
brought about by an increase in R^ beyond 2r,, provided that ft is not less than 20. 
Chart of rp' (approx.) — Ref. C24. 

(C) Equivalent valve characteristics 

The results obtained with a cathode follower (e.g. eqn. lb) are equivalent to those 
which would be obtained from an equivalent plate-loaded triode* having : 
plate resistance ^ r/ ^ rj>/if^ + 1) 
amphfication factor ^ fi/{fi + 1) 
mutual conductance = gm (unchanged) 
and working into a load resistance Rj^ ^ (unchanged). 

Example 1 : type 6J7 (triode connection) 

For 250 volts between plate and cathode, ^ = 20, = 1900 micromhos and 
Tj, = 10 500 ohms. The value of i?^ for greatest power output may be assumed 
to be approximately equal to 2rj>, so that a value of 20 000 ohms may be adopted 
(see Sect. 5 for graphical treatment). The effective plate resistance is therefore 

^ r,/{fi 4- 1) = 10 500/21 = 500 ohms, 
and the gain will be 

*See Sect. 5Ci) for graphical treaunent. 
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20 000 

A' —, f) qa 

(21/20X20 000) + 525 

Example 2 : type 6V6 (triode connection) 

With 250 volts between plate and cathode, = 9.6, gjj, ^ 4000 micronihos and 
Vp— 2400 ohms. If R k is made equal to 5000 ohms we have 

rp' - 2400/(9.6 + 1) = 2400/10.6 - 226 ohms, and the gain will be 

, ^5000 

~" (10.6/9.6)5000 T^250 ^ 

(D) Distortion 

The distortion, within the limits of plate-current cut-off on one hand, and grid 
current on the other, is reduced by the same factor that the gain is reduced^ namely 
1/(1 H A) where A is the gain without feedback. In a practical case, if 20 and 
R): = 2rp, then the distortion is reduced to 3/43 of the distortion with plate loading. 

The maximum input voltage which may be handled without distortion may be 
calculated graphically (see Sect. 5). 

(E) Calculated o|>erating conditions 

The following treatment is based on ideal valve characteristics with straight lines 
instead of curves, and is therefore only approximate (Ref. C31). It is assxmied that 
the bias is adjusted to allow for maximum voltage swing over the whole loadline. 
Operating point : h = ^ Bbb/ir^, + Rk) (4b) 
E, = ^E,,R^/{r^ + R^y (4c) 
E, = ^ E,J{2y) (4d) 
where E)^ = voltage across R^,, 

If the circuit of Fig. 7,10 is used to provide grid bias : 

R., - (r^ + R^)/i. =^RJA={1 + R,/r^)g^ (4e) 
where A = fJiRJir^ + R^) 

= amplification of valve with plate loading. 
Example : Type 6J7 (triode connection) 
/ft = 125/30500 = 4.1 mA 
Ej, = 125 X 20 000/30 500 - 82 V 
Er^ ~ 250/40 = - 6.25 V 
^ - 20 X 20 000/30 500 = 13.1 
R; = 30 500/20 - 1525 ohms. 
In the general case^, use may be made of the following table, based on eqn. (4e) : 
when - 0-1/rj, l.Or^ 2r^ 3r^ 4rp 5r^ 

then R.^ ^ I'l/g^ 21 A/g^ 5/g„, 

The peak amplitude of the voltage -E* is given by 

= ^EbbRk/ir^ + R,) (4f) 

Special case (1) 

If it is desired to use the minimum value of /? jt to give a spedfied peak output 
voltage Ekmy the value of 1?^ is given by 

Rk = 2E^mr^/(E,, - 2E,J (4g) 
and the optimum value of bias resistor (Fig. 7.10) is given by 

^ijE'-^^ETJ ^^^^ 
If is small compared with E^^^ R^ is thus approximately equal to l/g^j,. 
Special case (2) 

If is greater than 1/g^ and the whole of 7?^ is used to provide grid bias, the 
maximum output voltage is thereby reduced, 

P _ EbbRk 

~r,+ + 1)R, W 
Special case (3) 

If i? fc is made equal to 1/gm the cathode follower works into a load equal to its own 
effective plate resistance (r^')- The value of peak output voltage is given by 
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£.n, - + 1) (4j) 

and the optimum value of bias resistor is given by 

so that the valve may be considered perfectly biased by the whole of its cathode re- 
sistor R I,, 

Special case (4) 

When the value of cathode resistance required to provide bias is small compared 
with Ijgvii the arrangement of Fig. 7.11 may be used in which R^ = Rjc ^ l/gm^ 
and R-i is calculated to provide the correct bias. Since R^^ is small compared with 
'^/Sm ^ r^/^j the maximum peak output voltage will be given approximately by 

E^^^- ^E,,RJr, (41) 

Special case (5) 

If /?jt is small compared with 1/gm and R^ alone used to provide bias, the bias will 
not be optimum and the maximum peak output voltage will be given by 

" r,[r, + (m + DR.] _ (/X + l)n + 1 ^ 
where jt is neglected in comparison with r ^ and n — R^/r p. 

The ratio of the output voltage with correct bias (eqn. 41) and that with self bias 
from cathode resistor (eqn. 4m) is given by 
2 

Ratio - , , , , (4n) 

(Fl) The looking-backwards " output terminal impedance (Ro') 

The impedance, seen when looking backwards from the output terminals of Fig, 7.7 
into the amplifier, is equal to r^' in parallel with R^. This corresponds to the 
plate-loaded case where we have to consider r^, and R^ in parallel, 

. _ ^p^k ^ ^* \ (^5a^ 

r/ -r Rk (rp + R>c)/r^ + g^R. g^ + l/R. + l/r^ 
r R 

Therefore Ro =^ ^"XT^"^~"^^ ^^^^ 

A -r gm^k 

In special cases, where a very low value of i?o' is required, it may be convenient to 
obtain it by decreasing the value of R even though this results in a serious reduaion 
in maximum power output. For example, with type 6V6 (triode connection) under 
the conditions given above, where r^' = 226 ohms, 

when Rk = 2400, 1000, 500, 200, 100, 50 ohms. 

then Ro = 206, 184, 156, 105, 69, 41 ohms. 
Charts : 

Ro' (approx.) based on R^ and Ref. C23. 

^o' (approx.) but with correction factor to give exact value — Ref. C22. 
(F2) Resistance-capacitance coupled cathode follower 

An alternative form of load is illustrated in Fig. 7.8 where jt is the d.c. load re- 
sistance, Cr the coupling condenser, and Rg the a,c, shunt load resistance. In cal- 



Fig. 7.8. Cathode fol- 
lower with d,c. load 
resistance Rk, capacitance 
coupled to a shunt load 
resistance R^. 



culations regarding grid bias, the resistance of R ^ should be used ; in calculations 
regarding gain the resultant R = Rj,RJ{Rk + R,) should be used. As for the 
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similar case with plate-loading, it is usually desirable to have Rg considerably greater 
than Rg may take the form of a volume control. 

Alternatively, may be selected to suit the grid bias, while Rg is then calculated 
to provide the desired total a.c. load. 

When the circuit of Fig. 7.8 is used as a power ampUfier stage, it may be shown 
(Ref, C32) that maximum power is dissipated in Rg when Rg = and i?t = A/2rj„ 
and that when these conditions are fulfilled the power dissipated in 7? „ is given by 
Pma. = £iV93r, 

where = plate supply voltage Ei,f, less the voltage where the tangent to the 

Ec = 0 characteristic cuts the axis (point B in Fig. 7.8A) 

and rj, = plate resistance of valve at junction of d.c. loadline with E^ = 0 
characteristic (point D in Fig. 7.8A). 

If in Fig. 7.8 the load impedance is re- 
moved to a distance and the leads between 
the cathode follower and the output ter- 
minals are lengthened, the link '* be- 
tween the amplifier and the output may 
be used as a low impedance loaded a-f line, 
although it is loaded unequally at the two 
ends. 

The term " link " is used to describe a 
line which is so short that its characteristics 
at the frequency of operation may be ne- 
glected in comparison with the loading. It 
should be carefully distinguished from a 
" transmission line," which has a character- 
istic impedance determined by the self in- 
ductance and capacitance per unit length 




A.c. L0AD1.INE 



D.c. LOADLINE 



Fig. 



7. 8 A. Loadlines of circuit Fig, 7.8 
used as a power amplifier. 

and which, for the suppression of standing waves, requires to be terminated by an 
impedance equal to the characteristic impedance. 

(G) Transformer coupled cathode follower 

With the resistance-coupled case of Fig. 7.7 the plate supply voltage must be higher 
than the plate-to-cathode voltage and the whole of the power output plus the d.c. 
losses are dissipated in the resistance R It is possible to replace /? * by the primary 
of a transformer, and the secondary of the transformer may then be loaded, e.g. by 
driving the voice coil of a loudspeaker or other electrical network (Fig. 7.9). In 
this case the full supply voltage, except for the small resistance loss in the transformer 
primary, is applied between plate and cathode. 



Fig. 7.9. Cathode follower having the primary 
of a transformer in its cathode circuity the secondary 
of the transformer being loaded. 




f ic, 7 9 



The maximiun power output with the same load resistance as for plate loading will 
be approximately the same. The distortion and the output resistance will, however, 
be very much lower than for plate loading, and the damping on the loudspeaker will 
be greater, 

A special case of some importance is when Vi is the driver valve of a Class B power 
amplifier (see Chapter 13 Sect, 7), 

The optimum load resistance may best be calculated graphically (see Sect. 5). 

The resistance of the transformer primary will provide at least part of the voltage 
for grid bias ; the balance may be supplied by a suitable resistance (shunted by the 
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usual by-pass capacitance) between the cathode and the upper transformer primary 
terminal. 

Alternatively, the primary of the transformer may be connected in place of R, 
in Fig. 7.85 and may be adjusted to tune the primary to a suitable low frequency 
to extend the frequency band to lower frequencies or to give bass boost (Ref. CI 4). 



(H) Grid circuit arrangements and their effect on input resistance and Ro' 

If the voltage drop in /? * is greater than the desired grid bias, then a convenient 
arrangement is to return the grid resistor (Rg) to a tapping point (X) on the cathode 
load resistor, the position of X being adjusted for optimum operating conditions 
(Fig. 7.10^ ; the bias will be 

£".1 - R2li> (7) 
where £'ci is the bias in volts, R2 is expressed in ohms and /(, the plate current in 
amperes. The total load resistance is (R^ + Ro) which corresponds to Rk in Fig. 
7.7. The correct value of C should always be selected on the basis of the input re- 
sistance (R/) and not on the basis of Rg. 




c I \i 























c 

>- 

^ B 










Z) 
CL 


] 1 






0 



Fig, 7.10. Cathode follower with grid bias supplied by a tapping point (X) on the 

load resistance. 

Fig. 7.11. Cathode follower with separate resistances for bias (Kg by-passed by 

C2) and load (R^)- 
Fig, 7.12. Cathode follower with alternative form of grid bias circuit. 

The circuit of Fig, 7,10 does not apply the full degree of feedback (as in Fig. 7.8; 
unless the output resistance of the preceding stage is very much smaller than Rg. 
In other cases the feedback is reduced by a factor Ro/iRg -^- Rq) where Rq ^ 
^vRJiXp + Rj) for the preceding stage. 

The input resistance (/?/) due to the grid resistor {Rg in Fig. 7.10) is greater than 
Rg because the voltage across Rg h less than 

Thus R,' = Ei/i 
where ^ the input voltage 
and I = the current through Rg (Fig. 7.10). 
Now i = (Ei - E^VRg 
and E^=- A'EiRJ{Ry + R^). 

Therefore /?/ ^*^a EiRg 



Therefore R/ 



E, - E, 
R. 



E,[\ - A'RJ{R, + /?,)] 



(8) 



1 ARJ{R, + R^) 
Special cases : 

If /?2 = 0, i.e. Rg rettirned to cathode : R- = R„/(l - A') (9a) 
If = 0, i.e. Rg returned to earth : R/ = R^, (9b) 
As a practical example take type 6J7 (triode connection) with the same conditions 
as previously (Example 1). The cathode load resistance (Ri + R2) is therefore 
20 000 ohms. The cathode current (from the published data) is 6,5 mA while the 
grid bias is —8 volts. The resistance of R2 is therefore 1230 ohms and Ri is 18 770 
ohms. If is taken as 1 megohm the input resistance will be 

^ 1 20 000 

^ 1 0.93 X 18 770/20 000 " 20000 17 500 ~ ^ megohms. 
The " looking-back wards ^' output terminal impedance with the circuit of 
Fig, 7.10 becomes (Ref. C28) 
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Ri + R2-i 



+ 



+ R, 



1 



(10) 



L -Rs + Rg Ri + Ri-i Ri 
where a ^ source impedance of input voltage. 

[Compare eqn. (10) with eqn, (5a) which applies to the circuit of Fig. 7.7,] 
If is not greater than one fifth of Rg^ the effect on thp output terminal impedance 
will usually be negligible. 

If in Fig. 7.11 is by-passed, the a.c. load is lower than the static load resistance, 
which is usually undesirable unless R2 is very much smaller than R k. For example, 
if Ri is at least 10 times the value of R2, the effect is usually so small as to be negUgible. 
The input resistance is 

R/ =^ Rg/il — A') which is the same as (9a). 
The same remarks apply as for Fig, 7,10 with regard to the output resistance of the 
preceding stage. 

An alternative circuit is shown in Fig. 7.12 in which the reactance of Ci,at the 
lowest frequency to be ampHfied, should be small compared with the resistance of R. 
The input resistance is approximately equal to Rgy provided that {R + /?i) is much 
larger than the reactance of C^. With this circuit, the full degree of feedback is 
obtained irrespective of the output resistance of the preceding stage. 

Another method of securing the correct grid bias voltage is to cormect a positive 
grid bias to counteract the too-great negative bias due to R k, either at the point D 
in Fig. 7.7 or at the low potential end of the grid resistor Rg. One method of obtain- 
ing the negative bias without requiring a separate bias voltage source is shown in 
Fig. 7.13 where R^ and R^ form a voltage divider across the plate voltage source. The 
input resistance here is equal to Rg and R^ in parallel. 

Direct coupling to a cathode-follower is shown in Fig. 7.14. If the first valve has 
low plate resistance, it would be practicable to drive the cathode follower into the 
grid current region. The voltage drop in R^^ must equal the grid-pIate voltage of 
the cathode follower. 



¥1 



















a 

0 










Fig. 7.13. Cathode follower with positive grid bias from voltage divider across 
B + , in order to counteract the too-great negative bias from Rk^ 
Fig. 7,14. Direct coupling to the grid of a cathode follower. 
Fig. 7.15. Triode cathode follower showing capacitances. 

(I) Input capacitance (purely resistive load) 

The capacitance from grid to plate (Cj,^) is effectively across the input (Fig. 7.15). 
The effect of the capacitance from grid to cathode is reduced by the ratio of the voltage 
from grid to cathode to the voltage from grid to earth. Thus 

C/ = Cg, + (1 - A')Cgtc (11) 
or C/ - C,^ + C,k/(1 + A) (12) 
where A has the same meaning as with plate loading, being the stage gain without 
feedback, and A' is the actual stage gain, being always less than 1 (eqns. la and lb). 
Note the reversed Miller Effect whereby the C^t is reduced by the factor 1/(1 + A). 
In a typical case, using type 6J7-GT (triode connection) : — 
A' = 0.93 ; C^p - 1.8 ^^F ; and C,* - 2.6 ^^F. 
C/ - 1.8+ 0. 07 X 2.6 - 1.8 + 0.18 - 1.98 ma^F 
This may be compared with an input capacitance of 22.4 ^^F under equivalent plate 
loaded conditions. 

(J) Output capacitance 

The capacitance from plate to cathode (Cpt) and also the capacitance from heater 
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to cathode (C^ t) are across the output (Fig. 7.15). The voltage across the capacitance 
from grid to cathode (C^,*) is (1 — A')ei and the current through Cgk is, therefore, 
(1 - A) BojiiiC^i. The current which would flow through C^t if connected directly 
across is A'ci.jojCgj,, Therefore, the effect of Cg^ connected between grid and 
cathode is the same as that of a capacitance of [(1 — A')/ A'] Cgk = Cgk/A con- 
neaed across R^. It is assumed that the source of input voltage has a resistance and 
a reactance each negligibly small in comparison with the reactance of Cgk- With 
this assumption the effect of the capacitance from grid to plate (C^j,) is zero, since 
it merely shunts the input voltage. 

Thus, the output capacitance (Co') under the assumed conditions is given by 
Co' = C,i + C,i + C,k/A (13) 
This capacitance is effectively shunted across Rq (see eqn, 5). 

In the case of type 6J7-GT (triode connection), Cj,k = 17.0 /x/xF, Cf^k ~ 10.5 /x/xF 
(approx.), Cgk = 2.6 /a^F, and A' = 0.93 (see Example 1). 

Therefore Co' = 17.0 + 10.5 + 2.6 (0.07/0.93) - 27.7 fifiF. 

This is effectively in shunt with the output resistance (i?o ) of ohms. In the 
plate-loaded case there would be a capacitance of 17.0 /x/xF shunted across 6900 ohms. 

In all practical cases, both for input and output capacitances, it is necessary to make 
aUowances for stray capacitances in addition to the valve capacitances. 

(K) Special considerations with pentodes 

The discussion so far has been principally confined to triodes, or pentodes con- 
nected as triodes. It is readily seen that if a pentode is operated with the screen volt- 
age equal to the plate voltage, without special precautions 
to isolate the screen and plate, the result is equivalent to 
triode operation. The reason is that there is, in the 
cathode circuit, an impedance which is common to both 
plate and screen currents, so that the signal voltage drop 
across it affects the voltages of both plate and screen. 
Under these conditions the valve ceases to behave like a 
pentode. 




F(C. M6 



Fig. 7.16. Pentode 
cathode follower with 
screen by-passed to 
cathode. 



If it is desired to obtain pentode operation, the voltage 
between screen and cathode must be maintained steady 
and free from signal frequency fluctuations. This may be done by cormecting an 
impedance (either a voltage dropping resistor or a choke) between the plate and the 
screen, and by-passing the screen to the cathode by means of a sufficiently large 
capacitance (Fig. 7.16). 

The screen dropping resistor Rgz is effectively in parallel with Rk so far as signal 
voltages are concerned. Unless Ra2 is more than 20 times greater than allowance 
should be made for its effect. 

If the by-pass condenser (C) is returned to earth instead of to the cathode the result 
is, again, effectively triode operation except that the screen may be operated at a 

voltage lower by a fixed amount than 
that of the plate. For example, if the 
static voltage from cathode to plate is 
200 volts, and from cathode to screen 
100 volts, then the voltage from screen 
to plate is 100 volts (Fig. 7.17). But, 
when a signal voltage is being amplified, 
the cathode voltage has a signal-fre- 
quency component which may reach a 
peak value of, say, 120 volts (see dia- 
gram). This makes the cathode 20 

j^jj^^ 1 volts more positive tlian the screen, or 

^ -sp this may be expressed the other way 

Voltage relationships in pentode around as the screen being 20 volts ne- 
cathode follower. gative to the cathode. The result is 




Fig. 7.17, 
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plate-current cut-off and severe distortion, which can only be avoided by a reduced 
output voltage. In the case of pentode operation, with the screen by-pass condenser 
returned to the cathode (Fig. 7.16) this type of overloading cannot occur. 

When valves having high mutual conductance are connected as triodes, it may be 
found that parasitic oscillation occurs at a very high frequency. This may be pre- 
vented by connecting a 100 to 500 ohm non-inductive resistor in the link between 
plate and screen, using short leads. 

(L) Voltage gain with pentodes 

Owing to the very high values of with most pentodes, eqn. (2) may be taken as 
being almost exact : 



A' = 



(2) 



1 

where gm = pentode mutual conductance under operating conditions in mhos. 

In Example 1, the pentode gm may be taken as being (Ij,/Ik) X triode gn j i.e. 
0.8 X 1900 = 1520 micromhos. 

With Rj, = 20 000 ohms, 

1520 X 20 000 X 10-« 

A = = 0 97. 

1 + 1520 X 20 000 X 10-« 

Values of A' up to about 0.99 are practicable with pentodes, using higher values of 

load resistance. 

(M) Input capacitance with pentodes, screen by-passed to cathode (Fig. 7.16) 
The input capacitance with pentode operation is different from that with triode 
operation of the same valve. The capacitance from grid to plate may be neglected, 
and the total input capacitance is approximately given by 

C/ = (1 — A') X pentode input capacitance (14) 
In the case of type 6J7-GT the pentode input capacitance is 4.6 fi^F and with a stage 
gain {A') of 0.97 the input capacitance will be 0.03 x 4.6 =0.14 /x^F. This is 
less than one fourteenth the input capacitance of the same valve with triode con- 
nection under similar conditions (previously shown to be 1.98 fit^F). 

If the screen is by-passed to earth the input capacitance will be the same as 
for triode operation. 

(N) Output capacitance with pentodes (screen by-passed to cathode) 

With pentode operation the screen and suppressor are effectively at cathode potential 
at signal frequency (Fig. 7.16). The " pentode output capacitance " is the capacit- 
ance from the plate to all other electrodes except the signal grid and will therefore 
take the place of the plate-to-cathode capacitance in a triode (eqn. 13). The output 
capacitance is therefore given by 

Cq' = pentode output capacitance + Ca* 

+ (l/A) X pentode input capacitance (15) 

In the case of type 6J7-GT with a stage gain of 0.97, the pentode output capacitance 
is 12 ^/iF, and the pentode input capacitance 4.6 /x/xF, so that Co' is 12 + 10.5 + 0.14 
= 22.6 nfiF. This may be compared with 27.7 fMfiF for triode operation under 
similar conditions. 

(O) Circuit to avoid screen current through the 
load resistance 

With the normal pentode cathode follower, the screen 
current passes through the load resistance with resulting 
complications (see also Sect. 5). One way of avoiding 
these is shown in Fig. 7.18 which produces results 
identical with those of the cathode follower. The input 
is applied between grid and plate, the load resistance is ^J,?' ' " aj 
in the plate circuit, and the cathode bias resistor has the j^f ffl^ZTgtv^ng 
same value as for normal operation. It has the disad- ^i^i^^ ^^^^/^^^ with input 
vantage that neither input terminal is earthed, and applied between grid and 
transformer input is necessary. plate. 
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CP) Circuit to make the screen current constant 

One other method of avoiding the troubles caused by the screen current involves 
the use of an additional valve to apply signal voltage of the correct value and phase 
to the screen^ and thereby maintain the screen current constant (Ref. C25). 

CQ) Screen-coupled cathode follower 

The cathode of a cathode follower may be directly coupled to the screen of the 
following stagCj this being particularly valuable in dx. amplifiers. See Ref. C263 
also Chapter 12 Sect. 9(vi). 



(R) *' Infinite impedance detector" 

The circuit arrangement of the cathode follower is the same as for the so-called 
" infinite impedance detector " or " reflex dttector," but in the latter case it is essen- 
tial for the plate current to cut off for part of every r-f cycle. 

For further inform3tion see Chapter 27 Sect. l(ii)D. 

(S) Amplification at all frequencies — complex load 

It is impossible in practice to have a purely resistive load owing to the unavoidable 
effect of the interelectrode capacitances plus stray wiring capacitances. 

When the load is a resistance in parallel with a capacitance, the input re- 
sistance (and conductance) may become negative, thus leading to oscillation under 
certain conditions. This may be prevented, where necessary, by the addition of a 
non-inductive grid-stopper of 100 to 2000 ohms resistance ; in resistance-coupled 
a-f applications a grid stopper is unnecessary. When an inductance is coupled to the 
grid circuit (e.g. the secondary of an a-f transformer) it may be necessary to shunt it 
by means of a fairly low value of resistance to avoid instability. 

When the load is inductive the input resistance and conductance are always 
positive. 

The input reactance is always capacitive. 
References C14, C20. 

(T) Gain with capacitive load 

When the load impedance is a resistance R t (as in Fig. 7.\6) shunted by a capacit- 
ance Cjc, the gain is given approximately by (Ref. C6), 

where {i > 20 

f = frequency at which the gain is calculated, 

/o \/27rR,C, 



Vl ^gr^Rj 



and 9 = tan 

The expression within the square root sign in eqn. (16) is known as the relative 
gain, and has been plotted graphically (Ref. C6b, Data Sheet 39). The phase angle 
6 has also been plotted (Data Sheet 41). 

References C6, C9 ; Reich (Ref. A30) pp. 166-168 equations 6-34 to 6-34F. 

The transient performance under pulse conditions is given in Refs. Jl, J5, J6. 

(U) Input impedance with capacitive load 

Input resistance 

Input capacitance 

^■-^-^^-(T^f^)^}^ when. > I (18) 
References C6, C9, C20, J7 ; Sturley (Ref. C34) Vol. 2, pp. 119-120. 
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(V) Plate resistance with capacitive load 

(W) Effect of impedance of input voltage source 

This is covered partly by Lockhart (Ref. C6) and more completely by Jeffery 
(Ref. C9) 

(X) Wide band amplifiers 

The cathode follower is a valuable method of coupling in wide band amphfiers 
(Refs. C2, CIO3 C14). 

(Y) Cut-off effect and overloading with capacitive load 

When a cathode follower with a capacitive load has a quickly-changing voltage 
applied to its input, the plate current tends to cut off and positive grid current tends 
to flow even with input voltages less than those practicable with low frequency sine- 
wave input. At low input voltages it behaves quite normally, and the time constant 
of its load impedance (R and C,v in parallel) is 

When the plate current has been cut off, the time constant becomes RkCk> which is 
more than ^ times greater (it is assumed that R^is not less than r p), and the advantages 
of the cathode follower are lost. It is therefore essential to ensure that plate-current 
cut-off never occurs. This effect occurs with a rectangular waveform, a steep saw- 
tooth waveform or with a high frequency sinewave input. 
References C13, C15, J3, J4, J5, J6, J9 

(Z) Noise in cathode followers 

A triode cathode follower has the same reflected noise voltage in the grid circuit, 
and the same reflected equivalent noise resistance as when used with plate loading. 
The high input resistance has the effect of improving the signal/noise ratio. 

A pentode cathode follower always has a higher equivalent noise resistance than a 
triode, but the noise resistance is greater when the screen is by-passed to earth than 
to the cathode. 

Refs. Bl, B2, C6a (Part 3-A), J12. 

(ii) The cathode-degenerative amplifier and phase splitter 

With conventional plate loading, the whole load is in the plate circuit ; with the 
cathode follower the whole load is in the cathode circuit. We now consider the case 
when part of the load is in the plate circuit and part in the cathode circuit. 

Fig. 7.19 shows the general. form of the cathode degenerative amplifier with plate 
load and cathode load Z,,. The output may be taken from K and earth, or from 
P and earth, or from both. 

(A) Unbypassed cathode resistor 

Fig. 7.20 is a particular case commonly known as the unbypassed cathode resistor.* 
Although not shown in the diagram, there are valve and stray capacitances which can 
only be neglected at low audio frequencies ; this condition will be assumed as a first 
approach. Here Rj is the load resistance, R^ is the unbypassed cathode resistor 
and R.^ the grid resistor. In this application R & usually has a much lower resistance 
than i?^. If the signal current through the valve and through Ri is called 7^, then 
the signal voltage drop across R^ isRklj,) which is proportional to the signal current 
through the load ; hence the current feedback. The formulae used below are taken 
from Sect, l(iii), putting R}, in place of R^. 

Gain (equation 23, Section 1) : 
uRr 

Ui -h l)Kk H- H- 
For pentodes 

*For graphical treatment see Sect. 5(v) and (vi). 
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A' 



Ratio of gain with and without feedback 

From equation (24a) Section Ij 

1 

A ~ 1 +'tiRJ(r^ + R, ^ R^) 
or as a rough approximation for triodes 
Ay A ^ RJ(R^ + fiR,) 
An alternative exact form is 

" I -Tg^R,r,/{r, ^ R, + R^) 
or as a rough approximation for pentodes 
A'/A^ 1/(1 -^gmR,) 
From equations (24a) and (24b) of Section I : 



A^ 
A 



1 



I 



yA 



1 



^yR^ 



(20b) 



(21) 



(22) 



(23a) 



(23b) 



(24) 



^ i?z,(l y) 
where — y = Rk/Ri- 

Example (I) :* 6J5 with ^ ^ 20^ = 20 000 ohms (under resistance-coupled 
conditions), Rj^ ^ 100 000 ohms, R^ = 2700 ohms. 

A' /A - 1/[1 + 20 X 2700/(20 000 + 2700 + 100 000)] - 0.695. 
Using the rough approximation. A' /A ^ 0.65. 
Example (2) : Pentode with gm — 2000 micromhos and 

Rk = 2000 ohms, A'/A ^ 1/(1 -t ^) ^ 1/5. 
With a pentode, the gain is approximately halved when Rk = l/gm (see eqn, 23b). 
Thus when gm 2000 micromhos, a value of R^ = 500 ohms will halve the gain and 
halve the distortion. 





riG, 719 



Fig. 7,19. General circuit of a cathode-degenerative amplifier. 

Fig. 7.20. Resistance coupled amplifier with unbypassed cathode bias resistor ^ 

giving cathode degeneration with current feedback. 

Fig. 7.21. Resistance coupled pentode with unbypassed cathode bias resistor. 



Input resistance : As the grid resistor Rg (Fig. 7.20) is returned to earth, the input 
resistance is i?^. If it had been returned to cathode, eqn. (30) Sect. 1 could then be 
applied, putting Rg in place of : 

Input resistance with Rg returned to cathode— 

r/ = Rg{\ + ARJR^) = Rg[l + ^R,/{R^ + R, -f- r,)] (25) 

Effective plate resistance (equation 25a, Sect. 1) 

r/-r, + (26) 
and r//r, = 1 + fiRJr^ (27) 
With the arrangement of Fig. 7.20, the total load on the valve is i?^ Rk and this 
is the value which should be used in drawing the loadlines on the characteristics. 
The value of i?;t is, however, regarded as fixed, while R^ is regarded as capable of 
being varied — otherwise the " output resistance " would be meaningless. In practice. 
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may be modified by the comieaion to point P of a coupling capacitance and follow- 
ing grid resistor, thus providing an a.c. shunt load. 

If the valve is a pentode, the suppressor is normally connected to the cathode, 
although it may be connected to earth if the voltage drop across t is very small ; 
the screen should be by-passed to the cathode (Fig. 7.21). In calculating the grid 
bias, allowance should be made for the d.c. screen current through Rk. 

If a less degree of feedback is desired, portion of Rk may be by-passed. In Fig. 7.22, 
the value of Rk for calculations of gain, r/ and r ^' should be R^^ but for grid bias should 
be -f R^, Alternatively, R^ could be by-passed, instead of R^. 





Fig. 7.22. Cathode degenerative amplifier with a small degree of current feedback. 
Fig. 7.23. Cathode degenerative amplifier with a large degree of current feedback. 
Fig. 7.24. Cathode degenerative amplifier with an alternative method of obtaining 

grid bias. 

If a higher degree of feedback is desired there are several alternatives. In Fig. 7.23 
-T R2) = Rk for signal frequencies, but only R^ is effective in producing grid 
bias. Ci should have a reactance much lower than (R^ R^). As a slight modi- 
fication, Ci may be returned to any tapping point along R^ and Rz^to give any desired 
degree of feedback between zero and maximum. An alternative modification is to 
by-pass i?2) and to return to any tapping point along R^. Finally, the arrangement 
of Fig. 7.24 provides a positive voltage from the voltage divider R^, R^ which may be 
adjusted to give the correct bias voltage from grid to cathode. 

When i?^ and Rk are not purely resistive, they may be replaced by Zj and Zk in 
the expressions for gain which then become vectors. 

Current feedback is undesirable in transformer loaded amplifiers for it tends to 
stabilize the output transformer's magnetizing current (i.e. make it sinusoidal) and 
thus produce a distorted output voltage. 

(B) Phase splitter 

If is made equal to R^, we have the well known 
" phase splitter " (Fig. 7.25), in which the output 
from P to earth is equal and opposite in phase to that 
from K to earth. Obviously (R^ R^) ^ Rk = R^y 
and the same signal current (/,) passes through R^j 
Tp, Ri and R^. The grid resistor Rg is returned to a 
point on Rk 10 give the desired grid bias (^^ = — 

R2h)- 

The gain to either output channel is then 

fiRj^ 

- - (28) 




FIC. 7 2$ 

Fig. 7.25. Conventional 
phase splitter. 

which is always less than 1 
A' = 0.9. 

The input resistance is 

~ 1 



A' 



(fi + 2)Rj^ + r. 
In a typical example where ^ 20 and Rj -— 4r 



A'R,/(R, + R^) 



C29) 
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If A' = 0,9 and - 9R.„ then r/ - 5.25i?,, 

If Rg is returned to earthy or to a voltage divider, or to a separate bias supply, the 
input resistance is Rg. 

If Rgis returned to cathode^ or if R.^ is by-passed, then r/ ^ Rg/{\ — A') lOR^, 

If i?2 is by-passed, then Ri must be increased to equal Rj and channel K should be 
taken from point X. If channel K is taken from point X, and R^ = R^^, then the 
by-passing of R2 is unimportant, except that the maximum output voltage will be 
reduced slightly ; this is of greater importance with low mu valves. 

The effective output resistance is different for the two output channels, since P 
operates with current feedback and K with voltage feedback. 

Channel P : - where R, Rj (30) 

(from equation 25a, Sect. 1) 

Channel K : r/ - (r^ + Ri)/{f^ + 1) (31) 
(from equation 3) 

but this does not affect the balance at either low or high frequencies when the total 
effective impedance of channel P is equal to that of channel K. The same signal 
plate current which flows' through one impedance Zp also flows through the other 
impedance Zj^, and if Zp = Z^ then the two output voltages are equal. The ratio 
of the output voltages is i?^ : R^^t low frequencies and Zp ; Z at any high frequency. 
The capacitive component of is the sum of the input capacitance of the following 
stage, wiring and stray capacitances, and the output capacitance of P charmel (eqn. 33), 
and similarly with Z^ (eqn. 34). The output capacitances of the phase splitter norm- 
ally differ by only 1 or 2 ^^F, having a neghgible effect on the balance at 10 000 c/s — 
see also pages 522-523. 

Input capacitance (Fig. 7.25) 

C/ = C,,/(l - A') ^ C,,(l + A') (32) 

Output capacitance 
P channel: Co' - 2C^, + C,p(l + XjA) (33) 
K channel : C,' = 2C,, ^ C,^{l/A' - 1) + C,^ (34) 

The equivalent source impedance that determines the high frequency attenuation 
for each channel due to shimt capacitance is given by 

i?o ''"^^ (34a) 

r, + (m + 2) ' ^ 

and is of the order of 1000 ohms. Hence the excellent high frequency response 
characteristic (Ref. A33). 

(C) Tone control with cathode degenerative amplifier 

If R^ (Fig. 7.20) is shunted by a capacitor C^, it will cause a rise in gain which will 
reach the maximum of a normal non- degenerative amplifier at frequencies where 
the reactance of is small compared with may also be cormected across 

portion of i?*. 

\i Rk IS shunted by an inductor L ^ it will cause a similar rise of gain at low fre- 
quencies. 

(D) Degenerative cathode impedance (i?jt -f 

A degenerative cathode impedance with -Rt in series with A* may be used with r-f 
or i-f amplifiers. 

(F) Other forms of cathode degenerative amplifiers 

Cathode-coupling is described in Section 2(viii). 

.A cathode-degenerative amplifier may be used as the first or second stage of an 
amplifier having an overall feedback loop, to provide improved stability and a flatter 
frequency response characteristic — see Sect. 3(v)E and 3(vii)C. 

(iii) Voltage feedback from secondary of output transformer 

Voltage feedback* may be taken from the secondary of the output transformer and 
applied to the grid or any other suitable electrode in the power amplifier valve or any 
earlier stage. Fig. 7.26 shows one form with feedback to the grid of the power am- 
plifier valve. This is limited to transformer input, and there is a further limitation 

*For graphical treatment see Sect. 5(iii) and (iv). 
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in that the voltage across the voice coil may not be great enough to provide sufficient 
degeneration. It is important to avoid accidental reversal of the secondary terminals. 
This, and all its modifications, may be treated as pure voltage feedback following the 
formulae of Sect. 1, at least in the middle frequency range where ^ is equal to T.l T^, 
the transformer turns or voltage ratio. It has the properties of maintaining constant 
the voltage across the secondary, thereby avoiding the effects of transformer leakage 
inductance at high frequencies, and of reducing the transformer distortion. Un- 
fortunately, at very low and very high audio frequencies, the phase angle introduced 
by the output transformer tends to cause instability, the tendency being more pro- 
nounced as the feedback is applied over 2 or 3 stages. This subject is treated in detail 
in Section 3. 



Fig, 7.26, Voltage feedback from 
secondary of output transformer, 
over one stage. 




The push-pull form is merely a mirror image of the single-ended variety, and 
involves two separate secondary windings on the input transformer, and a centre-tap 
on the secondary of the output transformer, which is earthed. 

In either case, if the feedback voltage is greater than desired, the connection may be 
taken from a voltage divider across the voice coil (or each half of the transformer 
secondary). 





Fig. 7.27. Voltage feedback from secondary of output transformer to cathode 

of preceding stage. 

Fig. 7.28. Voltage feedback from secondary of output transformer to grid of 

preceding stage. 

A form suitable for feedback over two stages is shown in Fig, 7.27 where the feed- 
back voltage is reduced by the voltage divider R^R^ and applied to the cathode of V^. 
The voltage divider total resistance {R^ -h /^o) should be at least 20 times the voice 
coil impedance, while should preferably be less than one tenth of R^, otherwise 
there will be an appreciable amount of negative current feedback* in Vj. Here 
A = voltage gain from grid of to plate of Vo, 

and r/ = R^ at mid frequencies (36) 
Portion of the plate current of Vi will flow through the secondary winding. It is 

sometimes found that a very small condenser C connected from the plate of to the 

cathode circuit of reduces the tendency to instability. 

A modified form providing feedback to the grid circuit of Vi is shown in Fig. 7.28 

(note the reversed connections to the secondary of the output transformer). This 

•In practice, this may be desirable. 
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avoids dx. through the secondary winding, but the impedance of the preceding stage 
(i?o) affects the value of i?, A being unchanged. 



In this case the input resistance is decreased because the feedback voltage is applied 
in shunt from grid to cathode, 



This principle is also incorporated in Fig. 28.3 where feedback is taken from the 
secondary to a tapping on the volume control. 

A further modification, in which the amount of feedback decreases as the volume 
control is increased, is described in Chapter 35 (Fig. 35.3). 

See Sea. 2(vi) below for an analysis of a two stage ampHfier with feedback from 
the secondary of the output transformer. 

(iv) Voltage feedback from plate — transformer-input 

A typical power output stage with negative voltage feedback from the plate to the 
bottom end of the secondary of the input transformer is shown in Fig. 7.29. The 
reactance of C is normally small compared with the total resistance of the voltage 
divider + Rz). The condenser C is placed in this position instead of between 
i?2 and plate since in the latter position the circuit may oscillate owing to the capacit- 
ance of C to grid. If there is a tendency to oscillate due to the leakage inductance 
of the transformer, a small condenser or a resistance, or both, may be connected across 
the input transformer secondary. 



This arrangement reduces the amplitude distortion resulting from saturation of the 
output transformer core at low frequencies, and improves the low-frequency response. 
It does not, however, counteract the effect of leakage reactance at high frequencies. 
A ^ voltage gain of valve from grid to plate 

^ = RJiR, + R,) 

and r/ is extremely high, being unchanged by the feedback (valve input impedance 
alone). 

The same method may be applied to a push-pull stage, but a transformer is required 
having two separate secondaries, and each valve must have its own feedback network. 
This circuit is not suitable for use with resistance coupling. 

(v) Voltage feedback from plate — ^r.c.c* input 

If it is desired to employ negative feedback from the plate to a resistance-capacitance 
input coupling, it is impossible to apply the feedback voltage in series opposition to 
the signal voltage. The only manner of applying it is, so to speak, in shunt with the 
input signal. 

The simplest circuit is Fig. 7.30 in which Vi is r.c. coupled to Va, and a feedback 
path RiCi is provided from plate to grid of Vj. For normal applications Ci is merely 

blocking condenser to isolate grid and plate for d.c. The resistance i?i acts as a 
shunt path for signal frequencies in much the same way as the Miller Effect ; the 
circuit behaves as though an additional shunt resistance equal to RJiA^^ + 1) were 
connected from grid to earth, A^ being the numerical voltage gain of Vg. This de- 
creased input resistance causes a reduction in overall amplification. The amplifica- 
tion of Va is not affected, but Vi now has a heavy a.c. shunt load, leading to increased 
distortion and possible overloading. As an example, for the gain to be reduced to 




(37a) 



(37b) 




Fig. 7.29. Voltage feedback front the 
plate to the grid circuit, using trans- 
former-coupled input. 
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half, the additional a.c. shunt resistance across Rg will be equal to the total resistance 
of r^ij i?i ^ parallel. A larger than normal value of coupling condenser (C) 

will obviously be required. 



Fig, 7.30. Voltage feedback from plate to 
grid, with resistance capacitance coupling. 
The feedback makes the a.c. shunt load on 
Vi considerably less than Rg. 




As a modification of Fig. 7.30, R^ may be made zero and Ci may have a capacitance 
of about 10 to 100 ^^F to provide degeneration principally at high audio frequencies. 
This has been used very successfully in small receivers with very little margin of gain, 
but is only fully effective when no plate by-pass capacitor is used. 

An improved circuit is Fig. 7.31 (Refs. El, E3) in which R^ and R^ form a voltage 
divider across the primary of the output transformer, Rj being connected to the 
junction (X). If (i?i + ^2) is at least 10 times the load resistance of Va, the divider 
will have Uttle effect on V2. It is obvious that the degree of feedback can be adjusted 
from zero to maximum by moving the tapping point X on the voltage divider from 
the B+ end to the plate end. If R, + i?^ >^i> where i?, = r^^RJir^^ + Rg\ 

An electrically equivalent circuit is Fig. 7.32 (Ref. E2) in which the two resistances 
R3 and Ri take the place of the three resistances R^y Ri and R2 of Fig. 7.31. For 
identical operating conditions : 



(R, + Ri)Rj: 



and i?4 



— Ri 



The value of in Fig. 7.32 is given by 
R 111 

where -z: = — + -z: — h 



R, + R 



R 



(39) 



(40) 





Fig. 7.31. Voltage feedback applied in series with the load resistor. The reduction 

in effective resistance occurs in the load resistor itself. 
Fig. 7.32. Electrically equivalent circuit to Fig. 7.31, using one less resistor. 

Both these circuits (Fig. 7.31 and 7.32) have the effect of reducing the effective 
load into which Vi works. This has the merit of extending the response to higher 
audio frequencies. In Fig. 7.31 the effective value of R^ becomes 

Rl - ^L/(li3M2 + 1) where !^| = RJ{R, + R,) 
and A2 is the nimierical voltage gain of V^. For example if |^| = 0.1 and A2 = 17, 
the effective load resistance changes from R^ without feedback to 0.37 R^ with feed- 
back. The load Ri^ into which works is, however, not constant because A2 varies 
due to distortion. This circmt is usually limited to values of |i3| not greater than say 
0.05 to 0.1 for typical applications. 

A similar effect occurs with the equivalent circuit Fig. 7.32 in which the feedback 
causes the effective value of R^ to change to K 4/(^2 + !)• In both circuits Vi is 
preferably a pentode, although a high-mu triode may be used with less effectiveness. 
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Mezger (Ref. E4) has shown that it is equally valid to regard the plate resistance of 
Vi (and consequently its amplification factor) as being reduced by feedback, leaving 
the external resistors unchanged. 

(vi) Voltage feedback over two stages 

Voltage feedback over two stages permits a wide choice of circuits, without the 
limitations which frequently arise with a single stage. 

(A) One of the deservedly most popular circuits is Fig. 7.33 in which feedback is 
taken from the plate of to the cathode of Vj^. The most serious limitation to its 
use is that it cannot be applied without complications* to combined second detector 
and amplifier valves of the conventional type. It actually involves two types of 
feedback— the primary voltage feedback, and the subsidiary current feedback caused 
by the unbypassed cathode resistor in V^. 

This is a form of Duerdoth's multiple feedback — see Sect. 3(v)E— and the two 
feedback voltages must be added together to determine the performance. The 
subsidiary feedback increases the stability by reducing the slope of the characteris- 
tic over a wide range ot very low ana a wiae range of very high frequencies. 




FIG. 7.33 



FIG. 7.34 



Fig. 7.33. Amplifier with voltage feedback from the plate of to the cathode of 
F,, also incidentally incorporating negative current feedback due to the unbypassed 

resistor Rj,, 

Fig. 7.34, Simplified ax. equivalent of Fig. 7.33 for calculations. 



The following theoretical treatmentf is based on the simplified a.c. diagram 
Fig. 7.34. Here has constants gmi, r n while Fa has ms, ^rr,2 and r pa- Resistor 
R represents R^i and Rr,2 in parallel. It is assumed that, unless otherwise specified, 
the impedance of the input voltage source (R^) is zero. 

The amplification of stage without negative current feedback is defined as Ai 



where 

A, = E,,/E,, - ^i,R/{R -f i?;: + (4Ia) 
The amplification of stage K is given by 

A, - EJE,, = fi^R^^KR^^ + r,3) (41b) 
Also ^ ^ Rk (Rf + i?.) (41c) 
Now £0 = A,A^,E,, (41d) 
E/ = E,, ^ E, = E,y + (41e) 
and I, = W,EJ{R + i?, + r^Ol + ^JR^c (41f) 

^ E,,\jjlJ{R -f + r,i) -f ?AMR^-\ (41g) 
(neglecting E,'/iR,n + Rk) as being very small). 
Applying these values in equation (41e) 



=£„[i+^^^^^+M.a] (41h) 

li,R . „ 

Also E^} = A^AiE.i -= p , ^ — J~r 'AtEgi 

^ K + Kk -r 

*See Fig, 35.3 for one possible arrangement. 

fThe Editor is indebted to Mr. E. Watkinson for this method. This method assumes that (r^,-^ — R) 
is large compared with R^,, and that R^ is large compared with Rf.^. 
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_ ^ Y ^2^1^ \ 



^ AzfJiiR 
Therefore = E- 



(41i) 



Also when /?i ^ 0 there is no current feedback : 



= • (41i) 

The overall amplification with feedback is given bv 

A'^EJE: (41k) 
while that without feedback is given by 

A = EJE, = A,i.,R/{R + r,,) (411) 

Therefore ^ 



Therefore ^ 



Output impedance 

The effect of the unbypassed cathode resistor depends on the resistance of the 
source {Rs). 

Let S = RJ{R, + R^) (42a) 
Let voltage £"(, be applied across /?^2 from an infinite impedance source with no 
input voltage applied to the ampUfier. 

Then /o - + ---i - -h - — " (42b) 

The final term in eqn. (42b) is the effect of the voltage £"0^ a fraction of which is 
fed back across Rj,, and amplified by Vi and applied to the grid of V2. The effect 
in the plate circuit of V2 is the same as though a voltage E^^hA^^^ were applied to a 
series connection of r^j and /?^2- 

Thus the *' looking backwards " output terminal impedance is given by 

1 

° h _1_ ^ JL ^ 1 ^ j3MiM 2 (42c) 

■^12 Rf r Rk ^ v2 R L" 

i.e. the effect of the feedback is to add another impedance, 

+ Rl2 

in parallel with the output, as shown in Fig. 7.41. 



Input impedance 

r Ml/? k "I 

Therefore R/ = [l + „ _^''p^* + Mi^j] 



(42d) 
(42e) 
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Therefore ^= ^ + ^ ^ + (42f) 

where is defined as the input resistance when = 0. 

Conclusions 

Eqn. (41m) shows that the effect of feedback in reducing gain in this circuit (Figs. 
7.33 and 7.34) is not given simply by the product of the current feedback gain re- 
duction and the voltage feedback gain reduction, each considered separately. 

Eqn. (41h) indicates that the two feedback voltages are effectively added so far as 
their effect on gain is concerned. This is in line with Duerdoth's multiple feedback 
theory in Sect. 3(v)E. 

Eqn. (42c) shows that the effective plate resistance of Kg differs from that of an 
equivalent amplifier without current feedback only on account of S. When the 
source impedance is zero, 8 has the value unity, and the effective plate resistance of 
V2 is identical with that of an equivalent amplifier with voltage feedback only. 

It is obvious that current feedback in cannot directly affect the plate resistance 
of Kg. The only indirect effect (through 8) is the result of partial application of the 
feedback voltage to the grid of Vi, which must also affect the gain. In other words, 
the impedance of the input voltage source affects the gain, the effective plate resistance 
and the output resistance Rq'. 

If the source is reactive, some non-linear frequency characteristic will occur — 
for example, if the source is a crystal pickup there will be some measure of bass 
boosting. 

The circuit of Fig. 7.33 tends to produce peaks at low and high frequencies in the 
response characteristic unless the feedback factor is low. An analysis of the peaks 
has been made by Everest and Johnston (Ref. H5) based on the ideal condition of 
zero-impedance screen circuits and unbypassed cathode resistors ; it also omits any 
complications arising from an output transformer. Methods for reducing or elimina- 
ting these peaks are described in Sect. 3(vi) and (vii). 

The condenser Ci in the feedback network of Fig. 7.33 is normally only a blocking 
condenser ; it may, however, be designed to produce a fixed degree of bass boost. 
Alternatively, Ci may remain as a blocking condenser and a second condenser inserted 
at point X to provide bass boosting ; the latter may be shunted by a variable resistance 
to form a continuously variable tone control (see Chapter 15 Sect. 2 and Fig. 15.11). 

It will be demonstrated in Sect. 3 that feedback over two stages of r.c. coupling is 
normally stable ; this does not necessarily hold if cathode or screen by-pass condensers 
are used or if an iron-cored transformer forms any part of the feedback loop.* 

(B) Feedback from secondary of output transformer 

See Sect. 2(iii) and Figs. 7.27 and 7.28 for the general description of such an am- 
plifier. 

An illustration of the effects of negative feedback on a simple 2 stage a-f amplifier 
can be obtained by calculating! the low frequency response of the circuit of Fig. 7.35. 
In this simplified circuit batteries are used as voltage sources to minimize calculation, 
but the effect of cathode by-passes (or of screen by-passes) could be covered without 
difficulty by using Figs. 12.11 A and B and 12.3 A and C. 

The values of components used in interstage couplings have also been chosen for 
simplicity. Referring to Table 42 in Chapter 38 it will be seen that the reactance of 
a 0.01 fiF condenser (the coupling between the 6AV6 and 6AQ5) at 50 c/s is 318 000 
ohms. It is assumed that the series impedance of R-^, and the parallel combination 
of Rq and the 6AV6 plate resistance [see Chapter 12 Sect. 2(xiii) Eqn. 15] is also 
318 000 ohms, so that at 50 c/s the reactance and resistance of the interstage coupling 
network are equal, 

*The feedback loop is the complete path, commencing from, the point to which the feedback is re- 
turned, through the amplifier to the point from where the feedback is taken, back through the feedback 
network to the starting point. 

tThe Editor is indebted to Mr. E. Watkinson for the calculation of this example. 
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Similarly the reactance of the output transformer primary at 50 c/s is equal to the 
plate resistance of the 6AQ5 in parallel with the reflected load and winding resistances 
(coupling 3). 




Fig, 7,35. Simple feed- 
back amplifier in which 
setting of volume con- 
trol alters feedback. 



Movement of the input volume control is assumed to have no effect on the fre- 
quency i\2i c/s) at which the reactance of the input condenser is equal to the resistance 
in series with it, say 2.55 megohms (coupling 1). 

The amplification factor^ ^i, of the 6AV6 is 100 and its plate resistance, rp, 80 000 
ohms J so the mid-frequency 6AV6 gain, [see Chapter 12 Sect. 2(vii)] is 
100 X 73 000 

A — — AQ 

^ 80 000 + 73 000 
where 73 000 ohms is the value of and i?? in parallel. 

The 6AQ5 /x is 210 and its 52 000 ohms so that the 6AQ5 gain 
210 X 5000 _ 
~ 52 000 + 5000 ~ • • 
The output transformer impedance ratio is 5000/1.7 so that its gain 

^3 = V 1.7/5000 = 1/54. 
Total gain from 6AV6 grid to voice coil : 

^ - ^1 X ^2 X ^3 = 48 X 18.4/54 - 16 times = 24.1 dbvg.* 
When the volume control is turned to its minimum setting, one half of the output 
voltage is applied to the amplifier input, i.e. jS = — ^ and the factor 

1 1 

1 - M ^ 1 + 16 X i ~ 9 ' 
As the volume control is turned up, a smaller amount of the negative feedback 
voltage is applied to the 6AV6 control grid, and when the control is 50 000 ohms 
from its maximum setting only one quarter of the previously used feedback voltage is 
effective (ignoring the shunting effect of R^), In this case 

1 1_ 

1 - M ~ 3 ' 

The low frequency response curves will be calculated for each of these volume 
control settings, but it is first necessary to obtain the response of the amplifier without 
feedback. This is done in Table 1 . Lines 1 and 2 of Table 1 are obtained from Figs. 
12.9A and B with 12^ c/s taken as the frequency for 70.7 per cent, voltage gain (when 
the reactance is numerically equal to the resistance) in line 1, and 50 c/s in line 2. 
Thus for the 25 c/s response in line 1 
Actual frequency 
Frequency for 70.7 per cent, frequency response ~~ 
so that attenuation = 1 db and phase shift = 27°, and so on for each of the other 
frequencies in the two lines. 

Line 3 is obtained by adding nvice the attenuation and phase shift of line 2 (because • 
there are two 50 c/s couplings) to line 1. 

Line 4 is the result of adding the mid-frequency gain of the amplifier (24,1 db) 
to the attenuation and phase shift at each of the tabulated frequencies. This gives 
the frequency response as plotted at A in Fig. 7.36. 

In line 5 the gain A is expressed numerically, giving the actual gain at each fre- 
quency^^ 

♦Gain expressed in decibels of voltage gain — see Chapter 19 Sect. lCvi)A. 
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Table 2 sets out the calculations necessary to obtain the modification of the fre- 
quency response by the application of feedback when = — ^. Line 1 results 
from converting the attenuation expressed in db in line 3 of Table 1 to fractions, and 
line 2 is obtained by multiplying the mid-frequency gain, the attenuation and phase 
(for the frequency concerned) by jS. The result is which is plotted in Fig. 7.37, 




10 , ^ io' 

FREQUENCY (C/S) FKS.T.M 



Fig, 7,36. Frequency response of amplifier of Fig. 7,35 with zero feedback and 
two selected values of feedback. 

For the method of plotting this curve and for its significance see Sect. 3 of this Chapter. 
It should be noted that once the curve has been obtained the effects of feedback 
on the gain and phase shift of the amplifier can readily be obtained graphically as 
discussed below. Lines 3 to 9 of Table 2 are the mathematical equivalents of the 
measurements mentioned below (1 and 5) which give the degree of degeneration or 
regeneration and the phase shift with feedback between output and input voltages 
at a given frequency. 




Fig. 7.37. Polar diagram for two selected values of feedback. 
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Lines 3 and 4 are the values 
for the sine and cosine of the 
angle of phase shift [see 
Chapter 38 Table 72 for magni- 
tude ; Chapter 6, Sect. 3(iii) 
for sign] . Line 5 expresses 
1 — jB^ in the form a jb. 
Multiplying the magnitude of 
in line 2 by the sine of the 
associated angle gives the j term 
and multiplying by the cosine 
and adding 1 (because of the 1 in 
1 — ^A) gives the real term. For 
example, at 100 c/s, 1 + 6.3 x 
0.4848 - 4.05 and 6.3 x 0.8746 
- 5.5 so that 1 - jB^ = 4.05 + 
y 5.5. 

Lines 6 and 7 convert 1 — ^A 
to polar co-ordinates again (the 
change to rectangular co-ordin- 
ates was necessary to add 1 to 
jB^), line 6 being expressed in 
the form of the square root of the 
sum of the squares of the two 
terms in line 5 at the angle whose 
tangent is the imaginary term 
divided by the real term, e.g. at 
100 c/s the angle is tan"^ 5.5/ 
4.05 = tan-i 1.36 - 54^ to the 
nearest degree. Where negative 
terms occur the appropriate 
quadrant is determined from the 
knowledge of the sign of the sine, 
cosine and tangent, all of which 
are known at this stage. 

Line 8 is the reciprocal of line 
7, so that magnitudes are divided 
into unity, and angles are re- 
versed in sign. In line 9 the 
magnitudes are expressed in db, 
and in line 10 the original gain A 
at each frequency is multiplied by 
1/(1 — ^A) to give the response 
of the amplifier with feedback. 
Since lines 9 and 4 are both ex- 
pressed in dbj the multiplication 
is carried out by adding the 
values in decibels. Line 10 is 
plotted in curve C of Fig. 7.36, 

Table 3 gives similar calcula- 
tions when jB = — 1/8 and the 
result is plotted in curve B of 
Fig. 7.36, while the smaller ^A 
polar diagram is also plotted in 
Fig. 7.37. 

Several interesting aspects 
which are common to all feed- 
back amplifiers are brought out 
by these calculations and curves. 
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(1) The degree of degeneration (or regeneration) at any frequency marked on the 
polar diagram Fig. 7.37 can be obtained by measuring the distance at the appropriate 
frequency from the curve to the point 1,0. The same scale is used for the measure- 
ment as for plotting and the distance gives the amount of degeneration, e.g. the 
50 c/s point on the ^ — S curve is 3.66pA units from 1,0, so gain reduction 
= 3.66 times = 11,3 db (compare 11.4 db Table 2 line 9). Again at 20 c/s, distance 
^ 0.2 units so gain reduction =0.2 times, i.e. gain increase = 5 times 14 db (com- 
pare 14.1 db Table 2 line 9). 

It follows that at whatever frequency the ^A curve crosses the circle with centre 
1,0 and radius 1, the gain of the amplifier is unchanged by feedback. For example, 
with ^A — — S, the locus cuts the circle with radius 1 unit at a frequency of 28 c/s, 
which is therefore the frequency at which the gain of the amplifier is unchanged by 
feedback. 

The same result may be obtained from Fig. 7.36 where the intersection of curves 
^A =^ 0 and pA — 8 is at 28 c/s. At lower frequencies the feedback is positive. 

(2) When pA = — S the low frequency peak is relatively much larger than when 
^A - 2 (14 db when ^A = — ^ and 2\ db when ^A = — 2) and it occurs at 
a lower frequency. The reason can be seen from the polar diagram. When ^A is 
large the curve is increased in size so that lower frequencies on the curve come closer 
to the 1,0 point. 

(3) When ^ - 8, the angle of PA varies from 0° to 197° but the angle of 
1 — pA varies from 0° to 113° to — 8° (Table 2). The reason can be seen from the 
polar diagram. Note the rapid I — pA phase shift near the regenerative peak and 
the reason from the polar diagram. 

(4) From the calculations it will be seen that, close to the mid-frequency, phase 
shift correction is approximately equal to 1/(1 — pA) e.g. when pA ^ ~ S at 200 
c/s in Table 2, a phase shift of 32° is reduced to 4°. 

(5) Although the feedback is regenerative as soon as the pA curve cuts the circle 
with centre 1,0 and radius 1, there is phase correction until the pA curve cuts the 
horizontal axis (between 18 1 and 16 c/s when ^A ^ - 8;. 
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Fig. 7.38. Construction to demonstrate correction of phase shift by negative feedback. 

The phase shift correction due to negative feedback is not directly obtainable from 
Fig. 7.37, but a construction to illustrate this effect is given in Fig. 7.38. In the 
diagram the larger curve (^o = 16) is the polar diagram of the gain of an amplifier, 
plotted as before, while the smaller curve (Mo = 8) is drawn for P = i. (For con- 
venience, /3 is here taken as positive) „ 

E, represents the voltage applied between grid and cathode of the input valve, and 
since it is drawn 1 unit in length, the amplification curve also represents the output 
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voltage Eo {= 16 at the mid-frequency). Similarly the pA^ curve represents the 
feedback voltage, and the vector sum of the grid to cathode voltage and the feedback 
voltage gives the required input voltage with feedback, 
i.e. E, + ^Eo = Ei\ 

Thus at the mid-frequency, 1 volt of input gives 16 volts of output without feedback, 
but 9 volts of input are required for the same output voltage with feedback. Since 
there is no phase shift, there is no phase correction. 

However at 250 c/s a phase shift of 23° has occurred and Eq has the magnitude 
and phase shown in the diagram. E/ is still the vector sum of Eg and ^Eq as shown 
on the diagram, and the phase angle between feedback input voltage £/ and output 
voltage Eq is only about 3°. 

This checks as closely as the angles can be measured with Eqn. (51) Sect. 3(viii) 
of this chapter, taking into account the fact that £"0 has a smaller value at 250 c/s 
than at the mid-frequency. 

At 50 c/s a phase shift of 106° between the voltage between grid and cathode of the 
first valve and the output voltage is reduced to about 17° between input voltage with 
feedback and output voltage, which is also in agreement with eqn. (12), 

As the phase shift in the amplifier proper approaches 180°, phase shift reduction 
from inverse feedback becomes smaller, disappearing at 180° and becoming an in- 
crease at greater angles. This can be visualized from Fig. 7.38 or demonstrated on 
a polar diagram on which the curve cuts the X axis between 0 and 1 and returns 
to zero after passing through angles greater than 180°. 

(C) Feedback from plate, with transformer coupling 

The circuit is conventional, but there is danger of instability. See Sect. 3. 

(D) Multiple feedback 

The theory of multiple feedback for the purpose of improving stability is covered 
in Sect. 3(v)E. Fig. 7.33 is an example of dual feedback, with a principal feedback 
loop and subsidiary feedback through the unbypassed cathode resistor in the circuit 

FIG. 7.39 FEEDBACK LOOPS 



Fig. 7.39. Amplifier with 
interconnected positive and 
negative feedback loops in 
which the negative loop is 
completely contained within 
the positive. 



Fig. 7.40. Amplifier with 
interconnected feedback 
loops in which the loops 
overlap. 



of Vj. In the case of a 3 stage amplifierj the unbypassed cathode resistor could be 
in the first or second stage. It is highly desirable, in general, for some such form of 
subsidiary feedback to be used. It is normally desirable that the degeneration due 
to the subsidiary feedback should not exceed say 10 per cent, of that due to the prin- 
cipal feedback loop, since the subsidiary feedback increases the distortion in the 
final stage. For further details and more complicated circuits see Sect. 3(v)E. 
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There are two general cases of interconnerted feedback loops, the first in which 
one loop is completely contained within the other (Fig. 7.39) and the second in which 
the loops overlap as in Fig. 7.40. In each of the circuits the gain of the valves Vi, Va 
and Vs is Ai, Aa and A3 respectively, and the size of the resistors R is such as to intro- 
duce negligible current feedback. 

For the circuit of 7.39 the gain reduction factor is 

1 

1 — olAiA^Az — PA2A3 
(with a subject to the same convention as p) and the effective plate resistance of 
becomes 



* 1 — a^i^2^3 — i3^2^3 
For the circuit of 7.40 the gain reduction factor is 

1 ^ 

1 — (xAiAi — PA2A3 
and the effective plate resistance of V3 becomes 

1 — ctAiAz 

(vii) Voltage feedback over three stages 

When the feedback is taken over three stages, there is a strong likelihood of experi- 
encing instability at extremely low and high audio (or ultrasonic) frequencies (see 
Sect. 3). There are several popular circuits : 

FIG. 7.42 




Fig. 7.42. 30 watt push-pull amplifier with voltage feedback from one output 
plate to the screen of the first stage. Stc^ltty is ensured by adjustment of condenser C^, 

(A) Feedback from plate of K3 to screen of Vi (Fig. 7.42) 

This circuit is very satisfartory for push-pull amplifiers. As the feedback is taken 
from one plate only, the output transformer should have very tight coupling between 
the two halves of the primary (i.e. very low leakage reactance). The amphfier and 
feedback network have been designed to give a flat response over a wide band of fre- 
quencies, with the intention of introducing additional attenuation at one point only. 
No instability has been experienced, and practically no rise in response, at low audio 
frequencies. On a resistive load, the high frequency response has a slight peak at 
about 40 000 c/s, while on a loudspeaker load the peak is much larger and occurs at 
a lower frequency. Attenuation is provided by the condenser Cj from the plate of 
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the first valve to earth, with the results on frequency response shown in Fig. 7.433 
for resistive loading. 

FIG. 7.43 



Fig, 7A3. Frequency res- 
ponse curves for amplifier of 
Fig, 7.42 on resistive load zvith 
several values of C, . 




In the absence of Ci and on a loudspeaker load, parasitic oscillations may occur at 
a fairly high output level. These are largely independent of the input signal frequency 
but are found to occupy a small part of the cycle, with a parasitic frequency in the region 
of 30 000 to 40 000 c/s. The eflfect on music is not very apparent, but a single input 
frequency shows a shght " breaking up " effect when the parasitics appear. The 
best check is by the use of a C.R.O. 

The feedback is equivalent to overall voltage feedback, and follows the usual 
formulae, except that it is necessary to allow for figigz of the first valve in the calcu- 
lations for p and A. In this case : 

i3 - 16 000/(16 000 + 2 000 000) = 0.008 
A = amphfication from first grid to final plate divided by figig^ 
= 2730/20 = 136.5 

Calcinated gain reduction 1/2.1 

Measured gain reduction 1/2.2 

Input voltage for 30 watts output = 0.2 volt r.m.s. 

Distortion at 30 watts output : = 0.7%, H3 = 0.9%, H4 = 0.1%, = 
0.2%. Total 1.16% r.m.s. 

Intermodulation distortion (AmpUfier A513) : 

Conditions of test — ^input frequencies 60 c/s and 2000 c/s (voltage ratio 4:1) 
Power output (r.m.s.)* 4 10 14 20 24 watts 

Equivalent power** 5.9 14.7 20.6 29.4 35.4 watts 

Intermodulation 2.9 7.7 10 17.5 42% 

*r.m.s. sum of two output frequencies 

**r.m.s. sum x 25/17 to give the single frequency power having the same peak 
voltage swing (see Chapter 14 Sect. 3). 

Any further increase in the degree of feedback is likely to prove diffiojlt (see Sec- 
tion 3). 

When a circuit is used which appUes negative feedback to the screen of a 
pentode, the input capacitance is increased by 

t^tCg^MA 

where /i, is the ** triode amphfication factor " 

Cgisi is the capacitance from control grid to screen 

|j3| is numerical value of j3 
and A is voltage gain from grid to the point from which the feedback is returned. 

(B) Feedback from secondary of output transformer 

This introduces additional phase shift in the amplifier and requires very careful 
design of the output transformer for all but smaU degrees of feedback. The feedback 
voltage is usually taken to the cathode of the first valve, but if there is transformer 
input to the first stage then it may be returned to the transformer secondary (as Fig. 
7.26). This method may be appUed equally to both single-ended and push-pull 
amplifiers. 
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Fig. 7.44 is the circuit of such an amplifier using push-pull triodes, with extra- 
ordinarily low distonion. It is based on the design of Williamson (Refs. F4, F6). 
The first triode (KJ is direct-coupled to the grid of a phase splitter (V^) which in 
turn is r.c. coupled to push-pull triodes (K3 and and thence to the output stage. 
No by-pass condensers are used and the only reactances to cause phase shift at low 
frequencies are the grid coupling condensers in two stages. The circuit has a number 
of refinements which are described in the references. 




Fig, 7.44. Amplifier employing voltage feedback f^om the secondary of the output 
transformer, with push-pull triodes. The amplifier is virtually distortionless up 
to an output of 11 watts y and has a smooth overload up to 16 watts. 



The original version used type L63 valves in place of each half of the 6SN7-GT, 
and type KT66 as triodes in the output stage. The circuit shown (A515) gives almost 
identical results, but type 807 valves are used in place of type KT66. 

The specifications laid down by Williamson for the output transformer are as 
follows : 

Primary load impedance 10 000 ohms, centre-tapped 

Primary inductance 100 henrys, min. 

Leakage inductance, series 

(whole prim, to whole sec.) 30 millihenrys, max. 

Primary resistance 250 ohms, approx. 

Commercial transformers woiind to the original winding data supplied by Williamson 
perform quite satisfactorily, although some difficulty may be experienced where the 
winding structure differs from that recommended. This is brought about by the 
increase in interwinding capacitances which may result. 

Several manufacturers have recently marketed some wide range output transformers 
which are a considerable improvement on that specified above. 

In one particular transformer, the Partridge CFB, the series leakage inductance, 
the winding resistances and weight have been reduced by a third, but the power 
handling capabilities have been increased four times. The core distortion at a level 
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of 16 watts has been reduced ten times and the important leakage inductance existing 
between the halves of the primary has been decreased thirty times. 

These improvements mean that this transformer, when used in the original William- 
son circuit, will give a greater stability margin or alternatively will permit the use of 
a greater amount of feedback. 

Distortion will be appreciably reduced in any amplifier by the use of a well designed 
transformer of such a type. 
Distortion with amplifier A515 

Power Output Total r.m.s. 

11 watts 0.01 0.04 0,01 0.015 0.045% 
14 watts 0.075 0.35 0.01 0.26 0.44% 

16 watts 0,04 0.92 0,11 0.45 (overload) 

The smooth overload is a particularly valuable feature. 

Intermodulation distortion 

Conditions of test— input frequencies 60 c/s and 2000 c/s ; higher frequency 

12 db lower than 60 c/s level. 

Power output (r.m.s,)* 4 6 8 10 12 watts 

Equivalent power** 5.9 8.8 11.8 14.7 17.6 watts 

Intermodulation 0.17 0.27 0.72 3.7 8.8% 

*r.m.s. sum of two output frequencies 

♦*r.m.s. sum X 25/17 to give the single frequency power having the same peak 
voltage swing (see Chapter 14 Sect. 3). 
Note : 

In the circuit of Fig. 7.44, a capacitance may be inserted in series with the 5000 
ohm resistor in the feedback circuit to provide bass boosting for equalizing purposes 
in record reproduction ; see Chapter 15 Sect. 9(ii)B. 

A modification of this circuit, which provides for bass boosting, is given in Fig. 
15.58A. 

A new version of the Williamson amplifier, together with pre-amplifier and tone 
control (Ref. F9) is given in Figs. 17.35B,C,D,E,F,G. See also Chapter 13 Refs. 
F4, F5, H15. 

Modified forms of the WilL'amson amplifier are given in Refs. F6, F8 and Chapter 

13 Refs. H5, H6, H8, HIO, H12. 

(C) Bridge circuits 

Amplifiers can be designed with bridge droiits in both input and output ciroiits, 
which prevent any modification of the input and output impedances and which also 
eliminate any phase shift round the feedback loop caused by reactances introduced 
through the input or output circuits (Refs. Al, A2, All). 

(viii) Cathode-coupled phase inverters and amplifiers 
(A) Cathode coupled phase inverters 

The fundamental circuit is Fig. 7.45 and requires two triode units with both 
cathodes linked, a common cathode resistor Rj^ and separate plate resistors /^^i and 
/?^2. Three tappings are required on the battery or potential divider across the B 
supply. The input voltage is applied between the two grids (Ref. Gl). 

If both and have identical characteristics and R^^ = R^^ = R^, it may 
be shown (Ref. C7) that 

E^s = l^EJlJ{R^ + r,) (43) 
where E, = signal input voltage applied between the two grids 
and E^g = signal output voltage between points A and B. 

Similarly, where E^ and Eg are the voltages from these points to earth, 

^dE,= + ) (45) 
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7J2 



The two voltages thus differ by a small amount^ which can be reduced by using a 
large value of and/or by using high mu valves. If the remaining out-of-balance 
is Still serious, it may be eliminated entirely by making slightly smaller than R^^^ 
so as to give exact balance. 




FIG. 7AS FIG. 7.-46 

Fig, 7.45. Fundamental circuit of a cathode couplepi phase inverter. 
Fig, 7.46. Fundamental circuit of a cathode-coupled amplifier. 



One stage of a cathode-coupled phase inverter may be coupled to a second (Ref, 
C7) and the output of the latter will be almost exactly balanced. 

The same principle may be applied to the power output stage (Ref. G6). 
The circuit of Fig. 7.46 may also be used as a phase-inverter. 
See also Chapter 12, Sect. 6Cvi). 

(B) Cathode-coupled amplifiers 

The fundamental circuit of a cathode-coupled amplifier is shown in Fig. 7.46 in 
which Fi and are twin triodes with a common cathode resistor R t. The output 
may be taken from either A or B, A being 180° out of phase with the input, while B 
is in phase with the input voltage. 

Output from A : Gain A^' = — ; — .^fwr ^ j> ( ■ im 

(Note : /?jr,2 may be shorted-out.) 

The plate resistance is increased by r „ and R jJ^yL + 1) in parallel. The minimum 
value of A' is half the gain without feedback (when — 0). (Ref. G2). 
Output from B : (Note : may be shorted out) (Refs. G2, G4) 

^^""^ ^ ~ 2r, + R,, + r,{r!:\ R,,)/R.{^ + \) ^^^^ 
If /xlJfc >r^, then ^3' ^ ^R^^J{2rj, + R^^) (48) 
In reality, the values of /a and are not constant and not equal for the two imits 
in the twin triode. A rigorous analysis (Ref. G17) provides a straight forward method 
for the accurate derivation of the amplification when the output is taken from B. 

Outputs from A and B (special case of phase inverter). 

The gain is somewhat less than with Fig. 7.45, but the circuit is often more con- 
venient. 

There are many applications of this circuit which are described in References 
(G) also C7, D6 and J2 ; see also Chapter 12 Sect. 9(iii). 

(ix) Hum 

The hum in a practical amplifier is not always reduced by the factor 1/(1 — PA) 
as in eqn, (12), Sect. 1 but sometimes is decreased according to a different law, and 
sometimes is even increased by the application of feedback. All hum arising from 
sources within the amplifier and which is independent of the signal level, may be 
represented by an equivalent hum voltage in series with the input voltage ; this is 
reduced in all cases by the factor 1/(1 — pA), 

(A) Hum originating in the grid circuit of a single stage amplifier will be reduced 
by 1/(1 - M). 

(B) Hum caused by heater-cathode leakage is reduced by I/O — M) with 
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voltage feedback. With feedback from an unbypassed cathode resistor, however, 
the cathode-to-earth impedance is often very high, and the hxmi is thereby increased. 
With the circuit of Fig. 7.20 the hum voltage in the output is 



Triode 


Pentode 


2A3 


6V6-GT 


4.2 


215 




9.6 


800 


52 000 ohms 


2500 


5000 ohms 


3.2 


18.8 times 



R^^R^k (Ai + l)i?t + r,+i?i 
where = heater voltage (r.m.s.) 
and — leakage resistance from heater to cathode, 

(C) Hum originating in the plate supply voltage 

[The examples below are based on the follovnng power amplifier valves under typical 
operating conditions : 

Type 

fi (triode connection of pentode) 

rv 

Rl 
A 

Voltage feedback is taken as 20% {i.e. ^ = - 0.2). 
Current feedback is based on = 250 ohms,] 

Case (1) Transformer-coupled output with voltage feedback from the 
secondary (Fig. 7.26) 

In this case the hum is multiplied by the factor 1/(1 — pA) [~ 0.61 for type 2A3 
and 0.21 for type 6K6-GT]. The result is that the feedback reduces the hum slightly 
in the case of a triode and very considerably in the case of a pentode. If a hum- 
bucking coil is used, the number of turns will require readjustment for negative 
feedback. 

Case (2) Transformer-coupled output with voltage feedback from the plate 

(Fig. 7.29) 

In this case the feedback voltage is a fraction of the output voltage plus the hum 
voltage across the condenser Ca. 

If Ki is a triode, the hum voltage without feedback is 

£,0 = EhRlKRl + ^v) (50) 
[Example : Ej,o = 0J6E^ for type 2A3,] 
while the hum voltage with feedback is 

E,o' = E,RJ(R^ + r/) (51) 
[Example : E^q - 0.85^^ for type 2A3] 
where E^q = hum voltage output without feedback 

Ej^q' = hum voltage output with feedback 
and Eh. = hxmi voltage across condenser Cj. 

Since rp= rp/(l — /3/i) is less than r^, the himi with feedback is greater than the 
hum without feedback ; 

^.0 Rl + '■Z 1 - M ^ ^ 

[Example : Eho'/Eho = 1-12 for type 2A3] 
If is a pentode, the himi voltage without feedback is 

£,0 = E, [Rl/{Rl + r,) + R^ti,^J{R^ + r,)] (53) 
[Example : (0.09 + 1.96) E^ = 2.05 E^for type 6V6-GT] 

while the himi voltage with feedback is 

E^o = E^[Rl/(Rl + r,') + R^t^^^JiR^ + - i3^i?^)] (54) 
[Example : E^o' ^ (0.81 + 0.41)£;, = \22E^for type 6K6-Gr] 
where /a„2p ^ niu factor from screen to plate without feedback 
^ ^uxvly^,i,i [= 215/9.6 - 22.4 /or type bVb-GT.] 
It will be noticed that the screen and plate effects are additive ; it is only with 
parallel feed (see Case 3 below) that they oppose one another. The " screen " com- 
ponent of E),Q is equal to that without feedback multiplied by 1/(1 — ^A). This is 
not a good circuit for low hum, either with or without feedback j these remarks also 
apply to Figs. 7.30, 7.31, 7.32, 7.33 and 7.42. 
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If the screen is perfectly filtered, the second term in eqn. (54) becomes zero. 
[Example : E^o = OME^for type 6V6-GT.] The effect of feedback on the hum is 
then given by eqn. (52) with the substitution of the correct values of /x and A [Example : 
E,o/E^o = 9.2 for type 6V6-GT], 

Case (3) Parallel feed with voltage feedback (Fig. 7 AT), 
When K, is a triode, this is an excellent circuit for low hum, both with and without 
feedback, provided that Li has a reactance, at the hum frequency (i.e. twice supply 
frequency for full wave rectification) at least several times the impedance of r,' and 
in parallel. 

When Vi is a pentode, the hum due to the plate circuit is low but that due to the 
screen is high. Screen filtering {L^C^ is required for low total hum ; this is improved 
by feedback so that the screen filtering may be omined in some applications. 

Without feedback, when Vy is a triode, the hum voltage is applied to a voltage 
divider with coLi in one arm and in the other, where R = rjijixj, -\- Rf). For 
ease in calculation it may be expressed in the form 

£ao = cos e.EK where 9 = tan-^LJR (55) 

[If ojLi = 25 000 ohms, and R = 606 ohms as for type 2A3y 
then e = tan-' 412 = SS,6\ Thus 
cos d = 0.024 and E^^ = 0.024£a]. 

With, feedback, £,o' = £*a/(l ~ M) (5^) 

[Example : E^^ = 0.024/L64 = 0.015 for type 2A31 

When Vi is a pentode without feedback 

^ £,[C08 8 - R^^JL^tv/iRi + '•p)] (57) 
where 8 — tan~^ wLi/R as for the triode case 
and R ^ r^J{r^ + R£), 

The second term in eqn. (57) is only approximate, since it is assumed that the 
shunting effect of wL^ on R j has no effea on the gain ; this is very nearly true when 
otfLi is at least equal to lOi?^. 

[Example : // cuLi = 25 000 ohms, and R = 4560 ohms as for type 6V6-GT, then 
9 = tan'^ 5.48 = 79.7°. Thus cos 9 =^ 0.179 and E^o = (0.179 - IM)E^ 
= — 1.78£a. With screen filtering, this would be considerably improved.] 

With feedback, £,o' = - M)- (58) 

[Example : £*o' = (- 1.78/4.8)£* = - OME^for type 6V6-GT.] 

If Li is replaced by a resistor R, the necessary substitution forjuiL may be made in 
the equations for hum. Similarly, the transformer-coupled load {R^) may be re- 
placed by a following grid resistor Rg. 




FIG, 7.47 FIG. 7.48 



Fig. lAl. Circuit of an amplifier with parallel-fed transformer output and negative 
feedback supplied from the plate. 
Fig. 7.48. Cathode follower with parallel feed. 

With this type of amplifier, hum balancing arrangements inside the amplifier are 
unaffeaed by the feedback. An adjustment of the hum bucking coil (if used) in the 
loudspeaker wUl be necessary. Any type of feedback circuit may be used, either 
from the plate, or from the primary or secondary of the output transformer. 
Case (4) Cathode follower with parallel feed (Fig. 7.48) 
In this case the plate resistance is reduced by the faaor 1/(m + 1), and the hum 
output voltage is decreased by the factor l/(/i + 1), If a pentode is used, the screen 



www.pmillett.com 



7.2 (ix) (C) HUM ORIGINATING IN THE PLATE SUPPLY VOLTAGE 351 



capacitance by-pass to cathode (C in Fig. 7.16) may be adjusted to neutralize hum 
(Ref. C14). 

Case (5) Transformer-coupled output with feedback from an unbypassed 
cathode resistor (Fig. 7.49) 

The hum arising from the plate and screen circuits is the same as for Case (2) except 
that is now greater than (Eqn. 51) : r/ = r,, + (/^ + 1)/?*. With a triode 
the hum is less with current feedback than without feedback. [Example type 2A3 : 
Efto'=0-54EA]- With a pentode the total hum from plate and screen is always de- 
creased by current feedback 

E ^ -E r + 1 (59) 

£.0 - ^ ^ ^^(^ + 1) -t- + + + /X..p)/? J ^ ^ 

where the first term is for the plate, and the second for the screen circuit. 
[Example : EU = (OM + 0.97)^;, = l.OlE^for type 6V6-GT.] 



FIG. 7.49 FIG. 7.50 




Fig. 7.49. Transformer-coupled output with feedback from an unbypassed cathode 

resistor. 

Fig. 7.50. Parallel-fed transformer-coupled output with feedback from an unby- 
passed cathode resistor. 

Case (6) Parallel feed, with feedback from an unbypassed cathode resistor 

(Fig. 7.50) 

With a pentode, the " plate *' hum is increased by feedback from an unbypassed 
cathode resistor, while the " screen " hum is the same as for transformer-coupling 
(Eqn. 59) except for the sign. 

P , P r rp + Rii^ + 1) 1 /fiftx 

£.0 ^ ii^L/?^ + + R,{y. + 1) + r, + (,x + /x,,,)/? J 

The first term also applies to a triode. The approximation is from regarding 
as the load, instead of /^^ in parallel with a>L. 

[Example of triode : E^q = 0.46^^ /or type 2A3- 

Example of pentode : E^.^ = (0.95 - 0.97)^^ = - 0.02£ft. 

This gives almost exact hum neutralization.^ 

References to hum : B3, B4, B5, B7. 
Summary — hum originating in the plate and screen supply voltages 

With triodes, the output hum voltage is always less than the hum voltage from 
the plate supply. In the examples given above, it varies from 46% to 85% of the plate 
supply hum voltage with one exception. The exception is transformer-coupled output 
with parallel-feed, feedback being taken from the plate, for which the output hum is 
only 1.5% of the plate supply hum voltage (Case 3). 

With pentodes or beam power amplifiers t le output hum may exceed the plate 
supply hum voltage, owing to the effect of the screen. This occurs with Case (2) 
which is the conventional transformer-coupled output both without feedback and 
with voltage feedback from the plate. The only circuit giving very low output hum is 
Case (6) which applies to transformer-coupled output with parallel feed and with 
feedback from an unbypassed cathode resistor. The second best is Case (1) with 
feedback from the secondary, while the third best is Case (3) with parallel feed, having 
feedback from the plate. 

The examples given above have been tabulated for ease in comparison, including 
some cases also without feedback, and some with the screen circuit perfectly filtered. 
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7.2 



Relative hum voltage with 
2A3 6V6-GT Conditions 
0.61 0.21 with feedback 



Case Fig. 

1. 7.26 

2. 7.29 0.76 2.05 

0.85 1.22 

— 0.09 

— 0.81 

3. 7.47 0.024* 1.78 

0.015* 0.37 

— 0.179 

— 0.037 

5. 7.49 0.54 1.01 



without feedback 
with feedback 

without feedback and with screen 
perfectly filtered 

with feedback and with screen 
perfectly filtered 



without feedback 
with feedback 

without feedback but with screen 
perfectly filtered 

with feedback and with screen 
perfectly filtered 



with feedback 



6. 7.50 0.46 0.02* with feedback 



•Very low output hum. 

(x) Some special features of feedback amplifiers 

(A) It is important to ensure that the frequency range of the input signal applied 
to a feedback amplifier does not extend in either direction beyond the " flat " fre- 
quency range of the amplifier. The reason for this is explained below. 

The voltage applied to the grid of the first valve in a multi-stage amplifier with 
overall feedback is equal to the difference between the input signal and the fedback 
voltage. For example, assuming 20 db of feedback, the signal voltage may be 1 volt, 
the fed-back voltage 0.9 volt and the voltage applied to the first stage will then be 
1 — 0.9 =0.1 volt. At some frequency well outside the ** flat " frequency range 
of the amplifier, where the amplifier output is 20 db down, the fed-back voltage will 
be 0.09 volt for a 1 volt signal, leaving a difference of 0.91 volt applied to the grid of 
the first valve — i.e. nine times its normal input. This may not overload the first 
stage, but it will probably overload the subsequent stages and cause serious distortion, 
even though the frequency is itself inaudible. 

Even at a frequency which is only 1 db down, the signal voltage may be 1 volt, 
the fed-back voltage will then be 0.8 volt and the difference of 0.2 volt will be applied 
to the grid of the first valve ; twice normal. It is therefore essential to restrict the 
input range of frequencies, and it is also advisable to place the coupling having the 
highest attenuation as close as possible to the input of the amplifier (Ref. F7). 

(B) Damping on transients 

See Sect. 3(v) including " Design Tests.*' 

(C) Overload test 

See Sect. 3(v) " Design Tests." 

(xi) Combined positive and negative feedback 

The principle of combined positive and negative feedback has been outlined in 
Sea. l(v). 

A practical version of such an amplifier with push-pull output is shown in Fig. 7.51 
(Ref. FIO). The overall negative feedback is obtained from the secondary of the 
output transformer Tj and is fed through i? 5 to the cathode of V,. Shunt capacitor 
Cs affords some feedback phase correction at very high frequencies. The feedback 
gain reduction is 9 db, and becomes 11 db with the positive feedback disconnected. 

The positive feedback is obtained from the grid of and is fed through and Ci 
to the grid of Vj. The positive feedback voltage is developed primarily across i?, 
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Fig, 7.51. Two stage amplifier using combination of positive and negative feedback 
(Ref. FIO). ratio is 10,000 : 15 ohms. 



and Co since the plate resistance of Vi is relatively small, and the input resistance of 
the grid of Vj is high. The increase in gain due to positive feedback is about 26 db 
at 400 c/s. About one tenth of the voltage on the grid of V 4 is fed back to the grid of 
V2. The resistance of /?i is therefore made about nine times that of /?2) and C2 has 
about nine times the capacitance of Cj, Because of the highly degenerative nature 
of the phase inverter, the balance is not appreciably affected by the additional load 
of the positive feedback network. 

Some phase shift in the positive feedback is obtained at extreme frequencies in 
the stages V2 and V3 due to electrode and stray capacitances, and due to the blocking 
capacitors. The input capacitance of the grid of V^ causes a funher phase shift, so 
that the polarity of the product jSj reverses from positive to negative at extremely 
high frequencies, where jS, and apply to stage V^. The input capacitance of V2 
is primarily Miller Effect due to feedback through its grid-plate capacitance at very 
high frequencies where the overall feedback is positive or small. 

In some designs it may be necessary to connect a small capacitor from the grid of 
V2 to earth, or to use a more elaborate phase shift network to obtain a sufficiently 
rapid phase turnover in the local feedback. 

At extremely low frequencies most of the local feedback current flows through R3 
instead of through C^, so that a phase shift is obtained, which together with the phase- 
shifting action of the 0.03/iF blocking capacitors in stages V2 and F3, is sufficient to 
cause the desired phase reversal. In practice, the phase reversal frequencies are 
placed as far outside the desired pass band as good stability permits. 

The output transformer is quite small, the core area being only | in. by | in. 

The maximum third harmonic distortion at 400 c/s is 0.24%, higher harmonics 
being relatively small, at 8 watts output, measured at the secondary. At 100 c/s 
the highest harmonic is the second, with 0.12% for 8 watts output. At 50 c/s, with 
5 watts output, third harmonic distortion is 0.88%, while at 2000 c/s with 4 watts 
output the third harmonic is 0.23%. The intermodulation distortion is 40% with 
no feedback, 8% with negative feedback alone and 1.9% with combined positive and 
negative feedback under the following conditions — output 8 watts, 4:1 ratio with 
frequencies 60 and 7000 c/s. With frequencies of 100 and 7000 c/s the intermodula- 
tion distortion is only 0.84%. The output circuit regulation is quoted as 0.1 db at 
400 c/s as compared with 2.7 db for positive feedback disconnected, or 19 db with 
no feedback (Ref. F10)c 
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It is possible to apply overall negative feedback together with positive feedback 
from a tapping on the cathode resistor of a phase-splitter through a coupling resistor 
to the unbypassed cathode of the preceding r.c. pentode^ and thus increase the gain. 
The increased gain may require additional filtering (Ref» F16). This may also be 
used with direct coupliag (Fig. 7.51A and Ref. Fll). 



o B-f 




Pig, 7, 51 A. Direct-coupled triode 
amplifier F, and phase splitter V^, 
toith positive feedback from the 
cathode circuit of to the cathode 
of F, {Ref. Fll). 



FIG. 7. SI A 



It is possible to omit the by-pass condensers from the cathode bias resistors in the 
final and penultimate stages of an amplifier or receiver (or any other two successive 
stages) and to bring the gain back to normal by means of positive feedback, using only 
one resistor coupling the two cathodes as in Fig. 7.5 IB. 



FIG. 7. SIB 



Fig. 7.51B. Positive feedback from 
the cathode of through R^ to the 
cathode of Vi to offset the loss of 
gain by the omission of both by-pass 
condensers. 




This circuit (Fig. 7.51B) may also be used with any desired degree of feedback. 
The effective plate resistance of Vj may be increased or decreased by the positive feed- 
back as shown by the following analysis and Fig. 7.51 C. Here Ri replaces /ij and R g 
in parallelj no input signal is applied but a signal generator E is inserted in the plate 
circuit. It is assumed that R^ is very much greater than R^. We thus obtain 
E IR^fi^ , IRz\P\A^fi2 



R. 



(61) 



where = /J^ + + R3 



Rb = ^8 



+ H- R,ifi2 + 1) 

f^iRi 



and \p\ = 



^1 + + Ri 
R, 



Ri -hRi 
From (61) we may derive 



R,\P\A,fiJi^,/Rs 
E 



and hence r,^' = + - (liSl^i/ia^^)//? J (62) 

where \P\ and A have the values defined below eqn. (61). The second term on the 
right hand side of eqn. (62) is the increase in effective plate resistance due to the un- 
bypassed cathode resistor of F., while the third term is the decrease in effective 
plate resistance due to positive feedback. It is obvious that, by a suitable choice of 
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pAiy it is possible to obtain any desired value of effective plate resistance from very 
high values to very low, even zero or negative values. If the resistor is made 
variable, the effective plate resistance may be varied over a wide range. The addition 
of overall negative feedback will make the gain nearly constant for all settings of 
and will also decrease the distortion and reduce the effective plate resistance to any 
values desired (Ref. F17). See also Ref. J19. 

The addition of positive feedback will increase the phase shift and may increase 
the tendency towards instability at very low and very high frequencies ; care should 
be taken to reduce to a minimum the phase shift within the positive feedback loop. 
The general principles of designing for stability are the same as for negative feedback 
— see Sect. 3. 

It is normally inadvisable to return the positive and negative feedback loops to the 
same point in the input circuit. If both are taken to the same electrode j a bridge 
network may be used for isolating their effects. Each 6 db increase in gain due to 
positive feedback will double the distortion in this stage ; for example 24 db increase 
in gain will increase the distortion in this stage by 1 6 times. This will then be reduced 
by the negative overall feedback in accordance with the usual relationship. Refer- 
ences to positive and negative feedback— Refs. FIO, Fll, F12, F13, F15, F16, F17 ; 
Sect. 3(v)E. 




Fig. 7.5 IC. Analysis of circuit of Fig, 7.5 IB to determine the effective plate 

resistance of V^. 
Fig, 7. 5 ID. Choke coupled phase inverter {Ref. F14). 



(xii) Choke-coupled phase inverter (Ref. F14) 

The choke-coupled phase inverter of Fig. 7.5 ID has been designed to give higher 
output voltages than the conventional phase splitter, to be practically xmaffected by 
the flow of grid current in Vi and to have small phase shift. The two identical chokes 
L in the plate and cathode circuits are tightly coupled so that this duty is performed 
by a 1 : 1 a-f transformer. This transformer applies negative voltage feedback to 
the input circuity and thus causes a low effective plate resistance. Design must aim 
at a high total inductance to keep phase errors smallj and a low leakage inductance 
if it is desired to keep the effect of grid current small. A fixed bias voltage is applied 
between terminals Xj having polarity and magnitude to give^ in conjxmction with the 
voltage drop in the cathode choke, the correct grid bias. The complete analysis 
is given in Ref. F14. 

The voltage gain is given approximately by 

and the phase shift between input and output is given exactly by 
r R 

where X = 2w{L + M). 

X may be taken to include any self-capacitance or other stray capacitance. 

As a result of the small phase shift, this circuit may readily be used in feedback 
amplifiers. 
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SECTION 3 : STABILITY, PHASE SHIFT AND FREQUENCY 

RESPONSE 

(i) Stability and instability («) Conditions for stability {Hi) Relationship between 
phase shift and attejtuation (iv) Design of I and 2 stage amplifiers (v) Design 
of multi-stage amplifiers (vi) Effect of feedback on frequency response {vii) Design 
of amplifiers with flat frequency response (viii) Constancy of characteristics with 
feedback (ix) Effect of feedback on phase shift. 

(i) Stability and instability 

Equation (2b) of Sea. I gives the amplification with negative feedback, at the mid- 
frequency, in the form 

A' = A/a - M)- 

It is obvious that both A and ^A must be vector quantities having different magnitudes 
and phase angles at very low and very high frequencies from those they have at the 
mid-frequency. If ^A is real and negative, we have negative feedback with a decrease 
in amplification. If ^A is real, positive, and less than 1 in absolute value, we have 
positive feedback with an increase in amplification. If pA = I the amplification 
becomes theoretically infinite, and the system is unstable. If ^A is real, positive, 
and greater than 1 in absolute value, the system will be only " conditionally stable " 
and is likely to oscillate during the warming-up period. 
The quantity ^A is called the loop amplification. 

The conditions for stability described in (ii) below are based on the well-known 
Nyquist criterion of stability. There is, however, an alternative known as the Routh- 
Hurwitz stability criterion which is useful when the expression is in analytical form. 
See Ref. H16. 

(ii) Conditions for stability 

Before proceeding with any particular amplifier, it is necessary to calculate or 
measure its amplification and phase angle over a very wide band of frequencies. 
The frequency and phase angle characteristics of an imaginary amplifier are shown 
in Fig. 7.52. The frequency /o at which the phase angle is zero is called the mid- 
frequency ; /i and /j are the frequencies at which the phase angle displacement is a 
lead and lag of 90° respectively ; frequencies /a and f^ are those giving a lead and lag 
of 180° respectively. 

Taking first the case of a single stage with r.c. coupling, it is possible to plot the 
locus of the values of ^A from zero frequency to infinity with polar coordinates (Fig, 
7.53A). This is commonly known as a "Nyquist diagram." If is the ampli- 
fication at the mid-frequency /o, this will normally be its maximum value and the 
phase angle displacement will be zero. It will, of course, be negative for negative 
feedback, thus giving the vector ^A o as drawn. At any lower frequency /i, the value 
of A may be taken from the curve for this amplifier ; let us call it ^i. The value 
of jS may be regarded as a fixed negative fraction less than unity. We thus have the 
value of ^Aiy and the phase angle displacement may also be determined from the 
phase angle curve. This may then be ploned as a radial vector from 0 to ^^i, with 
a leading phase angle displacement <t>iy which implies that the phase of the feedback 
voltage leads the input voltage by the angle <^i. 

Similarly for any higher frequency /j ; we can plot jS^x with a length proportional 
to the amplification at this frequency, and a lagging phase angle displacement <t>t* 
As the frequency increases still further, we have a smaller ^A^ with a larger phase 
displacement, while in the extreme limit jS^ = 0 with <!> = 90° lagging. At the 
other frequency extreme (/ = 6) we have ^A = 0 with <t> 90" leading. In this 
case the shape of the locus is a circle which is all in the negative region ; this amplifier 
is therefore always stable. 

Any amplifier may have its jS^ locus ploned by this method ; a typical case is 
Fig. 7.53B for a 2 stage r.c.c. amphfier. Here jS^i still has appreciable length with 
*t>i greater than 90", but ^A ^ 0 when <^ = 180° either leading or lagging. 
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Fig, 7.52. Voltage gain and phase angle shift of an imaginary amplifier. The 
mid-frequency isf^ and the maximum voltage gain A 

The distance from any point on the locus to point K is equal to (1 — /3^) v/here /9 
is negative for negative feedback (see Fig. 7,53B). 

If it is desired to find the magnitude and phase angle of at any frequency, it is 
only necessary to measure the gain without and with feedback, to calculate the ratio 
Aq/A' between them, to draw a circle with centre K and radius Aq/A' units^ then to 
draw a second circle with centre 0 and radius equal to the measured fed-back voltage 
\^A\. The line from the origin to the point of intersection between the two circles 
is the complex number ^A. 

For any amplifier to be stable, the ^A locus must not include the point K 
(1,0). It is also desirable for the locus not to cut the X axis beyond the point K, 




-4 -4 



FIG. 7.53 

Fig. 7.53. (A) Locus of ^A vectors ('* Nyquist diagram ") for a single stage 
resistance capacitance coupled triode amplifier with fixed bias (B) Similar locus for a 

2 stage amplifier. 
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otherwise oscillation may occur during the warming-up period ; such an amplifier 
is said to be conditionally stable. In the case of more complicated circuits, particu- 
larly those with peculiarly shaped loci, it is advisable to plot loci for successively 
increasing values of j3 up to and somewhat beyond the desired value of j3. The 
criterion of stability should be applied to each — that the locus should not enclose 
the point K (1,0). 

The following rule is also helpful as it covers most cases and avoids having to draw 
Si. PA locus. If PA is less than unity at <^ = + 180° and at <l> = - 180'' the 
amplifier is stable. 

Another useful rule is that the maximum permissible value of pA is equal to 
the maximum value of A (i.e. Aq) divided by the value of ^ at <^ = =b 180° 
(whichever is the larger). 

Also, if the phase shift is not more than ISO"* at zero and at infinite fre- 
quencies, the amplifier is always stable with any value of p. 

The " attenuation " is the attenuation with respect to the maximum value of A 
(i.e. Ao). Both the attenuation and the loop amplification pA may be expressed in 
decibels. 



o 




Fig. 7.54. Additional information furnished bv a " Nyquist diagram " (see also 
Fig. 7.53 A and B.) 



Certain aspects of the polar diagram for amplifiers with feedback are shown in 
Fig. 7.54. Circles are shown with centres at point K (1^0) with radii of 0.25, 0.5, 
1.0, 2 and 3 imits. The circumference of the circle with a radius of 1 imit indicates 
the locus of points at which the gain is unchanged by feedback. At all points outside 
this circle, the feedback is negative and degenerative. For example^ the circum- 
ference of the circle with a radius of 2 units is the locus of points having a gain reduc- 
tion of 6 db. Ac all points inside the circumference of the circle with a radius of 
1 unit, the feedback is positive and regenerative although not necessarily unstable. 
For example, the circumference of the circle with a radius of 0.5 unit is the locus of 
points having a gain increase of 6 db. 

Instability occurs when the point K is included by the pA locus. Straight lines 
are drawn radiating from the origin with stability margins of 15% 30% 60% and 90°. 
The 30'' line is tangential to the circle with a radius of 0.5 unit, so that the point of 
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tangency has 30° stability margin and 6 db gain increase. At other points along this 
line the gain increase will be less than 6 db. 

An example of the use of the polar diagram in connection with the design of nega- 
tive feedback amplifiers is .given in Sect. 2(vi)B and Figs. 7.37 and 7.38. 

It would be permissible for an amplifier to have a fiA locus such as the line 
OABCDEFG in Fig. 7.54 (see Ref. A29). Here the maximum increase of gain due 
to positive feedback is 6 db, which occurs between C and D. The feedback is nega- 
tive over the path EFG. The distance OA should not exceed say 0.3 unit, so as to 
allow for a possible increase in amplifier gain of about 3 db without further increasing 
the peak of 6 db. 

Feedback amplifiers which are designed with a small stability margin should have 
narrow tolerances on components that have a direct effect on gain or frequency charac- 
teristics. It is desirable for to be measured and its locus plotted for the pilot model 
of each design for three conditions, with normal (bogie) valves and with valves at the 
upper and lower limits for mutual conductance. This is only required in the region 
of the low and high frequency peaks of response, which are normally beyond the 
working frequency range. Alternatively and more simply, the height of the low and 
high frequency peaks may be measured in relation to the response without feedback ; 
in accordance with good practice, the rise with feedback should not exceed 6 db, and 
lower values are desirable. 

A special stability problem occurs when an amplifier may not always be connected 
to its correct load. One way of overcoming this problem is to design a high-and-low 
pass filter pair for connection between the amplifier and the load, the high-pass filter 
being terminated by a resistance (Ref. A29), 

If an amplifier is stable with the output terminals open-circuited, short-circuited, 
or operated into its rated resistive load, then it is stable under all load conditionsi" 
The measurements of stability on open-circuit and under rated load resistance can 
be made with an oscilloscope across the output terminals to check for the presence 
of ultrasonic oscillations. A check on the short-circuit conditions can best be made 
using a high-frequency anuneter across the output terminals. An oscilloscope of 
very high input impedance might also be used by conneaing it across the input of 
one of the stages in the feedback loop (Ref. A28). 

(iii) Relationship between phase angle displacement and attenuation 

The phase angle displacement of an amplifier is normally a function of the attenua- 
tion characteristic. Because of this fact, it is possible to design a feedback amplifier 
on the basis of either the phase angle displacement or the anenuation characteristic. 
If the attenuation characteristic* is a straight line with a slope of 6 decibels per octave, 
then the ultimate phase angle is 90° and so on in proportion ; 12 db /octave gives 
180° phase angle and 18 db /octave gives 270°. The condition which must be satis- 
fied is that the amplifier is a *' minimum phase shift network." This condition is 
satisfied by most amplifiers, the exceptions being (1) when it contains a transmission 
line or equivalent circuit with distributed constants, and (2) when it includes an 
allpass section, either as an individual structure or in a combination which can be 
replaced by an all-pass filter seaion plus some other physical structure (Refs. H6, 
HIO, Hll). 

Fig. 7.54A shows ultimate slopes of 6 and 12 db /octave and higher slopes. The 
12 db/octave attenuation characteristic is the limiting value for stability, being on the 
verge of instability. A practical amplifier requires a safety margin between the slope 
of its design charaaeristic and the limiting value of 12 db/octave. A typical design 
slope is 10 db/octave, giving an angular safety margin of 30°. 

Any single reactive element such as a grid coupling condenser, a shunt capacitance 
or a shunt inductance in conjunction with a resistance provides an attenuation charac- 
teristic with an ultimate slope of 6 db/octave. Such a combination is known as a 
single time constant circuit. Attenuation characteristics are given in Fig. 4.36 (grid 
coupling condenser or shunt inductance) and Fig. 4.38 (shunt capacitance), for a 
single time constant in each case. 

♦Plotted with logarithmic frequency scale. 

tThis applies to a resistive load only. With a capacitive load, instability is likely to occur. 
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If a parallel-fed transformer is used, the coupling condenser resonates with the 
primary inductance at some low frequency and the ultimate slope of the stage is ap- 
proximately 12 db /octave below the frequency of resonance. If the secondary of a 
transformer is unloaded, the leakage inductance resonates with the distributed capacit- 
ance, giving a slope for the stage of approximately 12 db /octave above the frequency 
of resonance. Each of these combinations is equivalent to two time constants. 



-18 




ef, i6f, 

FIG. 7.54A 

Fig. 7. 54 A. Attenuation characteristics for 6, 12, 18 and 24 decibels per octave 
as given by the " asymptotic " or ultimate characteristics of the amplifiers in their 
simplest form. The region beyond 12 db/ octave is unstable ; that below 10 dh octave 
is stable y and the region between 10 and 12 db J octave is a safety margin to allow for 
discrepancies between the calculated design and the finished amplifier. 



Cathode and screen by-passing 

In the case of cathode and screen by-passing, the attenuation characteristics are 
noticeably curved and the phase angle displacement cannot be calculated as for a 
straight hne, but may be obtained from Figs. 12.3C and 12, UB respectively. In 
both cases the phase angle displacement reaches a maximum value at some frequency 
and gradually decreases at lower and higher frequencies. 

Cathode by-passing 

The maximum slope of the attenuation characteristic and maximum phase angle 
displacement are giv-en below 
B 

Max. loss 
Max. slope ^ 
Max. angle = 

R^iy. + 1) 

where B = I + 



2 


3 


5 


10 


6 


9.5 


14 


20 db 


2.25 


2,6 


3.6 


4.8 db /octave 


20° 


30° 


42° 


55° 










and i? = 









+ R 

For a pentode B^ 1 + gmRk- 

For typical r,c. triodes and pentodes, B is usually less than 3. 
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Screen by-passing 

This has an effect similar to that of cathode by-passing 



B 


2.5 


5 


10 


20 


Max. loss ~ 


8 


14 


20 


26 db 


Max. slope =^ 


2.4 


4 


4.5 


5.4 db/octave 


Max. angle = 


25° 


42° 


54.5° 


64.5° 



where B = 1 + 



m^((l + /?;/r,) 

/?8 = series screen resistor in ohms 

g„ ^ mutual conductance at operating point, in mhos 

m = ratio of plate to screen currents 

fit = triode amplification faaor 

/? y = plate load resistance in ohms 

and == plate resistance in ohms. 

Phase angle characteristics of " step circuit '* 

The step circuit of Fig. 7.59A has a maximum phase angle displacement at the fre- 
quency of the half-anenuation point, and approaches zero at lower and higher fre- 
quencies. The curves for a particular case are ploned in Fig. 7.54B, and the value 
of the maximum phase angle as a fimction of the anenuation in Fig. 7.54C. 
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Total slope of attenuation characteristic 

The total slope of the anenuation characteristic of an amplifier in db /octave, at 
any frequency, is the sum of the slopes of the attenuation charaaeristics of all the re- 
active elements in the amplifier at the same frequency, provided that the slopes are 
constant. 

In practice, the best procedure is to plot the individual attenuation characteristics 
with a linear db scale, then to add the dedb^l ordinates at various frequencies to 
determine the total attenuation characteristic. The slope of the latter may then be 
determined graphically. 

Determination of phase angle 

When the attenuation characteristic is a straight line forming a sharp angle at the 
cut-off frequency /©, as in Fig. 7.55A, the phase angle displacement is ^ x 45° at 
/oj where k is one sixth of the slope in db /octave, and the phase angle characteristic 
is asymptotic to 0"* and k X 90*". 

When the attenuation characteristic is that of a normal rx. amplifier, ^ x 3 db 
down at fo (as broken curve in Fig. 7.55D) the phase angle displacement is also 
k X 45° at fo, but at other frequencies the phase angle characteristic differs slightly 
from that of Fig. 7.55A. 

k 3t90*r— 1 » ^ ^- - - ft 




•Ifo -afo •**'o •*'o ^0 ^9 10^0 

riG. 7.55A 



Fig. 7.55A. Phase angle for attenuation characteristic as shown; k= \ for 
6db /octave, k ^ I for \2db/ octave etc, {Based on Bode, Refs. H6, if 11). 

On account of this fairly close agreement between the phase angle characteristics 
xor the two cases, it is possible to replace the actual atteniiation charaaeristic by an 
approximate " straight-line " equivalent. Where the anenuation characteristic 
does not have constant slope throughout, it may be replaced by a succession of inter- 
secting straight lines having slopes of zero or any multiple of 6 db/octave, either 
positive or negative (e.g. Fig. 7.55B). These, in turn, may be resolved into ** semi- 
infinite *'* lines of constant slope, as in Fig. 7.55C. The phase characteristics may 
be derived by the use of Fig. 7.55A for each junction. The resultant phase angle 
characteristic may be determined by adding these individml characteristics. 

•A " semi-infinite " straight line is one commencing from a definite point and proceeding to infinity 
in one direction only. 
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More accurate results may be obtained in some cases by the use of phase angle 
curves for attenuation characteristics having a sloping portion and a horizontal portion, 
as given by Bode (Ref. Hll, Chapter 15). 




Frequency FIG. 7.556 ^ 7.55C 

Fig. 7.55B. Attenuation characteristic with straight line approximation {based 

on Bode, Ref. HU). 
Fig. 7.55C. Semi-infinite lines of constant slope corresponding to straight line 
approximations in Fig. 7.55B {hosed on Bodey Ref. fill). 

More accurately again, when the slope of the attenuation characteristic is 
varying, the phase angle at any frequency may be determined from a measurement 
of the amplitude charaaeristic over a wide frequency range. This procedure is 
facilitated by the use of special graph paper, plotting the slope of the amplitude charac- 
teristic in db/octave against a function of frequency, then measuring the area under 
the curve and so enabling the slope at one point to be determined (see Ref. A29). 

When the slope of the attenuation characteristic reaches a maximum value over a 
limited frequency range and is less than this value at lower and higher frequenciesj 
the phase angle at the point of maximum slope is less than that indicated by the slope, 
while at frequencies below and above the region of higher slope the phase angle is 
greater than that indicated by the slope. 

Simple methou for determination of phase angle (Ref. HI 8) 

A very simple approximate method, which gives the total phase angle, is based 
on the straight-line approximate charaaeristics (Fig. 7.55D). The phase angle dis- 
placement at the cut-off frequency /o is 45° ; the approximate straight-line phase 
charaaeristic is taken as a tangent to the actual curve at the point of greatest slope, 
with sharp bends at the intersections with 0° and 90°. The maximum error is about 
10" 
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FIG. 7.550 



Fig. 7.55D " Straight line " approximate characteristics with an attenuation slope 
of 6db/octave {actual characteristics shown with broken lines) and corresponding 
phase angle characteristics {Ref HIS), 
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A typical attenuation characteristic is shown in Fig. 7.55E with three component 
" semi-infinite " slopes. 

The corresponding phase angle characteristics are shown in Fig. 7.55F, where 
1 and 2 are to be added, and 3 is to be subtracted to give the resultant. In each case 
the position of the component phase charaaeristic is determined by the relationship 
that the cut-off frequency on the attenuation characteristic gives 45° phase angle. 
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100 
FIG,7.S5E 



Fig, 7.55E. Typical attentuation characteristic of amplifier with feedback {broken 
curve) and component " semi-infinite " slopes (1, 2 and 3) from which Fig. 7.55A 
is constructed {Ref. HIS). 

The broken line in Fig. 7.55F is the actual phase characteristic, indicating reasonable 
accuracy for the method. In all cases the actual characteristic tends to " round the 
comers '* of the approximate characteristic. 

The same curves (Figs. 7.55Dj E and F) may be used for the low frequency attenua- 
tion characteristics by inverting the frequency scales. 



(iv) Design of 1 and 2 stage amplifiers 

A single stage resistance capacitance coupled amplifier has +90° phase angle 
displacement at zero frequency due to the grid coupling condenser. The screen 
and cathode by-pass condensers may cause phase angle displacements up to about 
+ 65° and + 30° respectively (see Figs. 12.UB and 12.3C) but these come back to 
zero again at very low frequencies. Consequently the total phase angle displacement 
is normally less than 180 ° at any frequency. At the high frequency end the maximum 
phase angle displacement is — 90°, Such an amplifier is stable under all conditions. 

A two stage r.c.c. amplifier has twice the phase angle displacement of a single 
stage amplifier, if both stages are identical. It may therefore produce peaks of fre- 
quency response due to positive feedback at low and high frequencies, and care is 
necessary in design — see Sect. 3(vi) below. It is desirable to " stagger " the low 
frequency attenuation characteristics by choice of widely different time constants for 
the grid condensers and following grid resistors ; the larger the ratio, the larger will 
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be the pennissible feedback factor. One or both cathode by-pass condensers may be 
omitted, or the by-passed section of R t may be reduced in resistance. One or both 
screen dropping resistors may be reduced in resistance, or replaced by a voltage divider 
with other consequential adjustments. The values of the cathode and screen by-pass 
capacitors may be adjusted so that their frequencies of maximum phase angle are 
" staggered," preferably in the ratio of at least 20 to 1. 

The high frequency peak may be reduced by staggering the high frequency response 
of the two stages, for example by shunting a capacitor from one plate to earth and 
increasing the capacitance experimentally until the peak is suffidentiy reduced. 
For an exact design method see Sect. 3(vii) below. 

The phase angle displacement is increased by the inclusion of an iron-cored trans- 
former within the feedback loop, also by any resonance effects, and such cases should 
be treated by the method described for multi-stage amplifiers. 
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FIC. 7.55F 

Fig, 7.55F. Phase angle characteristic derived from Fig. 7.55E (Ref. HIS). 

(v) Design of multi-stage amplifiers 

In the design of multi-stage amplifiers, Bode's method (A) is most commonly used 
or its simplification by Learned (B). This method is intended primarily for use with 
amplifiers having only one feedback path. 

The addition of subsidiary feedback to a single feedback loop leads to Duerdoth's 
multiple feedback system (E) which is based on a modified stability margin (C) and 
the theory of the summation of attenuation characteristics and subsidiary voltages 
(D). Duerdoth's system is capable of providing a greater feedback factor than Bode's 
method, with the same minimum value of stability margin in each case. Some de- 
lightfully simple applications of Duerdoth's method are possible and it seems that 
any amplifier with a single feedback loop can be improved as regards stability by the 
addition of one or more subsidiary feedback paths. The latter, in their simplest 
form, may be merely unbypassed cathode resistors. 

With any multi-stage amplifier, an important feature is the degree of damping 
on transients. Insufficient experimental work has been carried out to indicate 
what degree of damping is desirable in a-f amplifiers. A reasonably safe inference 
is that damping heavier than critical damping is undesirable, because it results in 
sluggish uptake. Whether critical damping — see Sect. 3(vii)C — is desirable, or some' 
lighter degree of damping is preferable, is an unsolved problem which can only be 
tackled on an experimental basis. It is stated by those who advocate a light degree 
of damping that this gives very rapid uptake, and the overshoot which occurs is at an 
ultrasonic frequency which is certainly inaudible, and in any case would be very 
seriously attenuated by the loudspeaker. On the other hand, it is well known that 
some forms of ultrasonic parasitic oscillation give rise to objectionable reproduction. 
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Design tests 

It is highly desirable to measure and plot both the frequency response and phase 
angle over a sufficiently wide frequency range ; both curves may be plotted on the 
same sheet of logarithmic graph paper. The required frequency range is the useful 
frequency range of the amplifier plus (at each end) one octave for each 10 db of feed- 
back plus at least one octave. 

When it is desired to achieve the maximum degree of feedback it is essential to 
plot the polar (Nyquist) diagram as in Figs. 7.53B and 7.54. For a method of measur- 
ing the phase angle see Refs. H7, HI 9, H20. 

An amphfier may be tested for transient response by applying a rectangular wave- 
form to the input and observing the waveform of the output with a C.R.O. having 
good frequency and phase charaaeristics up to the maximimi test frequency. If 
there is any oscillatory response or " overshoot '* the feedback may be reduced or 
some modification made to the feedback loop to provide the desired degree of damp- 
ing. 

Another useful design test is to overload the amplifier with input voltages of various 
frequendesj and to determine the level to which the input must be reduced to return 
to normal linear operation (Ref. A29 discussion). 
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FrG. 7.S6A 



Fig, 7.56A. Bode's method — Curve (1) attentuation characteristic and (2) phase 
aifgle displacement characteristic for constant 150° phase angle displacement above 
upper working frequency f 0 ; curve (3) constant slope 10 db/ octave (Ref. Hll). 

Alternative methods of design 

(a) One method sometines used is the " cut and try " method of constructing an 
amplifier and then applying feedback with the feedback faaor increasing in steps 
until instability occurs, and finally decreasing the feedback to provide a safe margin. 

If instability occurs with only a small degree of feedback, there are devices which 
may be experimented with, such as 

1. Shunting the primary of the output transformer by a condenser. 

2. Conncctii^ a very small condenser from the plate of one of the earlier stages to 
earth. 
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3. Shunting the feedback resistor by a condenser^ or the more elaborate network of 
Fig. 7.59C. 

(b) A preferable alternative is to measure and plot the frequency response curve 
with and without feedback, over a frequency range sufladently wide to include both 
low and high frequency peaks. The feedback fector may be increased until the re- 
sponse with feedback is greater than that without feedback by a predetermined amount 
(say from 1 to 6 db) at any frequency, 

(c) Alternatively the amplifier may be designed with " staggered " frequency 
response. In a 2-stage amplifier^ there should be one stage with wide, and the other 
with a narrow frequency response ; in a 3-stage amplifier there may be two stages 
with wide and one with narrow frequency response. The use of " maximal flatness " 
— as described in Sect. 3(vii)A and B — results in oscillatory response to transients, 
and the feedback factor should be reduced to half the specified value if it is desired 
to produce critical damping. A preferable arrangement is " compensated " critical 
damping as described in Sea. 3(vii)C. 

(A) Bode's method (Refs. H6, HID 

In accordance with Bode's method^ the usual procedure is to adopt a constant phase 
angle displacement, expressed in the form of an attenuation characteristic, as the 
safety margin. For example. Fig. 7.56A shows the attenuation Characteristic BC of 
Curve 1 for a constant phase angle displacement of 150°, thus giving a constant safety 
margin of 30°. The ultimate slope of this charaaeristic is 10 db /octave, which is 
extended upwards in Curve 3 to point D. The characteristic ABC gives an additional 
octave of working frequency range as compared with characteristic ADC and is there- 
fore to be preferred if the maximum possible feedback is to be used, together with 
an adequate safety margin. 
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FIG. 7.56B 



Fig. 7.56B. Bode's method — Curve (1) as in Fig. 7.56A ; (2) normal attenuation 
characteristic of typical amplifier. Shaded portion indicates additional attenuation 
required in the feedback loop. 

For convenience in feedback design. Curve 1 has been redrawn in Fig. 7.56B with 
0 db corresponding to |M | = 1, for 30 db of feedback at the mid-frequency. Curve 4 
is the normal attenuation characteristic of a typical amplifier, so that the shaded 
portion indicates the additional attenuation required in the feedback loop to produce 
the desired curve 1 . The shaded portion is limited at the lower end by the line EF 
which provides a safety margin (here 10 db) below \pA\ = 1. The desired charac- 
teristic is therefore BEFG, where FG is portion of the normal attenuation character- 
istic of the amplifier. The safety margin is therefore a constant angle of 30° from B 
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to Ej and a constant attenuation of 10 db from E to F The effect of the horizontal 
" step " EF is to limit the phase angle displacement in this region, to a value less than 
180°, which will hold provided that 

/a ultimate slope of actual charaaeristic (Curve 4) in db /octave 
fi ultimate slope of desired charaaeristic (Curve 1) in db/oaave 

Since point F is fixed by the actual attenuation characteristic, the position of point 
E, and hence Curve 1, will be determined by the ratio /2//1. 

Methods for providing the " step " in the characteristic are described in (B) below. 

The following relations hold, provided that the ultimate slope of curve 1 is 10 db/ 
octave and the safety margin of the " step " below = 1 is 10 db. 

Let n ^ ultimate slope of actual attenuation charaaeristic, in db/octave 

\PqAq\ =^ desired value of \^A\ at the mid-frequency 
and /a = frequency at which the actual attenuation is equal to (|/S^ol + 10) dbj 
then f, = /, (10 /n) 

number of octaves between /o and ~ \PqAq\/10 

fx and - 3.32 log(n/10). 

The frequency ratio may be derived from the number of octaves by the relation — 
frequency ratio antilog (0.301 x number of octaves) 
or by the use of the table below : 



Frequency Ratio, Octaves and Decades 



Frequency 


No. of 


No. of 


Frequency 


No. of 


No. of 


Ratio 


Octaves 


Decades 


Ratio 


Octaves 


Decades 


1,07 


0.1 


0.03 


5.28 


2.4 


0.72 


1.15 


0.2 


0.06 


6.07 


2.6 


0.78 


1.23 


0.3 


0.09 


6.97 


2.8 


0.84 


1.32 


0.4 


0.12 


8.00 


3.0 


0.90 


1.42 


0.5 


0,15 


9.18 


3.2 


0.96 


1.52 


0.6 


0.18 


10.0 


3.32 


1.00 


1.63 


0.7 


0.21 


10.6 


3.4 


1.02 


1.74 


0.8 


0.24 


12.1 


3.6 


1.08 


1.87 


0.9 


0.27 


13.9 


3.8 


1.14 


2.00 


1.0 


0.30 


16.0 


4.0 


1.20 


2.30 


1.2 


0.36 


18.4 


4.2 


1.26 


2.64 


1.4 


0,42 


21.2 


4.4 


1.33 


3.03 


1.6 


0,48 


24.3 


4.6 


1.39 


3.48 


1.8 


0.54 


27.9 


4.8 


1.45 


4.00 


2.0 


0.60 


32.0 


5.0 


L51 


4.60 


2.2 


0.66 









Frequency ratio = antilog (nvunber of decades) 

=-- antilog (0.301 x number of octaves) 
Number of decades = log (frequency ratio) 

^ 0.301 X number of octaves 
Number of octaves =3.32 x log (frequency ratio) 

= 3,32 X number of decades. 

Relationship between db/octave and db/decade 

db/octave 3 6 9 10 12 15 18 

db/decade 10 20 30 33.3 40 50 60 
In addition to the attenuation of the shaded area in Fig. 7.56B, it is also necessary 
to boost the gain near the limits of the working frequency band to provide nearly 
constant gain (area AHB) and thereby achieve almost zero phase angle at the cut-off 
frequency /«. This may be accomphshed by the circuit of Fig. 7.56C in which the 
Q of the LjCi circuit should be tmity, as given by 

- l/w2Ci and r = l/ojoCj 
where r = series resistance of Lj. More complicated but more satisfaaory networks 
(low-pass or band-pass "Wheeler" networks) are described in Ref. A29. These 
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have an ultimate attenuation of 6 db /octave and a phase angle 
displacement of approximately 90° at all frequencies outside 
the working band. For other methods see Ref. Hll. 

The low frequency end may be treated in a similar manner 
throughout. 

Means for producing the desired attenuation characteristics 
are described by References H6j HIO, Hll. See also (B) 
below. 

This method of design requires the amplifier to have a very 
much wider frequency range before feedback is applied than it 
would need without feedback. The extension is approxi- 
mately one octave in each direction for each 10 db reduaion of 
gain by feedback plus a sufficient margin of safety (say 1 octave 
at each end). Thus an amplifier to cover from 40 to 15 000 
c/s with 30 db reduction of gain by feedback would require to 
have a frequency response without feedback (at 40 db down) 
from 2.5 to 240 000 c/s. This actually applies to the trans- 
mission characteristics of the whole feedback loop (amplifier 
and feedback network together). 

(B) Simplified treatment by Learned (Ref. H9) 

The following treatment is based on the simplified assumption that the attenuation 
characteristics are straight lines. This is approximately correct except in the octave 
immediately above and below the useful frequency band of the amplifier, where the 
method gives a wider safety margin than is necessary. The method does not, there- 
fore, give the same degree of feedback obtainable with the precise method of Ref. H6. 
At the same time it is quite suitable for general use. 




(K2S ►as 2-5 5 10 30 

Frt^wncy e/i FIG. 7.57 



Fig. 1,51, Low frequency attenuation characteristics of multi-stage amplifier with 
feedback {simplified treatment). 

Low frequency attenuation characteristics 

As an example for illustrating the general principle, take an amplifier with nominally 
flat frequency response down to 20 c/s (actually it will be — 2 or — 3 db at this fre- 
quency). Let the loop amplification \^A\ be 30 db at useful frequencies. 

Draw the attenuation characteristic with a slope of 10 db /octave from 20 c/s down- 
wards (line ABC in Fig. 7.57). Point B is where the value of the loop amplification 
becomes unity. Extend the line AB to C which is at a level 10 db below \^A | 1. 
At C, insert a horizontal " step '* CD, the length of which will be given later. Be- 
yond D the attenuation will fall at a rate of 12, 18, 24, 30 db or more depending on 
the circuit ; each single time constant or non-resonant transformer contributes 6 db, 
while each resonant circuit contributes 12 db. The frequency ratio between points 




FIG. 7.56C 



Fig. 7.56C. Simple 
network in plate cir~ 
cuit to give more 
nearly com t ant gain 
over the working 
frequency range 
(based on Ref.A29). 
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C and D is made equal to the ratio of the slopes of DE and AC, which is equal to 
the slope of DE divided by 10. The line ABODE, thus determined, is to be used 
as a gllide to the low frequency attenuation characteristic of the amplifier. In reality, 
of course, the sharp comers will be rounded — the important features are that the 
slope of the AC region should not exceed 10 db/octave, and that the step should be 
sufficiently long. 




FIG. 7.58 



+ 6360V6- 

Lov Impedance 



Fig, 7.58. Three stage amplifier with negative feedback illustrating design method {Ref. 
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Fig. 7.59. Low frequency attenuation characteristics of Fig, 1. 5S (Ref H9). 
Example 

An example of an amplifier designed in accordance with this method is Fig. 7.58 
(Ref. H9). The low frequency attenuation characteristics are given in Fig. 7.59. 
The 6V6 cathode, 6V6 screen and 6SJ7 screen characteristics are designed to provide 
a very close approach to a total slope of 10 db/octave with a limiting attenuation of 
40 db, so providing the basis of a step. The two grid condensers are designed to give 
effective attenuation beyond the limit of the step. It is evident that it is possible to 
design an amplifier which provides the necessary low frequency attenuation charac- 
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teristics, including the step, without using any resonant circuits. The tolerances on 
the frequency-dependent components (R and C) must be small. 

The feedback loop does not include the plate circuit of the third stage, so that the 
slope of the high-frequency attenuation charaaeristic is nominally 12 db/octaye. 
The resonant circuit (incorporating CO in the feedback path is employed to stabilize 
the frequencies in this region by providing a step in the high-frequency attenuation 
characteristic. 
Corrective networks 

The design of simple corrective networks is well summarized in Ref. H9. More 
complicated designs incorporate LCR 2-terminal networks as the plate load imped- 
ances and (some) cathode bias impedances (Ref. Hll). See also Ref. J 16. 

One of the simplest and most effective methods of providing the required step in the 
high frequency attenuation charaaeristic is the RC network shunting the plate load 
resistor of the pentode Vi in Fig. 7,59A (based on Ref. H9). The ultimate attenuation 
of the step in decibels is given approximately by 

attenuation ^ 20 log {R^ R)/R, 
The cut-off frequency is given by 

f, = \/27rR\C 

and the " flattening-out " frequency by 

/2 l/l-nRC 

Where R^ = RjRJiR^ + R,) 

and the " flattening-out " frequency is defined as the frequency at which the attenua- 
tion is 3 db less than the ultimate attenuation of the step. 





T FIG.7.59A 4- FIG.7.59B 

Fig. 7.59A. Circuit to provide step in high frequency attenuation characteristic 

{based on Ref. H9), 

Fig, 7.59B. Circuit to provide step in lozv frequency attenuation characteristic 

{based on Ref,H9). 

The equivalent to Fig. 7.59A for the low frequency end is provided by Fig. 7.59B : 
Step attenuation 20 log {R + Ra)/Ra 
Cut-off frequency // - 1 /27r C(i?^ + R,) 
Flattening-out frequency f^f^ l/l-nRC 

The value of Ci is selected to give negligible attenuation at f^' ; say 

Ci ^ 5/[7rf,XR + -f R,)l 
With these step circuits it is desirable to have as many separate circuits as possible, 
each with a small step. 

Fig. 7.59C. Feedback path including 
CR network to give a step in the 
attenuation characteristic^ and thereby 

to improve stability {Ref. H18). fig 7 59 c 

A step in the attenuation characteristic may also be provided by an LCR circxiit 
in the feedback path, or more simply by a CR circuit as in Fig. 7.59C. Here R may 
be the cathode resistor of the first valve, Ri 4- R2 take the place of the usual feedback 
resistor, and C effectively increases the value of ^ at high frequencies. This is a 
most useful device to improve the stability of a feedback amplifier. A simpler form, 
omitting is sometimes sufficient ; this is similar to Flood's ** compensated feed- 
back " Sect. 3(vii)C. 
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(C) Duerdoth's stability margin (Ref. A29) 

Duerdoth adopts a pre-determined value (e.g. 6 db) of the rise of gain with feed- 
back at high and low frequencies as a stability margin over values of fiA from 0.3 
to some value less than 2.0. At higher values of he adopts an angular stability 
margin (e.g. 15°) while below ^A = 0.3 there is no danger of instability. An am- 
plifier designed in accordance with his method might have a high-frequency charac- 
teristic such as OABCDEFG in Fig. 7,54. See discussion on stability and tolerances 
in components with this characteristic in Sect. 3(ii) above. One method for achieving 
such a shape of characteristic is given in Sect. 3(v)E below. 

(D) Summation of attenuation characteristics and subsidiary voltages 

When two voltages have to be added, as for example with a loop feedback voltage 
and a subsidiary voltage connected in series, the attenuation charaaeristic can only 
be derived by adding the voltages at selected frequencies, with due regard to the phase 
angle between th,em. 

The phase angle between the two voltages is a funaion of the difference in slope 
when plotted as attenuation charaaeristics, provided that the slopes are constant : 
Slope difference 2 4 6 8 10 12 14 16 18 db/octave 
Phase angle diflf. 30 60 90 120 150 180 210 240 270 degrees 

For example : If one characteristic has a slope of 4 db/octave and the second 12 
db/octave, the slope difference is 8 db/octave, and the phase angle between the volt- 
ages is therefore 120°. 

Take the interseaion of the two characteristics as the origin (as in Fig. 7.60) and 
assume that 0 db = (say) 1 volt — both assumptions being for convenience. 

Let X be the voltage contributed by the lower slope characteristic at a certain fre- 
quency. It may readily be shown that the voltage contributed by the high slope 
characteristic at this frequency is x«, where a is the ratio of slopes in db/octave. 
These two voltages, x and must then be added vectorially, the angle between them 
being as given by the table above. 

The magnitude of the combined characteristic may then be plotted as in Fig. 7.60, 
and the values of the phase angle may be marked along it. 

The method of deriving the magnitude and phase angle of the resultant is illustrated 
by Fig. 7.61 for the condition where the higher slope characteristic has a slope of 12 
db/octave, corresponding to 180°. Vector OA, having magnitude x and phase angle 
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Fig. 7.60. Illustrating summation of attenuation characteristics (based on Ref. A29). 
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(j) indicates the lower slope characteristic, the value of <j> in degrees being given by 
15 X slope in db/oaave. Vector OB, having magnitude and phase angle 180°, 
indicates the higher slope characteristic with a slope of 12 db/octave. For example, 
when the slopes are 4 and 12 db/octave, a = 3 and <t> = 60°. 
The magnitude of the resultant is given by 
Resultant =V{x sin <l>y -\- (x" - x cos <l>y. 
The phase angle 0 of the resultant is given by 
X sin<t> 
X cos <p — x" 

For ease in calculations the following table has been derived for use in all normal 
cases when the phase angle between the two voltages is a multiple of 30° and less than 
180° and when the higher slope is 12 db/octave. 
Difference in phase angle* Resultant 



30° 
60° 
90° 
120° 



xVl + 1.73jc*'-2 + x"-* tan- 
xVl + x«-* + X tan- 



xVl + x^ 



xv/r^ 



Phase Angle 9 of 
Resultant 
1 

2x«*2 + 1.73 

1.73 
2x0-^ + 1 

1/x 

1.73 
1 - 2x^ 



1.73 - 2x^ 



150° xVl ~ 1.73x* + tan- 

♦between the two voltages, i.e. 180° — 
A similar procedure can, of course, be applied to any other value of maximum slope. 

Procedure when lower slope is zero 

The foregoing procedure cannot be used when one of the two anenuation charac- 
teristics has a slope of zero, that is when one is a fixed voltage. In this case the pro- 
cedure is as follows. 





-jA 

x/ 












\/n\ 






x** 


FIG, 7.61 







FIC. 7.63 



Fig. 7.61. Vector relationships in summation of attenuation characteristics. 
Fig. 7.62. Vector relationships when one characteristic has zero slope. 

As previously, the origin is the point of intersection of the two characteristics, and 
its level is taken as 0 db equal to 1 volt. The veaor relationships are shown in Fig. 
7.62. 

Resultant = a/jc* + 1 + 2x cos a 

Phase angle of resultant = ^ = tan-i — ^ ^ — 



1 + X cos a 

where x = voltage at a selected frequency, on the sloping characteristic 
and a =^ phase angle of sloping charaaeristic (i.e. angle in degrees = 15 x slope in 
db/octave). 

Angle a Resultant Phase angle 9 of 

Resultant 

30° Vx^ + 1.73x + 1 tan-i ^ ^ 

2 + 1.73x 
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Angle a 

60° 
90° 
120° 

150° 

165° 



Resultant 



V 


+ X + 1 


t3n~ 




■f 1 


tan~ 


\/^' 


- X + 1 


tan~ 




- 1.73 a; + 1 


can" 
tan" 




- 1.93JC + 1 



Phase angle Q of 

Resultant 
1.73JC 



X 

1.73JC 



2 - jc 



2 - 1.73JC 
0.26x 



1 - 0.97x 

An example of the summation of two attenuation characteristics, one liaving zero 
slope and the other having a slope of 10 db/octave, is given in Fig, 7.63. The re- 
sultant is asymptotic to 10 db/octave and to the horizontal characteristic, but reaches 
a minimum value at the frequency of the point of intersection O. The phase angle 
is marked at points along the resultant, and at all frequencies the phase angle is less 
than that of the 10 db/octave characteristic, the effect becoming more pronounced 
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Fig, 7.63. Summation of two attenuation characteristics having slopes of zero and 

10 db/octave. 

at higher frequencies, particularly beyond point D. The fact that the slope of the 
resultant in Fig. 7.63 exceeds 12 db/octave to the left of point D, has no effect what- 
ever on the stability as indicated by the angles. It is therefore obvious that the re- 
lationship between phase angle and slope of the attenuation characteristic which 
applies to minimum phase shift networks, does not apply here. 

A similar calculation has been made for a slope of li db/octave. Fig. 7.64. 

The position of point D on the resultant characteristic is a function of the slope of 
the attenuation characteristic. 

slope in db/octave 2 4 6 8 10 11 

height of point D +5,7 +4.7 +3 0 - 5.6 - 11.6 db. 

(£) Duerdoth's method employing multiple feedback paths (Ref. A29) 

In accordance with this method, one or more additional subsidiary feedback volt- 
ages are introduced into the feedback loop so as to decrease the phase angle over the 
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0-1 



Fig. 7.64. Summation of two attenuation characteristics having slopes of zero 

and 11 db/ octave, 

attenuation portion of the amplitude characteristic without appreciably affecting the 
characteristics within the working frequency range. 

With subsidiary feedback appUed over the first stage of a 2-stage amplifier and loop 
feedback over the whole ampUfier, the ratio of gain with and without feedback is 
given by 

A' 1 

1 - Ml - M 
where A = overall ampUfication without feedback 
A' = overall amphfication with feedback 
Ax — amplification of first stage without feedback 
j3i = value of j3 for subsidiary feedback over first stage only 
and ^2 = value of j3 for loop feedback over whole ampUfier. 

It is evident that when subsidiary feedback is used, the several feedback voltages 
must be added at their common point. This holds even when the subsidiary voltage 
is entirely inside the feedback loop. 

Under the same conditionsj the ratio of distortion in the final stage with and without 
feedback is given by 

ly 1 - ?,A, A' 

D - I- P,A, -p,A- A^^- -^'^^^ 

Thus the apphcation of negative subsidiary feedback to the first stage increases 
the distortion in the final stage in the same proportion that the gain of the first stage 
is reduced, provided that the overall feedback loop is unchanged. 

Ifj however, the subsidiary feedback is positive, the gain of the first stage will be 
increased and the distortion in the final stage will be reduced fiuther. The use of 
positive subsidiary feedback need not present any stability problems, since the stabihty 
criterion is dependent on (ft^i + ft^). See Sect. 2(xi) and Refs. Fll, F12, 

With multiple loop amplifiers, the usual Nyquist stabihty criterion apphes to any 
loopj provided that the amphfier remains stable when the particular loop is broken. 
Even with amplifiers which are always stable, the Nyquist diagrams obtained by 
measurements of the several loops in turn may have different shapes and the definition 
of stability margin becomes meaningless. However, if a mesh of the amphfier can 
be found which, if broken, simultaneously breaks all the loops, then there is no possi- 
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bility of oscillation due to the disconnection and the definition of stability margin 
remains applicable (Ref. A29). 

When employing multiple feedback paths with summation of attenuation charac- 
teristics and subsidiary voltages, the crossing point of the characteristics should be 
controlled with considerable accuracy. The crossing point will be modified when the 
gains of the various stages change owing to changes in the valve characteristics with 
age, or to overloading caused by an excessive input voltage. The latter may be avoided 
or reduced in more elaborate amplifiers by the addition of a cathode follower stage, 
operating as a limiter, as part of the first stage. Precautions to be taken in design 
are described in Ref. A29. 

Some applications employing multiple feedback paths are described below. See 
also Sect. 2(vi)A. 




Fig. 7.65. Part of first stage of feedback amplifier 
shomng one method of applying subsidiary feedback 
{Ref A29), 



LOOP 
FEEDBACK 



(1) One simple application is the circuit of Fig, 7.65 where the signal voltage across 
the unbypassed cathode resistor i?^ is added to the loop feedback voltage. This is 
an application of the principle of smnmation of attenuation charaa eristics as shown 
in Figs. 7.63 and 7.64. The voltage across i? ^ is practically constant over the critical 
region of the high frequency attenuation characteristic, so that its characteristic has 
zero slope. This method may only be used when the phase angle of the locus is 
always less than 180°, i.e. the slope of the attenuation characteristic is less than 
12 db /octave. This method does not reduce the distortion in the final stage to the 
same level as without subsidiary feedback, or to that using one of the alternative 
methods below. For this reason the subsidiary voltage should be considerably smaller 
than the loop feedback voltage. However, this method will improve the stability 
margin of an amplifier and reduce the amplitude of the high frequency peak. 



6- 



o- 




FIG.7.46 FIG.7.47 FIG. 7.4» 



Fig. 7.66. One form of subsidiary feedback {after Ref Al). 
Fig. 1,61. Another form of subsidiary feedback {after Ref. Al). 
Fig, 7.68. Two terminal network as cathode load impedance, 

(2) One modification of this method, which has only small degeneration in the 
working range, is shown in Fig. 7.66. This appears to have been first described by 
Farren (Ref. A7) and applied to one of the stages inside the feedback loop. The 
phase shift reaches maxima at low and high frequencies outside the working range, 
beyond which it approaches zero in both directions. The degeneration increases 
gradually in both directions to the limiting design values provided by R^ and R^. 
This arrangement does not modify the fundamental phase shift between the input 
and output voltages of the stage due to the phase angle of the plate load impedance. 
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(3) A further modification by Farren (Ref, A7) is shown in Fig. 7,67 which has the 
advantage at very high and very low frequencies that it reduces the phase shift between 
the input and output voltages of the stage due to the phase angle of the plate load 
impedance which would be charaaeristic of the stage if there were no subsidiary 
feedback. 




Fig. 7.69. 



Summation of loop and subsidiary feedback voltages to provide improved 
stability {Ref. A29), 



(4) Two terminal networks of the form of Fig. 7.68 are described by Duerdoth as 
cathode impedances for improving the stability of feedback amplifiers with an ulti- 
mate attenuation of 12 db /octave. A value of L lOC/2^ may be used as a first 
trial and maximum feedback and zero phase angle will then occur at a frequency of 
approximately 

/ - OM%/CR 

where C and R are in farads and ohms respectively. An example of the application 
of subsidiary feedback on an amplifier with an ultimate attenuation slope of 12 db/ 
octave is given in Fig. 7.69. In this example the peak of subsidiary feedback occurs 
at twice the maximum frequency of the working band. The stability margin in the 
critical region has been increased from 10° to 36° with subsidiary feedback, as shown 
by the Nyquist diagram (Ref. A29). 

It often happens that the addition of the subsidiary voltage results in an increase 
in phase angle just above the working frequencj' band where the magnitude of the 




4 Tcrminol Network 



Fig. 7.70, Three stage amplifier incorporating subsidiary feedback in the form of a 
4 terminal network, m ^ 0.87. " Wheeler " network {based on Ref. A29), 
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subsidiary voltage is increasing with frequency, although a decrease in phase angle 
occurs where the magnitude of the subsidiary voltage is steady or decreasing with 
frequency. This increase in phase angle will reduce the angular margin over a range 
of frequencies and^ in the extreme case when the frequency of the peak subsidiary 
voltage is greater than 3 or 4 times the maximum frequency of the working band^ 
may approach *' conditional stability." 
A similar technique may also be applied to low frequency attenuation characteristics, 
(5) Four terminal networks of the form included in Fig. 7.70 are described by Duer- 
^'G. 7.71 , doth for providing subsidiary feedback in amplifiers with an 
ultimate attenuation slightly over 12 db/octave. Fig. 7.70 has 
loop feedback from the cathode of Vg to the cathode of Vu 
main subsidiary feedback from the cathode of to the grid 
circuit of and minor subsidiary feedback due to the un- 
bypassed cathodes of Vj and V3, The four terminal network 
is a high-pass w-derived half-section filter terminated in R^, 
The cut-off frequency of the filter is made about twice the 
maximum frequency of the working band (Ref. A29). 

(6) A combination of both high and low frequency subsidiary 
feedback is shown in Fig. 7,71 where RiCiL^ is the high-fre- 
quency network (as in Fig. 7,68) and R2R5C2 is the low fre- 
quency network. The latter provides a subsidiary negative 
Fig. 7.71 . Comhina- feedback at low frequencies only ; its value will be affected by 
tion of high and low the source impedance of the input voltage. If transformer 
frequency subst diary coupling is used^ the secondary should be connected to points 
feedback. A and B. 

(7) In a three stage amplifier with an ultimate slope of about 18 db/octave^ the 
second stage being a phase splitter which introduces little phase shift, some reduction 
in the total loop phase angle may be achieved by means of a phase shifting network 
in the feedback line. A subsidiary feedback path is added from the plate circuit of 
the phase splitter through a high-pass filter to the cathode of the first stage. This 
voltage is suppressed in the working band by the filter^ but above the working band 
the loss of the network falls and the subsidiary voltage becomes the predominant 
factor^ thus reducing the ultimate slope to 6 db/octave. Complete stability is thus 
achieved (Ref. A29 Fig, 26). 

(8) A third feedback voltage may be added^ if desired^ to give two subsidiary feed- 
back paths. 

(vi) Effect of feedback on frequency response 

In the case of a single stage r.c.c. amplifier (assuming perfect cathode and screen 
by-passing) the feedback merely widens the frequency range without changing the 
shape of the voltage gain characteristics (Fig, 7.72). 

With two such identical stages, the frequency characteristics are as Fig, 7.73. The 
peaksj which occur as the value of is increased, are due to the reduction in effective 
negative feedback and the development of positive feedback through phase angle 
shifty which approaches 180° at very low and very high frequencies. Fi and F^ are 
the frequencies giving 0.707 relative voltage gain for each single stage without feed- 
back. Ref. H4. 

These peaks may be reduced or eliminated entirely by designing the amplifier 
with one stage having a much wider frequency range than the other. Design methods 
to produce " maximal flatness " are described in Sect. 3(vii) and these may be modi- 
fied to produce critical damping, if desired. 

Alternatively a multiple feedback system may be adopted — for example one overall 
feedback loop in conjunction with an unbypassed cathode resistor in the first stage 
(Duerdoth's method) as described in Sect. 3(v)E. 

See also Sect. 3(iv) and Sect. 2(vi) for the design of two-stage amplifiers. 

A special application to a particular two-stage amplifier is Ref. H5, 

See also Refs. J8, Jll. 



www.pmillett.com 



7,3 (vi) EFFECT OF FEEDBACK ON FREQUENCY RESPONSE 379 



S 

1 0-7 





— 1 — \ — r-n — 

Low Frcqucnqr AtTcnuoClen 








r 








t*9h FrsqocrKy Attcnuqtten 




















-r 




— ^ 






































1 — 




















ri 












^ 












V' 
























-r 








\x 


\ T 














^\ 


f V 








~H 











































































-r 






















// 




^/ 


















• p. 






















1 






1 






1 













•0) -02 -OS O-l 



5 1-0 
F/F, 



5 10 j O-l -2 
Frequency 



•5 t-O 3 5 10 20 K> 
F/F. » 

FIG. 7.72 




5 10 30 
FIG. 7.73 

Fig. 1J2, Relative voltage gain of a single stage rxx, amplifier without feedback 

and with three selected values of feedback (Ref |/4). 
Fig. 7.73. Relative voltage gain of two identical rx.c, amplifier stages^ without 
feedback and with four selected values of feedback {Ref //4). 

Graphical method for two-stage r.c.c. amplifier 

An ingenious graphical method has been developed by Barter (Ref. HI 7), and may 
be used for determining the R and C values to give any desired height of peaks at low 
and high frequencies. 

(vii) Design of amplifiers with flat frequency response 
(A) Method of H. Mayr (Ref. H13). See also J13. 

A resistance-capacitance-coupled amplifier Fig. 7.74 may be regarded, so far as 
frequency response is concerned, as a tuned circuit with a Q less than 0 5 The 
value of this Q is given by 

^ ^ Kd^k) + (i/bXp + k) (3) 
where b - ^/R,/Rj^ ; d = C ,/C ; k = C,/C ; 

p = C,/C and C = VC,C, + C,C, + C,C^. 

This method may be applied to multi-stage amplifiers with feedback, it being 
assumed that all stages have the same resonant frequency iu>o/2n). Th^ conditions 
for maximum flat response are then given by : 

1 stage \iAo/A)l ^ Vl 



— tan~^jc 



(4) 
(5) 
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where x = -\ 1 

« \ CUo CO / 

N.B. n must be greater than 2. 
2 stages \{A^IA)\ = Vl + x* 

^ - - tan- V2x/(1 - x'') 

where x = Q^J^' J ^ - ^^'j 

and + y'^ 




2) 



Fif. 7.74. Resistance-capacitance 
coupled stage. 



FIG. 7.74 



3 stages \{AJA)\ = Vl + a.x* + jc" 

where x = Q^Z/^f^ _ iio") 



61 = 



^ 

Qi/e^ = 2(n - 1) + VanCan 



3) 



(6) 

C7) 
(8) 

(9) 

(10) 



(H) 
(12) 

(13) 



(14) 



(15) 



(16) 

(17) 
(18) 



and 

N.B. n must be greater than 1.5. 
This has also been extended to four stages (Ref. HI 3). 
Symbols used ; 

= amplification with feedback at mid-frequency (cuo/27r) 
A amplification with feedback at any frequency (cu/27r) 
ay = ampHfication without feedback at mid-frequency {wq/2tt) 
6 = phase angle 

n =^ \ — olqPq =^ feedback factor 

^0 = transfer coefficient (negative for negative feedback) 

These equations have been plotted in Fig. 7.75 from which it will be seen that the 
feedback factor has no effect on the shape of the curves for 1 or 2 stages, and only a 
very slight effea fc^ 3 or 4 stages (curves for limiting values of n are given). Although 
the curves are shown only for the high frequency limit of the flat top, they may be 
applied to the low frequency side by changing the sign of the abscissae and, in the 
case of phase angle, also changing the sign of the ordinates. 

This method of design provides the maximum flat frequency response, but the 
maximum degree of feedback only pccurs at the mid-frequency and it falls off rapidly 
outside the frequency band of the " selective " stage. The feedback becomes zero 
near the knees of the flat top, and positive at still higher and lower frequencies. 

This design ensures stability at all frequencies from zero to infinity. 

This method also makes it possible to design for any desired response curve, within 
the limits of the amplifier. The procedure is to commence with the desired response 
curve and to determine the response (either modulus or phase angle') corresponding 
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FIG. 7.75 



Fig, 1J5. Frequency response and phase angle of frequency response for 1,2,3, 
and 4 r.c.c. stages designed for maximum flat response by Mayr*s method {Ref H13). 



to two arbitrary frequencies (a>i/27r) and (a>2/27r), one near the lower and the other 
near the upper frequency limit. Then we read from the curves the values of Xi 
and ^2 corresponding to the two chosen response values ; the value of corresponding 
to the lower frequency is, of course, negative. 

The mid-frequency may be computed from 

X.a>i - Xia>2 (19) 

ojq^ — a>ja>2 ' 

X2t^2 — ^1^1 

and the ratio Q1/Q2 from equation (10), or (17) for 2 or 3 stages or 
{Q1/Q2) = 3(n - 1) +V3(3n - 4) for 4 stages. 



The Q's of the various stages are then given by : 
nxi 



1 stage : Q = 



2 stages : Q2 



InQ, 



0 ^ 



3 stages : Qi = Qi 



\J Qi <^ 



Qi 



2- a: 



(20) 



(21) 



(22) 
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4 stages : Q^ = Q, =- Q, ^ V • S Qi = 2^ - 



(23) 



These amplifiers are made up of one rather selective stage, corresponding to Qjj 
and a number of equal broadly- tuned stages, corresponding to Qz, Qs . . . With 
increasing feedback the selectivity of Qi must be increased, while the selectivity of 
Qz etc. approaches a limiting value which is of the order of the Q of a single stage 
amplifier without feedback, having the same bandwidth as the complete amplifier 
with feedback. 

The amplifier is first designed, neglecting all capacitances, to have a gain approxi- 
mately n times the final value. The feedback is designed with a purely resistive feed- 
back network to decrease the gain n times. The value of is then determined at 
the minimum practicable value, that is the input capacitance of the following stage 
plus an allowance for strays. Then the values of the other capacitances are given by 

Cj> = f ; C, = ^ (24) 

where p = ^\ ~J 1 + ^Q^ - 4q{i + ^,4- 

1 — pd , f 

k = p j^. d ' ^ ^ \R^/Ri and J - C,uj^\/RjR,, 

The amphfication without feedback at the mid-frequency is 

ao - kQ.g,,^/R^^ (25) 

There are limits to the physically realizable values of Cj, and which are quoted 
in the article (Ref. H13). 

It is shown in (C) below that the condition of maximal flatness gives an oscillatory 
transient response ; for instance when the input voltage is a unit step, the two-stage 
amplifier has a response which overshoots 4.3%, while the three-stage amplifier 
overshoots 8% (Ref. H15). 

A maximal flatness 2 stage amplifier has a small rise in the response at some high 
frequency due to positive feedback, compared with the response without feedback. 
For example, as may be shown by drawing a Nyquist diagram^ a 2-stage amplifier 
with az/aj === 10, y^o = 316, jS = 0.016 has a rise of about 1.4 db due to positive 
feedback at some high frequency. 

(B) Method of CP. Brockelsby (Ref. H12) 

A different approach to the same goal is made by Brockelsby who provides " stagger- 
ing " by changing the values of load resistance and thereby obtaining different values 
of gain and frequency response. This method was published earher than that of 
Mayr but is less comprehensive, although providing useful additional information. 
A summary of this method is given below. See also Ref. J13. 

Two-stage amplifisrs and maximal flatness 

The widest frequency range possible without any peaks whatever is known as the 
condition of " maximal flatness." With a 2 stage amplifier in which both stages 
have identical gain and frequency response, the condition of maximal flatness is that 
^Aq = — 1, corresponding to a gain reduction of 2 times. On the other hand if 
two r.c.c. pentode stages have " staggered " gain and high frequency response (by 
using different values of load resistance) the condition of maximal flatness at the high 
frequency end of the range is that 

\{b + l/bY - 1 - M« (26) 
where Aq = amplification at mid-frequency without feedback, 

b = factor by which the normal value of load resistance is multiplied for one 
stage. 
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1/& = factor by which the normal value of load resistance is multiplied for 
the other stagei 

and p — fraction of the output voltage fed back to the input. 
Equation (26) may be expressed in the alternative form 

F 2S^ (26a) 
where F =1 — ^Aq ~ feedback factor 
and 5 ^ i(* + 1/*) = " staggering coefficient." 

In a two stage amplifier with a high frequency peak, the required staggering to 
produce a peak of known value is given by 

- (F/2)(l - Vl - a') , (27) 

where a == ratio of voltage gain at middle frequencies to that at the peak (a is less 
than 1). 

The results are summarized in the following table : 



b = I 1.5 


2 


3 


4 


5 


5 = 1 1.08 


1.25 


1.7 


2.1 


2.6 


Feedback factor (F) for maximal flatness (Eqn. 26a) : 






F - 2 2.3 


3.1 


5.8 


8.8 


13.5 


For 1 db rise (Eqn. 27) 










F - 3.7 4.3 


5.7 


10.6 


16 


25 


For 3 db rise (Eqn. 27) 










F = 6.8 8.0 


10.7 


19.7 


30 


46 



Fig. 7.76 shows the frequency characteristics obtained with 2 stage amplifiers with 
maximal flatness and for several other conditions. Here 

:c = a>CR 

and F ^1 — ^A^ = feedback factor. 



-ao 




Fig. 7.76. Frequency characteristics of two-stage amplifier. Curve A is without 
feedback and curves By C and D respectively for maximal flatness, a I db peak and a 
3 db peak (x — wCR ; C = normal shunt capacitance of each stage ; R = total 

normal a,c. load resistance for each stage ; pentode valves (Ref H12). 
Fig, 7.77. Frequency characteristics of three-stage amplifier. Curve A is without 
feedback and curves B, C, D are respectively for maximal flatness and zinth feedback 
equal to two and four times the m.f value (Ref. HX2), 

If the condition of maximal flatness is to hold at the low as well as at the high fre- 
quency end of the band, the centre-firequencies of both stages should be identical 
(Ref. H13). 

Three-stage amplifiers and maximal flatness 

It has been shown (Ref. H12) that if a substantially flat response over the maximum 
possible frequency band is required, the optimum arrangement for a three-stage 
amplifier is to have two stages with wide frequency response and one with narrow. 
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This finding is based on the assumption that the amplifier has maximal flatness ; it 
is not necessarily the most desirable arrangement under all conditions,* 
The condition for maximal flatness is that 

(B' + 2y 

^ ^ ^ • 2B^ + 1 (28) 
where F = feedback faaor 

B = staggering factor — 1/b 
and b = factor by which the normal value of load resistance is multiplied for the 
one (narrow) stage. 
[B is always equal to or greater than unity.] 

Equation (28) may be approximated within 1.4% when J3 ^ 2 by 

F ^ 1 + (BV4) (29) 

For example when F = 10 (i.e. 20 db feedback), B ^ 3.3 and the ratio of band- 
widths is approximately 11. 

As with the two-stage amplifier, an increased amount of feedback beyond that to 
give maximal flatness gives high frequency peaks (Fig. 7.77). 

The critical amount of feedback to provide self-oscillation is 

- 5 + 2B^ + = 8F/ -3 (30) 
where F^ = feedback factor to give critical feedback 
and Ff = feedback faaor to give maximal flatness. 

The stability margin of a three-stage maximal-flatness amplifier is (F^ — Ff) and 
in a typical example 

Ff =3.16 (i.e. 10 db reduction in gain) for maximal flatness 
then F, = 8 X 3.16 - 3 = 22,2 (i.e. 27 db approx.) to give self-oscillation. 
The stability margin is therefore 27 — 10 = 17 db approximately. 

If the feedback is made very large^ and the staggering is adjusted so as always to 
give maximal flatness^ F^^ 8F/ which for this example becomes 8 X 3.16 = 25.2 
(i.e. 28 db approx.) giving a stability margin of 18 db approximately. 




Fig. 7.78. Relation between the 
staggering factor B and the gain 
reduction factor F for maximal 
flatness in a three-stage amplifier. 
Values of B less than unity apply 
to the '* two narrow y one wide '* 
condition ; values of B greater 
than unity apply to the " two 
wide J one narrow " condition 
[Ref mi). 



40 TO lOO 300 
FIG. 7.78 



For both two- and three-stage maximal-flatness amplifiers (high frequency 
response) 

1. The feedback which is fully effective in reducing distortion begins to fall at a 
frequency about F times lower than the knee. 

2. The effective gain-reduction factor is about unity^ indicating no feedback, at 
the knee. 

3. The knee of the curve for the two-stage amplifier (Fig. 7.76) is at = 
wCR = \/ F ; at this point the attenuation is 3 db. In the three-stage amplifier 
(Fig. 7.77) the knee of the curve is at x ^ mCR F ; the attenuation is 3 db at 

X = (2/3) v^: 



•The arrangement to provide the greatest value of the product (effective feedback) 
Is that due to Duerdoth described in Sect. 3(v)E. 



Cbaad width) 
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Low frequency response 

The equations for the high frequency end may be applied to the low frequency end 
of the response characteristic^ in the simple case when the only frequency variable 
is the grid coupling condenser, by giving x the value 

X = \/c.C,R, (31) 
where Cg =^ grid coupling capacitance 

and Rg = grid resistor plus the effective source impedance of the preceding stage 
(approximately R ^ in the case of a pentode). 

(C) Conditions for critical damping 

Critical damping may be defined as that value which gives the most rapid transient 
response which is possible without overshoot. 

The maximal flatness amplifier — see (A) and (B) above — has been examined by 
J. E. Flood (Ref. HI 5) in the hght of critical damping ; the following sunmiary is 
based on his work. It has been shown that a two-stage maximally-flat ampUfier 
has a response which overshoots 4.3% while the three-stage amplifier overshoots 
8% when a step waveform is apphed to the grid circuit. 

Although this article is concerned mainly with video-frequency or pulse amplifica- 
tion^ it is possible that critical damping is a desirable feature in a-f amplifiers and that 
a condition of under-damping with oscillatory response to transients is to be avoided. 
See general conmients in Sect. 3(v)j also Ref. J8. 





FIG. 7. so 



Fig. 7,79. Two-stage uncompensated amplifier with feedback {Ref. H 15), 
Fig. 7.80. Three-stage uncompensated amplifier with two time constants within 
the feedback loop (Ref H\5). 

Two stage amplifier with constant value of j3 (Fig. 7.79) 

The following may also be applied to the three stage amplifier of Fig. 7.80 which 

has only two time constants within the feedback loop. 

It may be shown that the condition for critical damping is that 

(«i + <x.y 

where = amplification at the mid-frequency without feedback 
j3 is negative and independent of frequency 
ocj = l/RiCi = inverse time constant of Vi 
and aa = I/R2C2 = inverse time constant of V2. 

When a higher feedback factor than that indicated by eqn. (32) is used, the transient 
response will be oscillatory ; when a lower feedback factor is used, the transient 
response will be over-damped. 

Equation (32) may be put into the form 

1 - Mo = (1 + Ky/4K = K/4 + 1/2 + L/4K (33) 
where K = = ratio of inverse time constants. 

This is plotted in the lower curve of Fig. 7.81. 

If a fairly large amovmt of feedback is to be used^ the ratio of time constants must be 
large. 

The resultant inverse time constant of the amplifier is given by 

a = Kai + 0^2) = iai(l + K) (34) 
This relationship is plotted in the upper curve of Fig. 7.81. 
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1,000 

K ' mCt/*Ci FIG. 7.61 

Fig. 7.81. Conditions for critical damping of two-stage uncompensated amplifier 

(Ref. H15). 

Note : The " staggering coefficient " 5 as used by Brockelsby (Ref. H12) is related 
to and y.2 by the equation 



(35) 



2a/ ttitts 

The condition for maximal flatness is therefore given by 

(ai + OLzy 

Comparing equations (32) and (36), it will be seen that for any particular ratio of 
ag/ai, the condition of critical damping permits a feedback factor of only one half 
that required for maximal flamess of the frequency characteristic. The transient 
response of the maximally-flat amplifier is therefore oscillatory. 

A 2-stage critically damped amplifier will normally have a small amount of positive 
feedback at high frequencies, although the rise in response in a typical case will be 
less than 1 db above the zero-feedback curve. 

Two-stage compensated amplifier 

If resistor in Fig. 7.79 is shunted by a capacitor Cj and if R^ is very much greater 
than R ^ then critical damping is obtained when the inverse time constant of the feed- 
back path is given by 

-- c^i^z.^^o , 

ag = - — ;==zr= (37) 

2Vaia2(l - Mo) - («i + ^2) 

where ai = l/i?,C, ; oca l/R^Cz ; a,, = l/R^C^ 

and p is negative for negative feedback. 

Similarly if an inductance L is connected in series with R^ in Fig. 7.80, and if i' mi? 4 
is very much less than 1, then critical damping is obtained as indicated by eqn. (37) 
where ag = RJL. 

The inverse time constant for the amplifier is given by 

« = Va,a8(l - Mo) (38) 
Using the value of ag given by eqn. (37) for the inverse time constant of the amplifier 
with feedback, critical damping is obtained and the response to a step waveform of the 
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feedback amplifier is made identical with that of an amplifier without feedback having 
two stages, each having an inverse time constant equal to the geometrical mean of 
the inverse time constants of the two stages multiplied by the square root of the feed- 
back factor (eqn. 38). 
A particularly simple special case is obtained when 

aa = ai(l - Mo) ; 
then a = as = aj = ai(l — pAo)> 

Values of cc^ for critical damping may be derived from the curves of Fig. 7.82 and 
values of a from Fig. 7.83. 

Three-stage amplifier 

Critical damping caimot be obtained in a three-stage amplifier with constant p. 

Three-stage amplifier with single time constant in feedback path 

In this case there is only one value of feedback factor as given by eqn. (39) for 
which critical damping can be obtained. 

ZioLi a2a3 

a = (aj + + a3)/3 (40) 
= [(o^ia^asd - PAo)?'' (41) 

^ ^ - 3aia20^3Mo . . 

* tti^ + + — (aittg -f olzOl^ + ct^a^) 
where ag = inverse time constant of third stage 

= inverse time constant of feedback path 
and a = inverse time constant of amplifier. 
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FIG. 7.63 



Fig, 7.83. Curves for determining a for critical damping of two-stage compensated 

amplifier (Ref.HlS), 



(44) 
(45) 



Three-stage amplifier with two time constants in feedback path 

Critical clamping can be obtained provided that 

1 OA ^ (Oti + tt2 + ««)' 

^-P^^> -^7-^, (43) 

Under this condition, 

a, = aj - (fc =F Vfc' - 4cw;)/2a 

where a = inverse time constant of amplifier 

Ai3^«)0C3 — inverse time constants of three stages 
a^, aj = inverse time constants in feedback path 

a = 3a — (a^ 4- a» + aj) 
b == 3a* — (aia* + ajaj + a^ai) 
and c = OL^ — a^aaaj. 

When 1 — pA^is less than the right hand side of eqn. (43) the transient response is 
over damped and less rapid. 

A particularly simple case is obtained when 

aa =-- aa = ai(l — pA^^) 
then a = aj — a4 = aa = ag = ai(l — ^Ao) (46) 

(viii) Constancy of characteristics with feedback 

This is sometimes called " stability " (Ref. H8) but refers to the more or less com- 
plete independence of the gain of an amplifier with feedback (inside the amplifier 
firequency range) with regard to changes in valve characteristics and supply voltages. 
Becker defines the " stability factor " as 

5F = 1 + PAoX (47) 
where AoX = lowest gain which the amplifier ever has under the worst operating 

conditions, without feedback 
and SF = stability factor with negative feedback. 
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(ix) Effect of feedback on phase shift* 

The amplification without feedback may be expressed in the complex form 
A = a+jb = \A\Ae (48) 
where \A \ is the magnitude of the voltage amplification and d is the phase angle of 
the output voltage of the amplifier relative to the input voltage, without feedback. 

It is obvious that B = tan-\b/a) and \A\ ^ V ci^ + b^. 

The amplification with feedback may be expressed in the form 

. _ _A_ _ _ a - (a' + b'W +Jb .^g. 

1 - M 1 - (fl -^m (1 - a^y + b^^' 

provided that there is no phase shift in the feedback network. The phase angle of 
the output voltage relative to the input voltage, with feedback, is given by 

* ^ tan- (50) 



a - (a^ + b^)^ 1 - pA-y/l + b^a^ 

1 - MVl + tan''^ 

When ^ is negative, as is the case when the feedback is negative, it is evident from 
(51) that the angle a is less than the angle 6, Hence the phase shift of the output 
voltage relative to the input voltage is reduced by negative feedback. 



SECTION 4 : SPECIAL APPLICATIONS OF FEEDBACK 

There are so many applications of feedback, many of which are outside the subject 
of radio receiver and amplifier design, that it is impossible even to list them here. 
The following selected applications have some interesting features. 

(1) Electronic attenuators 

A cathode follower may be used with various cathode load resistors selected by 
rotary switch, to give the coarse steps, and then the screen voltage may be adjusted 
to give a fine adjustment of attenuation. 

Smith, F. W., and M. C. Thienpont " Electronic attenuators ** Comm. 27.5 (May 
1947) 20. 

(2) Stable admittance neutralization 

Two valves in cascade with negative voltage feedback may be used to neutralize 
the input admittance of an amplifying valve (mainly the result of its input capacitance) 
and thereby enable the use of a load resistance of 23 megohms with a phototube for 
a cut-off frequency of 20 000 c/s. 

" Stable admittance neutralization " Electronic Eng. 14.167 (Jan. 1942) 594. 

(3) An amplifier witliout phase distortion 

O. H. Schade has developed an amplifier without cathode by-pass condensers, 
screen by-pass condensers, decoupling condensers or output condenser in B-supply 
filter, which has negligible phase distortion from 10 to 30 000 c/s. 

** An amplifier without phase distortion," Elect. 10.6 (June 1937) 26. 

(4) Stabilized negative impedances 

Negative impedance is produced from a positive impedance of the desired type by 
positive feedback through an amplifier stabilized with negative feedback. 

Ginzton, E. L. " Stabilized negative impedances '* Elect. (1) 18.7 (July 1945) 140 ; 
(2) 18.8 (Aug. 1945) 138 ; (3) 18.9 (Sept. 1945) 140. 

(5) Tone Control 

This is covered in detail in Chapter 15. 

•Method after H. J. Reich " Theory and application of electron tubes." 
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SECTION 5 ; VALVE CHARACTERISTICS AND FEEDBACK 

(0 Triode cathode follmer (it) Pentode cathode follower (m) Triode with voltage 
feedback (tv) Pentode with voltage feedback, transformer-coupled {v) Cathode 
degenerative trio4e (vi) Cathode degenerative pentode (vii) Cathode-coupled triodes 
(viii) Feedback over two stages. 

Although it is important to bear in mind that the application of feedback does not 
alter the charaaeristics of a valve, yet there are certain features which can best be 
visualized by the graphical use of effective valve characteristics with feedback. 

(i) Triode cathode follower 

The cathode-follower characteristics (Fig. 7.85) may be drawn very readily from the 
published triode plate characteristics (Ref. D2). The Ec = 0 curve remains as the 
boundary of the grid current region. If the grid circuit impedance is high, it is not 
practicable to go beyond the Ec = 0 curve, just as with plate-loading. 

FIG. 7.84 ^ __„^__ The basic circuit is shown in Fig. 7.84 from 

J^- 4+ i+ I which it is evident that with zero input voltage 

t I l^Cy L I I E,, = E,-E, (!) 

+ > ~i — T i+ ^bb I 

'^"J-. I I I -t. The plate is the most convenient electrode to 
I ^«=T l"** V T regard as the common basis for electrode volt- 
I f T- T- I ages, since it is the only one directly conneaed 

to the voltage source. Valve charaaeristics 
Fig, 7.84. Basic circuit of may be plotted by the method described below 
cathode follower. go that each curve, instead of applying to constant 

grid-to-cathode voltage applies to constant grid-to-plate voltage (Eeb)^ In effect, the 
valve and its load resistor are inverted as compared with normal praaice and the 
cathode here takes the place of the plate. 
Applying eqn. (1) for the case where Eeb is constant, 

E,==E,, + E, (2) 
For example, take the case when Ecb = 150 volts. We may calculate the points 
along the curve using eqn. (2) : 

Eeb ^ 150 150 150 150 150 volts 

Ee = 0 -2 -4 -6 -8 volts 

Eb = 150 148 146 144 142 volts 

These points may be plotted to give the = 150 volt curve on the existing 
" plate charaaeristics,** as has been done in Fig. 7.85. 

(A) Resistance loaded triode cathode follower 

The cathode -follower charaaeristics may then be used as any ordinary resistance- 
loaded triode for the determination of power output, voltage gain and distortion. 
Maximum power output will generally be achieved when Ri,i% between r„ and 3rp 
with slightly less distortion with the higher values of R k. In Fig. 7.85, R ^ is taken 
as 15 000 ohms, with ^(.i, = 200 volts. If it were desired to obtain the highest 
possible voltage swing, a much higher value of load resistance would be seleaed 
(e.g. 50 000 ohms). In each case the operating point should be selected so as to 
avoid both grid current and plate-current cut-off with the highest input voltage. 
For maximum output, a point slightly above half-way along the loadiine is desirable. 
In Fig. 7.85, a suitable operating point (O) is the intersection of the ^^.^ = 150 volt 
curve with the loadiine which occurs at a platc-to-cathode voltage of 145 volts, thus 
indicating that = — 5 volts. Alternatively, the bias could have been read from 
intersection of the E^ ^ — 5 (plate characteristic) with the loadiine. 

When the operating point (O) has been established, it is then necessary to work 
entirely with the E, & ctirves, neglecting the Ec curves. In Fig. 7.85 the operating 
point is 2XEcb^ 150 volts, and point A is 6 = 100, so that the peak input voltage 
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50 100 )50 200 

PLATE TO CATHODE VOLTAGE _ 

rIG, 7.85 

Fig. 7.85. Cathode follower characteristics of small general purpose triode. The 
solid loadline is for = 15 000 ohms, the dashed loadline is for the addition of an 

a.c, shunt load, 

amplitude is 50 volts. It is obvious that the opposite swing will extend to JJ^ s = 200 
volts (point B) thus giving a peak-to-peak swing of 2 x 50 = 100 volts. It will be 
seen that OA corresponds to = — 5 volts^ while OB corresponds to — 5.7 volts, 
but this is due to the improved linearity with the cathode follower. With plate loading 
the loadline would be AD, so that cathode loading causes a longer loadline by the 
amount DB, thus resulting in a slightly greater power output. 
The voltage gain is given by 

A = -p-^ 

where subscripts A and B indicate the voltages at points A and B on the loadline. 

If the cathode is coupled through a coupling condenser to a following grid re- 
sistor Rg (Fig. 7.8), the a.c. loadline will be drawn through the operating point O with 
a slope of - l/R^ where R^ = RtRg/iRt + R,). 

The mutual charaaeristics of cathode followers may be drawn and interpreted by 
the method of Ref. C29. 

(B) Transformer-coupled triode cathode follower 

The same form of cathode-follower characteristic may be used when the load is 
coupled through a transformer so as to reflect a resistance Rk across the primary. 
In most cases the load resistance may be taken (at least as a first approximation) to 
have the same value as for plate loading. In Fig. 7.86 the loadline AOB extends from 
A (the jimction of the =0 and the Ec & = 100 V curves) to B, on the £^ ^, = 500 V 
curve. The operating point O is the intersection of the loadline with xhcEci, = 300 V 
curve, thus giving a peak input voltage of 200 volts in both directions. The power 
output and distortion may be calculated as for plate loading. 

If the load resistance i? t is increased, the loadline will rotate about O to the position 
(say) CD with constant input voltage. This will usually result in a decrease in both 
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power output and distortion — there is the same advantage (as with plate loading) in 
keeping the loadline out of the region of bottom curvature. It would be possible, 
with the higher resistance load, to increase the input voltage so as to extend the load- 
line from OC to meet the = 0 curve. 

If the load resistance R ^ is decreased, the loadline will rotate about O to the position 
(say) EF. If the input voltage is unaltered, the plate current will cut off at F and the 
valve will nm into grid current at E, both resulting in distortion. In this, the cathode 
follower differs from a plate loaded triode, and it is important to ensure that the load 
resistance does not fall appreciably below the designed value. Fortunately, a loud- 
speaker has an impedance characteristic which, although it rises considerably above 
its nominal (400 c/s) value, does not drop appreciably below it. A cathode follower 
with a loudspeaker load is therefore a good combination from the loading point of 
view. 

2sor 




200 300 
PLATE TO CATHODE VOLTAGE 



FIG. 7.86 



Fig. 7.86. Cathode follower characteristics of power triode (type 2A3) with 
transformer-coupled load. Loadline AB is normal ; CD is high resistance load line ; 
EF is low resistance loadline illustrating grid current and plate current cut-off. 

If a low impedance driver is used, it is possible to drive a cathode follower into the 
grid current region with considerably greater power output and efficiency. In the 
ideal limiting case, the conditions are : 

Plate voltage E ^ volts 

Plate current amperes 

Load resistance Eb/IbOhms 

Power output ^E J i, vfBtts 

Plate efficiency 50% 
If the cathode follower is to be used as a high-input-impedancc voltage amplifier, 
the conditions vary with the output level. At low output voltages, the operating 
conditions arc of no consequence (within reasonable limits) so far as voltage gain is 
concerned, and R * may be equal to r For very high output voltages, the load re- 
sistance should be as high as practicable (assuming a purely resistive load), say ^ = 
5rp, and the operating current should be as low as practicable without causing plate- 
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current cut-off. A somewhat lower load resistance may be used for fairly high output 
voltages. 

The transformer primary inductance should have the same value as for plate loading 
under similar conditions^ if full power output is desired at low frequencies. A trans- 
former with low primary inductance will give uniform gain at low level output^ but 
at high output it will cause plate-current cut-off and grid current as for loadline EF 
in Fig. 7.86. 

References C14, C16, C17, C29, Dl, D2, D3, D8, D9, DIO, Dll. 
(ii) Pentode cathode follower 

A pentode (or tetrode) may be connected in several ways arising from the screen 
supply and by-pass — 

(A) Triode connection (screen tied to plate) 

The published " triode " characteristics may generally 
be used. If no triode charaaeristics are available^ ascer- 
tain the characteristics for the screen voltage corresponding 
to the desired conditions (the plate voltage may be equal 
or higher). 

Then h ^ I, Ic2 (4) 
g„ (pentode g„) X (/^//b) (5) 
ana Bcz/B.^ (cut-off). (6) 



FIG. 7.87 




Fig, 7.87. Pentode 
cathode follower, trans- 
former-coupled, screen 
by-passed to cathode. 



(B) Screen by-passed to earth 

There is no exact method using published characteristics. 
An approximate method has been described by Shapiro (Ref. D2). 
(C) Screen by-passed to cathode — Transformer-coupled (Fig. 7.87) 

The cathode follower characteristics may be drawn by the same method as for a 
triode (Fig. 7.88). The procedure for calculating the power output and distonion is : 




Fig. 7.88. Cathode follower characteristics of beam power tetrode and typical of all 
pentodes, Loadline AOB is normal ; CD high resistance ; EF low resistance illus- 
trating grid current and plate current cut-off. 
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1. To determine the maximum plate voltage and current for the operating point. 
Here E ^ = 285 V and happens to coincide with the J?^ t, = 300 V curve. If desired, 
mark The value of E/ corresponding to point 0. 

2. Try several values of load resistance (i,e, slope of leadline) until an optimum 
position for point A is determined, so as to make OA as long as possible, and at the 
same time give OB = OA with B slightly above plate -current cut-off. 

3. Determine Ef, for point A (in this case 50 V) — A is then automatically on the 
J5c& = 50 V curve. 

4. Draw the other limiting Ect, curve (in this case J5c& = 550 V, giving a peak 
amphtude of 250 V each way). 

5. Calculate power output and distortion as for a power triode, using the loadline 
AOB and the J5et» curves. 

When a higher resistance load is used with the same input voltage, the loadline 
rotates about O to (say) COD, where the power output is lower, the distortion slightly 
less, and point C is well negative with respect to £ c = 0- When a lower resistance load 
is used with the same input voltage, the new loadline may be (say) EOF where E is well 
into the grid-current region and F is beyond plate-current cut-off. In this respect the 
pentode is similar to the triode, but the pentode is rather more critical regarding low 
load resistances ; it is, however, quite satisfactory with a speaker load. 

If cathode bias is used, the procedure is as for a plate-loaded power pentode. 

(D) Screen by-passed to cathode — Resistance-loaded (Fig. 7.89) 

The curves are generally the same as for transformer coupling, and the treatment is 
similar to that for resistance-loaded triodes, except that it is necessary to allow for the 
d.c. screen current flowing through R The screen current may be taken from the 
published data for typical operating conditions, or estimated from the ratio of plate 
to screen currents. The voltage drop through R * additional to that due to the plate 
current will be R */c3. The procedure is to take as the effective plate supply voltage 
the value (Ej^i — RJei) and then to proceed normally, as for a triode. 

(E) Screen voltage from separate supply (Fig. 7.90) 

If the screen voltage is obtained from a separate supply, such as a battery, returned 
to the cathode, then the voltage from cathode to screen may be maintained constant 
without smoothing out the screen current variations. In this case the screen current 
does not flow through the cathode resistor i?*. The pentode characteristics for a 
constant screen voltage may be used without any adjustment for the effects of screen 
current. 

References Dl, D2, D3, Dll. 

FIG. 7.89 FIG, 7.90 





Fig. 7.89. Pentode cathode Fig. 7.90. Pentode cathode 
foUowery resistance-loadedy screen follower^ resistance-loaded screen 
by-passed to cathode, from separate supply, 

(iii) Triode with voltage feedback 

The basic circuit is Fig. 7.91 in which we can consider the conditions with direct 
applied voltages (J5/ and £ »). A fraction of the plate voltage is applied degeneratively 
to the grid so that 

\^\ =^ RJ{R, ^- R^) (7) 
where |jSl is the numerical value of jS without regard to its sign. 

Consider first the condition for to be zero. It is evident that the condition is that 
E: \p\E,, (8^ 
where E^o = value of J5» when E^ = 0. 
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Now consider the general condition when the grid is negative with respect to the 
cathode. If jthe input voltage is kept constant, then the grid-to-cathode voltage 
Ec will change when Ej, is changed. The relationship is 

AEc = |i9]( JEft) when E/ is constant. 
Therefore AEj, = AEJ\p\ 

Therefore E^, = E,^ - AE^ - - AEJ\^\ (9) 
Eqn. (9) may be used for the calculation of points on the constant Ei characteristics, 
as for example : 



E bo 


= 100 


100 


100 


100 


100 volts 




= 0.2 


0.2 


0.2 


0.2 


0.2 


e: 


= 20 


20 


20 


20 


20 volts 


- AE, 

- 


0 


-1 


-2 


-3 


—4 volts 


0 


-5 


-10 


-15 


—20 volts 


E, 


= 100 


95 


90 


85 


80 volts 



These have been plotted in Fig. 7.92. It should be noted that is the plate 
voltage corresponding to zero grid voltage. 

(iv) Pentode with voltage feedback— Transformer coupled 

Pentodes with a substantial degree of negative voltage feedback (say |j3| ^0.2) 
FIG. 7.91 + behave more or less like a cathode follower. Pentodes with a 

limited degree of feedback, or none, exhibit some special 
peculiarities. Fig. 7.93 shows input voltage curves for three 
different values of j3 ; the curvature on the j3 = — 0.1 curve 
continues along its whole length while its slope is gradual and 
bottom curvature extensive. 

The full effect of a low degree of feedback is illustrated in 
Fig. 7.94 where j3 = — 0.1. The curves are drawn as in the 
triode case except for the change in j3. A suitable loadline 
Fie 7 91 Basic -^OB has been selected to give about the same power output 
circuit of triode with ^s without feedback. Provided that the load resistance re- 
negative voltage mains constant, the performance is satisfactory, but the 
feedback, value is critical. With constant input voltage (40 volts peak) 





^1 


[fit 


+ 


r 






50 100 ISO 300 2SO 

PLATC VOLTAGE FIG. 7.92 

Fig, 7.92. Feedback characteristics of small general purpose triode with 20% 
negative voltage feedback (jS = -0.2). 
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aoo 300 

PLATE VOLTS 

FIG. 7.93 

Fig. 7.93. Single input voltage curve for each of three values of voltage feedback 
for beam power tetrode {6V6-GT zvith = 250 F), to illustrate effect of feedback. 




300 400 
PLATE VOLTS 



FIG. 7.94 

Fi(' 7.94. Feedback characteristics of beam power tetrode {6L6 or 807 zvith 
E,z = 300 V) and 10% voltage feedback (jS- -0.1). 
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FIG. 7.95 




the valve will run into grid current as soon as the load resistance 

either increases or decreases. It is therefore not suitable for 

use on a loudspeaker load unless the input voltage is reduced. 

A 10% reduaion in input voltage (19% in power output) would 

be some improvementj but greater reduction is desirable, say 

20% to 30% of the input voltage, depending on the operating 

conditions. Even with an input reduction giving a power out- 
put of only 50% maximum, the pentode is still less flexible 

with regard to load resistance than an ordinary triode. This 

position improves as the amount of feedback is increased. 

See References D4j D12. pig^ 7,95. Basic 

circuit of cathode 
degenerative triode. 

(v) Cathode degenerative triode 

The circuit diagram of a cathode degenerative triode is shown in Fig. 7.95 from which 
it is evident that 

- E/ - E^ (10) 
The curves of a cathode degenerative triode may be drawn by the procedure out- 
lined belowj although a special set of characteristics is required for each value of R 
Fig. 7.96 shows the curves for a typical general purpose triode with i? t == 1000 ohms. 
The input voltage curves are straighter than those without feedback, and the two 
curves coincide only at /j, = 0. The E/ curves have a lower slope, indicating a 
higher plate resistance, than the Ec aurves. 

Take the E/ — — 4 V curve as an example of the calculations. We know that 
i?t = 1000 ohms and ^/ - - 4 V. If Ij, = 2 mA, then - 2 V and = 
5/ - = - 4 - 2 = - 6 V. 

Refer to the plate characteristics to find the plate voltage which will give a plate 
current of 2 mA at a bias of — 6 V — the value is Ej,k = 144 volts. 




100 



aco 



Fig. 7.96. 



200 300 400 

PLATE VOLTS FIG. 7.96 

Current feedback characteristics of general purpose triode {6SN7-GT 
single unit) tvith Rt - 1000 ohms. 
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The total voltage (Et) from plate to earth is 
+ = 144 + 2 = 146 V. 

Therefore the point (E^, = 146 V ; h = 2 mA) is on the = — 4 V curve- 
Repeat this procedure for = 0, 4, and 6 mA to give the whole curve ; then per- 
form a similar operation for = — 6 V, — 8 V and so on. 

The loadline may then be drawn in the normal manner, except that its slope will be 
— l/(Rk + Rj)' '^^^ curves are to be used for calculating gain and distortion. 

The method generally employed with cathode degenerative triodes makes use of 
the pubhshed characteristics. There are several methods including those of Middle- 
ton, Mcllroy, Huber, Lonsdale and Main ; the following treatment is based on 
Krauss, and may also be applied to cathode followers. 

As an example take the characteristics of Fig. 7.97 with = 8 000 ohms, 
i?^ = 32 000 ohms and E^t — 400 volts. Draw the loadline corresponding to jt + /? ^ = 
40 000 ohms, as shown. Add an £'fc scale below the scale, based on the equation 
Ek = RjJb) commencing from Etb- The value of jBjt at any point on the loadline 
may then be found by projecting downwards to the scale. 

The input voltage £"/ is not proportional to any scale on the diagram, because the 
amplification is not constant. The value of E/ at any point of intersection along the 
loadline may be found by drawing up the following table where each value of Ec 
is taken in turn. The input voltage is actually + E^), but for convenience the 
point (Ec — — 8) has been selected as the operating point, and so shown in the Ei 
column. 

(E, + Ec) E/ 

Point A 



Operating point (O) 



and Ei' = - 34.7 

The values of E/ may be plotted against Et and therefore also against to give the 
dynamic characteristic, but this is usually uimecessary. Once the maximum input 
voltage has been selected it is only necessary to mark the extremities on the loadline. 
For example, if it is desired to swing to Ec — 0, then the peak Ei will be 34.7 volts 
in each direction. The peak in one direction will be A where Ec = 0, and the other 
will be B, determined by interpolation : 

Ec= -16 jE* = 14.7 Ei = - 30.6 
Ec= - IS Et, = 10,1 E/ = - 37.2 



Ec 


E, 


(E, + Ec) 


E/ 


0 


64 


64 


34.7 


-2 


57 


55 


25.7 


-4 


50.2 


46.2 


16,9 


-6 


43.6 


37.6 


8.3 


-8 


37.3 


29.3 


0 


-10 


31.2 


21.2 


-8.1 


-12 


25.1 


13,1 


-16.2 


-14 


19.6 


5.6 


-23.7 


-16 


14.7 


-1.3 


-30.6 


-18 


10.1 


-7.9 


-37.2 


-20 


6.2 


-13.8 


-43.1 



Diff. = 6.6 

Also the difference between the desired value (— 34.7) and — 30.6 is 4.1. The ratio 
is therefore 4.1/6.6. 

Similarly with E^ : 14.7 - 10.1 = 4.6. 

The value of £t for point Bis therefore 14.7 - 4.6(4.1/6.6) = 14.7 - 2.8 = 11.9. 

The voltage gain and power output may be calculated from = 5£fc, using the 
values of jBfc at Ei = 34.7 (point A), £/ = 0 (point 0) and E/ = - 34.7 (point B). 
The second harmonic distortion may be found from the ratio AO/OB measured in 
volts (Et,) ; i.e. (64 - 37.3)/(37.3 - 11.9) = 26.7/25.4 = 1.05. Therefore 
Ha 1%— see Chapter 13 Sect. 2(i). 

References Dl, D3, D5, D8, D9, DIO, Dll. 
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Pl>TE VOLTS (Eb) 



Fig. 7.97. Method of calculating performance of cathode degenerative triode 
without drawing special characteristics. 

(vi) Cathode degenerative pentode 

The general procedure is the same as for triodes, except that allowance must be 
made for the d.c. screen current flowing through R^. This is done by taking 
(^6 6 — Rklei) as the effective plate supply voltage j and then by carrying on as for 
the triode case. 

For valves with a high plate resistance this method is not very satisfactory, and a 
more practical method has been described by Pratt. 
References Dl, Dll. 

(vii) Cathode-coupled triodes 

It is possible to make a graphical analysis of the cathode-coupled amphfierj using 
ordinary published valve characteristics (Ref. D6). 

(viii) Feedback over two stages 

It is possible to draw the equivalent characteristics of two stages in cascade with 
feedback over both stages, following the method of Pratt (Ref. Dl). 

Alternatively, it is possible to use the published valve characteristics to obtain a 
graphical analysis (Ref. D7\ 
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SECTION 1 : INTRODUCTION TO ELECTROMAGNETIC WAVES 

(0 Wave motion (it) Electromagnetic spectrum (w) Wave propagation. 

(i) Wave motion 

Before considering the various methods of radio reception, it is desirable to have 
an understanding of the nature of radio waves and of how they are used to transmit 
intelligence. 

The theory of electromagnetic radiation (Refs. Ij 2, 3) is essentially a mathematical 
one and any attempt to reduce the theory to non-mathematical terms requires certain 
assumptions to be made which are not strictiy true. 

It should be noted that sound waves in air, waves in water and radio waves are 
propagated in entirely different ways. 

In the case of sound, the waves are called " longitudinal ** and consist of alternate 
compressions and expansions of air. 

The layers of air as shown in Fig. 8.1 do not move steadily forward with the wave 
but move to and fro through a limited path in the direction of motion of the wave. 



MOVEMENT OF PISTON 



1 WAVELENGTH - 



COMPRESSION EXPANSION COMPRESSION 

FIG. 8.1 

Fig. 8.1. Representation of a sound wave in air. 

Referring to Fig. 8.2 and assimiing this to be a representation of a water wave, it 
will be seen that as the wave progresses, a particle (such as a cork) as shown in the 
figure, moves in a vertical direction which is at right angles to the direction of motion 
of the wave. This form of wave motion is known as " transverse." 

The distance between two successive crests is a measure of the length of the wave, 
i.e. the wavelength, and the number of complete waves (or cycles) passing any point 
in one second denotes the frequency in cycles per second. 

The medium in which the wave is transmitted determines the speed or velocity 
of propagation. In the case of sound waves in air, the velocity is approximately 
3.4 X 10^ metres per second. The velocity of soimd in some common media is 
given in Chapter 20 Sect. 8(iii). 
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(i) WAVE MOTION 



8.1 



Electromagnetic waves are also transverse. However, radiated electromagnetic 
energy consists of two component fields, respectively magnetic and electric, both in 
phase, existing at right angles to each other and to the direction of motion of the 
wave. In contrast to soimd waves in air, electromagnetic waves in free space have 
a velocity of 3 x 10® metres per second. 



WAVE MOTION 




(A) 



(C) 



0*N 
M 



FIG. 8.2 



Fig, 8.2. Representation of a water wave. 



Wavelength 
30 000 M - 0.01 cm 
0.04 cm - 0.000 07 cm 
7000 A° 4000 A° 
4000 A° 120 A° 
120 A° - 0.06 A° 
1.4 A° - 0.01 A° 
about 0.0001 A° 



(ii) Electromagnetic frequency spectrum (Ref. 4) 
Type of radiation 

Hertzian Waves (used for radio communication) 
Infra Red 
Visible Light* 
Ultra Violet 
X-Rays 
Gamma Rays 
Cosmic Radiation 

1 Angstrom unit A° = 1 x 10-»cm. 

(iii) Wave propagation 

Assuming a simple non-directional aerial, the electromagnetic waves are radiated 
in straight lines at all angles. That portion of the radiation at a large angle to the 
horizontal is called the " sky " wave. Depending upon the frequency and the angle 
of radiation, this wave may be reflected by an ionized layer in the earth's upper atmo- 
sphere and thus return to the earth at a considerable distance from its origin. By 
making use of this phenomenon, long distance short wave communication can be 
accomplished. 

In recent years much work has been done in forecasting frequencies that will give 
best results for communication between any two points at any given time. These 
predictions, based on a study of the ionosphere, are pubhshed regularly in different 
parts of the world and are an exceedingly valuable aid to rehable communication 
services. A handbook has been published explaining the basis of the predictions 
and the methods used in forecasting (Refs. 5, 6, 7, 8, 9, 10). This subject is covered 
more comprehensively in Chapter 22, Sect. 6. 

For the effect of the ionosphere on the reception of radio signals see 
Chapter 22, Sect. 6. 

•For funher details, see Chapter 38 Section 13 and Fig. 38.8. 
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SECTION 2 : TRANSMISSION OF INTELUGENCE 

(j) Introduction (it) Radio telegraphy (Hi) Radio telephony. 

(i) Introduction 

There are several methods of conveying information using the radiated waves. 
By switching on and off the transmitter in accordance with a prearranged code, audible 
sounds will be heard in a suitable receiver. This is known as radio telegraphy. 
Alternatively the intelligence in the form of speech or music can be superimposed 
on the transmitted radio frequency by a process of *' modulation." This is referred 
to as radio telephony. There are four major types of this latter system of transmis- 
sion, known as amplitude, frequency, phase and pulse modulation (Refs. 17, 18, 33). 

(ii) Radio telegraphy 

This is used primarily for commxmication purposes over long distances. By means 
of automatic transmission and reception it is possible to convey messages at a rapid 
rate half way round the world. Such circuits are less susceptible to interference and 
mutilation of the message text than corresponding circuits using radio telephony. 
A radio telegraph (C.W.) transmitter usually consists of a crystal oscillator followed 
by several r-f power amplifier stages. An automatic or manual switch, operating in 
a power circuit supplying current to one of the r-f amplifier electrodes, serves to turn 
the r-f power on or off as required by the coded messages (Ref. 11). 

(iii) Radiotelephony 

(A) AmpUtude Modulation (A-M) 

This is conmionly used in local medium frequency and long distance shortwave 
broadcast transmitters. The amplitude of the r-f radiated wave (the carrier) is 
varied at an audio frequency rate according to similar variations* of the intelligence 
which it is required to transmit. This is usually accomphshed by varjring the plate 
voltage of a r-f amphfier by the audio signal. The r-f amplifier may be in the final 
transmitter stage, in which case a large audio power is required for complete modula- 
tion — 50% of the modulated r-f stage plate input power. This is called *' high- 
level " modulation. As an alternative, modulation can be employed at an early stage 
in the transmitter, and linear r-f amphfiers used to raise the power level to that re- 
quired. Much smaller powers are necessary for this " low-level " modulation 
system, but the Class B linear r-f amphfiers are less efficient than the Class C counter- 
parts used in the " high-level " method of modulation. Both systems are used ex- 
tensively, but most high power transmitters employ " high-level " modulation. With 
amphtude modulation, the power output of the transmitter varies, but the phase and 
frequency of the carrier remain unaffected (Refs. 12, 13). 

(B) Frequency Modulation (F-M) 

This is now coining into its own in the mobile equipment field. While it is being 
used to supplement medium firequency A-M broadcasting, F-M may also be used for 
the audio channel of television (TV) transmitters. In this system the carrier frequency 
is varied at audio frequency above and below the uimiodulated carrier frequency. 
This can be achieved by using a reactance valve to alter the frequency of the trans- 
mitter master oscillator, the reactance valve being controlled by the audio frequency 
signal. 

In contrast to A-M, the power output from an F-M transmitter does not change, 
but the frequency of the carrier varies, the deviation in frequency being proportional 
to the amplitude of the modulating signal (Refs. 14, 15, 16, 24, 32, 33). 

(C) Phase Modulation 

In this system the audio signal is used to shift the phase of the carrier, the change 
in phase angle being proportional to the instantaneous amplitude of the modulating 
signal. The carrier frequency also changes but the power output remains constant. 
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P-M is not yet in general use and will therefore not be considered further (Refs. 
19, 20, 21, 22, 23, 24, 31, 33). 

(D) Pulse Modulation 

The numerous variations of this system are finding their chief application in the 
very high frequency communication field. Radar and related distance measuring 
equipments rely largely on pulse modulation for their successful operation. This 
modulation system is outside the scope of the Handbook (Refs. 25, 26, 27, 28, 29, 
30, 33). 
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SECTION 1 : INTRODUCTION 

When a violin is tuned, the tensions of its strings are adjusted to permit vibration 
at partioilar frequencies. In radio, when an arrangement of L, C, and R responds 
to particular frequencies, it is called a " tuned " circuit. 

In principle, the tuned circuit is similar to a pendulum or violin string, timing fork, 
etc. — ^it has the property of storing energy in an oscillating (vibrating) state, regularly 
changing from kinetic form (magnetic field when current flows through the coil) 
to potential form* (electric field, when the condenser is charged) and back again at a 
frequency called the natural resonant frequency. 

P,Q , , In Fig. 9.1 let the condenser C be charged. It will discharge its 

I . energy through the induaance L, causing the current to increase all 

while, imtil it reaches the maximum when there is no potential 
c ^ across C. At that instant the energy is all magnetic, and the current 

3 continues, fed by the magnetic field, to build a voltage of reversed 

polarity across C. When all the energy has been transferred from L to C, 
the voltage across C has its original value, but is reversed in sign, and the current is 
diminished to zero. The process then reverses, and repeats itselif indefinitely, cycle 
after cycle, 

407 
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SECTION 2 : DAMPED OSCILLATIONS 

Were there no loss of energy, each cycle would be the same, but this is never the 
case in practice, as the coil must have resistance. The rate at which the energy 
decreases is proportional to the energy (remaining) in the circuit. 

For a detailed account of damped oscillations, as these periodic changes of decreasing 
amplitude are called, reference should be made to standard textbooks relating to the 
theory of radio circuits. A list of several such books is given in the accompanying 
bibliography. 

Here we consider briefly the circuit shown in Fig. 9.2a. Let lo be the maximum 
value of the current during a given cycle of the oscillation, and let the time t be meas- 
ured from the instant of this maximum ; then the value of the current i at any subse- 
quent time is given by the equation 

I = /o€"«* cos <xJ„f, (1) 
where a = r/2L = damping factor, 

and a>,, =a/_? 

^ LC 4L2 

The quantity /„ = oxjlir is called the natural resonant frequency. In the above 
formulae L is in henrys, C in farads, r in ohms, in radians per second and /„ in 
cycles per second. 

The resonant frequenc y fp (corresponding to r = 0) of the circuit is defined by 

277/, = o), = A/'f/IC (2) 
The ratio of the natural resonant frequency to the resonant frequency is 

fnlf. - Vl - 1/(4Q») (3) 

where Q = = 

_ reactance of the coil at resonant frequency 
coil resistance 

This relationship shows that in practice there is little difference between these two 
frequencies. Q must, for example, be less than four to make /„ differ by 1% from 
/o. Q normally exceeds fifty, for which value the two frequencies differ by about 
one part in twenty thousand. 

If now, in the equation for the current, t is increased by an amount 27r/o*„, the 
period of one cycle, we arrive at the corresponding point in the next cycle. Let j' 
denote the current at this point, so that 

V = /^^-«(r + 27r/<^«). cos a>„(f + 277/ a>«) 

or, TA = ^-'^rlo.^L^ ^ _ ^f2L (4) 
This gives the ratio of the amplitude of one cycle to that immediately preceding. 

Logarithmic decrement, 5, is defined by 

S = irr/m^L = loge (j/jO (5) 
and is thus the naperian logarithm of the ratio of the amplitudes of two successive 
cycles. 

See also Sect. 11 Sununary of Formulae. 
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SECTION 3 : SERIES RESONANCE 

The series impedance z of the circuit in Fig. 9.2a at any frequency (/ === ui/lv) 
is given by the expression 

z - Vt^ + [wL - (Mo>C)Y (6) 

Thus if an alternating voltage of frequency / be applied in series with the circuit, 
when the value of r is fixed, we see that z is least, and hence the current reaches its 
maximum, when — l/a>C = 0, i.e. when to = \/^/LC = ai„ the resonant 
frequency. 

It is perhaps surprising that the frequency for maximum current is independent 
of the circuit resistance r and that maximum current does not occur when the fre- 
quency of the applied voltage is equal to the natural frequency /«. The state of maxi- 
mum current flow is called series resonance. 

If E be the r.m.s. value of the applied alternating voltage, the r.m.s. value / of the 
current produced in the circuit is clearly 

/^^^ , (7) 

=- £/r,when w = 1/VLC = (8) 

The voltages across the several parts of the circuit under this condition of 
series resonance are (Fig. 9.2a) : 

rl — E across the resistance (9) 
cjJLI across the inductance (10) 
and — (l/a>oC)/ across the capacitance. (11) 

The voltages across the inductance and capacitance are equal and opposite in sign, 
thus cancelling each other, and usually they are large compared with the voltage 
across the resistance. The voltage across the inductance may be expressed as 
{moL/r)E, and therefore its ratio to the voltage applied in series with the circuit is 
o) jL/r. This ratio, usuaUy denoted by Q, is the ratio of the reactance of the coil 
at resonance to the resistance in series with it, and is called the magnification factor 
or quality factor. Thus, 

u^oL I /L 1 

Q may also be called the energy factor and is then defined by 
peak energy storage 
'^energy dissipated per cycle 
peak energy storage 
~" ^ average power loss 
That this is equivalent to <oJ^/r is shown by 

2 = -^i7v ="T* 





It is shown in Chapter 4 Sect. 5(vi) that the power factor is approximately equal 
to 1/Q j when Q is greater than 7 the error is less than 1%. 
See also Sect. 11 Summary of Formulae. 

The general treatment of series circuits with L, C and R is given in Chapter 4 
Sect. 6(ii). 
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SECTION 4 : PARALLEL RESONANCE 

Let us now examine the result of applying an alternating voltage E across the con- 
denser C in the circuit shown in Fig. 9.2b. The current divides between the two 
branches, and we find that the (r.m,s.) value of the current in L and r is given by 

and the r.m.$. value of the current in C by 

Ic = ojCE (14) 
Adding the two currents, with due regard to their phase relation, the r.m.s. value of 
the total current / is found to be 

/ = eJ{<oc - (15) 

When cjC = wL/ir^ + <j^^I'^)s the total current / is in phase with the applied 
voltage E) and has its minimum value 

This condition is termed ** parallel resonance* as distinct from the " series 
resonance " considered earlier. At resonance, the currents in the condenser and coil 
are large compared with the current in the external circuit and they are very nearly 
opposite in phase. 

The value of (v at which parallel resonance occurs can be determined from the 
equation 

^ (17) 

It was pointed out in the previous section that cuL/r, the ratio of the reactance of the 
coil to the resistance in series with it, is usually greater than 50. Thus, with an error 
of about one part in 5000 at Q = **jL/r = 50 and correspondingly smaller errors at 
larger values of Q, we find that the parallel resonant frequency /<, is given by 

This is the same result, to the accuracy indicated above, as that obtained in the series 
resonance case. 

With a similarly small degree of error we may write the following simple relations 
for the currents at resonance. The current in the external circuit (Fig. 9.26) 
is given by 

r E.Cr 
E — 777^—? — ^ E,oio^Ch, 
iiioL, L 

E 1 E.o^^C 
<»^oL Q Q 

where Q = a>^/r as before. The ^irent in the inductance and resistance 

is very closely equal in value to that in the capacitance, 

- E/woL^ - <i>oCE (19) 
and Is Q times larger than the current In the external circuit 

The formulae given so far hold only when the condenser loss is negligible. In 
order to generalize our expressions in a simple manner let us first consider the two 
circuits shown in Fig. 9.3a and Fig. 9.3b. At (parallel) resonance for Fig. 9.3a we 
have found that the current / in the external circuit is 
/ ECr/L ^ E/QwoL etc. ; 

♦Parallel resonance may be defined either as 

(a) the frequency at which the parallel impedance of the circuit is a maximuffl, or 

(b) the frequency at which the equivalent reactance of the complete parallel circuit becomes zero 
(i.e. when the impedance has unity power faaor and acts as though it were a pure resistance at 
the resonant frequency). This can also be expressed by saying that the parallel circuit has 
zero suscepcance at the resonant frequency. 

For further derails see Chapter 4 Sect. 6(iii) and (iv). 
Definition (b) is used in this chapter. 
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and for Fig, 9.3b, to the same approximation, it is evident that 

These two circuits are equivalent at resonan ce pr ovided we set 
- L/Cr = QatoL = Q/o*,C - QVL/C 



(20) 



Note that Q = i? ,V C/L, and that R , is the parallel r«*idtance (across C) equivalent 
to the series coil resistance r. 

It has been shown that the circuit Fig. 9.3a with a condenser C having no losses 
and an inductance L having series coil resistance r may be replaced by the equivalent 
circuit Fig. 9.3b having an ideal tuned circuit LC, without losses, shunted by the re- 
sistor J^^ having a value given by equation (20). It is obvious that the impedance 
of the parallel combination LCR « in Fig. 9.3b at resonance is R this being the 
" resonant impedance " of the circuit. At frequencies other than die resonant fre- 
quency, the impedance will be less than the " resonant im|>edance.** 

The values of Q in terms of series coil resistance r and equivalent parallel resistance 
0 are grouped below for convenience, 

Intermsofr: Q = _=_^ = -^^ ^ 

^= u,,CR.^R,^J^ 

We can now consider the important practical case of the circuit shown in Fig. 9.4, 
in which a resistance R appears in shunt with the condenser C. R represents the 
effea of all insulation losses in condenser, coil^ wiring, switches and valves, together 
with the plate or input resistance of the valves. 



In terms of R^ : Q = — j- = w^Ci?, 



to) 



FIG. 9.4 



■E3 



Fig. 9,3(a). Parallel resonance with series loss resistance. 

Fig, 9.3(b). Parallel resonance with parallel loss resistance. 

Fig. 9.4. Parallel resonance with both series and parallel loss resistances. 



In the present case we have R in parallel with our equivalent parallel coil resistance 
Rt of Fig. 9.3b. The resultant parallel resistance at resonance, which we will call 
the resonant impedance is, of course, 

^ l/R + Cr/L ^^^^ 



Therefore, the resultant value of Q is 

J 1_ 

{1/rWl/c rVc/L ~ (<^oi^/R) + (r/iojL) 

Note that at the resonant frequency the expression VTJC is equal to the reactance 
of the inductance and also that of the condenser, i.e. 

o*oL = VL/C== l/cooC. (23) 
See also Sect, 11 Stuimiary of Formulae. 
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SECTION 5: GENERAL CASE OF SERIES RESONANCE 

Fig. 9.5 shows the general type of series resonant circuit. It is often convenient 
to express the effect of the two resistances at resonance as a resultant eqxiivalent 
series resistance^ r' say. In the circuit of Fig. 9.3 we saw that the effect of a resistance 
r in series with L was equivalent at resonance to that of a resistance LjCr shunted 
across C. By similar reasoning it may be shown in the present case (Fig. 9.5) that 

FIG. 9.5 

Fig, 9.5. Seriez resonance with losses in 
inductive and capacitive elements. 




the effect of R at resonance is equivalent to that of a resistance of value L/CR in 
series with L. The resultant equivalent series resistance r' is thus equal to 
r + {LC/R\ and the resultant value of Q is wJL/r'. 
See also Sect. 11 Summary of Formulae. 



SECTION 6 : SELECTIVITY AND GAIN 

(0 Single tuned circuit (it) Coupled circuits — tuned secondary (iii) Coupled 
circuits — tuned primary, tuned secondary (iv) Coupled circuits of equal Q {v) 
Coupled circuits of unequal Q. 

(i) Single tuned circuit 

The currents and voltages, and hence the gain^ of single tuned circuits at resonance 
are determined by the equivalent series resistance (r' as defined in Sect. 5) and the 
resonant impedance (Rj) as defined in eqn. 21). 

At frequencies other than the resonant frequency, the reactances of the coil and the 
condenser no longer balance. In the sicries circuit the resistance r' becomes an im- 
pedance z which is greater than r\ In the parallel circuit the resonant impedance 
Rjj becomes an impedance Z which is less than 

The appropriate ratios of these quantities determine the selectivity or response 
of the circuit, and they are related to Q and / by the following expression : 



(24) 



where ^ « is the voltage gain at the resonant frequency and A the gain at frequency /. 

Note that Ao/A is the ratio of current at resonance to that at frequency / in the 
series case^ and the ratio of total current at frequency / to that at the resonant fre- 
quency in the parallel case (see below). 

The phase angle between the applied voltage and the total current is such that 

«u>^=±Q(f-f) (25) 



the positive sign pertaining to the series case and the negative sign to the parallel case. 

The equation (24) leads to a simple method for determining Q from the response 
curve. We see that when Q[{f/fo) — {fo/fYi = ± 1 the total current will be de- 
creased by the factor V2 in the series case (i.e. decreased to 70.7% of the resonance 
value), and increased by the same factor in the parallel case. It will be observed that 
at either of the frequencies satisfying this condition the phase angle ^ is numerically 
equal to 45'*, as tan ^ = ± 1, and that the resistance r' or Rj^ is equal to the reactance. 
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The condition 

Q(///c ± 1 (26) 

may be written 

f/fo -fo/f-= ± l/Ql (27) 
and for values of Q not too low (> 50, say) we have, very closely, 

2J/o//o^ ± l/Q (28) 
where Af^=f- 

Thus Af,^±^^ (29) 

and the current is decreased, or increased, by the feaor V2 at two frequencies /i 
and /a, one on each side of the resonant frequency /«, determined by 

fi — fo — 2Q > ft ~ fo ~^ 2Q 

Hence, /«/(/, -A) (31) 
The frequencies foyfi and ft may be found experimentally, and hence Q may be 
calculated. 

At frequencies very different from /«, so that Ao/A is greater than about 10, 
the equation giving the response is very approximately 

Ao/A^Qif/fo -/o//). (32) 
Also, the expression for the phase angle may be written in the alternative forms 
tan = ± Q(f/fc - fo/f) from equation (25) 

J/. 2 + (J/.//.) 

fo l+WJfo) ^'^^ 
Under the^e conditions we see that in the series case 

(a) Across the coil : 



Voltag e at resonance Lea Jo _ Lfjp _ / _fjl\ 

Lon ~ Lfi 



(34) 



Actual voltage when well off resonance L an Lfi 
and (b) Across the condenser : 

Voltage at resonance Cwto _ QfP_ J^ 

Actual voltage when well off resonance " Cwoi " ^\fo* ~ ^ 
Similarly, in the parallel case, we have 

Impedance at resonance ^ 



Impedance at frequencies well off resonance 
from which it can be shown that 
(a) In the coil : 

Current at resonance / 

Cvurent at frequency f ~ fo 
and (b) in the condenser : 

Current at resonance fo 

Current at frequency / ~ / 



(36) 

(37) 
(38) 



(ii) Coupled circuits — tuned secondary 

We consider briefly now two examples of coupled circuits. The first example^ 
shown in Fig. 9.6 illustrates a typical case of a high frequency transformer with 
tuned secondary in a radio receiver. 
The symbols to be used are set out below : 

gyn = mutual conductance of the valve in mhos, 

Tp = plate resistance of the valve in ohms, 

Li — primary inductance in henrys, 

L2 — secondary inductance in henrys, 

M = mutual inductance between Li and La in henrys, 

k = M/VLiLz = coupling factor, 

Q2 = Li<Oo/r = l/rCwo, 

oio — 2^ X resonant frequency of secondary in cycles per second. 
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Rj) = ojoL^Qi — resonant impedance of secondary in ohms, 
Ci = input voltage, 

€q = output voltage^ 
and A = stage voltage gain (amplification). 

When the secondary is tuned, its itqpedance (at tu^) is simply r, and it reflects into 
the primary a resistance equal to Af*tu«*/r. The primary signal current Ip is, there- 
fore, 

' VXp2 + (r^ + M^w.yry 
where is the reactance of the primary. 
When the conditions are such that the primary reactance can be neglected, we have 
/p ^« . . e,/(r, + Af^a,„Vr) (40) 
It follows that the secondary current /, is given by 

r {T/Mm^) + (Afo^o/r,) 

Hence the induced voltage across L, (and C)> that is e^i is 

eo = 



or — = Ao = 



(r/Mcu,) + iMcJr,) 

gm 



g„kR^VU/L^ 



(42) 
(43) 

(44) 



1 + kKRj,/r,) . (Li/LO 
When is very much greater than coo^M^/r[= k^Rj/JLJL^] we have simply 

gm^ Siy (45) 
ls^gn,*ei-Mixio/Ty (46) 

and Bo/Ci ^ Ao^ gm<*>oMQ^ = ^« . kRj^^/lJU (47) 
If the inductances and La have the same ratio of diameter to length, or form 
factor, and the turns are Ni and N2 respectively, then V LJL^. in the above formulae 
may be replaced by N1/N2* The plate resistance in parallel with the primary is 
reflected as a series resistance Af®a>o*/rp into the secondary. If the value of this 
reflected resistance is greater than say 5% of r, its effect should be taken into accoimt 
when computing the selectivity of the secondary. This selectivity, then, is deter- 
mined by means of the formula 

z/r' = Vl +Q/W0-/0//P (48) 
where r' = r + M^o)o^/rj,) 



and Q2 



1 



Note that Q2' and r' must not be used when calculating the gain A 0. 



FIG. 9.6 



FlG.9,7 
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Fig, 9.6. Amplifier stage using a high frequency transformer with a tuned secondary. 
Fig, 9.7. Amplifier stage using a double tuned high frequency transformer. 



(iii) Coupled circuits— tuned primary, tuned secondary 

The second example of coupled circuits is shown in Fig. 9.7. This is a typical 
high frequency transformer with tuned primary and tuned secondary. Intermediate 
frequency transformers in super-heterodyne receivers are usually of this type. Very 
thorough discussions of such transformers have been given from the theoretical point 
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of view by Aiken (Ref. C2). For the design procedure see Chapter 26 Sect. 4. In 
this case the resistance in parallel with the primary at resonance is 
LJC^r^ + Li/CiR, = Ly/CiR\ where 1 R' = 1/r, + l/Ri ; 
and the resistance of the secondary is Lt/CtRi, so that the resistance reflected into 
the primary is o}o*M^CtRi/Li. The primary current is, therefore, 

/ = . 1 _ (49) 

The secondary current /, can readily be shown to be 

/. = {Mo>oC^RJL.:)I,y (50) 
and the induced voltage across L^ and Cj to be 

Co = L^oi J. = (AfC»i?sa>,«)/,. 

Therefore the voltage gain at the resonant frequency, A is given by 

e, - - L, R'R,Ct -r o>,*M'C,/L, ' ^ ^ 

This relation for the gain may also be expressed as 

"^'^ k* ^ 1/Q'Q^ ^^^^ 

A. = , ^-^^'^^ (53) 

where, as before, k = M/V~LJ^, and Q', Qj have their usual meaning, i.e. R'/L^o>o 
and Rz/LiOio respectively. 

The expression for calculating the selectivity is lengthy and complicated and a 
graphical treatment described later is preferable (Sect. 7). 

As k is increased from low values, the gain increases until *V Q'Q« = 1, after 
which it decreases. This value of Jfe = 1 /V Q'Q« is known as the critical coupling 
factor (*e). 

(iv) Coupled circuits of equal Q 

When the primary and secondary circuits are identical, and the coupling factor is 
equal xo key and the plate and grid return resistances are very high, we see that the 
voltage gain obtained is exactly half that with a single tuned circuit. The critical 
coupling factor in this case, of course, is 

kc = 1/Q where Q = Q' = Qa- 
For values of k less than the response curve (gain versus frequency) has a single 
maximimi at /o, the resonant frequency of each of the circuits. When k exceeds 
the critical value, however, the amplification curve becomes double-humped, i.e. 
there are two frequencies of maximum response, and these are separated by equal 
amounts above and below /«. The distance between these two peaks increases with 
k, and very approximately we find that 

(/2 - /i)//o ^ V k* - 1/Q' (54) 
^ Vk^ - (55) 
when/i and /a are the frequencies for maximum response, i.e. (/a — /i) is the band 
width between peaks. The amplitude of these two peaks is substantially the same 
as the maximum possible gain gmR/2y where R = Ri ^ /?2- 
Frequently, an approximate formula for band-width is used : 
(A -A)/fo^k (56) 

While k largely determines the band-width, the depth of the valley at /«, and hence 
the uniformity of the response in the pass band of frequencies, is determined by the 
relation of Q to k. For a constant value of k (above critical coupling) the dip be- 
comes more pronounced as Q is increased, while the frequency separation between 
peaks becomes greater ; conversely as Q is decreased the dip becomes less pronounced 
and the frequency separation between peaks becomes less. The ratio of the response 
at /„ to that at the two peaks is found to be 2.A/(1 + b-)y where b •= k/kc. 
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A value for ^ in the order of 1.5 times critical, i.e. kQ = 1.5, is often used for i-f 
amplifiers requiring band pass characteristics. Howeverj the exact value chosen for 
kQ depends of course, on the bandwidth requirements. 

Further points on the resonance curve can be obtained from the result that the fre- 
quency band widtti between the points on either flank of the resonance curve, at which 
the response is equal to the minimum in the " valley" between the two peaks, is a/ 2 
times the peak separation. It can be shown also that, in general, the gain at any 
frequency / is given by 

A" = /? Q'Y^ Y r 2QY y (57) 

A ^ L' 1 -f- k^Q^A "^11 + k^Q^J 
where V =///„ -/„//. 

This expression may well be solved graphically according to a procedure developed 
by Beatty (Ref. C7) ; this procedure will be described below, 

(v) Coupled circuits of unequal Q 

In the general case where Q' and Qz are imequal, the two peaks of maximum re- 
sponse do not appear immediately k exceeds the critical value k^. The value of k 
at which the two peaks just appear has been defined as the transitional coupling 
factor by A iken (Ref. C2). T he value of this coupling factor kt is 

kt = VKI/Q'^ + l/Qa^). (58) 
The band width between peaks is found to be 

(/2 -fx)/fo=-Vk' - k,^ (59) 
This useful result is discussed in an editorial by G. W. O. Howe (Ref. C5). Further 
it has been shown that here, as in the symmetrical case, the band width between the 
points on the flanks, level with the minimum response in the " valley " between the 
peaks, is \/2 times the peak separation. 

In this case, too, the selectivity curve remains symmetrical as k increases (above 
k^. The amplitude of the peaks decreases, however, as k increases, and also as the 
ratio of R1IR2 (or Rz/Rx) increases. Aiken (Ref. C2) gives selectivity curves for the 
three cases (i) = IOR2, (ii) Ri = 50i?2 and (iii) /?i = 200/?2 with = L2 and 
Qi = C2. Some idea of the magnitude of this decrease in peak amplitude may be 
obtained from the following figures taken from Aiken's curves : 



Rx/R2 


= 10 


RJR.^ = 50 


RJR 


3 = 200 




A/ A 




A/Aqpi 


k/k. 


A/ A opt 


3 


0.67 


7 


0.33 


15 


0.17 


6 


0.62 


15 


0.28 


20 


0.15 



In this table Ao^i is the optimum value of the gain, i.e. the gain at resonant frequency 
with critical coupling (= g^^/ RJiJ2), 

The gain at fo when ^ > is given by [26/(1 + h^)'\Aovti where h = k/kc, as 
in the case of equal Q's ; as the gain at the peaks is less than Ao^at however, the re- 
sponse curve is flatter in the present case. 

See also Sect. 11 Summary of Formulae. 

SECTION 7 : SELECnVITY— GRAPHICAL METHODS 

(0 Single tuned circuit {ii) Two identical coupled tuned circuits. 

(i) Single tuned circuit 

A single tuned circuit in the plate load of a valve has the well-known frequency 
response shown in Fig. 9.8. At the resonant frequency, where the reactance is zero 



www.pmillett.com 



9.7 



SELECTIVITY— GRAPHICAL METHODS 



417 



there occurs the maximum value of the response, and the gain falls away on both 
sides. This curve may be computed from eqn. (24), namely 

AJA = Vi + Q'y\ 

and xzn 6 ^ ± QY, from eqn. (25) 

where y = (///. -/o//). 
These formulacj however, lend themselves to a simple graphical treatment as m- 
dicated in Fig. 9.9. 

The ratio of the gain A o at resonance to the gain A at any other frequency may be 
plotted as a vector quantity, OP in Fig. 9.9, having both magnitude and phase. At 
resonance, when the frequency is /„ it becomes OP,, in Fig. 9.9, where OP« is of unit 
length since A o/A is then equal to unity. At any other frequency/, the ratio Aq/A 
is then given by OP where the point P is fixed by the relation 

length P«P = <2(///o -J.//). 
The phase angle is the angle PoOP. 

Near resonance, when / is nearly equal to /„, this may be approximated by 

length 2QAf/fo where Af -fo 

so that Af measures the amount of detuning. Thus, near resonance, the length P^P 
is nearly proportional to the amount of detuning. 




FIG. 9.10 
COUPLEO PAIR P 



A^- GAIN AT RESONANCE 
A = GAIN AT f 
^0= RESONANT FREQUENCY 
2frfoL 

,_R 



COEFFICIENT OF 
COUPLING 




(ii) Two identical coupled timed circuits 

It is found that when two identical tuned circuits are coupled, cither by some com- 
mon reactance in the circuit or by mutual inductance, the locus of the point P is the 
parabola 

^{y 1)4/(1 + k^Q^y 
This parabola is shown in Fig. 9.10 where OP^ again represents Ao. To use this 
graph to determine the gain, we first compute the quantity OX = 2Qy/(l + k^Q% 
then from X draw a line perpendicular to OX to cut the curve at P. The line OP 
represents the gain {Ad A) while PoOP is the phase angle. 

The form of the parabola depends upon the magnitude of kQ. It is found that 
when OT < -\/2, corresponding to kQ > 1, there are two frequencies of maximum 
gain as shown by the two vectors marked OP' in Fig. 9.10. When the attenuation 
is plotted against Af^^ as in Fig. 9.11, it becomes clear that a much flatter top may be 
obtained by using coupled pairs of circuits than by using single tuned circuits. Fig. 
9.11 serves also to show the variation in band width with variations of OT (i.e. changes 
of kQ). It will be seen that the shape of the skirt of the curve is practically inde- 
pendent of the value of kQ, 

See also Sect. 11 Sunmiary of Formulae. 
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SECTION 8 : COUPLING OF CIRCUITS 

(i) Mutual inductive coupling («) Miscellaneous methods of coupling (Hi) Complex 
coupling. 

(i) Mutual inductive coupUng 

As already emphasized, when the mutual inductive coupling between two tuned 
circuits is increased above a critical value, kty two peaks appear in the response curve^ 
symmetrically situated with regard to the resonant frequency fo. No other types of 
coupling possess this useful property. Where optimum gain and selectivity are 
required it can be shown that these will be obtained with a coupling about 80 per cent 
of the critical value — (Ref. C45). Greater selectivity can be achieved with less coup- 
ling than this value while increased gain will resiilt from tighter coupling. 

When the highest possible selectivity without serious loss of gain is desired 
from a pair of timed coupled circuits, a practical compromise is to reduce coupling 
to 0.5 kc at which value the gain is 0.8 times the optimum. The selectivity then 
approaches that which would be obtained by separating the two circuits with a valve 
(assuming this be done without altering Q' and Qa)- For other relationships between 
gain and selectivity, refer to Reed (Ref. Cl) or to Aiken (Ref. C2). 

(ii) Miscellaneous methods of coupling 

There are other types of coupling which may be used between tuned circuits as 
alternatives to mutual inductance. Four such circuits are shown in Figs. 9.12, 9.13, 
9.14 and 9.15. High impedance or " top ** coupling is used in the circuits shown 
in Figiires 9.12 and 9.13 and low impedance, or ** bottom " coupling, is used in the 
circuits of Figures 9.14 and 9.15 






Fig. 9.12. High impe^ 
dance capacitive coup- 
ling. 



Fig. 9.13. High impe- 
dance inductive coup- 
ling. 



Fig. 9.14. Low 
impedance capa- 
citive coupling. 



A fifth type is link coupling shown in Fig. 9.16A, in which a relatively small 
coupling inductance W is coupled to Li and similarly L,' to L2 and Li' is connected 
directly in series with La'. The behaviour of this circuit is the same as that to be 
described for Fig. 9.15. 

" The coupling between two circuits, from a general point of view, is the relation 
between the possible rate of transfer of energy and the stored energy of the circuits " 
(Ref. C5, Sept. 1932). 

From this definition it follows that for low imj>edance coupling 

- rwhen and ^8 : 



k = 



Vix, + Xn^XX, + Xm) 
and that for high Impedance coupling 



when Xi and X^ < X^ 



(Xi + XJiXt + X„ 
where AT „ is the coupling reactance and Xi and Xi are the effective reactances of either 
the coils or the condensers* with which the circuits are tuned. 

•Xi and Xi must be of the same ** kind" (i.e. eiiher inductive or capacitive) as X^. 
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The effective reactances Xi and X2 in the high impedance case are calculated by 
regarding the actual tuning reactances (Li<t>o and L^c^o or 1/CiWo and 1/C,a>(,) as 
being in parallel with the coupling reactance X„ ; while in the low impedance case, 
Xi and Xi are calculated by taking X„ to be in scries with the actual tuning reactances. 



FIG. 9.15 
C, Ca 



3 



riC.9.l6A 



Appro. 



Fig. 9.15. Low 
impedance induc- 
tive coupling. 



Fig. 9. 16 A. Link coupling. 



Mutual inductive coupling belongs to the low impedan ce cou pling group ; here 

Xn = Mo>o> Xi = L^iOo, Xi = LiOio I so that Tt = M/ v^^i^23 in agreement with 
our previous definition in this particular case. 

For a general analysis of the calculation of coupling coefficients see Chapter 26 
Sect. 4(vii). 

Application of the formulae given above to the circuits shown in Figures 9.12, 9.13, 
9.14, 9.15 and 9.1 6A give the following results for the coefficient of coupling k : 



Circuit 



k (exact) 



k (approximate) 



Fig. 9.12 



V(Ci + c„)(c, + c„) 



, when C„ < (Ci, C.) 



Fig. 9.13 



7: 



L,L, 



VL^Li, 



(L, + LJ(L, + L„) 



when L„ > (Li, L^ 



Fig. 9.14 



(Ci + C„)(Ca + C J 



when C„ > (Ci, C) 



Fig. 9.15 



L„ 



V(Li + L„)(L, + L J 



, when L„ < (Lj, L«) 



Fig. 9.16A 



M,Mi 



V(i - ^i^)(i - 



when individual coup- 
LfnVLiLi lings are small. 



kikii when individual coup- 
lings are small. 



where L„ = Lj' + L/, 

«i = , , and Ata = 



When the coupling increases above kt for the tuned circuits shown in Figs. 9.12, 
9.13, 9.14, 9.15 and 9.1 6A, the two peaks in the response curve of the secondary move 
at unequal rates from the original resonant frequency (determined by LiCicno* = 
Lidttio^ = 1). For the first four of these examples in the special case Li — L„ 
Ci ~ C2, and for the fifth generally, one peak remains approximately stationary 
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(at coo)j while the other peak moves to one side : the shift of the semi-stationary 
peak depends upon the series resistances of the two circuits and decreases with them, 
being zero in the ideal case = = 0 : the second peak is lower in frequency in 
Figs. 9.12 and 9.15, but higher in Figs. 9.13, 9.14 and 9.16A. The selectivity and 
bandwidth (between peaks) may be calculated from the formulae (57) and (55) re- 
spectively — already quoted for transformer coupling^ — ^provided the appropriate value 
of k is used. It is theoretically possible, although seldom convenient, to combine 
two types of coupling in equal amounts to give symmetrical separation of the two peaks. 
Normally, when this is required simple mutual inductive coupling is used. 

It may be shown that for all types of coupling the centre frequency is determined 
by the effective reactances obtained by taking the coupling reactance into account. 
Thus, for example, for Fig. 9.15, (La + LJCaoie* = 1, where corresponds to 
the frequency of the minimum between the peaks ; while for Fig. 9.16A, 
(L, - M,yL„)C,w,^ = 1. 



(iii) Complex coupling 

With any single type of coupling the gain and the band width vary with the fre- 
quency. Clearly, then, a single type of coupling cannot give satisfactory performance 
in the tuned radio frequency stages of a receiver where the frequency range is two or 
three to one. From the formulae already given it can be seen that for transformer 
coupling both the gain and the band width are approximately proportional to the 
frequency (assuming that Qi and do not vary greatly) ; for other types of simple 
coupling k depends upon the square of the frequency, and hence band width and gain 
are functions of frequency. 




FIG. 9.1 6B FIG. 9.I6C FIG. 9. 16 D 



Fig, 9.16B. Constant bandzvidth using inductive and capacitive coupling. 
Fig. 9.16C. Constant bandwidth using capacitive coupling. 
Fig. 9.16D. Complex coupling with mutual inductive and top capacitive coupling. 



In practice, a reasonably constant band width over the tuning range can be obtained 
by a suitable combination of the types of coupling already described. Two common 
arrangements are shown in Figs. 9.16B and 9.1 6C. 

For the circuit shown in Fig. 9.16B the coupling reactance = oiM + l/a)C„ , 
while for that shown in the Fig. 9.16C it is 

1 , Ch . 

uiC oiCjCa 

The corresponding coupling factors are respectively 
, M + l/a>*C„ 



{k < 0.05), 



Aiken (Ref . C2) gives a practical design procedure for obtaining the values of the com- 
ponents which give the best average results over the whole tuning range. 

When k has been determined, the band width and selectivity may be calculated 
from eqns. (55) and (57) given earlier. Also, for circuits with the same values of Q, 
a suitable value of k is given by kQ = 0.5— as in the case of transformer coupling— 
when the greatest possible selectivity without notable loss of gain is desired. 
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In Fig. 9.16D there is a combination of mutual inductive coupling and top capacitive 
coupling, as commonly used in aerial and r-f coils, and, effectively, in i-f transformers. 
The analysis is given in Chapter 26 Sect. 4 (vii). 

See also Sect. 1 1 Summary of Formulae. 



SECTION 9 : RESPONSE OF IDENTICAL AMPLIFIER STAGES 

IN CASCADE 

When two or more amplifier stages having identical circuits and values are con- 
nected in cascade, the overall gain is the product of the gains, and the resultant selec- 
tivity is the product of the selectivities of all the stages. For n stages, therefore, the 
total gain is /I o" ; the selectivity for single tuned circuits is 

iA/A,r = (1 + Q'Y^)-^^\ 

while for coupled pairs 

\Ao) ~ ^\ 1 + k^Q^J Vl + A^QV J 
When k^Q^ is very small, the selectivity of n coupled pairs is almost the same as 
that of 2n single tuned circuits. Thus there is a limit to the improvement of selec- 
tivity obtained by reduction of the coupling of coupled pairs of tuned circuits. When 
it is possible to increase Q, there is a corresponding improvement in selectivity. The 
tendency with several stages of single tuned circuits is to produce a very sharp peak 
at the centre frequency, which may seriously attenuate the higher audio frequencies 
of a modulated signal. Conditions are much better with coupled pairs, because two 
peaks with small separation appear as Q is increased, if the coupling is not too close. 
Difficulties occur when Q is increased so much that a deep " valley " or trough occurs 
between the peaks. The practical limit is usually a ratio of 1 : 1.5 overall gain be- 
tween the response at the bottom of the valley and that at the two peaks. It is then 
good practice to add another stage employing a single tuned circuit which substan- 
tially removes the " valley " of the preceding circuits. The procedure by which the 
best results may be obtained is described by Ho-Shou Loh (Ref. CI 3). In this 
manner a nearly flat response may be obtained over a range of frequencies 10 Kc/s 
to 20 Kc/s wide, with very sharp discrimination against frequencies 20 Kc/s or more 
away from the centre frequency, 450 to 460 Kc/s. 
See also Sect. 11 Summary of Formulae. 



SECTION 10 : UNIVERSAL SELECTIVITY CURVES 

In Figs. 9.17 and 9.18 are shown universal selectivity curves taken from Maynard's 
data (Ref. D2). These curves apply to a pair of coupled tuned circuits, and are not 
restricted to circuits of equal Q. Fig. 9.17 gives the gain at various frequencies off 
the centre frequency in terms of the gain at the centre frequency, for various co- 
efficients of coupling j the ordinate scale D is proportional to Qdfjfo^ The Q shown 
in Figs. 9.17 and 9.18 is Qa for all expressions containing a and h. 

The phase difference between the currents in the primary and secondary circuits 
can readily be obtained from Fig. 9.18. There we have plotted an angle 0 as a func- 
tion of D for various coefficients of coupling, and the phase shift is 5 i 90°, the 
positive sign being uken when the coupling is negative, and the negative sign when 
k is positive. 

The parameter 6, which is a measure of the coupling, becomes simply k/k^ when 
the tuned circuits have equal values of Q ; also, in this case, the variable D becomes 
simply 2QAfJfo, For convenience, scales have been added to give Ao/A in terms of 
Q^fo for a number of values of/o for two identical coupled circuits. 

In deriving the curves of Figs. 9.17 and 9.18 it was assumed that Q and k do not 
vary appreciably over the range considered, thus giving symmetrical selectivity curves ; 
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and that Q is reasonably high 
(> 25 say). Very low values of 
Q require a different curve for 
each value, but the effect is only 
to alter slightly the skirts of the 
curves without altering appreci- 
ably the main portions. 

As an illustration of the use of 
Fig. 9.17 consider the example 
/o = 1000 Kc/s, Q, = Qj = 200, 
k/kf = 2 = b: we see that the 
peak occurs at Q4/o ^ 800, i.e. 
J/o = 4 Kc/s, and that the gain 
in the valley compared with the 
gain at the peak == 0.8 ; these 
results agree well with those 
calculated from the formulae 
already given, namely 




2 4 6 D 6 10 12 

UNIVERSAL SELECTIVITY CURVES rOP 
TWO COUPLED CIRCUITS 



Band width is : foVk^ - k,^ 8.6 Kc/s. 

Ratio of gain in valley to that at peak is : 

2k/k, 2i^ _4 

1 + (k/k^y ~ I ^b' ~ 5 ' 

Phase change at Afo = (+) 4 Kc/s : (from Fig. 9.18) phase change 20 ± 90°. 

In conclusion, we give the selectivity curves of Fig. 9.19 to illustrate some of our 
remarks in preceding sections. These curves have been derived from those of 
Fig. 9,17, but here the abscissa is Aopi/Ay where /4oj>* is the gain at the centre fre- 
quency where A = A^. 

These curves are for the case of two identical coupled circuits ; they show how the 
maximum gain, band width and depth of the valley between peaks vary with the 
ratio k/kc. 

In all expressions using a, the Q mentioned is the secondary Q, namely Qj- 




0-04 
FtG.9-18 



0-1 0'20-3 0-50-7l'0 D 2 3 4 5676 10 
UNIVERSAL PHASE SHIFT CURVES FOR 
TWO COUPLED CIRCUITS 
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SECTION 11 : SUMMARY OF FORMULAE FOR TUNED 

CIRCUITS 

(1) NOMENCLATURE 

L = inductance (in henrys unless otherwise stated) 
C = capacitance (in farads unless otherwise stated) 
fo = resonant frequency (in cycles per second unless otherwise stated) 
/„ = natural resonant frequency (in cycles per second unless otherwise stated) 
/ = frequency (in cycles/sec. unless otherwise stated) 

4fo = /" — /o (in cycles/sec.) 

Y = (f/fo-fc/f) 

n — 3.1416 approximately 
k = coefficient of coupling 

a> — 2nfy ~ 2nfoy ai„ = 27r/„ radians per second 
r = series resistance (in ohms) 

r' = resistance of a series resonant circuit at resonance (in ohms) 
R = shunt resistance (in ohms) 

= effective shunt resistance of a parallel resonant circuit at resonance when 
R =z 00 (in ohms) 
Rj) ^ resonant impedance (in ohms) 
e = voltage across the circuit at a time r 
E = initial voltage of charged condenser 
€ = 2.718 (€ is the base of Naperian Logarithms) 
t = time (in seconds) 
a = damping factor 
S = logarithmic decrement 
A = wavelength in metres 
I = current at frequency / (in amperes) 
to = current at resonant frequency fo 
A = gain at frequency / 
Ao = gain at frequency fo 
Q = magnification factor. 



FIG. 9.19 




Scifettvtty Curvfi for Two Identical Coupled Circuiti, 

Showing the Vorlation In Moxitnunt Cain, 
Bond Width ond Depth of Vollty with K^K^ 
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(2) NATURAL RESONANT FREQUENCY (/„) 
Exact formula 



" IttsJ LC 4L2 



fn='7r^ 7-^~Tfi cycles per second (1) 



Approximate formula for use when r is small compared with 2^/L/C : — 

For numerical use this may be put in the form 
159 200 

Jn^ Jo = , c/Sj where L is in microhenrys (3) 

VLC and C is in microfarads ; 
159 200 

or fn^ Jo , — Kc/S) where L is in microhenrys (4) 
y LC and C is in micromicrofarads. 

(3) WAVELENGTH (A) 

Wavelength (in metres) = 1884 \/LC, (5) 
where L is in microhenrys and C is in microfarads. 

Wavelength x frequency = 2,9979 x 10^ metres per second (6) 

3 X 10* metres per second. 
Note : Equations (5) and (6) are based on the velocity of electromagnetic radiation 
in a vacuimi as determined by Dr. Essen and others in 1951 (see Ref. El). 
^ 300 000 ^ 300 

ave engtn ^ frequency in Kc/s ^ frequency in Mc/s 

(4) DAMPED OSCILLATIONS 

e = E€~^^ cos a)„f, where a = r/2L (damping factor) (8) 
8 = r/2/„L (logarithmic decrement) (9) 

(5) SERIES RESONANCE 
Lj Cj and a>o ' 
For resonance 
LCuio^ = 1 

wJL = l/a)<,Cohms 



l/VXc radians/second 



ojJL — V L/C ohms 
WoC = V C/L mhos. 



Lj C and fo : 

For resonance (10) 
27TfJL = l/27r/oCohms 

LC =" 39 48^^8 (henry s x farads) 

2.533" X lO^' , 
or LC = fiH X ^F 

Jo 

where L is in microhenrys 
and C is in microfarads. 



Q = oij^/r' = l/r'Ca>„ (11) 
where r' is the effective series resistance at resonance, 
i.e. r' = r + L/CR 
where r is the series resistance 
and R the parallel resistance. 

Therefore Q = '^'f' - = ~^ — . \^ , — (12) 
1 1 

^ co.Cr + l/RCm, " r^'cfL + ^/Z/C/R ^^^^ 
When L/CR< r:Q^ toJL/r ^ l/o^^Cr. (14) 
Magnification factor (Q) : Ratio of the voltage across either reactance to the 
voltage across the circuit. 

(6) PARALLEL RESONANCE 

1 1 1 

At resonance, w^, = . — • / , , , ^ /-r-z* (15) 
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Q = Rj^/woL = Rj)<^oC, (16) 
where R^, the resonant impedance, is the effective shxmt resistance of the circuit at 
resonance, 

and l/R^ = 1/R + Cr/L, 
Therefore Q = —7= , etc., as in (12), (13) above. 

Wc/L + Vl/c/r 

When R is infinite (i,e, no shxmt resistance), 

R^=.R^ = L/Cr = Q/cooC - = Q'r. (17) 

Magnification factor 

Ratio of total circulating current to input current = Q (18) 

(7) SELECTIVITY 
(a) Series Resonant Circuit 



iji = AJA = Vl + QKf/fo -fo/fY = Vi + Q'Y'- (19) 

tan^=.Qy = Q././/..f^||~; (20) 

i lags behind io when / > /«, and leads io when/ < 
When ^fo/ fo is small, 

iji^^i + 4Q^(J/./^)^ (21) 

and tan 2Q (22) 
When io/i is large, i ^/i ^ QY, (23) 

(b) ParaUel Resonant Circuit 



Ao/A = R^/Z = i/io =\/l + (24) 

tani^ = - QY; (25) 
where i and to are the total currents ; 
i leads io when / > /<, and lags behind io when / < f^. 

When J/o//.< 1, i/io ^ V'i^TW^fJ/fX (26) 

and tan - 2 Q^fo/fo- (27) 

When i/i'^ > 1, i/io QY. (28) 

(8) R-F TRANSFORMER, UNTUNED PRIMARY, TUNED SECONDARY 
When the primary impedance can be neglected, 

^ m S tn 



Gain Ao 



M 



r^2 cjoMQz kR 



(29) 



The gain may be expressed in a nimiber of alternative forms, for example, 

yoDoMQz ficooMQi 

" ^ , (ojoM)'Q2 ^ , <Oo'M^ (30) 
rp + —z rp + — 

where r is the series resistance of the secondary. 
In the special case where coo^M^/r^ r^, we have 
Aoi^ g^oioMQi, (31) 

Selectivity 

To determine selectivity, the effect of the resistance reflected into the secondary 

should be taken into accoxmt when its value Wo^M^/Vp > 5% of r. The effective 

series resistance r' is r + Wo^M^/vp ; so that the effective value of Q/ say, is 

Q2 = <oJ.2/r' = • (32) 

The selectivity is then obtained from 

Ao /A = Vl + Q2'Y\ (33) 
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(9) R.F. TRANSFORMER, TUNED PRIMARY, TUNED SECONDARY 
Gain 

The gain at reson ance (yip) is 

A.= ^ . (34) 

where \/R' - + and 1/Q' = L^oio/R' ^jo_J.Jr^ + l/Qi- 

Maximum gain occurs when k = kc =^ 1 / V Q'Q2> the critical coupling co- 
efficient, and is given by 

A 0 (max.) = ^ mVR'R2/2. (35) 
AlsOj when A =^ Ac/2, the value of is approximately 0,8 of Ao (max.). 
Identical circuits (Li = L2, Ci = C2, R' = R^ = Ry Q' = = Q) 

Critical Coupling: = 1/Q. (36) 
Maximum gain (at resonance) = gmR/2. (37) 

= half gain of a single tuned circuit. 
Band width between peaks (fi and /g), 

(A - /i)//o = Vk' - K\ (38) 
Selectivity 

^'/^- Jb' rri^J ^ + [n^J ' (^^> 

Gain at peaks, /a and /i, is very closely equal to the optimimi value Ao (max.). 
Circuits of unequal Q 
Transitional coupling factor, «(, IS 

k, = Vki/Q" + i/Qi')- (40) 

Band width between peaks is 

(/. -/i)//o = V*' - (41) 
Selectivity 

When fe^Q^ > 1 and Afjf, < 1, 

^,/^ Vl - 8J/oV/o*^ (43) 

(10) COUPLING COEFFICIENTS 
High impedance coupling* 

k ?^ , ^ for capacitive coupling (Fig. 9.12) (44) 



= ^ ' for inductive coupling (Fig. 9.13) (45) 

where = coupling capacitance and = coupling inductance. 
Low impedance coupling* 

* ^ — 77—^ for capacitive coupling (Fig. 9.14) (46) 

m 

for inductive coupling (Fig. 9.15) (47) 



where = coupling capacitance and L„ = coupling inductance. 
Link coupling* 

k ^ , (Fig. 9.16A), (48) 

where = mutual inductance between Li and L^, 
and Afa = mutual inductance between and L„. 

• For exact values see table in Section 8. 
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SECTION 1 : SINGLE LAYER COILS OR SOLENOIDS 

(0 Current-sheet inductance (it) Solenoid wound with spaced round wires (Hi) 
Approximate formulae (iv) Design of single layer solenoids (v) Magnitude of the 
difference between and L„ (vi) Curves for determination of the *^ current sheet** 
inductance {vii) Effect of concentric^ non-magnetic screen, 

(i) Current-sheet inductance 

For the ideal case of a very long solenoid wound with extremely thin tape having 
turns separated by infinitely thin insulation we have the well-known formula for the 
low frequency induaance which is called the " current-sheet inductance " : 

L, = 47tN^A'/1 electromagnetic units (1) 
where N is the total number of tumsj A' is the cross-sectional area in cm.^ and / is 
the length in cm. This result for L, may be expressed also as 

L, = 0.100 28aWV/ microhenrys (2) 
when / is measured in inches, and a is the radius of coil, also in inches. 

For solenoids of moderate length — more predselyj for those for which a/l is not 
small compared with unity — there is an end-correctionj and we find that 

Ls = (0.100 28a WV/)iC, (3) 
where K is z function of a/U which approaches unity as a/l tends to zero. Values 
of Ki computed by Nagaoka (Bulletinj Bureau of Standards, 8, p. 224, 1912), are 
shown by the curves in Fig. 10.1. 

The concept of current sheet inductance is introduced because such (theoretical) 
inductances can be calculated with high precision, and the formulae used in practical 
cases can be derived from these resiilts by making approximate allowances for the 
deviations from the ideal case. In many cases these deviations are less than 1%, 

429 



www.pmillett.com 



430 



(ii) SOLENOID WITH SPACED ROUND WIRES 
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(ii) Solenoid wound with spaced, round wires 

The low frequency inductance, L of an actual solenoid wound with round wire 
is obtained from the equivalent cylindrical current-sheet inductance L, by introducing 
two correction terms, thus : 

Lo = Lg - 0.0319aiS^(^ + B) microhenrys, (4) 
where a is the radius of the coil, in inches, measured to the centre of the wire, ^ is a 
constant taking into account the difference in self-inductance of a turn of wire from 
that of a turn of the current sheet, and B depends on the difference in mutual induct- 
ance of the turns of the coil from that of the turns of the current sheet. The quantity 
^ is a function of the ratio of wire diameter to pitch, and B depends only on the total 
number of turns, N, Values of A and B are shown by means of curves in Fig. 10.2. 



1NV19N00 




Fig, 10.1. Nagaoka's Constant (K) for a wide range of d/l. 
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This formula for L„ together with the values of A and B, have been taken from the 
above quoted Bulletin of the Bureau of Standards. The value thus obtained for Lo 
is given as correct to one part in a thousand. 

The equation given above for can be expressed in the alternative forms : 



< 




CO 

Pig. 10.2. Constants A and B as used in the formula for the correction of " current 
sheet ** formulae for application to round wire with spaced turns {eqn, 4). 
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(ui) APPROXIMATE FORMULAE 
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wh ere Py the pitch of the winding in inches^ is equal to l/N. 

As an example of the use of these formulae and curves, let us consider the following 
case : a coil of 400 turns of round wire of bare diameter D =0.05 inch, is woimd 
with a pitch of 10 turns per inch, on a form of such a diameter that the mean radius 
to the centre of the wire is 10 inches. Then, 

a = 10, / = = 40, N = 400, P = 0.1, D/P = 0.5. 
The value of K corresponding to 2a/l = 03 is 0.8181 from Fig. 10.1. Therefore, 
L. = 0.100 28(400)=' X (100/40) X 0.8T81 
= 32 815 microhenrys. 
From Fig. 10.2 with D/P = 0.5, N = 400, 
^ = - 0.136 
B = 0.335 



Therefore A B = 0.199. 

The correction is, therefore, 0.0319 x 10 x 400 (0.199) 
= 25,4 microhenrys. 

The total inductance L^, = 32 815 — 25 = 32 790 microhenrys, and the error which 
would be introduced by calculating as a current sheet inductance is less than 0.08%. 

(iii) Approximate formulae 

In many instances it is not necessary to calculate to the accuracy given by the 
expression above. There are available a number of approximate formulae suitable 
for slide-rule computation. For example : 

A 2.3 logio 1.7 S (6) 
where S = D/P, i.e. the ratio of wire diameter to pitch, with an accuracy of 1% 
for all values of 5. 

B 0.336 [1 - (2.5/^^ 4- 3.8/N'')] (7) 
accurate to 1% when N exceeds four turns. 

(a) Wheeler's Formula 

^' = 9a + 10/ 

This expression is accurate to 1% for all values of 2a/l less than 3. Wheeler*s formula 
gives a result about 4% low when 2a /I = 5. 

(b) Approximate expression based on a value of K given by Esnault-Pelterie 

This expression is accurate to 0.1% for all values of 2a/ 1 between 0.2 and 1.5. 

(c) For solenoids whose length is small compared with the diameter 

a^ 

" [9 - (a/5/)] a + 10/ ^ ^ 

which is accurate to 2% for all values of 2a/l up to 20. The error approaches + 2% 
when d/i = 2.0 to 3.5 and at d/l = 20. The error approaches — 2% in the range 
d/l - 10 to 12. 

Let us apply Wheeler's and Esnault-Pelterie* s formulae to the solenoid already 
considered, namely : 

= 10 in., / = 40 in., N = 400. 

10^x400'' 

Wheeler's formula gives L, = qq _^ = ^2 650 microhenrys. 

Esnault-Pelterie*s formula yields 
10* X 4002 

L, = 0.1008 • ^ _|_ Q 2 microhenrys. 
These results agree, within the stated limits, with the value 32 815 obtained pre- 
viously. 
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L, = 0.004 50 ^y^/j- J microhenrys (11) 
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(iv) Design of single layer solenoids 

The difference between Lg and is usually less than 1%. Design formulae are 
based on Lg, as this is easier to compute^ and then the correction is estimated. 

Two of the many possible formulae are given in the Bureau of Standards Circular 
74 (Ref. 2). 

(A) Where it is required to design a coil which shall have a certain induct- 
ance with a given length of wire, the dimensions of the winding and the kind 
of wire being unrestricted within broad limits. This design problem includes 
a consideration of the question as to what shape of coil will give the required inductance 
wfth the minimum resistance. 

We h?.ve the relations : 
Ls - 0.\002Sa'N'K/l from (3), 
/ Mp^ X = InaNy 
where A is the length of wire. Eliminating gives : 

Vp ' 

This gives the inductance in terms of the length of wire, the pitch and the shape 
2a /l. as iC is a function of 2a /L 

From the graph of the quantity K\/ 2a /I against 2a//, its maximum value is found 
to occtir at 2a /I = 2.46. Thus, for a given length of wire, wound with a given 
pitch, that coil has the greatest inductance, which has a shape djl 2.46 
approximately ; or to obtain a coil of a required inductance, with a minimum re- 
sistance, this relation should be realized. Further, the inductance diminishes rapidly 
for coils longer than this optimum value, but decreases only slowly for shorter coils. 

The optimum value of d/l can also be obtained roughly from the approximate 
expression for K : 

K = 1/(1 -f 0.45 d/l). 
Therefore {d/l')o'pt = (1/0.45) = 2.2 approximately (12) 

(B) Given the diameter of the coil, the pitch and inductance, to determine 
the length of the coil. 

A suitable form of the equation is obtained by substituting for K its value l/P in 
the formula : 

L, = 0.100 28 a^N^ K/l from (2) ; 
we find : 

L, - 0.200 56 {ayP^){Kl/2a) (13) 
^ 0.200 {ayP')f (14) 
where/ = K{l/2a). The quantity /, clearly a function of 2a//, is shown by the ctirve 
in Fig. 10.3. 

For example, supposing we require a coil of 200 microhenrys to be wound on a 
former of 1 inch diameter, let us determine the length of the coil for a pitch of 0.02 
inch. 

From the equation, 

200 X (0.02)^ ^ 
0.200 X (0.5)3 

Then, from Fig. 10.3, the value of 2a/l corresponding to / 3.2 is 0.28. Hence 
the length of the coil is 

/ - 2a/0.28 = 1/0.28 = 3.6 inches. 
The number of turns required would be : 

= //p 3.6/0.02 = 180 turns. 
The length of wire needed would be : 
A = 27raN - 7rl80 = 565.5 inches. 
When the calculated length is too long, the turns per inch should be increased. 
Let us consider the effect of using 100 T.P J. in the above example : 
= 200 X (0.0 1)^ 
^ 0.200 X {03y 
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Upper Curve 
Lower Curve 



Fig. 10.3. Variation of f with (2 a/ h. Curves derived from U.S. Dept. of 
Comnierce Circular'' CT^ Radio instruments and measurements". 

From Fig. 10,3, we see that the value of 2a/ 1 is 0.9, and hence 

/ = 1/0.9 = 1.1 inches. 
Formula for determimng the coil length when the coil diameter and winding 
pitch are known for coils such that d < 31. 

As an alternative to the use of Fig. 10.33 we derive a simple result for solenoids such 
that 2a /I < 3. Here we have 



Hence^/ 



1/[1 + 0.45 (2a//)] 
2a 2a 1 + 



1 



0.45 (2a//) 
- 1 + Vl 



(15) 
(16) 
(17) 



Therefore, 0.9(2a//) = - 1 + VI + 1,8// 
Thus, in the first case above, where / = 3.2, 
0.9(2a//) - - 1 + Vl + 1.8/3.2 = 0.25, 
and 2a// = 0.25/0.9 = 0.28 ; 
for the second cas e, where / ^ 0.8, 

0.9(2a//) - Vl + (1.8/0.8) - 1 = 0.803, 
and 2a// = 0.803/0.9 = 0.89. 
These values agree well with those above. 

The limitation 2a// < 3 is equivalent to / < 0.14. 

Eqn. (14) for Lg is suitable too when the former diameter and coil length have been 
decided. For example, suppose we require a coil of inductance 500 microhenrys 
on a former of diameter 2 inches, and having a coil length of 2 inches. 

Then, from equation (14) 

L. - 0.200(aVP')./. (18) 
we have 

P = V {0.200a' .f)IU (19) 
Here a = 1, L« = 500,/ = Kll2a = 0.688. 
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Therefore, 

P = VO.200 X 0.688/500 = 0.0167 inch, 
equivalent to 60 T.P.I. 

Simple procedure for cofnputing the length and total turns when the coU 
diameter and pitch of winding are known for coils such that J < 3/. 
Substituting in equation (17), 

0.9(2a//) = - 1 + Vl + 1.8//, 

where / = 5L^Va' = 5L,/n^a\ n being T.P.I. 

Putting F = 1.8// and 3? = 0.9(2a//), 

we obtain 

y = - I + VTTT, (20) 
where F = 0.36n^ayL„ 
and / = l.Sa/y, 

As an example, let us consider a coil of 2 inches diameter, wound with 33 T.P.I, 
of required inductance 380 microhenrys. 

(a) F = 0.36ff''aVZ ., = 0. 36 x 33^ X 1V380 = 1.031 

(b) 3? = - 1 + Vl + = - 1 + V2.031 = 0.426 

(c) / = l.Sa/y = 1.8/0.426 = 4.23 inches 

(d) N= nl ^ 33 X 4.23 = 139J turns. 

Another method applicable to the same type of problem is due to Hayman. 
From Wheeler's formula (equation 8) : 

^' ^ 9a + 10/' 

the length / is eliminated by the substitution I = N/n, n being the turns per inch ; 
and then the resulting expression is solved for Ny yielding : 

For convenience in computation, the quantity x = 5/ mi* is introduced, so that 
finally 

N = xL,[l + Vl + (9/ax^L,)] (22) 
As an example, we take the same problem as above, namely, a = 2 inches, n = 33, 
L, = 380 microhenrys. The procedure is as follows : 

(a) X - 5/na* = 5/(33 x 1) = 0.151, 

(b) x= = 0,0227, 

(c) 9/ax^L, = 9/(1 X 0.022 7 X 3 80 = 1.042, 

(d) N ^ 3S0 X 0.151 X (V2.042 + 1) = 139 turns, 

(e) / = N/n = 139/33 = 4.2 inches. 

(C) Given the diameter and length of coil, value of capacitance and fre- 
quency of resonance, to determine the number of turns. 
See Chapter 38 Sect. 9(v)B. 

(v) Magnitude of the difierence between Lg and 

In Sect. l(iv) it was stated that in many practical cases the difference between 
Lt and L o is less than 1 per cent. Here, we examine briefly the necessary conditions 
for this difference to be small. 

A formula given in Sect l(ii) for Z.^, namely ; 

La =^ Ls[l - P(A + B)/7TaK] from equation (5) 
is in a useful form ; clearly the ratio of P(A + B)/iraK to unity determines the order 
of the difference between L, and X.^. From the curves of Fig. 10.2, ^ + 0.5 
for P/D = 0.95 and decreases steadily to - 0.7 for P/D = 0.25, while B - 0.114 
at N = 2 and 0.336 ai N = 1000, and remains approximately constant for higher 
values of N. Hence, for coils having P/D between 0,95 and 0.25 — as most have — 
the value of (A + B) is less than 0.83 ; i.e. 

P(A + B)/7raK < (P/d) X (026/K). 
Thus, when (2a//) = J// < i, /C> 0.82, so that P(A + B)/7TaK < 0.32 P/a. 
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The correction is less than 1% when Pja < 0.03. 
Similarly, for 2a/ 1 < l,K > 0,69, and the correction is less than 1% when P/a < 
0.026. Corresponding results for 2a/l < 5 and 2a/l < 10 are P/a < 0.012 and 
P/a < 0.0078. 

In the table opposite are given some examples of the minimum turns per inch, n, 
for a number of coil diameters required to make the difference between Lg and 
Lo less than 1% : 




LENGTH OF COIL IN INCHES ^ FIG. 10.4 

Fig. 10.4. Curves for the determination of Current Sheet Inductance (L^) for small 
solenoids, plotted against length of coil {I). For other pitches refer to Fig. 10.5. 
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Minimum turns per inchj n for 

Coil diameter \ 

length / ^ ^ 5 d I d^h 

not exceeding inches inches inch inch 



0.5 13 33 66 132 

1 16 40 80 160 

5 32 80 160 320 

10 52 130 260 520 



In many practical cases the ratio of pitch to wire disjuietsr lies betAveen 0.8 and 0.95 
in which range A =^ 0.4 + 0.1 ; and the number of mrnsj exceeds 10, so that 
5 = 0.3 ± 0.035. In such cases A + B 0.7 -J^ 0.135, Hence, from eqn. (4) : 

La =^ L, - 0.0319aM^ + B), 
we have, under such conditionSj 

Lo^ Ls - 0.0223aN, (23) 
with an error not exceeding 20% of 0.0223i3N ; and thus in many aises not exceed- 
ing 0.2% of La. 

(vi) Curves for determination of tbe current sheet " inductance 
(A) Method of using the curves 

Figure 10.4 applies to a winding pitch of 10 turns per inch only ; for any other 
pitch the inductance scale must be multiplied by a factor, which is easily determined 
from Fig. 10.5. The diameter of a coil is considered to be twice the distance from 
coil axis to centre of the wire. 




& 10 aO 50 100 200 

TURNS PER INCH ^ pic, fo.s 

Fig. 10.5. Winding pitch correction for Fig, 10.4. 
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(B) To design a coil having required " current sheet" inductance 

Determine a suitable diameter and length, and from Fig. 10,4 read off the " current 
sheet " inductance for a pitch of 10 T.P.I. The required inductance may then be 
obtained by varying the number of turns per inch. The correct number of turns 
may be found by calculating the ratio of the required inductance to that read from 
Fig. 10.4 and referring it to Fig. 10.5 which will give the required turns per inch. 

Alternatively if the wire is to be wound with a certain pitch, a conversion factor 
for that pitch may first be obtained from Fig. 10.5, and the required inductance 
divided by that factor. The resultant figure of inductance is then applied to Fig. 10.4 
and suitable values of diameter and length determined. 



(C) To find the " current sheet " inductance of a coil of known dimensions 

Knowing the diameter and length, determine from Fig. 10.4 the inductance for a 
pitch of 10 T.P.I. Then from Fig. 10.5 determine the factor for the particular pitch 
used, and multiply the previously determined value of inductance by this factor. 

(vii) EiSect of concentric, non-magnetic screen 

A shield surrounding a coil acts as a short-circuited turn coupled to the coil and 
reflects an impedance into the coil. The value of this reflected impedance is given 
by the expression M^o)^/Zt, where M is the mutual inductance between the coil and 
the shield, and Zt is the impedance of the shield. In practice, the resistance of the 
screen may be neglected, so that the effective impedance of the coil Z/, is 

Z/ =ro +ya>L, + M^o^yjcoLt (24) 
where to and Z<o are the resistance and the inductance of the coil in the absence of 
the shield, and is the inductance of the shield. The expression for Z/ may be 
put in the forms : 

Z/ = r , + y a,(L o - M'/Ld, (25a) 
= r, +;cu(l - M'/LJ.dy (25by 
= r,+ycuL/ (25c) 
= r, ^jioLXl - (25d) 

where L o is the effective inductance of the enclosed coil, and k is the coefficient of 

coupling between the coil and the can. The presence of the shield thus lowers the 

effective inductance, and we have 

=L,(1 - *=>), (26a) 

or (L, - L/)/L„ - (26b) 
It has not proved possible to obtain a simple, accurate formula for the apparent 

decreases in inductance of a shielded coil, but variom estimates have been made by 

Hayman, Kaden, Davidson and Simmonds, Bogle and others (see bibliography). 

Here we review briefly some of the published work. 

(A) H. Kaden (Electrishe Nachrichten Tecknik, July, 1933, p. 277) 

Kaden first showed that the shape of the shield is not important. Then, in his 
theoretical treatment, he replaced the actual solenoid in the concentric cylindrical 
shield by a magnetic dipole placed at the centre of a spherical screen ; the dipole 
having the same magnetic moment as the solenoid and the spherical screen a radius 
equal to the geometrical mean of the three dimensions of the cylinder. In this way 
he obtained an expression for the relative decrease in inductance of the solenoid. 
Lo - L/ 2K, a 

I7"^3Kr^' ^''^ 

where is the volume of the coil, Vx is the volume of the shield, K is Nagaoka*s 
constant, and a is a constant which depends upon the permeability and the shield 
and the dimensions. When the shielding is effective and the shield is non-magnetic, 
ot is approximately 1 and then : 
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(B) C. F. Davidson and J. C. Simmonds (Ref. 41) 

Following Kaden, these authors also considered the case of a spherical screen. 
Here the solenoid was taken to consist of a small number of closely spaced circular 
turns placed at the centre of the sphere. The change in inductance was found to be 

L, - W = 0.1 aN\a/by J{a/b)y (29) 
where a is the coil radius, N is the number of turns, b is the shield radius and f{a/b) 
is a function of (a/b). This function / is approximately 0.5 for values of (a/b) > 0.5, 
and it increases to 0.73 at (a/b) = 0.9. Thus, for values of (a/b) < 0.5, we have : 

Lo - U ^ (0.05 aN^){a/b)\ (30) 
in agreement with Kaden's resiJt. The authors point out that their formula holds 
only for very short solenoids ; they indicate how the change in inductance of long 
solenoids in spherical screens may be calculated, but it is clear that no simple formula 
can be thus obtained. 

(C) R.C.A. Application Note No. 48 (June, 1935) 

In this Application Note (Ref. 48) curves are given for in the case of a concentric 
cylindrical shield whose length exceeds the coil length by at least the radius of the coil. 
These curves (Fig. 10.6) show as a function of the ratio coil length to coil diameter 
(//2a) for various values of the ratio coil radius to shield radius ranging from 0.2 to 
0.9. It is stated that these values of have been calculated and also verified experi- 
mentally. The shields are not closed at the ends, but see (D) below. 

It is stated that these curves may also be used for cans of square cross-section by 
taking ^ as 0.6 of one side of the can. 



(D) A. G. Bogle (Ref. 45) 

Bogle obtains an approximate theoretical formula for the effective change in in- 
ductance, valid in a restricted range, and then, from measurements of L he derives 
an empirical expression which is of the same form as the theoretical formula, but which 
gives good results over a wide range. 
For a coil inside a concentric cylindrical shield. Bogle's expression is : 
Lq - L/ 1 /ay 

~ 1 + \35g/l\b) ^^^^ 
where b is the shield radius, and ^ = i> — a, the distance between the coil and the 
shield. It is assumed that the shield length is not less than / -h 2^, An accuracy 
of 2% over a wide practical range is claimed for this simple result. 

An investigation of this expression shows that it is useful in almost all practical 
cases, the only restriction being the non-stringent one that the length of the coil must 
not be very much less than the distance between the coil and the shield, i.e. g/l > 1. 
For very long coils this formula shows that 
{La-L,yL,=^aVb' 
in agreement with theoretical expectations. It is in accord, too, with the R.C.A, 
curves for in that the proportional change in inductance depends upon the two ratios 
a/b and I /a, as can be seen by writing the formula in the form : 
Lo - L/ 1 /a\ « 

^» ^ + 1.55f(^ - ,) ■ 

Bogle showed also that when > / -h 2^ the effea on Lo' of closing the ends of 
the shield is negligible. He investigated the effea of eccentricity of the coil, of ellip- 
tidty of the screening tube, and of small axial displacements in a closed screen \ and 
found that in practice these would not need to be taken into account. 

Sowerby has published data charts (Ref. 44) calculated from Bogle's formula. 

(E) W. G. Hayman (Ref, 51) 

Hayman gives an empirical formula for coils in concentric cylindrical cans : 
(Lo Lal/lo = {a/b)\ (32) 
provided /( > /. For coils of length / > J/* there is an end-correction faaor, and 
he gives : 
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(L„ - L;)/L, (1 - l/2l,Y (a/by (33) 
It is true that there is fair agreement between Hayman's calculated and measured 
values of L o for a number of coils ; butj neverthelesSj the useful range of eqn. (32) 
must be somewhat restricted. 

(F) Where the coil diameter and length are equals the curves of Fig. 11.13 can be 
used for a shield can with ends. 

It is recommended that either the R.C.A. curves for reproduced in Fig. 
10a6, or Bogle's formula be used. Comparison of the results obtained from these 
curves and from the formula will be fo;md to be in good agreement except for very 



if 




FIG. I0.6 



Fig. 10.6. Curves for determination of decrease in indtictance produced by a coil shield 
(reprinted by kind permission of Radio Corporation of America), 
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small values of Ijg where Bogle's formula should not be used. In the tables below 
comparisons are made in a number of typical cases : 

Table 1 : Comparison between estimates of the percentage reduction in inductance 
caused by a cylindrical screen for various coil shapes when the ratio of coil diameter 



to screen diameter 


= 0.7. 












lid 


R.C.A. 


Bogle 


ill 


20 
10 

5 

1 

0.2 
0.1 


49% 
48% 
46% 
35% 
20% 
15% 


48.2% 
47.3% 
46.0% 
36.8% 
18.3% 
11.3% 


0.0107 

0.0215 

0.0430 

0.215 

1.075 

2.15 



where / = coil length, d = coil diameter, g = distance between coil and shield. 

Table 2 : Comparison between estimates of the percentage reduction in induct- 
ance caused by a cylindrical screen for various ratios of coil diameter to screen 
diameter. 





(L. - L.'Vi. 




lid 


= 10 


lid 


= 1 


11 d = 


= 0.2 


a/b 


R.CA. 


Bogle 


R.C.A. 


Bogle 


R.C.A. 


Bogle 


0.9 
0.7 
0.5 
0.3 


80% 
48% 
23% 
7.8% 


80.6% 
47.3% 
23.2% 
7.6% 


72% 
35% 
13.6% 
3.0% 


74.5% 
36.8% 
14.0% 
3.2% 


54% 
20% 
6.7% 
1.4% 


56.5% 
18.3% 
5.7% 
0.9% 



where 



coil radius, h = shield radius. 



SECTION 2 : MULTILAYER SOLENOIDS 

(0 Formulae for current sheet inductance (it) Correction for insulation thickness 
(iii) Approximate formulae {iv) Design of multilayer coils (v) Effect of a concentric 
screen. 

(i) Formulae for current sheet inductance 
(A) Long coils of a fe'w layers 

The Bureau of Standards Circular No. 74 gives a simple formula for the current 
sheet inductance, correct to 0.5% for long solenoids of a few layers ; it is 
0.031 9N^ac 

L, = U - ^ (0.693 + B.), (1) 

where N = total number of turns, 
c = radial depth of winding, 
/■ — length of winding 
B, = a. tabulated function of l/c 
a = radius of coil to centre of winding, 
and L/ - (0.100 28a W//)iC. 

This result may be expressed in the form : 



(2) 

The quantity B, = 0 for //c = 1 ; it rises to 0.279 for l/c = 10, and then increases 
very slowly, being 0,322 at //c == 30. 

(B) Short coils of rectangular cross-section 

The solution of the problem for short coils is based on that for the ideal case of a 
circular coil of rectangular cross section. Such a coil would be closely realized by a 
winding of wire of rectangular cross section, arranged in several layers, with negli- 
gible insulating space between adjacent wires. 
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When the dimensions / dnd c are small in comparison with a (see Fig, 10.7) the in- 
ductance is given closely by Stephanas formula, which, for / > c, takes the form : 

while for / < c, that is for pan-cake coils, the formula becomes : 



L. = 0.031 93a7.«[2.303(l+JL + ^)log, 
le for / < c, that is for pan-cake coils, the formu 
^ 0.031 93.A^{2.303(l + Jl, +^)log,„ 



8a 



yi + 



where g' = \/ -\- and y2 and are functions of c/l 
which are tabulated in the Bureau of Standards Circular 
No. 74 (p. 285). 

The formulae of this section have been put in the form 
of a family of curves by Maynard (Ref. 38). 



16a«J 



(4) 



m 



I 



(ii) Correction for insulation thickness 

Unless the percentage of the cross section occupied by 
the insulation is large the formulae given in Sect. 2(i) 
apply very well to an actual coil. When the spacing P fig. 10.7 

is appreciably greater than the diameter of the wire D a correction term should be 
added to to give L 0. Thus : 

Lo = L, + 0.073 35aN [logio (P/D) + 0.0675] (5) 



(iii) Approximate formulae 
(A) Long coils of a few layers 

For long coils of a few layers l/c > 10 and B : 

(1); 

0.1003aWiCr 



or L, 



9a + 10/ 
' 9a + 10/ 



['-isa "• + '">]• 



caN^ 



0.3, so that we obtain from equation 

(6) 
(7) 
(8) 



(B) Short coils 

For short coils such that both / and c are much less than a, it follows from Stephan's 
formula that : 

L, = 0.073 35aA^2[logi„-^=£^ - 0.43433^1] 



13.5 
aN 



3.6a / c 

logiQ— = when - or r lies between 0.35 and 1 

V/' + ^ ^ 



[ 4.02a 

4.55a 



/ c 

when - or 7 lies between 0.15 and 0.35 
c I 



aN^ , 
1375 ^^^^ 



/ c 

u , when - or 7 lies between 0 and 0.15 

V/' + c« <^ ^ 



(9) 
(10) 
(11) 
(12) 



These results are accurate to 5% as / and c approach a, and are increasingly accurate 
as / and c decrease compared with a. When l/a and c/a are both very small, it is 
sulRcient to use the approximation : 

aN^ , 4 

L,^-3-3log..^^^=_ 

for all values of the ratio l/c. 
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(C) Bunet's formula 

Bunet (Ref. 24) gives the following approximate formiila applicable to coils whose 
diameters are less than three times their length : 

^' ~ 9a + 10/ + 8.4c + 3.2c//a ^ ^ 

The range of usefulness of this formula can be best judged from its accxiracy for various 
coil dimensions given below : 

Accuracy 

For da = 1/20 1% for (2a/ 1) up to 3 4% for (2a//) = 5 
For c/a = 1/5 1% for (2a//) up to 5 2% for (2a//) = 10 
For c/a = 1/2 1 % for (2a//) up to 2 3% for (2a//) = 5 
For c/a = 1 1% for (2a//) up to 1.5 5% for (2a//) = 5 

It is easy to verify that for long coils of a^ew layers Bunet*s formula is approxi- 
mately : 

L ^ - aW»(3.2c//a) 

^"^ 9a + 10/ (9a + 10/)« ^^^^ 
a^N^ CaN^ 



9a + 10/ lOnl 
in accord with the result given previously for this type of coiK 



(15) 



(D) Wheeler's formula for short colls 

Wheeler gives a formula for short coils having / and c less than a (Ref. 22). This 
result, which he states was obtained theoreticallyj is : 
aN^ , 4.9a 

^• = 1375^^" HIT 

The accuracy is given as 3% when (/ + c) = a, and is stated to improve as (/ + c)/a 
decreases towards zero. 

This formula is slightly different in form from those given in (B) of this section. 
Nevertheless, the numerical agreement is quite goodj as can be seen from the following 
considerations : 
For the case I = Cy 

3.6a 3^60 5^a ^ 

Vl^T^ ~ <>'707(/ 4- c) " / + c ' 
when / = 3c or c = 31, 

4.02a 4.02a 5.1a ^ 

Vl^ + c' ~ 0.792 (/ + c) ~ / + c ^ 
when / = 10c or c ^ 10/, 

4.55a 4.55a 5.0a ^ 

Vl^ + c^ ~ 0.91 (/ + c) ~ / + c * 
Thus when log 4.9/(/ + c) is compared with the logarithms of these quantities the 
percentage difference is found to be small. 

Another formula due to Wheeler (Ref. 22) which covers the shape of many universal 
windings, is 

_ 0.8aW^ 
' ~ 6a + 9/ + 10c 

accurate to within about 1 % when the three terms in the denominator are about equal. 

(iv) Design of multilayer coils 
(A) Short coils 

The Bureau of Standards Circular No. 74 gives two of the possible approaches to 
the design of short multilayer coils. 

(1) The two forms of Stephanas equation given in eqns. (9) to (12) may be ex- 
pressed as : 

(17) 
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where A is the wire length, P is the distance between centres of adjacent wires and G 
is a function of the shape of cross section (J/c) and of the shape ratio of the coil (c/a). 
The quantity G is represented by means of curves. This equation is used, in cases 
where the ratios l/c and c/a have been decided, to determine the necessary wire- 
length for a given pitch, or vice versa. The mean radius of the winding is then 
obtained from 

a^.U^; (18) 



In I {clay 

and the total number of turns is given by N = A/2?ra or Ic/P^, 

It can be shown that, for a given resistance and coil shape, the square cross section 

(l/c = 1) gives a greater inductance than any other form ; and, further, for a square 

cross section, the inductance for a given length of wire is a maximum for c/a = 0.662. 
(2) Stephan's formulae may also be expressed in the form ; 
L, = 0.031 93aN% (19) 

where ^ is a known function of l/c and c/a. 
This form is useful when a, c and / have been decided to give N, and thence P. 

We have 

P = ^ 
N 

and A = 27raN. 

(B) Universal coils 

The usual problem is the calculation of the inductance of a given number of turns 
before winding the coil, with only former size and wire size known. It is stated in 
Ref. 20 that the inductance of universal coils is about 10% greater than that of normal 
multilayer windings of the same external dimensions. 
A suitable procedure is to determine the gear ratio from the formula, 
gear ratio = + l)/P (20) 
as described in Chapter 11, Sect. 3(iv). The radial depth of winding, c, can then be 
obtained from the formula 

c = Nqw'/iP + 1) (21) 
where N = number of turns in coil, 

q = number of crossovers per winding cycle 

[Refer Table 1 in Chapter 11, Section 3(iv)] 
w' — diameter of wire plus insulation, 
and P = an integer defined in Chapter 11, Section 3(iv). 
Since the length of the winding, /, is equal to the sum of the cam throw and the wire 
diameter, the dimensions of the coil are then known and the inductance can be cal- 
culated from the methods previously described. 

Example : A coil of 500 turns of 38 A.W.G. enamelled wire (0.0044 inch) is to be 
wound on a 0.5 inch diameter former with a 0.1 inch cam. From Chapter 11 Sect. 
3(iv), P = 43 and ^ = 2. Therefore 

c = 500 X 2 X 0.0044/44 inch = 0.1 inch 
/ = 0.1 inch + 0.0044 inch = 0.1044 inch 
and a = 0.25 inch + c/2 = 0.3 inch. 

(v) Effect of a concentric screen 

No formulae have apparently been given for the change in inductance produced by 
a concentric shield. It is clear that the percentage change in inductance of a multi- 
layer coil will be less than that of a single layer coil of equal outside dimensions ; 
and that the greater the winding depth c the less will be the effect of the shield. For 
solenoids of a few layers the percentage change in inductance will be very closely 
the same as for a single layer solenoid of corresponding dimensions. 
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SECTION 3 : TOROIDAL COE-S 

(0 Toroidal coil of circuJar section with single layer tvinding («) Toroidal coil of 
rectangular section with single layer winding (Hi) Toroidal coil of rectangular section 
with multilayer winding. 

(i) Toroidal coil of circular section with single layer winding 

The current sheet inductance of a single layer coil wound on a torus, that is a ring 
of circular cross-section, is gi ven by 

L, - 0.031 [R - VR^ ~ a^] microhenrys, (1) 
where R is the distance in inches from the aids to the centre of cross-section of the 
winding, a is the radius of the turns of the winding and N is the total number of turns. 

(ii) Toroidal coil of rectangular section with single layer winding 

For this type of coil the current sheet inductance is readily shown to be : 

L, = 0.011 lON^h logio - microhenrys, (2) 

where Vi is the inner radius of the winding, rg is the outer radius of the winding and h 
is the axial depth of the winding. 

The difference between L, and La for single layer toroidal coils is usually small. 
Where high precision is required the value of may be obtained from L, by using 
the corrections shown in Bulletin, Bureau of Standards, 8(1912)p, 125. 

(iii) Toroidal coil of rectangular section with multilayer winding 

Dwight (Ref. 11) has obtained an expression for the current sheet inductance of 
this type of coil. His expression contains only simple terms, but it is too long to re- 
produce here. In an example quoted by the author the calculated and measured 
values of an inductance agreed within 1%. 

Richter (E.E. Supplement. Dec. 1945, p. 999) stated that in practice fair results 
are obtained by use of the empirical formula : 

L = O.OniN^h' logio fraVriO (3) 
where h\ and r^ are determined as follows : 

Let be the thickness of winding on the inside face, 
fa be the thickness of winding on the outside face, 

f J be the thickness of winding on the inside edge of the top and bottom faces, 
and 

f J be the thickness of winding on the outside edge of the top and bottom faces, 

then 

r% = ra + tJ^ \ r/ = r^ - tJ3 ; h' = h + (t^ + t^)/3 ; 
hi ri and r^ having the same meanings as in Section 3(ii). 



SECTION 4 : FLAT SPIRALS 

(0 Accurate formulae («) Approximate formulae. 

(1) Accurate formulae 

The current sheet inductance of flat spirals can be obtained from Stephan's formula 
for short multilayer coils [see Sect. 2(i)]. 

(a) Wire of rectangular cross section 

For spirals wound with metal ribbon or with thicker rectangular wire the pro- 
cedure is as follows : 

Use Stephan's formula with these conventions : 
for / put the width of the wire ; 

for c put NPi where P is the distance between the centre of cross section of a 
turn and the corresponding point of the next turn ; 
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for fl put flo + (JV — l)P /2y where 2a o is the distance (Fig. 10.8) across the 
centre of the innermost end of the spiral. 

The correction for cross section is given in the Bureau of Standards 
Circular No. 74 in the form : 



I 



T 



where and are tabulated functions. The accuracy obtained j I 
for Lo is 1%. [ 

(b) Round wire | 

For spirals wound with round wire the same conventions are | 
adopted to obtain a and c, but a simplified form of Stephan's equation, I 
obtained by setting / = 0, is used. It is ■ 

= 0.3193aN2 [2.303 log.o 7 - i + ^i}'^^^ ^""^'^ 7 ^ i)] ' 
The inductance of a spiral is given more closely by : 

L« = L, - 0.0319aN(^ + B), 
where A and B are shown in Fig. 10.2. 

(^ii) Approximate formulae 

For round wires it follows immediately that 

L,^ Om\ 93 X 2.303aN2riog — - 

L * c 2.303J 

aN« 4.9a 

Wheeler has given an approximate formula for spirals where c > 0.2a. It is : 
^•"Sa + ll/ 

The first of these formulae is the more accurate as the ratio c/a decreases, while the 
second is the more accurate the closer e/a approaches unity. The agreement between 
them is quite fair : 

For c/a = 0.2, we have from the first result, 

L, ?^ (aNV13.5) log 24.5 = 0.103aN^ 
while from Wheeler's formula 

Ls ^ aNV(8 + 2.2) = 0.098aN«. 
For c/a = 0.5, we obtain, respectively, 

L, ^ (aNV13.5) log 9.4 = 0.97aNV13.5 and 

L, ^ aNy(S + 5.5) - aNVl3.5. 



SECTION 5 : MUTUAL INDUCTANCE* 

(0 Accurate methods (it) Approximate methods. 

(i) Accurate methods 

Accurate methods for the calculation of mutual inductance between coils of many 
different shapes and relative dispositions are given in the Bureau of Standards Cir- 
cular No. 74, and in the Bureau of Standards Scientific Paper No. 169. The book by 
Grover (Ref. 15) covers the subjea comprehensively in Chapters 12, 15 and 20, 
The possible accuracy of these methods is always bptter than one part in one thousand. 

The mutual inductance of coaxial single-layer coils, with tables to facilitate the 
calculation, is covered in Ref. 15 Chapter 15 (see also Ref. 5). 

•By the Editor. 
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There are few simple formulae which can be used for the more common practical 
cases, such as are possible with self inductance. The following exact method may be 
used for two windings on the same former with a space between them, both windings 
being similar in pitch and wire diameter (Fig. 10.9). 

Assume that the space between the windings is 
wound as a continuation of the windings on the two 
ends, to form a continuous inductor from A to D 
with tappings at points B and C. Then the re- 
quired mutual inductance, M, between the two ori- 




ginal windings is given by 



'AC ~~ ^Bd) 



(1) 



where is the inductance between points A and D, and similarly for other terms. 

These inductances may be calculated from the formulae given in earlier sections of 
this chapter. 

References to accurate methods : Refs. 2, 3, 5, 13, 14, 15, 18. 




.001 



FIGJO.IO 

Fig. 10.10, Chart giving coefficient of coupling for a specified spacing between two 
coaxial solenoids having identical dimensions. The quantities S and L are measured in 
terms of coil diameters, {Ref, 56.) 



www.pmillett.com 



448 



(ii) APPROXIMATE METHODS 



10.5 



(ii) Approximate methods 

The coefficient of coupling for a specified spacing between two coaxial solenoids 
having identical dimensions, but not necessarily identical numbers of turns, is given 
by Fig. 10,10 (Ref. 56). The accuracy should be better than 5%. 

SECTION 6 : UST OF SYMBOLS 

Note : Inductances are given in microhenrys and dimensions in inches. 
Ls = current sheet inductance 
Lo = low frequency inductance 
Lo = effective inductance of a shielded coil 
N = total turns in coil 

n = turns per unit length 

/ = coil length 

P = pitch of winding = 1/w 

a = coil radius (from axis to middle of winding) 

d = 2a = coil diameter 
A' = cross sectional area of coil 

D = (bare) wire diameter 

S = D/P 

A ~ total length of wire 
K = Nagaoka's constant — see Fig. 10.1 
A,B^ correction terms — see Fig. 10.2 
/ - Kl/2a—s^e Fig. 10.3 
F=^ 1.8// 
y = 1.8/1 

b ^ radius of concentric cylindrical screen 
/( = length of concentric cylindrical screen 
^ = & — a, i.e. coil to screen spacing 
k = coefficient of coupling between coil and concentric can 
c = radial depth of winding 
= VP + 

Bg = correction term, function of l/c 
yi}y23y3 = functions of l/c in Stephan's formula 
q = number of crossovers per winding cycle 
R = mean radius of a toroidal coil of circular cross section 
Tx = inner radius of a toroidal coil of rectangular cross section 

= diameter of wire plus insulation 
Ta = outer radius of a toroidal coil of rectangular cross section 
h =^ axial depth of a toroidal coil of rectangular cross section 
M = mutual inductance 

SECTION 7 : REFERENCES 
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SECTION 1 : INTRODUCTION 

The space available for coils in a radio receiver is invariably limited, and part of the 
design work on each coil is the obtaining of maximum Q in a minimum volume, 
lathe case of i-f transformers the volimie is dearly defined by the shield used, and the 
same applies to r-f coils in cans, but where shielding is not used with r-f coils the 
increased Q obtainable from larger diameter formers is offset against the increased 
damping from components and magnetic materials, such as the receiver chassis, ad- 
jacent to the coil. 

The resulting form factor for each individual winding requiring maximum Q and 
minimum self-capacitance is usually such that the length of the winding is very ap- 
proximately equal to its diameter. To obtain this shape for i-f, broadcast and short- 
wave coils the winding method is varied. 

I-F transformers use universal windings, and where the Q and distributed capacit- 
ance requirements are not severe a single coil wound with a large cam (perhaps f in.) 
will be satisfactory, even without an iron core, if litz wire [see Sect. 5(i)J] is used. 
However higher Q values are usually required than are obtainable in this way and in 
such c^ses each winding consists of two or more pies, perhaps with an iron core. 

The same types of coils are satisfactory in the broadcast band, although in the case 
of signal frequency coils which are tuned over a ratio of more than three to one it is 
essential to use very narrow windings or two or more pies to reduce the distributed 
capacitance of the winding. Litz wire and iron cores are commonly used to give a 
secondary Q of 100 or more. 

Another method of decreasing distributed capacitance is the use of progressive 
universal windings in which the winding finger travels along the former in addition 
to moving to and fro. Such coils are rarely built up to a greater height than five wire 
thicknesses, and are equally useful with or without iron cores. Solenoids are also 
used either with iron cores or on comparatively large diameter formers if an iron core 
is not used. 

450 
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At frequencies between 2 and 6 Mc/s {which are used in receivers providing con- 
tinuous coverage between the normal short-wave and broadcast bands, or for oscilla- 
tors giving second harmonic mixing for the short wave band) the progressive universal 
winding is particularly useful because the winding length of solenoids may be too great 
with the usual range of former diameters, and the number of turns is insufficient to 
allow them to be spUt into many sections. 

A set of worm driving gears which spreads the appropriate nxmiber of turns over a 
length approximately equal to the coil diameter is required. This usually necessitates 
a faster worm drive than is used for broadcast coils. Litz wire with a large nxmiber 
of strands is useful in obtaining maximum Q. 

For the 6 to 18 Mc/s band the solenoid is used, almost always with solid wire, and 
this type of coil remains useful at least up to 100 Mc/s. Increased wire diameters 
and spacings are used at higher frequencies to obtain form factors similar to those 
used at low frequencies. 



(i) Effects of self-capacitance (it) Calculation of self-capacitance of single-layer 
solenoids (Hi) Measurement of self -capacitance. 

(i) Effects of self-capacitance 

The self-capacitance of a coil is due to the electrostatic coupling between individual 
turns and between the turns and earth. When the self-capacitance is between un- 
insulated turns in air its Q may be high, but the greater the amount of dielectric in the 
field of the coil the greater will be the losses. 

Short wave coils of enamelled wire on a solid former do not have serious dielectric 
losses if good quality materials are used, but at broadcast and intermediate frequencies 
the universal windings used have comparatively high-loss dielectrics and unless self- 
capacitances are kept to a low value the reduction in Q may be appreciable. 

In the case of coils which are to be tuned over a range of frequencies, comparatively 
small values of shunt capacitance can have a large effect on the possible tuning range. 

In all cases the self capacitance of a coil has an apparent effect on its resistance, 
inductance and Q, and at frequencies considerably below the self resonant frequency 
of the coil — 



where Cq = self-capacitance of coil 

C = external capacitance required to tune L to resonance 
L = true inductance of coil 
R = true resistance of coil 
and Q = true Q of coil. 

(ii) Calculation of self-capacitance of single -layer solenoids 

Until recently the work of Palermo (Ref. C3) had been taken as the standard on the 
self-capacitance of single-layer solenoids. However Medhurst (Ref. C2) has disputed 
the theoretical grounds on which Palermo's work is based. As the result of a careful 
antlysis and a large number of measurements he states that the self-capadtance, Co, of 
single-layer solenoids with one end earthed, and without leads, is 



SECTION 2 : SELF-CAPACITANCE OF COILS 



apparent inductance 



apparent resistance 



and apparent Q 




Co = HD t^fiF 
where D = diameter of coil in cm. 



(1) 
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and H depends only on the length/diameter ratio of the coil. A table of values of H 
is given below and when used in conjunction with a capacitance correction for the 
" live " leadj Medhurst states that the accuracy should be within 5%. 



TABLE 1 



Length \ 


H 


/ Length \ 


H 


/ Length \ 


H 






\ Diameter/ 








50 


5.8 


5.0 


0.81 


0.70 


0.47 


40 


4.6 


4.5 


0.77 


0.60 


0.48 


30 


3.4 


4.0 


0.72 


0.50 


0.50 


25 


2.9 


3.5 


0.67 


0.45 


0.52 


20 


2.36 


3.0 


0.61 


0.40 


0.54 


15 


1.86 


2.5 


0.56 


0.35 


0.57 


10 


1.32 


2.0 


0.50 


0.30 


0.60 


9.0 


1.22 


1.5 


0.47 


0.25 


0.64 


8.0 


1.12 


1.0 


0.46 


0.20 


0:70 


7.0 


1.01 


0.90 


0.46 


0.15 


0.79 


6.0 


0.92 


0.80 


0.46 


0.10 


0.96 



Lead capacitance can be determined separately and added to the coil self-capacit- 
ance. Fig. 11.1 (from Medhurst) can be used for this purpose. 

FIG. II , I 



Fig. 11.1. Variation of 
capacitance with wire 
length for vertical copper 
wires of various gauges 
{Ref D6). 



'O 5 10 15 20 25 30 35 40 45 50 
LENGTH OF WIRE (cm) 

It is interesting to compare Medhurst's formula with another by Forbes Simpson 
[Ref. G17 and Sect. 5(i) of this chapter]. Forbes Simpson's formula is applicable 
to coils with a length/diameter ratio of imityj a pitch of 1 .5 times the wire diameter 
and with leads at each end equal in length to the diameter of the coil. His formula is 
Co = D(0,47 + a) i^fiF (2) 
where D = diameter of coil in cm. 

and a — a constant depending on the gauge of wire, lying between 0.065 for 
42 S.W.G. (38 A.W.G. approx.) and 0.11 for 12 S.W.G. (10 A.W.G. 
approx.) where one lead of the coil is connected to chassis. 
In eqn. (2) there is no equivalent of the H in eqn. (1) because the length/diameter 
ratio is a constant. The length of " live " lead taken into account in eqn. (2) is equal 
to Dj and it is possible to determine its effect from Fig. 11.1. For 12 S.W.G. wire 
the capacitance is 0.11 ^^F per cm. so that eqn. (1) (with lead correction) could be 
written 

Co = 0.46D -f 0.1 ID - 0.57D 
for the conditions of eqn, (2) and using 12 S.W.G. wire. Similarly, using the value of 
a given for 12 S.W.G. wire in eqn. (2), eqn. (2) could be written 

Co - 0.47D -f 0.1 ID - 0.58D. 
The data in Fig. 11.1 are not sufficient to compare the equations using the lower 
limit of a given by Forbes Simpson but for 20 S.W.G. eqn. (1) becomes 

Co - 0.55D 

for the conditions of eqn. (2), while eqn. (2) for 42 S.W.G. becomes 
Co = 0.535D. 
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(iii) Measurement of self- 
capacitance 

A graphical method of self-capacitance 
determination due to Howe is shown in 
Fig. 11.2. Values of external capacitance 
in fifiF required to tune a coil to resonance 
are plotted against l/P where / is the re- 
sonant frequency in Mc/s. The self- 
capacitance is the negative intercept of the 
straight line with the capacitance axis. 



^ FK5. li. ? 

Fig. 11.2. Construction for determination 
of self-capacitance of coil. 



An alternative method is to determine the 
external capacitances necessary to tune 
a coil to frequencies of / and 2/. If the two capacitances are Ci and C^ respectively, 

self-capaatance = r 



SECTION 3 ; INTERMEDIATE-FREQUENCY WINDINGS 

(0 Air-cared coils (it) Iron-cored coils (m) Expanditig selectivity i-f transformers 
(iv) Calculation of gear ratios for universal coils (v) Miscellaneous considerations. 

(i) Air-cored coils 

Most commercial receivers have two i-f transformers with foar circuits tuned to 
about 455 Kc/s, To obtain adequate selectivity in such a case the required Q for 
each winding (mounted on the chassis but not connected in the circuit) is 100 or more. 

This Q can readily be obtained with air cored coils of about 1 mH inductance pro- 
vided that litz wire and comparatively large coil cans are used. Without liD. it is 
difficult to exceed a Q of 50, but even this may be sufficient when more i-f stages 
than usual are used. 

When a single pie is used, Q is to some extent dependent on coil shape but if five 
times the winding depth plus three times the winding width equals the external 
diameter, Q will be close to the maximum for the wire and type of winding. 

There are three methods of increasing the Q, and when all are used to pract cjU 
commercial limits, production Q figures of 150 can be maintained. The first require- 
ment is litz wire, probably nine strands for a Q of the order of 100, and twenty or more 
strands for a Q of 150. Large coil cans are necessary, up to two inches in diameter, 
with formers of such a size as to make the outside coil diameter litde more than half 
the can diameter. Lastly, self-capacitance must be reduced to a minimum, because 
its Q is always low and in the case of a single pie winding it may amount to say 25 /a/aF, 
a large percentage of the total capacitance. Splitting the winding into pies reduces 
self-capacitance, at the same time improving the form factor, and a suitable compro- 
mise between Q and economy is obtained by winding with three pies. Self-capacit- 
ance is also reduced by winding narrow pies, although a limit is set by the difficulty 
of winding litz wires with a cam of less than 0.1 inch, or perhaps even ^ inch. In 
addition, as the cam is reduced the height of the coil increases and larger losses from 
damping of the coil by the can may more than offset the reduced losses in a smaller 
self-capacitance. 

When the windings have more than one pie^ tlie inductance is dependent on pic 
spacing. For this reason, ^nd to increase the speed of winding, multi-section coils 
are wound with the former located by a gate, a different slot in the gate being used for 
each individual pie. Spacing between primary and secondary windings is kept constant 
by means of a double winding finger which winds primary and secondary at the same 
time. 
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A disadvantage of air cored i-f coils is that a trimmer capacitance is needed to re- 
sonate the tuned circuit. The cheapest types of trimmers usually have poor stability 
with respect to time, vibration, humidity and temperature, and satisfactory types may 
cost more than a variable iron core with provision for adjusting it. 

(ii) Iron-cored coils 

The advantages of iron cores used in i-f transformer windings are that 

(a) they increase the inductance of the winding, thereby giving a saving in wire 
cost and winding time for a given inductance, 

(b) they increase the Q of the winding, thereby allowing cheaper litz (or solid wire 
in an extreme case) to be used, 

(c) they restrict the field of each winding, to an extent depending on the type of 
core used, and thus allow a smaller, cheaper coil can to be used without excessive 
damping, 

(d) they provide a satisfactory method of adjusting the tuned circuit to resonance. 
Because of this the total tuning capacitance can be of a stable high Q type (e.g. 
a silvered -mica capacitor), and there is no trouble from capacitance between 
primary and secondary trimmers giving an asymmetrical resonance curve, or 
from capacitance between sa^ first i-f and second i-f trimmers leading to re- 
generation. 

To obtain the greatest benefit from an iron core it is necessary to have all of the 
turns close to the core. In particular cases, especially at high frequencies, Q may be 
decreased due to increased distributed capacitance if the coil is too close (e.g. wound 
on the core) but in normal i-f applications in which a former comes between coil and 
core the thinner the former can be made, the better will be the Q. 

Also because of this effect it sometimes happens that by winding a coil with thinner 
litz (fewer strands), and so bringing the top turns closer to the iron and further from 
the can^ an increase in Q is obtained. 

Another benefit from bringing all of the turns as close to the iron core as possible 
is that the range of inductance adjustment provided by the core is increased. If 
fixed capacitors with i 10% tolerance are used to tune the i-f windings, it is necessary 
to provide at least ± 15% inductance adjustment from the iron core to allow for 
winding variations and changes in stray capacitances due to valves and wiring. It is 
necessary to split the i-f winding into pies to obtain a variation of this order with 
normal cheap i-f cores. 

An additional advantage of splitting the winding is that at least half of the turns in the 
coil are brought much closer to the core so that Q is increased above the amount to 
be expected from the reduction in distributed capacitance. 

To obtain the previously mentioned Q of 100 at an inductance of about 1 millihenry 
with a small iron core, a coil can somewhat larger than one inch diameter would pro- 
bably be needed with a coil wound in three pies of 5 strand 41 A.W.G. litz. 

Much higher Q'% are obtainable with special core shapes and materials, and a 455 
Kc/s i-f transformer with a Q of 260 in the can is mentioned in Ref. A15. However 
difficulty is usually experienced from instability even with valves of comparatively 
low slope, such as the 6SK7 -GT, if i-f transformers with a Q above about 150 are 
used . 

A possibility of increasing Q with iron-cored coils which does not usually arise 
with air-cored coils is that if the coil is wound directly on to a non-adjustable iron core 
or on to a small individual former, it can be mounted in different planes inside the coil 
can. By mounting the coil with its axis at right angles to the axis of the can it is 
possible to obtain an increase in Q of the order of 10% (depending on the diameters 
of coil and can) and this method also has the advantage of making both cores adjust- 
able from above the chassis. The chief disadvantage is that coupling between primary 
and secondary takes place mainly between adjacent edges of the two windings and 
variations in the height of the windings, due to variations in wire thickness, notice- 
ably affect the coupling. In addition, trouble may be experienced from regeneration 
because with this method of mounting the field of the bottom winding extends further 



www.pmillett.com 



11.3 



(ii) IRON-CORED COILS 



455 



outside the coil can. Unless a good joint is made between can and chassis this trouble 
will be further aggravated. 

(iii) Expanding selectivity i-f transformers 

The simplest method of expanding i-f transformer response to give peaks symmet- 
rically spaced about the intermediate frequency is by switching a tertiary winding. 
Two other possibilities* of obtaining the desired result are the simultaneous switching 
of series and shunt coupling capacitors between the two windings, and the switching 
of capacitors to alter the coupling in a /J or T network (Ref. G13). In each of these 
cases, however, it is necessary to switch components in high potential sections of the 
circuit whereas tertiary switching can be carried out in low potential circuits. 

Receivers have been manufactured in 
which movement of a complete winding 
altered the coupling, and whilst this eli- 
minates switching problems, the additional 
mechanical problems are at least as trouble- 
some. Moreover it is difficult to keep 
constant the damping effect of the coil can 
and the mechanical coupling of the moving 
coil so that the whole object of the variable 
coupling (i.e. symmetrical expansion of 
the pass-band) is liable to be lost. 



ConYtrtcr 



I-F Amplifier 




FIG. II. 3 



A.V.C. 



Fig. 11.3. Expanding selectivity with 
switched tertiary coiL 



Although symmetrical expansion be- 
comes more difficult as the Q of the trans- 
former increases, it is possible with tertiary switching to maintain satisfactory symmetry 
in production with a Q of 150 and with simple alignment procedures. In a normal 
receiver with a single i-f amplifier it is only necessary to expand the selectivity of the 
first i-f transformer because the diode damping on the secondary (and perhaps prim- 
ary) of the second i-f reduces its selectivity considerably. 

Fig. 11.3 gives a typical circuit. It will be seen that the inductance of the tertiary 
winding is switched into the tuned circuit in the expanded position. This does not 
lead to appreciable detuning because the inductance of the secondary is some thousands 
of times larger than that of the tertiary. 

Suitable methods of winding the tertiary coil vary with the method of primary 
winding but the object is always to obtain maximum coupling with minimum tertiary 
inductance. When the primary is pie-wound the tertiary should be wound between 
two pies as close to the middle of the coil as possible. From three to five tertiary 
turns are required (assuming approximately critical coupling without the tertiary 
and three hundred or more primary turns in a 455 Kc/s i-f transformer). The type 
of wire is not important except for its covering, and solid wire of the finest gauge 
which will give no trouble with handling or cleaning is probably most suitable. 

It is essential that the insulation resistance between primary and tertiary be very 
high. In a typical case a leakage of 100 megohms between primary and tertiary would 
give the control grid of the following i-f amplifier a positive voltage of five volts. 
Because of this the tertiary winding should be double-covered wire and the com- 
pleted coil must be thoroughly dried out and then immediately impregnated in some 
moisture resisting compound. 

If the primary consists of a single winding the tertiary is best wound in solenoid 
form on top of it. Similar results are obtainable for the same number of coupling 
turns. 

To align such a transformer the switch should be turned to the " narrow " position 
and the receiver aligned normally for maximum gain. When the switch is turned 
to " broad " the output should drop, but when the signal generator is detuned, equal 
peaks should be found symmetrically spaced about the intermediate frequency. 

♦See also Chapter 9 Sect. 8 ; Chapter 26 Sect. 5. 
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If the peaks are not symmetricalj undesired couplings are probably responsible. 
All traces of regeneration must be removed and, because the stability requirements 
are more severe than usual, unusual effects are liable to be uncovered. For example, 
regeneration may occur due to coupling between a loop formed by the generator input 
leads and the output of the i-f amplifier (twisting generator leads will cure this) or 
coupling may occur between first and second i-f transformers within the steel chassis. 
When this happens, rotating one or both transformers will probably give cancellation 
but leave production receivers susceptible to the trouble. Additional spacing between 
transformers is advisable with each primary and secondary wired for minimum re- 
generative coupling. 

The switch used for the tertiary winding should preferably be of the " break before 
make" variety. A "make before break" switch momentarily short circuits the 
tertiary winding during switching, giving a sudden reduction and increase in sensitivity 
which can be heard as a click. 

Even after a satisfactory i-f selectivity curve has been obtained, the over-all curve 
may be too narrow if a r-f stage is used in the receiver. In such cases the r-f stage 
should also be expanded [Chapter 35 Sect. 5(iii)]. 




FIG. 11.4 

Fig, 11.4. Type of finger recommended for universal winding, 

(iv) Calculation of gear ratios for universal coils 

To obtain electrical consistency between universal coils in production runs it is 
essential to wind the coils with good mechanical stability. For this, machines must 
be adjusted correctly, but a suitable gear ratio is of equal importance. 

The method of gear ratio calculation given below has been used successfully for 
production coils, and gives a straight pattern on the side of each coil. 

The instructions make provision for a spacing between centres of adjacent wires 
of 8/7 of the wire diameter. This diameter should be measured, and the required 
spacing depends on the type of winding finger used. The most satisfactory types, 
and the ones for which the spacing factor will be found suitable, are those in which the 
wire passes to the bottom side of the finger before being placed in position on the coil. 
Fig. 11.4 shows such a finger, and it will be seen that the tension on the wire pulls 
the finger down to the face of the coil. 

Fingers in which the wire passes through a groove on the top and then takes up 
its own position on the surface of the coil may require more spacing than that specified. 
Other factors may also affect the spacing required, but a small amount of experiment 
will decide this. It will be noticed that some types of litz wire tend to spread when 
wound, and so need more spacing than would be expected from measurement. 
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Symbols 

d = former diameter (inches) 
c = cam throw (inches) 

n — nominal number of crossovers per turn (see Table 1) 

q — number of crossovers per winding cycle, i.e. before wire lies alongside 

preceding wire (see Table 1). 
V = nominal number of tums-per winding cycle (see Table 1) 
R ^ gear ratio = former gear/cam gear 
w ~ modified wire diameter (inches) — see Note below 
P — qc/(w + x) = an integer 

X = smallest amount necessary to make (P + l)/v an integer (inches). 

Note. For fabric covered wire, w = (measured diameter of covered wire) x 8/7. 
If the wire is enamelled only, the same formula is used but the bare wire diameter is 
multiplied by 8/7. 

Procedure 

(A) From n > (2d /3c) determine the largest convenient value for n. Do not use 
values of n less than 2 for bare enamelled wire. Obtain values of q and v from Table 1 
below for the value of n chosen. 



TABLE 1 



n 


4 


2 


1 


2/3 


h 


1/3 


1 


q 


4 


2 


2 


2 


2 


2 


2 


V 


1 


1 


2 


3 


4 


6 


8 



(B) Determine w from information given in the note above. 

(C) Calculate P from P = qc/{w + x). 

(D) Obtain R from R = ^n{P + 1)/P. 



Example 1 

Given d = ^in, and c = 0.1 in. determine the gears to wind a coil with 42 S.W.G. 
enamelled wire. 

(A) (2d /3c) = 1,0/0.3. Take n = 2, giving ? = 2 and v - 1 from the table, 

(B) The diameter of bare 42 S.W.G. wire is 0.004 in., so w = 0.004 57 in. 

(C) P = qc/(w + x) and (P + l)/v must be an integer, i.e. P must be an integer 
since v ^ I. 

qc/w - 200/4.57 = 43.7. 

But P = qc/(w + x) = an integer. 

Therefore P = 43. 

(D) R = ^n(P + 1)/P = i X 2(43 + l)/43 - 44/43. 
Example 2 

Given V = I in. and c = ^ in. determine the gears to wind a coil with 0.016 in. 
litz wire. 

(A) 2d/3c - 2/3. Take n = 2/3, giving ? = 2 and ^; - 3. 

(B) w - 0.016 in. x 8/7 - 0.0183 in. 

(C) qc/w = 500/18.3 - ,27.3. 
But (P + l)/v = an integer. 
Therefore P = 26. 

(D) R - in(P + 1)/P = 1/3 X 27/26. 
To obtain suitable gears 

R = 2/3 X ^ X 27/26 = (28/42) X (27/52). 

When it is known that n will be 2, as is the case with che majority of coils, the method 
reduces to dividing the modified wire diameter into twice the cam throw (ignoring 
any fractions in the answer). This gives P and the required ratio is (P + 1)/P. 

For further information on universal coil winding see Refs. i 1 to I 8. 
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(v) Miscellaneous coQsiderations 

(A) Direction of windings 

Although the coupling between primary and secondary is assumed to be due to 
mutual inductance, the capacitive coupling is appreciable. Depending upon the 
direction of connection of the windings, the capacitive coupling can aid or oppose the 
inductive coupling. When the two types are in opposition and of the same order a 
slight change in one— the capacitive coupling is particularly liable to random variation 
—gives a much larger percentage variation in the effective coupling. In a bad case, 
production sensitivity variations from this cause may be quite uncontrollable. 

To avoid the trouble, i-f transformers are usually cormected for aiding capacitive 
and inductive coupling. This is done by connecting the i-f amplifier plate to the 
beginning of one winding and the following grid to the end of the other winding when 
the two coils are wound in the same direction. Other connections to give the same 
winding sense will give the same result. 

Even with aiding couplings it is desirable to reduce capacitive coupling to a minimum 
to obtain a symmetrical response curve and care should be taken in the placing of 
tuning capacitors and with details such as keeping the grid wire of the secondary 
winding well away from the plate wire or the plate side of the primary winding. 

(B) Amount of coupling 

An undesirable feature, from a production point of view^ of i-f transformers in 
which the coupling is less than critical^ is that receiver sensitivity becomes more 
dependent on i-f coil spacing. For a transformer with approximately critical coupling 
a spacing difference of 1 /32 inch makes no appreciable difference to sensitivity in a 
typical case. However if the transformer were under-coupled the sensitivity change 
would be noticeable. 

Transformers which are slightly over-coupled can be aligned for symmetrical 
response curves without undue trouble by detuning each winding (say with an ad- 
ditional capacitor of the same size as the tuning capacitor) while the other winding of 
the transformer is aligned for maximum sensitivity. Symmetry is of course dependent 
on the absence of regeneration. 

(C) Losses 

Unless care is taken^ the sum of a number of apparently negligible losses may result 
in appreciable reduction in Q. Many artificial coverings have greater losses than silk, 
but this is usually obvious when a sample coil is wound. Less obvious losses may 
occur in details such as the material used to seal the end of a winding or in the placing 
of shunt capacitors or even coil lugs close to the actual i-f winding. An assembly of 
straight parallel wires between top and bottom of the i-f can may cause appreciable 
decrease in Q, particularly if large blobs of solder are placed close to the windings. 

To eliminate such losses it is advisable to check the Q of a winding, sealed with 
low-loss material and baked to remove all moisture, when suspended well away from 
any substances which will introduce losses. The mechanical structure of the complete 
i-f assembly can then be added, one section at a time, and the Q read at each stage, 
a final reading being taken when the coil is mounted in the receiver. 

(D) F-M i-f transformers 

For details of F-M i-f construction and other i-f information of practical interest 
see Chapter 26 Sect. 4(vi). 

(E) Other ferromagnetic materials 

The development of a non-metallic ferromagnetic material named Ferroxcube 
has been announced by Philips (Refs. A28, A29, A30, A31, A32, A33). 

Several grades of Ferroxcube are manufactured. They have in common a high 
specific resistance of 10 ' to 10 » ohm cm. and a high initial permeability of from 50 
to 3000 depending on the type. Ferroxcube IV, which is useful to 40 Mc/s, has a 
permeability of 50, and Ferroxcube III with an upper frequency limit of about 0.5 
Mc s has a minimum permeability of 800. 
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Because of the closeness of the Curie point to room temperature (the Curie point 
of Ferroxcube III is 110° — 160°C) some change of permeability occurs with changing 
temperature. For instance the permeability of Ferroxcube III can be almost halved 
by an increase in temperature from 20°C to 80 °C, However, the permeability of 
Ferroxcube V is decreased less than 10% by a similar temperature change under the 
same conditions. Between 10° and 40 °C the change in permeability averages 0.15% 
per l^C for the various types of Ferroxcube. 

In cases in which the magnetic circuit is normally completely enclosed, the high 
permeability of Ferroxcube can be used to minimize losses by means of an air gap. 
If the gap is such as to reduce the effective permeability to one tenth of its original 
value (which could still be high), losses and the effect of heat on effective permeability 
will also be reduced in the same proportion. 

The properties of Ferroxcube allow considerable reductions to be made in the size 
of such items as i-f transformers or carrier-frequency filters, and it is an excellent 
material for magnetic screens or for permeability tuning. However its saturation 
point is rather low and it is not used for power transformer or output transformer 
cores, 

Ref. A27 describes research on ferromagnetic spinels by the Radio Corporation 
of America. These spinels are ceramic-like ferromagnetic materials characterized 
by high permeability (up to greater than 1200), high electric resistivity (up to 10^ 
ohm cm), and low losses at radio frequencies. Wide ranges in these and other pro- 
perties are obtainable by varying the component ingredients and methods of synthesis. 

Ferrospinels are being used increasingly in electronic equipment operating in the 
frequency range of 10 to 5000 Kc/s. At power and low audio frequencies the ferro- 
spinels are not competitive with laminated ferromagnetic materials, and at very high 
frequencies the losses in ferrospinels are excessive when high permeability is re- 
quired. It is possible however to produce a ferrospinel, with low permeability, useful 
at frequencies in the order of 1 00 Mc/s. The application of ferrospinels as core bodies 
in the deflection yoke, horizontal deflection transformer and high voltage transformer 
for television receivers is now finding wide acceptance. The ferrospinels are especi- 
ally suited to television video frequencies as their use in these components results in 
improved performance at lower cost and with smaller space. 

In the standard broadcast receiver, the ferrospinels are expected to be used in the 
radio frequency circuits as '* trimmers " and as permeability tuning cores. With a 
properly designed coil it is possible to tune a circuit, by the movement of a ferrospinel 
rod, from 500 to 3000 Kc/s, or to cover the standard American broadcast band (540 
to 1730 Kc/s) with only three eighths of an inch movement of the rod. 

By using a ferrospinel with a high electric resistivity as the core body for radio 
frequency inductances, the wire body may be placed on the ferrospinel without 
additional insulation. In fact, the conductor may be affixed by the printed circuit 
technique for some applications. 



SECTION 4 : MEDIUM WAVE-BAND COILS 

(i) Air-cored coils (ii) Iron-cored coils (Hi) Permeability tuning (iv) Matching. 

(i) Air-cored coils 

With large diameter formers reasonable Q can be obtained on the broadcast band 
with air-cored solenoids. However in limited spaces, coils are wound with two or 
more pies or by progressive universal winding when high Q is required. The pro- 
gressive winding has the advantage of being less susceptible to inductance variation 
through careless handling or winding, and from the production point of view it is 
desirable because it can be wound without stopping. 

Although high Q is not necessary for broadcast band oscillator coils, it is desirable. 
Low Q tuned circuits need larger reaction windings which in turn give increased 
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phase shift in the voltage fed back from the plate into the grid circuit. Consequently 
an even larger reaction winding is required and the result may be reactance reflected 
into the secondary circuit which makes it impossible to tune the required range — 
if the police band (U.S. A.) is to be included. In any case the reflected reactance, 
which is a variable throughout the tuning range, complicates the tracking problem, 

A method of decreasing the coupling inductance required, which is applicable to 
progressive but not to ordinary universal windings, is to thread both secondary and 
primary wires together through the winding finger, wind the required number of 
primary turns, terminate the primary and proceed with the secondary winding until 
completed. This method is possible with progressive windings because of the gaps 
which occur throughout the winding, whereas with a normal universal winding there 
is no room for a primary between turns of the secondary. 

For r-f and particularly for aerial coils the need for high Q is greater. The sensi- 
tivity, signal-to-noise ratio and image ratio of a receiver are all governed by the aerial 
coil Q. 

Since the amount of wire used in an aerial coil secondary is so much less than in 
the i-f transformers it is often possible to use more expensive litz. 

Probably the most satisfactory method of coupling the aerial to the grid of the first 
valve (or the plate of the first valve to the grid of the second) is by means of a high 
impedance primary. This can take the form of a universal winding of the finest 
wire the machines will conveniently handle, wound at an appropriate distance from 
the secondary to give about 20% coupling (depending on the Q of the secondary, 
the amount of mistracking that can be tolerated, and the types of aerial expected to 
be used). In the case of progressive universal secondaries it sometimes happens that 
the primary must b^ wound as closely as possible to the secondary to obtain the re- 
quired degree of coupling. 

The primary should be resonated by its own self-capacitance, or by an additional 
capacitor, below the intermediate frequency so that no normal aerial can tune the 
primary to the intermediate frequency and so cause instability. A typical value of 
primary inductance is 1 mH and a 150 ^^F capacitor would be suitable for use with it. 

To increase the aerial coil gain at the high frequency end of the broadcast band a 
capacitor of the order of 4 ^^F might be used between aerial and grid of the first valve. 
Since the capacitor decreases image ratio at the same time as it increases sensitivity 
and signal-to-noise ratio, some requirement other than flat sensitivity across the 
broadcast band might be desirable. 

Similar considerations apply to the coupling of the r-f valve except that primary 
inductances are usually larger (say 4 mH) and their tuning capacitors may be increased 
in size until the gain is reduced to the required figure. 

The direction of connection for high impedance coils and oscillator coils is the same 
as that already detailed for i-f transformers ; the grid is connected to the end of the 
secondary further from the primary, to reduce capacitance coupling, and then, con- 
sidering the secondary and primary to be one tapped coil wound in the one direction, 
the aerial (or plate) is connected to the other extreme of the winding. 

(ii) Iron-cored coils 

The use of suitable iron cores greatly simplifies the problem of obtaining high Q 
windings. In fact, for any reasonable Q requirement it is only a matter of obtaining 
a suitable core. 

Whilst for a given Q and coil size a coil woUnd on an iron slug will be less affected 
by its surroundings than an air-cored coil, owing to the concentration of the flux in 
the core, high Q secondaries (e.g. 250) will be found to require very careful placement 
if serious Q losses are to be avoided, particularly at the high frequency end of the broad- 
cast band. Even an open circuited primary at the appropriate distance for correct 
coupling may noticeably decrease the Q. 

The primary should be woimd on the opposite side of the secondary from the iron 
core, which will not pass completely through the secondary because of the necessity 
for leaving room for adjustment. Under these conditions movement of the core to 
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compensate for differences between individual receivers will not seriously affect the 
coupling between primary and secondary. 

To avoid losses due to adjacent components with high Q coils, iron cores can be 
used which completely enclose the winding. These cores give higher Q's than the 
more usual slugs with a similar winding and reduce the external field of the coil to 
such an extent that in extreme cases it may be difficult to obtain sufficient coupling 
between the secondary and an external high impedance winding. 

An advantage of using an iron core in the oscillator coil is that, apart from giving 
increased Q, it can greatly increase the coupling between primary and secondary, 
thereby decreasing the primary reactance for a given amount of coupling. 

(iii) Permeability tuning 

The increasing use of permeability tuning is an indication of the extent to which 
the design and production difficulties associated with this type of tuning are being 
overcome. 




Fig. 11.5. Aerial coupling circuits used with permeability tuning. 



No gang condenser is needed, so that even with the added complication in the coil 
assembly a cheap broadcast band tuning unit is possible. Gang microphony is auto- 
matically eliminated, and a value of tuning capacitor can be chosen which will make the 
effects of, for instance, capacitance variations due to valve replacement negligible 
over the whole timing range. This capacitor can be a low-loss type and it may be 
given a suitable temperature coefficient if desired. The space saving owing to the 
elimination of the tuniqg capacitor is appreciable, even taking into account the ad- 
ditional space required for the iron cores and their driving mechanism. 

By a suitable choice of coil and core constants the oscillator grid current can be 
maintained at or very close to the desired figure at all points in the broadcast band. 
Aerial coil gain can also be kept constant. 

One of the most serious troubles in the design of a permeability tuning unit is in 
obtaining satisfactory coupling between the aerial and the permeability-ttmed aerial 
coil. If a normal primary is used the coupling variations with changing core position, 
as the coil is timed over the broadcast band, are excessive. Similarly a tapped in- 
ductor can not be used because the core alters the coupling between th^ two sections 
of the winding too much. Fig. 11. 5A, B and C show three methods which have been 
used. 

The circuit of Fig. 11. 5A couples the aerial straight into the tuned circuit and gives 
good aerial coil gain when correctly aligned. However image rejection is poor and 
the detuning effect when different aerials are connected to the receiver is considerable. 

Improved image rejection is obtained from the circuit of Fig. 11, 5B but sensitivity 
is lost because much of the voltage developed across the tuned circuit is not applied 
between grid and cathode of the valve. 

Fig. 11. 5C gives a more satisfactory solution (Ref. A24). There is no inductive 
coupling between primary and permeability tuned secondary and the coupling between 
primary and coupling coil is unaffected by the core position. A constant gain of 
about three times over the band can be obtained from a coil with average effective 
Q of 100, with satisfactory image ratios across the band and reasonable freedom from 
detuning effects with different aerials. 
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The maintenance of correct calibrations in production receivers is a problem which 
concerns the designer of the iron dust core^ but cores have been produced with per- 
meability consistent enough for station names for the whole broadcast band to be 
marked on the dial and used. 

Iron cores are available with sufficient variation in permeability for the complete 
broadcast band to be tuned. However if the police band is required and space for 
mounting the tuning unit is restricted (resulting in appreciable damping on the coil) 
the permeability requirements for the core are severe. 

The Colpitts oscillator circuit is suitable for use in permeability tuning units, and 
padding can be obtained by using a suitably shaped core for the oscillator coil. Alter- 
natively the oscillator coil can be wound in two series-connected sections, one with 
fixed inductance (or pre-tuned for alignment purposes) and the other with inductance 
varied by the moving core. Many receivers have been built with complete tracking 
i.e. a series inductor corresponding to the usual (parallel) trimmer, and a parallel 
inductor corresponding to the usual (series) padder. 

The rate of change of inductance with core movement does not ^ive a linear relation- 
ship between tuning control and the frequency tuned unless special precautions are 
taken. Linearity, if required, can be obtained in two ways. The drive between 
tuning spindle and cores can include some type of worm or cam arranged to vary the 
speed of the drive in suitable parts of the tuning range, or the coils themselves can be 
progressive universal windings to give the same effect. Progressive universal coils 
lend themselves very well to this form of winding because the progression is provided 
by a screw thread and this can be cut with the pitch varied over the length of the 
winding to give the required tuning rate. 

An important drawback to permeability tuning is the difficulty involved in pro- 
viding coverage of a number of wavebands without complications which outweigh 
the saving of a tuning condenser. 

One simple method of adding short wave ranges to a broadcast band permeability 
tuner is to connect the broadcast coil in parallel with a short wave coil which is to be 
tuned. This gives satisfactory tuning but restricted bands. It is suitable for a band- 
spreading circuit but when every international short wave broadcasting band is to be 
covered, a large number of ranges is required. By designing a special short wave 
permeability tuner it is possible to cover the 6 to 18 Mc/s band in two ranges (Ref. 
A24). 

For more restricted ranges such as the F-M broadcasting band, permeability tuning 
is satisfactory provided that a suitable type of iron is available. Cores have been 
made which can be used in tuned circuits at 150 Mc/s without introducing undue loss. 

References All, A 16, A20, A22, A23, A24, A34.' 

(iv) Matching 

Methods of coil matching depend on the type of coil and to a certain extent upon 
the subsequent alignment procedure. 

Air-cored solenoids can be wound with a spacing towards the end of the winding 
equivalent to one turn* The inductance is then increased by sliding turns across 
the gap from the small end section to the main body of the coil, or decreased by sliding 
turns in the opposite direction. 

Air-cored pie-wound coils can be matched by pushing pies together to increase 
inductance, but the method has disadvantages. Firstly, the coils are liable to be 
damaged, even to the extent of collapsing completely, and secondly coils which are 
rigid enough to withstand the pushing without damage may have enough elasticity 
to return towards their original positions over a period of time, thus destroying the 
matching. If coils matched in this way are to be impregnated it is necessary to re- 
check (and readjust in many cases) after impregnation, and recheck again after flash 
dipping, if a reasonable degree of matching accuracy is to be maintained. 

Another method which has been used with air-cored coils is to wind each coil with 
slightly too much inductance, bake, impregnate and flash-dip the coil and then seal 
it in an aluminium can. A groove is then run in the can above the appropriate coil 
and the depth of the groove is increased until the inductance of the coil inside the 
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can is reduced to that of a standard. All production inductance variations can be 
absorbed in the matching process with insignificant Q loss. 

When iron cores are used, matching problems are much simplified. Even when the 
core is not threaded it can be pushed through a winding for inductance adjustment. 
With threaded cores the adjustment is so simple that in many cases the coils are not 
matched. Given correct calibrations and close tolerance padders in a complete re- 
ceiverj the oscillator coil trimming and padding can be adjusted to suit the calibration 
and the aerial coil trimming and padding to suit the oscillator with results which may 
even be (from the user*s point of view) superior to those obtained from more com- 
plicated matching and alignment methods. 

When matching individual windings on formers containing two or more coils it is 
possible for errors to occur due to variations in windings other than the one being 
matched. For example an aerial coil secondary may be matched to the same induct- 
ance as a standard secondary but may be coupled to a primary with an inductance 
different from that used on the standard coil. Under operating conditions in a re- 
ceiver the two effective secondary inductances would be different. 

This difficulty can be overcome by suitable connection of associated coils during 
matching. Normally the best procedure is to short-circuit and earth coils which 
are not being matched^ but on occasion it may be better to earth the cold end only. 



SECTION 5 : SHORT-WAVE COILS 

(j ) Design (it) Miscellaneous features, 

(i) Design* 

Much has been written on the subject of designing coils suitable for use on short 
waves. A number of references will be found at the end of this chapter. The work 
by Pollackj Harris and Siemens^ and Barden and Grimes is very complete from the 
practical design viewpoint. The papers by Butterworth, Palermo and Grover^ and 
Terman are basically theoretical. Austin has provided an excellent sununary and 
practical interpretation of Butterworth's four papers. Medhurst's paper gives the 
results of measurements which in some cases disagree with Butterworth's theoretical 
values. For coils whose turns are widely spaced the measurements of high-frequency 
resistance are in good agreement but for closely-spaced coils the measured values are 
very considerably below those of Butterworth. Theoretical reasons are given for 
these differences. 

(A) Pollack (Ref. G4) summarizes the procedure for the optimum design of coils 
for frequencies from 4 to 25 Mc/s as follows : — 

1 . Coil diameter and length of winding : Make as large as is consistent with the 
shield being used. The shield diameter should be twice the coil diameter^ and the 
ends of the coil should not come within one diameter of the ends of the shield. 

2. A bakelite coil form with a shallow groove for the wire^ and enamelled wire may 
be used with little loss in Q. The groove should not be any deeper than is necessary 
to give the requisite rigidity. The use of special coil form constructions and special 
materials does not appear to be justified (except for the reduction of frequency drift 
due to temperature' changes). 

3. Number of turns : Calculate from 

N = VL(102S + 45)/Z) 
where S = ratio of length to diameter of coil, 

D = diameter of coil in centimetresj 
and L = inductance in microhenrys. 

4. Wire size : Calculate from 

do ~ b/N\/ 2 = optimum diameter in centimetres, 
where b = winding length in centimetres. 

•This is a revision and expansion of the chapter on this subject in the previous edition by L. G. 
Debbie. 
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That is, the optimum wire diameter is l/\/2^ times the winding pitch, measured from 
centre to centre of adjacent turns. 

(B) Barden and Grimes (Ref. G16) recommend for coils working near 15 Mc/s. 
that No. 14 or No. 16 A.W.G. enamelled wire on a form not less than one inch dia- 
meter at a winding pitch equal to twice the wire diameter is desirable. The screen 
diameter should be not less than twice the coil diameter. A comparison of coils of 
equal inductance on C.5 in. and 1 in. forms in screens double the coil diameter in- 
dicates that the value of Q is twice as great for the larger diameter coil. No. 24 A.W.G. 
wire was used for the small diameter coil. 

(C) Harris and Siemens (Ref. G21) quote the following conclusions : — 

(1) Q increases with coil diameter. 

(2) Q increases with coil length, rapidly when the ratio of length to diameter is 
small, and very slowly when the length is equal to or greater than the diameter. 

(3) Optimum ratio of wire diameter to pitch is approximately 0.6 for any coil shape. 
Variation of Q with wire diameter is small in the vicinity of the optimum ratio ; hence, 
selection of the nearest standard gauge is satisfactory for practical purposes. 

(D) The shape cf a coil necessary for minimum copper loss (from Butter- 
worth's paper) is stared by Austin (Ref. D7) as follows : — 

(1) Single layer solenoids : Winding length equal to one- third of the diameter. 

(2) Single layer discs (pancake) : Winding depth equal to one-quarter of the 
external diamete>\ 

(E) Butterworth's paper (Ref. Dl) deals with the copper loss resistance only, and 
insulation losses must be taken into account separately. Insulation losses are 
minimized by winding coils on low loss forms, using a form or shape factor which pro- 
vides the smallest possible s?:lf-capacitance with the lowest losses. Thus air is the 
best separating medium for the individual turns, and the form should provide only 
the very minimum of mechanical support. Multilayer windings in one pie have high 
self-capacitance due to proximity of the high and low potential ends of the winding. 
The same inductance obtained by several pies close together in series greatly reduces 
the self-capacitance and associated insulation losses. Heavy coatings of poor quality 
wax of high dielectric constant may introduce considerable losses. 

(F) In the section of Medhurst*s paper (Ref. D6) dealing with h.f. resistance he 
states that so long as the wire diameter is less than one half of the distance between 
wire centres, Butterworth's values are applicable. An increasing error occurs as the 
ratio of wire diameter to distance between centres increases, the values being 190% 
too high when the ratio is 0,9. 

A graph is presented giving variation in optimum wire spacing with variation in 
the ratio of coil length to coil diameter (Fig. U.6A). 

It is shown that a good approximation to the high frequency Q of coils of the type 
measured is given by the simple expression 

Q - 0.15R^> Vf 
where R — mean radius of coil (cm), 

/ = frequency (c/s) 
and •A depends on the length/diameter and spacing ratios. 
A comprehensive table of */' values is presented. 

(G) iVI. V. Callender (Ref. D9) points out that Medhurst's formula for Q can be 
approximated within a few per cent by the equation 

Q VfXe,9/R + 5.4//) 
where R = radius of coil (cm) 
and / = length of coil (cm). 
An even simpler expression 

o,i5Vm/R + VI) 

follows the data to a few per cent provided I > R, 

The range of conditions under which this formula applies is the same as that to 
which Medhurst's data refer : in particular — 
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(a) The ratio of wire diameter to wire spacing must approximate to the optimum 
shown in Fig. 11. 6A. 

(b) The formulae apply only for very high frequencies because of skin effect con- 
siderations. However the following table, giving the thinnest wire for which the 
formula applies within ±10%, shows that most practical solenoids will be covered— 

/(Mc/s) 1.0 4.0 16 

wire 22 S.W.G. 28 S.W.G. 37 S.W.G. 

(c) The formulae do not hold for coils of very, few turns (or extremely short coils). 

(d) Dielectric loss is not allowed for. This is unlikely to be serious except where 
the coil has a rather poor dielectric (bakelite or worse) and is used in a circuit having 
a low parallel tuning capacitance. 




COfL LENGTH / COIL OlAMETER ^ 

Fig. 11. 6A. Variation of optimum spacing ratio with length /diameter {Ref. D6). 

(H) Meyerson (Refs. G3 and Gl 1) gives the results of measurements on a large 
number of coils tuned over a range between 25 and 60 Mc/s. The following informa- 
tion is obtained from his work : — • 

(a) Q at any frequency within the band, and the frequency for maximum Q, both 
increase with an increase in wire size for a given coil diameter. 10 A.W.G. wire (the 
largest used) was nearly 10% better over the range than 12 A.W.G. wire on a one inch 
diameter former. 

(b) Maximum Q increasesj and the frequency for maximimi Q decreases, with an 
increase in coil diameter for a given wire size, number of turns and number of turns 
per inch. 

(c) The coil diameter required for highest Q throughout the tuning range decreases 
with increasing frequency for a given wire size, number of turns and number of turns 
per inch. 

(d) Maximum Q is obtained with a spacing between adjacent wires which is slightly 
greater than the bare wire diameter. 

(e) No variation in Q was detected between coils wound with bare wire, enamelled 
wire or silver plated wire. 

On the other hand, cotton covering decreased Q by as much as 5% at 50 Mc/s and 
annealing of the copper wire increased Q by less than one per cent, 

(I) In Refs. GIO and G12 Meyerson gives details of work with frequency ranges 
between 60 and 120 Mc/s on the Q and frequency stability of inductors made of wire, 
tubing and strip in various shapes e.g. disc, hairpin, folded lines, etc. 

(J) Other points taken from various references are given below. Dielectric losses 
present in the self capacitance of the coil are reduced by altering the shape to separate 
the high potential end from all low potential parts of the circuit. These losses become 
relatively more important the higher the frequency. Thus, the shape of a solenoid 
for minimum total losses may need to be increased beyond what would otherwise be 
the optimum length. 

The high frequency alternating field of a coil produces eddy currents in the metal 
of the wire, which are superimposed upon the desired flow of current. The first 
effect is for the current to concentrate at the outside surface of the conductor, leaving 
the interior relatively idle. In a coil where there are numbers of adjacent turns carry- 
ing current, each has a further influence upon its neighbour. 
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In turns near the centre of a solenoid the current concentrates on the surface of 
each turn where it is in contaa with the form, i.e. at the" minimum diameter. In 
turns at either end of a solenoid the maximum eurreht density occurs near the 
minimmn diameter of the conductor, but is displaced away from the centre of the 
coil. 

Thus most of the conductor is going to waste. Multi-strand or litz (litzendraht) 
wires have been developed to meet this difficulty. Several strands (5, 7, 9, 15 being 
common) are woven together, each being of small cross section and completely in- 
sulated by enamel and silk covering from its neighbours. Owing to the weaving of 
the strands, each wire carries a nearly similar share of the total current, which is now 
forced to flow through a larger effective cross section of copper. The.former tendency 
towards concentration at one side of a solid conductor is decreased 'and the copper 
losses are correspondingly reduced. 

Litz wire is most effective at frequencies between 0.3 and 3 Mc/s. Outside of 
this range comparable results are usually possible with round wire of solid section, 
because at low frequencies " skin effect" steadily disappears while at high frequencies 
it is large even in the fine strands forming the litz wire, and is augmented by the use 
of strands having increased diameter. 

Screens placed aroimd coils of all types at radio frequencies should be of non- 
magnetic good-conducting material to introduce the least losses. In other words, 
the Q of the screen considered as a single turn coil should be as high as possible. In 
addition, the coupling to the coil inside it should be low to minimize the screen losses 
reflected into the tuned circuit. For this reason the screen diameter should, if pos- 
sible, be at least double the outside diameter of the coil. A ratio smaller than 1 .6 to 1 
causes a large increase in losses due to the presence of the screen. 

The design of coils for use with iron core materials depends mainly upon the type 
of core material and the shape of the magnetic circuit proposed. Nearly closed core 
systems are sometimes used with high permeability low loss material. More com- 
monly, however, the core is in the form of a small cylindrical plug which may be 
moved by screw action along the axis of the coil and fills the space within the inside 
diameter of the form. The main fimction of the core in the latter case may be only 
to provide a means of tuning the circuit rather than of improving its Q. When im- 
provement in Q is possible with a suitable material, the maximum benefit is obtained 
by ensuring that the largest possible percentage of the total magnetic flux links with 
the core over as much of its path as possible ; the ultimate limit in this direction is 
of course the closed core. 

An excellent series of charts for the design of single-layer solenoids for a required 
inductance and Q is presented by A. I. Forbes Simpson in Ref. G17. These charts 
and the instructions for their use are reprinted by permission of " Electronic Engineer- 
ing " and the author (Figs. 11.7 to 11.13 inclusive). 

The use of the charts is simple and gives direct answers. As so many unascertain- 
able factors govern the final inductance of a coil in position, no attempt has been made 
to achieve an accuracy better than 1 per cent. The inductances indicated by the charts 
assimie that the leads to the coil are of the same wire as the coil and perpendicular 
to it, and are each a coil diameter long. 

Coils of this form have a low self-capacitance which is largely independent of all 
save the coil diameter and to a lesser extent the wire gauge. 

The capacitance may be expressed as 
C = D(0.47 + a) 

where D is coil former diameter in cms. and ^2 is a constant depending on the gauge 
of wire, lying between 0.065 for 42 S.W.G. and 0.11 for 12 S.W.G. wire, where one 
lead of the coil is connected to chassis. 

Use of charts 

The charts shown may be used as follows : 

If the desired Q is known, then reference to Fig, 1 1.8 will suggest a suitable diameter 
of former. 
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If, however, as great a Q as possible is required, 
then the largest possible former should be used 
unless the coil is to be sited in a can, in which case 
the diameter of the former should be less than one 
half of the internal diameter of the can and spaced 
from the end by the same amount or more. 

When the diameter of the former is deter- 
minedj reference should be made to the appro 
priate chart, and as shown in Fig. 11.7 the in- 
ductance intercept A corresponds to C which 
gives the wire gauge (D) which gives the number 
of turns per inch for that gauge, and E the num- 
ber of turns required. 




Fig, 11. 6B. Dimensions of 
referred to in text. 



coil 




OloQrem to illustrate um of Owrtt 
FC. 11.7 

Fig. 11.7. Diagram to illus- \Z Vr^V 
trate use of charts (Ref. G17). 



It will be seen that " even " gauges of wire have 
been used. If it is desired to use an " odd " gauge, 
a little simple geometry will soon give the result. 

The Q in air of a coil wound to this information, 
when tuned by capacitances between 45 and 500 /t/iF 
may be read directly from Fig. 11.8. 

The Q values shown in the chart have been cor- 
rected for coil capacitance and are somewhat higher 
than those indicated by the usual Q meter. The 
accuracy of these curves is rather less than that of 
the inductance charts, but various values have been 
checked by several methods which have given sub- 
stantial agreement. 

Example 

As an example* of the use of the ciurves, suppose 
we have a variable condenser of 450 /x/iF swing and 
desire to find a coil with which it will tune from 
12 Mc/s to 4 Mc/s, If the total capacitance at 
be C fiftF then 



(C + 450)/C = 1274^ - 9 and C = 56.25 /i/tF 
L = l/47rTC 

= 4n^ X 12^ X 10^« X 56.25 = ^'^^ '^^* 
Inspecting Fig. 11.8 we see that the Q at 4 Mc/s. will lie between 116 for ^ in, and 
168 for a I in. former, while that at 12Mc/s. will lie between 182 for a ^ in. and 265 
for I in. former. 

If we choose a f in. former we find that the line corresponding to this in Fig. 11.10 
cuts the L line at a wire diameter of 0.025 in. This line intersects T.P.I. at 23.8 
and the "No. of turns " is 18.5 with a wire gauge of 22 S.W.G. 

Referring to Fig. 11.8~we find for L = 3.15 /aH : 

C /i/iF 45 100 200 400 500 

Q 212 195 175 150 142 

Zo is readily obtained by writing = Qs/L/C. 



*This example is presented in a different form from that in the original article. 
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If, however, we had used the J in. former we woiild find that 18 turns of 26 S.W.G. 
at 37 T.P.I, would give 

CfifiF 45 100 200 400 500 

Q 181 165 147 123 117 

(ii) Miscellaneous features 
(A) Matching 

Short wave coils are frequently matched by altering the position of the last few turns 
on the former. This sometimes leads to damage to the coil, particularly if there is an 
interwound primary. 

An alternative method, which is applicable to coils terminated by passing the wire 
diametrically through the former, is to push sideways this terminating wire in the 
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Fig. 11.8. Q/L chart for obtaining statable size of former {Ref. Gil). 
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middle of the coil. In this way the last half turn of the coil can be increased almost 
to a complete turn or decreased to a small fraction of a turn. Both the first and last 
half turns on the coil can be treated in this way, thereby providing a possible indua- 
ance adjustment equivalent to approximately one complete turn of the winding. 
When matching short wave coils it is essential that associated primaries, and any other 
coils on the same former, be connected in a similar manner to their ultimate connection 
in the receiver, i.e. earthed ends of coils should be earthed, and hot ends either earthed 
or left open depending on which is more suitable. 
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Fig. 11.9. Optimum Q, i in. former {Ref, G17). 
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Iron cores are widely used for adjusting the inductance of short wave coils. Be- 
cause at higher frequencies increased losses in cores offset the advantage of increased 
permeabilityj the cores in some cases do not increase the Q of a coil, but provide a 
convenient method of inductance adjustment. 



In shortwave oscillator coils an iron core also has the advantage of increasing the 
coupling between primary and secondary for a given winding. Thus increased grid 
current may be obtained although Q is not increased. 




WIRE DIAMETER IN INCHES FIG. M.IO 

Fig. 11.10. optimum Q, f in. former \Ref. G17). 
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At frequencies of the order of 100 Mc/s the difficulties of manufacturing suitable 
iron cores are greater although they are made and used (Ref. A22) but it is compara- 
tively simple to wind air cored coils with a Q of say 300, Because of this, inductance 
adjustment can also be carried out by means of copper slugs which are adjusted in 
the field of the coil in the same way as are iron cores at lower frequencies. The slugs 
are sometimes silver plated to minimize losses, but on the other hand brass slugs are 
also used, apparently without imdue losses. 




WIRE OtAMETER IN INCHES 

Fig, 11.11. Opttmum Q, } in. former {Ref, Gl7). 
www.pmillett.com 



472 



SHORT-WAVE COILS 



11.5 



(B) Self-capacitance 

To reduce capacitances in a coil with an interwound primary winding without 
noticeably decreasing the coupling, it is possible— if the spacing factor of the secondary 
winding allows it — to wind the primary against the wire on the low potential side of 
each space between secondary wires. A definite advantage is gained from this method 
of winding and at the same time the cause of appreciable random deviations in coil 
capacitance is removed. 

It is usually advisable to start an interwound primary winding just outside a tuned 
secondary winding for a desired coupling with minimum secondary capacitance. 
Best results will probably be obtained with the primary started between one half 
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Fig. 11.12. Optimum Q, I in, former {Ref, G17). 
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RATIO OF CAN SIDE /COIL DIAMETER Oj/^ (CIRCULAR CAN) 
10 8 6 5 4 3 2 I 




10 6 6 S 4 3 2 I 

RATIO OF CAN SIDE / COIL DIAMETER Di/O (SQUAflE CAn) 
The Reduction in Inductonce of o Coil of Unity B/O Ratio When Srt«d 

in a Screening Con FIG. M.I3 



Fig. 11.13. Effect of circular and square screening cans on inductance {Ref, G17). 
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and one and one half turns outside the cold end of the secondary, close spacing being 
used for parts of the primary outside the secondary and the external primary turns 
being wound as close to the last secondary turn as possible 

(C) Aerial primary Mrindings 

On the 6 to 18 Mc/s short wave bands both interwound and external high imped- 
ance primaries are used. External primaries have the advantage of reducing the capac- 
itive coupling between the aerial and the grid of the first valve with the result that 
oscillator re-radiation from superheterodyne receivers is noticeably reduced. In 
addition, impulse interference is apparently decreased. The gain obtainable over a 
band of frequencies is at least as good as that with low impedance interwound primaries 
and the tracking troubles experienced when a particular aerial resonates an interwound 
primary within the band are not so likely to occur. 

A satisfactory method of winding for an external primary is to use a universal 
winding (perhaps 36 or 38 A.W.G. S.S.C.) with a small cam (1/10 inch or 1/16 inch) 
and space the primary as closely as possible to the cold end of the secondary. About 
25 turns on a 3/8 inch former would be suitable for the range from 6 to 18 Mc/s but 
final details must be determined in a receiver. Additional capacitance coupling will 
sometimes provide increased gain at the high frequency end of the band, although 
with the loss of some of the advantages outlined above. 

(D) Direction of windings 

For interwound oscillator coils the method of connection is the same as that pre- 
viously described — considering primary and secondary as one continuous tapped 
winding in the one direction, the grid is connected to the end of the secondary further 
from the primary (for a tuned grid oscillator) and the plate is connected to the other 
extreme, i.e. the end of the primary further from the grid connection, 

Interwound aerial and r-f coils are coimected in the opposite sense, i.e. grid to end 
of secondary further from primary, and plate (or aerial) to end of primary closer to 
grid. 

External primaries are connected in the same sense as oscillator coils i.e. aerial 
and grid at extremes of the two windings when considered as one tapped winding in 
the same direction. Care is needed with short wave coil connections because second- 
ary and external primary are wound on different types of machines and may be wound 
in opposite directions. This necessitates reversing the connections to the primary 
winding. Examination of a coil will show that if the primary is moved from one 
end of the secondary to the other it will also be necessary to reverse the connections 
to the primary. 



SECTION 6 : RADIO-FREQUENCY CHOKES 

(i) Pie-wound chokes (ii) Other types. 

(i) Pie-wound chokes 

Radio frequency chokes are of two main types, those used above their main self- 
resonant frequency and those used below it. In either case the choke is normally 
required to have, over a range of frequencies, an impedance higher than some minimum 
value and a high reactance which does not have sudden changes in its value. The 
need for high impedance is obvious, and a constant value of reactance is necessary 
if the choke is in parallel with a ganged tuned circuit. 

At frequencies below its natural resonance the impedance of a choke is due to its 
inductive reactance, modified by the self-capacitance as shown in Sect. 2(i) of this 
chapter, and so increases with frequency vmtil self-resonance is reached. The choke 
may have one or more resonances, series as well as parallel, as explained below, but 
above some high frequency its impedance is approximately equal to the reactance 
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of its self-capacitance, i.e. the impedance is inversely proportional to frequency and 
eventually reaches values low enough to render the choke useless. 

Thus to obtain high impedance over a wide band of frequencies a choke requires 
maximum inductance and minimum self-capacitance. For lower frequencies universal 
windings are usedj usually split into two or more spaced pies with each pie as thin as 
possible for minimum self-capacitance. 

To keep the impedance high over a band of frequencies it is necessary to avoid any 
tuning of sections of the choke by other sections. A typical case of such tuning 
would occur in a r-f-c consisting of two pies of different sizes. The impedance- 
frequency curve of such a choke would show two maxima at the self-resonant fre- 
quencies of the two sections^ but between these peaks there would be a serious drop 
in impedance at the frequency at which the inductive reactance of one pie became 
series resonant with the capacitive reactance of the other. At such a frequency there 
would also be a sudden change in the effective reactance of the choke which would 
give tracking errors. 

Series resonance of the type described occurs whenever pies with different self- 
resonant frequencies are connected together. To eliminate them it is not sufficient 
to wind several pies with the same numbers of turns because the effects of mutual 
inductance in different sections of the coil still give different self-resonant frequencies 
to adjacent pies. To avoid this. Miller (Ref. H6) recommends winding progressively 
smaller pies towards the centre of a multi-pie r-f-c to make the self resonant frequency 
of each pie the same. He gives figures which show a considerable increase in uni- 
formity of impedance over a range of frequencies when this method is adopted. 

In addition to the need for individual pies to be resonant at the same frequencyj 
Wheeler (Ref. H5) gives the requirement <for two-pie chokes) that the pies should 
be connected so that mutual inductance opposes the self-inductance of the pies. 
This almost entirely removes minor resonances which occur at approximately har- 
monically related frequencies, and gives a very smooth curve of apparent capacitance 
for the r-f-c. The spacing between pies and the number of turns on the pies should 
be experimentally adjusted for best results with the choke located in the position in 
which it is to be used. 

(ii) Other types 

At high frequencies (above 10 Mc/s) self resonant chokes can be wound to give a 
high impedance over a reasonably wide band of frequencies. The winding length 
of such chokes for a given former diameter and wire size can be obtained from Ref. Hi 
for frequencies between 10 and 100 Mc/s. 

In other cases it is necessary to design chokes for maximum impedance, i.e. maxi- 
mum inductance and minimum self-capacitance with a minimum of resistance. Such 
an application occurs in the battery input circuit of a vibrator unit. Solenoids have 
been used for this purpose but higher impedance can be obtained with pyramid wind- 
ing (say eight turns on the first layer, seven on the second and finishing with a top 
layer of one turn). 

Even better results are obtainable by using an iron core as a former, although the 
winding must be arranged in such a way that the iron core does not increase the self- 
capacitance unduly. 

Another application requiring a minimum-resistance r-f-c is a mains filter. Uni- 
versal windings of, say, 26 A.W.G. wire are used in some cases, but where better per- 
formance is required a wooden former of perhaps 2 inches diameter is used, and 
slots in the former are filled with jumble windings of heavy wire. 



www.pmillett.com 



476 



TROPIC PROOFING— (i) GENERAL 



11.7 



SECTION 7 : TROPIC PROOFING 

(0 General considerations (it) Baking (Hi) Impregnation (iv) Flash dipping 
(v) Materials. 

(i) General considerations 

The use of a suitable wax or varnish is not the only way in which the moisture 
resisting properties of a coil can be improved. The higher the impedance of a circuit, 
the greater the effea of a certain resistance in parallel with it. Thus a leakage be- 
tween coil terminals (or other appropriate parts of the circuit) due to moisture will have 
a greater effea on a high Q circuit than on a low Q one. Depending upon the im- 
portance attached to maintenance of performance in humid conditions, it may be de- 
sirable to use low impedance (low Q and low L) circuits even at the expense of an 
additional stage in a receiver. 

Another aspea of the question is that the moisture absorption of a coil is governed 
by its surface area. High Q coils usually have a larger surface (due to the use of pie- 
winding for instance) and thus are more liable to deteriorate rapidly under humid 
conditions. 

This has been demonstrated, in a test in which two sets of coils were used. The 
first set consisted of 1 mH coils wound in a single pie with a 3/8 in. cam, giving an 
initial Q of 75, the second set of 1 mH coils were woimd with three pies and a 1 /lO in. 
cam giving a Q of 145. Both sets of coils were baked, impregnated and flash dipped 
and then exposed to conditions of high hunudity. At the end of one week the single 
pie windings bad an average Q of 65, and the three pie windings an average Q of about 
60. As the test continued the improved performance of the single pie windings 
became even more marked. In addition the variations between individual coils 
were much less in the single pie windings, which may have been due to the more 
variable natiu-e of the flash-dip on the three-pie windings. 

No coating or impregnating treatment for coils prevents moisture penetration if 
the exposure to high himaidity is prolonged. On the other hand, some treatments 
will delay the ingress of moisture much longer than others— for instance the Q of a 
coil with a single flash-dip will fall much more rapidly than that of a coil which has 
been vacuvun impregnated and flash-dipped twice. The corollary should not be 
overlooked ; after prolonged exposure to humidity the coil with a single flash dip 
will return to its original performance when the humidity is decreased more rapidly 
than will the other. Conditions of use determine requirements, but it carmot be 
taken for granted that the treatment which gives the slowest deterioration in Q is the 
best for all types of operation. 

Apart from maintaining Q, moisture proofing is also required to maintain insulation 
resistance between different windings or between windings and earth. This is 
particularly important in the case of interwoimd coils (e.g. an oscillator coil) in which 
one winding is earthed and the other is of fine wire with a d.c. potential applied to it. 
Leakage between the two windings in the presence of moisture can produce elec- 
trolysis and a consequent open-circuit in the fine wire. 

(ii) Baking 

Irrespective of the moisture proofing treatment which is to be applied to a coil^ 
the first requirement is to remove all moisture. This is done most conveniently 
by baking at a temperature above the boiling point of water. Materials used in coil 
winding are liable to be damaged at temperatxires gready in excess of lOO 'C and a 
satisfactory oven temperature is from 105° to 110°C. 

The time required depends on the components being treated, and it is essential 
for all parts of a coil to be raised to oven temperature and maintained at that tempera- 
tiu-e at least for a short time. Baking for a quaner of an hour is a minimum for simple 
coilsj and half an hour is a more satisfactory time. 
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One detail of oven design which must not be overlooked is that provision must 
be made for removing tlie water vapour as it is expelled from the coils. A current 
of fresh air passing through the oven is satisfactory for this purpose. 

Whether the baking is followed by impregnation or flash-dipping only^ the next 
process should begin before the coils have cooled. 

(iii) Impregnation 

Although vacuum impregnation gives the best penetration of the impregnant and 
best removal of moisture vapour and gas^ a ** soaking " treatment is often used and 
gives satisfactory results for commercial requirements. 

A typical soaking treatment calls for the coils to be immersed in wax which is main- 
tained at 105° to 110°C for a period of from one quarter to one half hour^ depending 
on the type of windings e.g. a thick universal winding needs more time than a spaced 
solenoid. In any case the coil should be left in the wax until no more bubbles are 
given off. 

The temperature of the wax- tank needs accurate adjustment as apart from damage 
to coils which may result if it is too high^ the characteristics of the wax may be altered 
by excessive heating. 

Soaking in varnish (air-drying or oven-drying) is also possible but it is necessary 
to keep a close check on the viscosity, 

(iv) Flash-dipping 

Flash-dipping is commonly practised without impregnation and properly carried 
out it can be a satisfactory commercial treatment. The flash-dip yhould be of the 
same type of material as normally used for impregnation. 

A<«fax-tank for flash-dipping can conveniently be maintained at a lower tempera- 
ture than one for soaking^ and a suitable temperature is one at which a skin of wax 
just develops on the surface of the tank on exposure to air. By keeping the top of 
the tank covered when not in use the skin will not be troublesome and it can readily 
be cleared away when necessary. 

With the wax temperature low^ a thicker coating is obtained on the coil when dipped 
and the tendency for " blow-holes " to develop is minimized. This is partly due to 
the thicker coating and partly because the coil itself is heated less by the wax and so 
has less tendency to expel air through the coating of wax as it is setting. 

Once a hole has developed it is desirable to seal it with a hot instrument. To 
attempt to seal it with a second flash-dip usually results in failure as air is expelled 
through the hole in the first coat as the coil is warmed up and this punctures the 
second coating in the same place. 

If flash-dipping alone is used for moisture proofing a minimum treatment might 
be, first flash-dipj seal all blow- holes with wax, then second flash dip. 

Similar troubles are experienced with holes when varnish sealing is used. 

(v) Materials 

The first requirement for an impregnating compound is good moisture resistance. 
It is also important that its losses be low at the frequencies concerned, and it is quite 
possible to obtain impregnants which can be used without noticeably affecting the Q 
of the impregnated winding. 

Because it is usually desirable to have minimum self-capacitance in a coil, the dielec- 
tric constant should be low, and the temperature coefficient should also be known. 
Waxes can be obtained with dielectric constants having a negative temperature co- 
efficient and this is useful in offsetting the temperature coefficient of the coil itself, 
which is positive in all usual cases. 

Apart from the resistance of a moisture proofing compound to moisture absorption, 
its surface properties are important. A compound which does not wet easily is de- 
sirable and tests on moisture proofing should be 4.csigned to separate the effects of 
surface leakage from those of absorption. 
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Where flash-dipping only is carried outj some of the properties mentioned above 
are not of such importance but they cannot be ignored completely. 

Other points which must be considered when choosing a moisture-proofing com- 
pound are that it must be capable of maintaining its properties over the range of tem- 
peratures TO which it is liable to be subjected. Melting of waxes is the trouble most 
likely to be encountered, but crazing (and the consequent admission of moisture) 
may be experienced at low temperatures. 

Waxes and varnishes do not themselves support fungus growth, but they are 
liable to collect coatings of dust which may do so. Suitable precautions to avoid 
this may be desirable. More important is the avoidance in coils as far as possible of 
materials which are subject to fungus attack. Some types of flexible tubing fall in 
this category and should not be used, and the same applies to some cheap coil former 
materials. The fabric covering of wires also may support fungi and should be com- 
pletely coated with the wax or varnish to avoid this occurrence. 



SECTION 8 : REFERENCES 

(A) REFERENCES TO IRON CORES 

Al. Nottenbrock, H., and A. Weis '* Sirufer 4 *' Radio Review of Australia 4.4 (April 1936) 5. 

A2. Austin, C, and A. L. Oliver " Some notes on iron-dust cored coils at radio frequencies " Marcon 

Review, No. 70 (July 1938) 17. 
A3. Editorial " Iron powder compound cores for coils " W.E. 10.112 (Jan. 1933) 1. 
A4. Editorial " Iron core tuning coils " W.E. 10.117 (June 1933) 293. 
A5. Editorial " Iron powder cores " W.E. 10.120 (Sept. 1933) 467. 

A6. Friedlaender, E, R. " Iron powder cores : their use in modern receiving sets " W.E. 15.180 (Sept. 
1938) 473. 

A7. Editorial " Distribution of magnetic flux in an iron powder core " W.E, 15.180 (Sept. 1938) 471. 
A8. Welsby, V. G. " Dust cored coils " Electronic Eng. (1) 16.186 (Aug. 1943) 96 ; (2) 16.187 (Sept. 

1943) 149 ; (3) 16.188 (Oct. 1943) 191 ; (4) 16,189 (Nov. 1943) 230 ; (5) 16.190 (Dec. 1943) 231. 
Correspondence by E. R. Friedlaender and reply by V. G. WeJsby Electronic Eng. 16.192 (Feb. 

1944) 383. 

A9. Cobine, J. D., J. R. Curry, C. J. Gallagher and S. Ruthberg " High frequency excitation of iron 

cores ^' Proc. I.R.E. 35.10 (Oct. 1947) 1060. 
AlO. Buckley, S. E. " Nickel-iron alloy dust cores " Elect. Comm. 25.2 (June 1948) 126. 
All. Polydoroff, W. J. "Permeability tuning" Elect. 18.11 (Nov. 1945) 155. 

A12. Bushby, T. R. W. " A note on inductance variation in r-f iron cored coils " A.W.A. Tec. Rev. 

6.5 (Aug. 1944) 285. 
A13. White, S. Y. " A study of iron cores " Comm. 22.6 (June 1943) 42. 

A14, Friedlaender, E. R. " Permeability of dust cores " Correspondence, W.E. 24.285 (June 1947) 187. 
A15. Fetherston, N., and L. W. Cranch " Powder metallurgy and its application to radio engineering " 

Proc. I.R.E. Aust. 5.9 (May 1945) 3. 
A16. Tucker, J. P. " A permeability tuned push button system " Elect. 11.5 (May 1938) 12. 
A17. " Powdered-iron cores and tuning units " Comm. 21.9 (Sept. 1941) 26. 
A18. Friedlaender, E. R. " Magnetic dust cores " J. Brit. I.R.E. 5.3 (May 1945) 106. 
A19. Foster, D. E., and A. E. Newlon " Measurement of iron cores at radio frequencies " Proc. I.R.E. 

29.5 (May 1941) 266. 

A20. Jacob, F. N. " Permeability-tuned push-button systems " Comm. 18.4 (April 1938) 15. 

A21. Fetherston, N. " Magnetic iron and alloy dust cores " R. and E. Retailer (1) 22.2 (28 Sept. 1944) 

18 ; (2) 22.3 (12 Oct. 1944) 20, 
A22. Polydoroff, W. J. " Coaxial coils for FM permeability tuners " Radio 31.1 (Jan. 1947) 9. 
A23. Polydoroff, W. J. " Ferro-inductors and permeability tuning" Proc. I.R.E. 21.5 (May 1933) 690. 
A24. Information supplied by Mr, L. W. Cranch of Telecomponents Pty. Ltd., Petersham, N.S.W. 
A25. Samson, H. W. " Permeability of dust cores " W.E. 24.288 (Sept. 1947) 267. 
A26. Bardell, P. R. Permeability of dust cores W.E. 24.281 (Feb. 1947) 63. 

A27. Harvey, R. L., I. J. Hegyi and H. W. Leverenz " Ferromagnetic spinels for radio frequencies " 

R.C.A. Rev. 11.3 (Sept. 1950) 321. 
A28. Strutt, M. J. O. " Ferromagnetic materials and ferrites " W.E. 27.327 (Dec. 1950) 277. 
A29. Snoek, J. L. *' Non-metallic magnetic material for high frequencies" Philips Tec. Rev. 8.12 

(Dec. 1946) 353. 

A30. " Ferroxcube " Philips Industrial Engineering Bulletin, Australia, 1.5 (Jan. 1951) 18. 
Additional references will be found in the Supplement' commencing on page 1475. 

(B) REFERENCES TO INDUCTANCE CALCULATION 

Bl. Parington, E. S. " Simplified inductance chart" Elect. 15.9 (Sept. 1942) 61. 
B2. Maddock, A. J. " Mutual inductance : simplified calculations for concentric solenoids " W.E. 
22.263 (Aug. 1945) 373. 

B4. " The inductance of single layer solenoids on square and rectangular formers " Data Sheet, Elec- 
tronic Eng. 15.173 (July 1942) 65. 
B5. Amos, S. W. " Inductance calculations " W.W. 47,4 (April 1941) 108. 
B6. Everett, F. C. *' Short wave inductance chart" Elect. 13.3 (Mar. 1940) 33. 

B7, Turnev, T. H. " Mutual inductance : a simple method of calculation for single-layer coils on the 

same former" W.W. 48.3 (March 1942) 72. 
B8. " The inductance of single layer solenoids " Data Sheets Electronic Eng. (1) 14.164 (Oct. 1941) 

447 ; (2) 14.165 (Nov. 1941) 495. 
B9. Blow, T. C. " Design chart for single layer inductance coiJs " Elect. 16.2 (Feb. 1943) 95. 
BIO. Grover, F. W. (book) '* Inductance Calculations " (D. van Nostrand Co. Inc. 1946). 
BU. Blow, T. C. "Solenoid inductance calculations" Elect. 15.5 (May 1942) 63. 



www.pmillett.com 



11.8 



REFERENCES 



479 



CO REFERENCES TO SELF-CAPACITANCE OF COILS 

CI. Morecroft, J. H. " Resistance and capacity of coils at radio frequencies " Proc. I.R.E. 10.4 (Aug. 
1922) 261. 

C2. Medhurst, R. G, " H.F. resistance and self-capacitance of single-layer solenoids " (1) W.E. 24.281 

(Feb. 1947) 35 ; (2) W.E. 24.282 (March 1947) 80. 
C3, Palermo, A. J. " Distributed capacity of single-layer coils " Proc. LR.E. 22.7 (July 1934) 897. 
C4. "The self capacity of coils : its effect and calculation" Data Sheets, Electronic Eng. 14.7 (Jan. 

1942) 589. 



(D) REFERENCES TO LOSSES IN COILS 

IDl. Butrerworth, S. " Effective lesistance of inductance coils at radio frequency " (1) W.E. 3.31 (April 
1926) 203 : (2) W.E. 3.32 (May 1926) 309 ; (3) W.E. 3.34 (July 1926) 417 ; (4) W.E. 3.35 (Aug. 
1926) 483. 

D2. Terman, F. E. " Some possibilities for low loss coils" Proc. I.R.E. 23.9 (Sept. 1935) 1069. 

D3. Reber, G. " Optimum design of toroidal inductances " Proc. I.R.E. 23.9 (Sept. 1935) 1056. 

D4. Palermo, A. J., and F. W. Grover (I) "A study of the high frequency resistance of single layer 
coils" Proc. I.R.E. 18.12 (Dec. 1930) 2041; (2) "Supplementary note to the * Study of the high 
frequency resistance of single layer coils'" Proc. I.R.E. 19.7 (July 1931) 1278. 

D5. Morecroft, J. H. " Resistance and capacity of coils at radio frequencies " Proc. I.R.E. 10.4 (Aug. 
1922) 261. 

D6. Medhurst, R. G. '* H.F. resistance and self-capacitance of single-layer solenoids " (1) W.E. 24.281 

(Feb. 1947) 35 ; (2) W.E. 24.282 (March 1947) 80. 
D7. Austin, B. B. " The effective resistance of inductance coils at radio frequency " W.E. 11.124 (Jan. 

1934) 12. 

D8. Mitchel, P. C. "The factor- of-merit of short-wave coils" G. E. Review, 40.10 (Oct. 1937) 476. 
D9. Callendar, M. V. (letter) " Q of solenoid coils " W.E. 24.285 (June 1947) 185. 
DIO. Editorial " The Q-factor of single-layer coils " W.E. 26.309 (June 1949) 179. 



(E) REFERENCES TO THE EFFECT OF SCREENS 

El. Davidson, C. F., and J. C, Simmonds "-Effect of a spherical screen upon an inductor " W.E. 22.256 
(Jan. 1945) 2. 

E2. Sowerby, J. McG. " Effect of a screening can on the inductance and resistance of a coil " Data 

Charts W.W. 48.11 (Nov. 1942) 254. 
E3. Bogle, A. G. " The effective inductance and resistance of screened coils " Jour. I.E.E. 87 (Sept. 

1940) 299. 

E4. " The effect of a shield can on the inductance of a coil " Radiotronics 108 (Dec. 1940) 67, 
E5. Editorial " The Q-factor of single-layer coUs " W.E. 26.309 (June 1949) 179. 

(F) REFERENCES TO SKIN EFFECT 

Fl. Whinnery, J. R. " Skin effect formulas " Elect. 15.2 (Feb. 1942) 44. 

F2. "Depth of current penetration in conductors" and "The a.c. resistance of a round wire " Data 

Sheets, Electronic Eng. 14.170 (April 1942) 715. 
F3. Wheeler, H. A. " Formulas for skin effect " Proc. I.R.E. 30.9 (Sept. 1942) 412. 
F4. Shepperd, W. B. " Skin effect in round conductors " Comm. 25.8 (Aug. 1945) 56. 



(G) REFERENCES TO COIL DESIGN 

Gl. " Coil design factors " Radio Review of Australia (1) 4.3 (March 1936) 32 ; (2) 4.5 (May 1936) 16. 
G2, Scheer, F. H. "Notes on intermediate-frequency transformer design" Proc, I.R.E. 23.12 (Dec. 
1935) 1483. 

G3. Meyerson, A. H. " V-H-F coil construction " Comm. 24.4 (April 1944) 29. 

G4. Pollack, D. " The design of inductances for frequencies between 4 and 25 megacycles " R.C.A. 

Rev. 2.2 (Oct. 1937) 184 and E.E. 56.9 (Sept. 1937) 1169. 
G5. Rudd, J. B. " Theory and design of radio frequency transformers " A.W.A. Tech. Rev. 6.4 (March 

1944) 193. 

G6. Jeffery, C. N. " Design charts for air cored transformers " A.W.A. Tec. Rev. 8.2 (April 1949) 167. 
G7. Maynard, J. E. "Coupled circuit design" Comm. 25.1 (Jan. 1945) 38. 
G8. Meyerson, A. H. " U-H-F design factors " Comm. 22.6 rjune 1943) 20. 
G9. Everett, F. C. " Tuned circuits for the u-h-f and s-h-f bands " Comm. 26.6 rjune 1946) 19. 
GIO. Meyerson, A. H. " V-H-F coil design " Comm. 26.6 (June 1946) 46. 
Gil. Meyerson, A. H. " Coil Q factors at v-h-f " Comm. 24.5 (May 1944) 36. 
G12. Meyerson, A. H. "Coil design for v-h-f" Comm. 25.9 (Sept. 1945) 50. 
G13. Varrall, J. E. " Variable selectivity IF amplifiers " W.W. 48.9 (Sept- 1942) 202. 
G14. " Theory and design of radio frequency transformers " A.R.T.S. and P. (1) 134 fMay 1944) 1 ; 
(2) 135 (June 1944) 1. 

Gl5. Adams, J. J, " UndercoupHng in tuned coupled circuits to realize optimum gain and selectivity " 

Proc. r.R.E. 29,5 (May 1941) 277. 
G16. Barden, W. S. and D. Grimes, " Coil design for short-wave receivers " Elect. 7.6 (June 1934) 174. 
G17. Forbes Simpson, A. I. " The design of small single-layer coils " Electronic EnR. 19.237 fNov. 

1947) 353. 

G18. Sulzer, P. G, " R.F. coil design using charts " Comm. 29.5 (May 1949) 10. 

Gl9. Simon, A. W, " Winding universal coils — short cut procedures to obtaining exact self -inductance, 

mutual-inductance and centre-taps" Elect. 18.11 (Nov. 1945) 170. 
G20. Welsby, V. G. (book) " The Theory and Design of Inductance Coils " (Macdonald and Co. Ltd., 

London, 1950). 

G21. Harris, W. A., and R. H. Siemens " Superheterodyne oscillator design considerations " R.C.A. 
Radiotron Division Publication No. ST41 (Nov. 1935). 



(H) REFERENCES TO RADIO-FREQUENCY-CHOKES 

HI. " Resonant R.F, chokes " W.W. 53.7 (July 1947) 246. 

H2. Cooper, V. J. " The design of H.F. chokes " Marconi Review 8.3 (July 1945) 108. 
H3. Scroggie, M. G. "H.F. chokes : construction and performance" W.W. (1) 36.20 (May 1935) 
486 ; (2) 36.21 (May 1935) 529. 



www.pmillett.com 



480 



REFERENCES 



11.8 



H4. Hartshorn, L., and W. H. Ward " The properties of chokes, condensers and resistors at very high 

frequencies " Jour. Sci. Instr. 14.4 (April 1937) 132. 
H5. Wheeler, H. A.." The design of radio -frequency choke COils " Froc. I.R.E, 24.6 (JunC 1936) 850, 
H6. Miller, H. P. " Multi-band r-f choke coii design" Elect. 8.3 (Aug. 1935) 254. 

(1) REFERENCES TO UNIVERSAL WINDINGS 

11. Simon, A. W. " Winding the universal coil" Elect. 9.10 (Oct. 1936) 22. 

12. Simon, A. W. " On the winding of the universal coil " Proc. I.R.E. 33.1 (Jan. 1945) 35. 

13. Kantor, M. " Theory and design of progressive and ordinary universal windings " Proc. I.R.E. 
35.12 (Dec. 1947) 1563. 

14. Simon, A. W. " On the theory of the progressive universal winding " Proc. I.R.E. 33.12 Pt 1 (Dec. 

1945) 868. 

15. Simon, A. W. " Wire length of universal coils " Elect. 19.3 (Mar. 1946) 162. 

16. Hershey, L. M. " The design of the universal winding " Proc. I.R.E. 29.8 (Aug. 1941) 442. 

17. Joyner, A. A., and V. D. Landoti " Theory and design of progressive universal coils " Comm. 18.9 
(Sept. 1938) 5, 

18. Simon, A. W. "Universal coil design" Radio 31.'^ fFeb, 1947) 16. 

19. Simon, A. W. " Winding universal coils — short cut j rocedures to obtaining exact self -inductance, 
mutual-inductance and centre-taps" Elect, ui.li iNov. 1945) 170. 

110. Arany, D., and M. Macomber, " Universal coil-winding ^raph " Comm. 29.10 (Oct. 1949) 28. 

111. Simon, A. W. "The theory and design of ordinary pro;»ressive and universal windings" Proc. 
I.R.E. 37.9 (Sept. 1949) 1029. 

112. Watkinson, E. "Universal coil windinf- " Proc. I.R.E. Aust. 11.7 (July 1950) 179. Reprinted 
Jour. Brit. I.R.E. 11.2 (Feb. 1951) 61. 

(J) GENERAI. REFERENCES 

U. Soucy, C. I. " Temperature coefncient effects of r.f. coil finishes " Tele-Tech. (1) 6.12 (Dec 1947) 

52 ; (2) 7.1 (Jan. 1948) 42, 
J2. Bureau of Standards Circular, 074. 

J3. Much useful u-h-f nformation and a good bibliography are to be found in a series of five articles in 
Elect. 15.4 (April 1942) 37. The articles are (a) Kandoian, A. G. " Radiating systems and wave 
propagation " (b) MouromtsefT, I. E., R. C. Retherford and J. H, Findley, " Generators for u.h.f. 
waves " (c) Dudley, B. " U.H.F. reception and receivers " (d) JafTe, D. L. " Wide band amphfiers 
and frequency multiplication " (e) Lewis, R. F. " Measurements m the u-h-f spectrum." 

J4. Orr, H. " Corrosion in multiple layer wound coils " Comm. (1} 29.1 (Jan. 1949) 22 ; (2) 29.7 (July 
1949) 18 ; (3) 29.8 (Aug. 1949) 22. 



www.pmillett.com 



CHAPTER 12 
AUDIO FREQUENCY VOLTAGE AMPLIFIERS 

By F. Langford-Smith, B.Sc, B.E. 



Section 


Page 


1. 


Introduction 


481 


2. 


Resistance-capacitance coupled triodes 


482 


3. 


Resistance-capacitance coupled pentodes 


496 


4. 


Transformer-coupled voltage amplifiers 


517 


5. 


Choke-coupled amplifiers 


521 


6. 


Methods of exciting push-pull amplifiers 


521 


7. 


Push-pull voltage amplifiers 


527 


8. 


In-phase amplifiers 


529 


9. 


Direct-coupled amplifiers 


529 


10. 


Stability, decoupling and hum 


535 


11. 


Transients and pulses in a-f amplifiers 


540 


12. 


Multistage voltage amplifiers 


541 


13. 


References 


542 



SECTION 1 : INTRODUCTION 

(i) Voltage amplifiers 

A voltage amplifier is one in which the voltage gain is the criterion of performance. 
To be strialy correct it is not possible to have voltage without power since infinite 
impedance does not exist in amplifiers, but for all ordinary purposes a *' voltage 
amplifier " is one in which a " voltage " output is required. Voltage amplifiers 
generally work into high impedances of the order of 1 megohm, but in certain cases 
lower load impedances are used and there is no sharp demarcation between " voltage " 
and ** power " amplifiers. In cases where transformer coupling is used between 
stages, the secondary of the transformer may be loaded only by the grid input im- 
pedance of the following stage and the numerical value of the impedance may not be 
known. In such cases the transformer is usually designed to operate into an infinite 
impedance, and the effect of normal grid input impedances on the transformer is 
very slight compared with the primary loading. 

It is important to bear in mind the reversal in polarity which occurs in any valve 
when used as an amplifier with a load in the plate circuit. As a consequence, the 
a-f voltage from grid to plate is 

E,^ = E,^ + E^^ = E,^(l + A) (1) 
where A is the voltage gain from grid to plate. 
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SECTION 2 : RESISTANCE-CAPACITANCE COUPLED TRIODES 

(0 Choice of operatir^ conditions (k) Coupling condenser («V) Cathode bias 
(iv) Fixed bias (v) Grid leak bias (vi) Plate voltage and current (vii) Gain and 
distortion at the mid-frequency (viii) Dynamic characteristics (ix) Maximum 
voltage output and distortion (x) Conversion factors vnth rxx. triodes {xi) Input 
impedance and Miller Effect {xii) Equivalent circuit of rx.c. triode (xiii) Voltage 
gain and phase shift {xiv) Comments on tabulated characteristics of resistance-coupled 
triodes, 

(i) Choice of operating conditions* (Fig. 12.1) 

Any triode may be used as a r.c.c. amplifier, but for most pxirposes the valves 
specially suitable for this application may be grouped : 

1. General purpose triodes with ^ from 15 to 50, and plate resistance from 
6000 to 10 000 ohms (with battery types somewhat inferior). These are also called 
" medium mu " triodes. 

2. Hlgh-mu triodes with ^ from 50 to 100, and plate resistances say from 50 000 
to 100 000 ohms. 

The load resistance {Rj) may be any value from a few ohms to many megohms, 
but for normal operation Rj^ should never be less than twice the plate resistance at 
the operating point, with a higher value preferred. The load resistance should never 
be greater than the following grid resistance (Rgz) and should preferably be not more 
than one quarter of Rgi. The following table is a good general guide, but capable 
of modification in special circumstances. 

Valve type — General pxirpose High-mu 

Following grid resistor— 0.22 to 1 0.22 0.47 1 

Load resistance 0.1 0.22 0.22 0.22 

or 0.47 or 0.47 

The optimum combination of Rj^ and Rg^ for maximum output voltage is covered 
in Sect. 2(ix). 

The plate supply voltage (E^b) should ^ 
generally be as high as practicable pro- ^' 
vided that the maximum ratings are not 
exceeded. Plate supply voltages up to 
300 volts are safe for use with all types of 
indirectly-heated valves imless otherwise 
stated. Somewhat higher supply voltages 
may be used with triodes provided that the 
designer ensures that, other than moment- 
tarily when switching on, the maximum 
plate voltage rating is not exceeded under 
any possible conditions. 

The input grid resistor (jR„) should 12.1. Triode valve (V,) resistance- 

not normally exceed 1 megohm with in- capacitance coupled to V^. 

directly-heated valves, although higher resistances are satisfactory with 1.4 volt 
battery valves. Higher grid resistances will not do damage to a r.c.c. triode, provided 
that the plate load resistance is not less than, say, 0.1 megohm with 300 volts plate 
supply, but the reverse grid current may be sufficient to shift the operating point into 
the region of distortion and lower gain. For this reason cathode bias is to be pre- 
ferred to fixed bias and the input grid resistor should not be higher than necessary, 
particularly with high-mu triodes — see (iv) below. For example, little is gained by 
using a grid resistor having more than four times the resistance of the plate load re- 
sistor of the preceding stage. 

Values of input grid resistor in excess of 1 megohm may only be used satisfactorily 

in low-level pre-amplifier operation where the valve is one specially manufactured 

or tested for this class of service, under a specification which ensures that the reverse 

grid current is very low. With a maximum reverse grid current of 0.2 /lA and with 

*See Chapter 3 Sect. l(iv) for valve ratings and their limiting effect on operation ; also (v) Recom- 
mended practice and operation. 
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/A not greater than 40, a grid resistor up to 5 megohms may be used, provided that the 
total resistance of the plate load resistor and the plate decoupling resistor is not less 
than 0,1 megohm. 

If grid-leak bias is used, Rg may be from 5 to 10 megohms. 

The output grid resistor (Rg^ may be the maximum recommended for the 
following stage by the valve manufacturers — usually 0.5 megohm for power valves 
with cathode bias — or as determined by eqn. (6) or (7) in Chapter 3 Sect. l(v)d. 
Lower values are desirable to reduce the effects of reverse grid current in the follow- 
ing stage, and there is no appreciable advantage in either gain or distortion through 
the use of a resistance greater than 4 i?^. Calculation of the maximum grid resistance 
for use with power valves is covered in Chapter 13 Sect. 10(i). 

(ii) Coupling condenser 

The coupling condenser (C) may be selected to give the desired low frequency 
response. The loss of voltage due to C may be calculated by the use of a vector dia- 
gram or by the following equation, which applies to the circuit of Fig, 12.1 provided 
that the input resistance of Vz is very high. 

EJE = R/\Z\ (la) 
where Eg = signal voltage on grid of 
E = signal voltage across R^ 
R = R„^ + r^^/ir^ + R^) 

or as an approximaiionj R?^ Rgt if the plate resistance of Vi is 
small compared with Rg^j 
\Z\ — magnitude of series impedance of and C 

= Vr^T^cT 

and Xc = 1/wC = l/277/"C. 

For example, if /? = 1 megohm and / = 50 c/s, the following results will be ob- 
tained — 



db loss Eg/E XJR X, C 

1 0.891 0.51 0.51 megohm 0.006 24 /xF 

2 0.794 0.76 0.76 megohm 0.004 19 /iF 

3 0.708 1.00 1.0 megohm 0.003 18 /iF 



The phase angle shift is given by 

^ = tan-i \/<oCR = tan-^ \/2^fCR (lb) 
In certain cases a low value of C is adopted intentionally to reduce the response 
to hum arising from preceding stages. However, the use of a low coupling capacit- 
ance, when the following grid resistor is 0.5 megohm or more, increases the hum 
contributed by the following valve through the a.c. operation of its heater. A low 
coupling capacitance should therefore not be used on a low-level stage. In high 
fidelity amplifiers a fairly large value of C is generally adopted, thus not only improving 
the low frequency response but also reducing phase shift and possibly also improving 
the response to transients. However, excessively large values of C are undesirable. 

The following table gives the approximate values of C for certain selected con- 
ditions. Note that R must be as defined below eqn. (la). 



COUPLING CONDENSER 



Attenuation 1 db at 


12.5 


25 


50 


100 


200 c/s 


2 db at 


8.5 


17 


34 


67 


134 c/s 


3 db at 


6.5 


13 


26 


51 


102 c/s 


R = 10 000 ohms 


2.5 


1.25 


0.62 


0.31 


0.15 /xF 


50 000 ohms 


0.5 


0.25 


0.12 


0.06 


0.03 mF 


100 000 ohms 


0.25 


0.12 


0.06 


0.03 


0.015 /iF 


0.25 megohm 


0.1 


0.05 


0.025 


0,012 


0.006 /xF 


0.5 megohm 


0,05 


0.025 


0.012 


0.006 


0,003 ^F 


1.0 megohm 


0.025 


0.012 


0.006 


0.003 


0.001 5 /aF 


2 megohms 


0.012 


0.006 


0.003 


0.001 5 


0.000 8 


5 megohms 


0.005 


0.002 5 


0.001 2 


0.000 6 


0.000 3 mF 
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The effect of selected values of capacitance for = 1 megohm is shown graphically 
in Fig. 4.36. These curves have an ultimate slope of 6 db/octave. 

A general curve of attenuation and phase shift is given in sub-section (xiii) below 
and Fig. 12.9. A Nomogram of transmission factor and phase shift is given by Ref. A2. 

(iii) Cathode bias 

(A) Cathode bias (Fig. 12.1) is generally preferable to fixed bias as it is largely 
self-compensating. The plate current flowing through produces a voltage drop 
which is smoothed out by and applied through Rgi to the grid. The full voltage 
on the grid (in the absence of grid current) is 

= -IJi, (Ic) 
where /(, = plate current in amperes 

and Rk = resistance of cathode resistor in ohms. 

If negative* grid current (e.g. gas or grid emission current) is flowing^ the bias 
will be decreased by IgRgi 

where Ig = direct grid current in microamperes (taken as positive) 
and Rgi = resistance of grid resistor in megohms. 



FIG. 13. 3A 




5 10 20 90 too 300 soo ipoo 2pOO ifiOO tq,ooo 

FRBQUENCV C/5 



Fig. 12.3A. Frequency characteristics due to cathode by-pass condenser with general 
purpose triode having /i = 20, r^ = 10,000 ohmSy Rj = 0.1 megohm^ Rg^ = 0.5 
megohniy Rk = 2700 ohms. 

If positive grid current is flowing the bias will be increased by IgRsi. 

The cathode by-pass condenser is only fully effeaive at high frequencies, and 
it becomes increasingly inefFeaive as the frequency is decreased — under these con- 
ditions there is degeneration (negative current feedback — see Chapter 7). The 
effect of Rjc and on the voltage gain at any frequency is given by the equation 

1 + (ioCkR^)^ 

where A' = stage voltage gain at frequency / with self bias resistor R^ by-passed 
by condenser Cj, 
A = stage voltage gain with Rjc completely by-passed 

= mid-frequency voltage gain 
CD = Itrf = 2ir X frequency of input signal 

•Also known as reverse grid current. 
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and 



= capacitance of by-pass condenser in farads 

= resistance of self bias resistor in ohms 

= valve amplification factor at the operating point 

= valve plate resistance in ohms at the operating point 

= resistance of plate load resistor in ohms 

= resistance of following grid resistor in ohms 

= RjRoi/iRl + Rg2)' 



The derivation of eqn. (2) is given in Rcf. Bll ; see also Refs. All, A13. 

The attenuation characteristics of a typical general-purpose triode with cathode 
bias are given in graphical form in Fig. 12.3A. It will be seen that all curves have 
the same shape, but are shifted bodily sideways depending on the value of C^. The 
maximum slope of the curves in Fig. 12.3A is 1.4 db/octave ; the slope does not 
normally exceed 3 db/octave when i^^ is the optimum value to provide bias. 

The limiting loss of gain at zero frequency due to /?jt is given by 



R' + 



+ + (;t + l)R^ 

Examples of limiting loss of gain at zero frequency (based on equation 3) 

18 



(3) 



Type R,^ 
6J5 O.IMQ 0.5MQ 
6Q7 0.25Mi3 0.5MQ 
6SQ7 0.25Mi3 0.5MQ 
*At operating point. 



R' 
0.08MQ 
OMIAQ 
0.17Mi3 



R^ 
2700 
3000 
3900 



68 
100 



17 000 
70 000 
100 000 



A'/A 
0.65 
0.53 
0.40 



loss 
3.7 db 
5.5 db 
8.0 db 




"n — 
to 



T 1 I I f < 

50 
Frcqutncy 



7-J— 

100 



SCO IJDOO 



Fig. 12.3B. 



FIG. l3.^e 

Universal attenuation curves zoith cathode bias (Ref. All Part 4). 



Universal attenuation curves are given in Fig. 12.3B (Ref. All Part 4) in which 

- Rj^R,J(Rl + R,^) 
and Xk l/it^Cj,). 

(B) The phase angle shift is a maximum at the frequency where the slope of the 
attenuation characteristic is a maximum, and drops towards zero at zero frequency 
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and at higher audio frequencies. The maximum value for any normal r.c.c. amplifier 
does not exceed about 30°. 

Universal curves showing phase angle shift are given in Fig. 12.3C in which the 
symbols have the same meaning as in Fig. 12.3B. 

(C) Choice of cathode bias resistor 



The best method is to determine the grid voltage as for fixed bias — see (iv) below — 
and then to calculate Rt. A fairly satisfactory approximation is to select i?* by the 
following table. 



/A 


MQ 


Low level 


Inter- 
mediate 
level 


High level 


Rg — R f 


Rg == 2/?^ 


12 to 25 
30 to 50 
70 to 100 


any 

any 

0.1 

0.22 

0.47 


Rt = 0.25RJiL 
Rt = 0.5/?^/m 
Rt = hORJti 
Rt = O.SRJfi 
Rt - 0.65RJf. 


03RJti 
0.7/? ^/m 

O.SRJfi 


0.6RJfi 
OJRJ^ 
\,2RJ^ 
0.9/? ^/m 
^n5RJ\L 


0.8/?^/m 
MRJ^ 
X.tRJix 
\2RJi. 
1.0/? ^/m 



Conditions : Plate supply voltage 200 to 300 volts. Values of are the published 
values. 

1 \ 1 — I I I I 1 1 1 I 1 — 1 1 M ill 1— T — I — r-rrm+^o* 




(D) Cathode bias loadUnes 

Cathode bias loadlines may be drawn on the plate characteristics as on the mutual 
characteristics [Chapter 2 Sect. 4(v) and Fig. 2.27] but they will no longer be straight 
lines. Fig. 12.4 shows the loadline and plate characteristics for a high-mu triode, 
The cathode bias loadline may very easily be plotted for any selected value of Rty 
e.g. 10 000 ohms. In Fig. 12.4 each curve applies to increments of 0.5 volt in E^y 
so that (with Rt — 10 000 ohms) the successive increments of are 0.05 mA — 
J^^ = 0 -0.5 -1 -1.5 -2 -2.5 -3 volts 

/fc = 0 0.05 0.1 0.15 0.2 0.25 0.3 mA 

The intersection of the selected Rt loadline with the /?^ loadline gives the operating 
point (Fig. 12.4). 

Alternatively, the intersection of the 2?^ loadline with each grid curve may be 
marked with the corresponding value of /? * ; e.g. in Fig. 12.4 at point K^E^ = — 1 ,5 V 
and /ft = 0.47 mA, therefore Rt = (1.5/0.47) x 1000 = 3200 ohms. Similarly at 
point B, /?t = 7800 ohms. If greater accuracy is required in deteimining an in- 
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dividual point, the values of Rj, may be plotted against and the desired value may 
be selected. 

For greater accuracy, particularly with relatively high values of cathode resistance, 
the slope of the loadline in Fig. 12.4 should be that corresponding to (R^ + 

(E) Maximum grid resistance with cathode bias 

It may be shown that the maximum permissible grid resistance with cathode bias 
is greater than that with fixed bias, as indicated by the approximation : 

Rg with cathode bias „ . 

with fixed bias (^"^ 
where gmd slope of dynamic characteristic at operating point 



and 



gn = mutual conductance at operating point 
/i = amplification factor at operating point 
= plate resistance at operating point 
Rk — cathode bias resistor. 



This ratio (eqn. 3a) is usually between 1.2 and 2. 



FIG. ia.4 




PLATE VOLTS 




Plate characteristics of high-mu triode (6SQ7) with -Ess = 400 volts and 
megohm. Cathode bias loadlines for selected values of cathode bias resistance 
(Ri) hceve been drawn in. 
Fig. 12.5. Resistance-capacitance coupled triode with fixed bias from voltage divider. 



Fig. 12.4. 
Rl = 0.5 



(iv) Fixed bias 

(A) It is sometimes desired to operate the valve with fixed bias, either from a 
separate bias supply (battery or reaifier/filter combination) or from a voltage divider 
across the plate supply. Fig. 12,5 is an example of the latter, with Ri and R^ forming 
a voltage divider. Here 

Ri^jft, + RiRili Eel 

(4) 



Ee, = 



and Ro = 



Ri'^R2 ' h + (E,,-En)/Ri 

Condenser is for by-passing /?23 but as R2 may have a fairly low value, thus necessi- 
tating a large capacitance for it is frequently economical to add R^ and so permit 
a smaller value of C*. In addition, CJi^ forms a usefiil hum filter for the bias volt- 
age. 

(B) The optimum grid bias (— J?e) is a function of the input voltage ; the bias 
should be the minimum {k^ which can be used without running into damping due to 
positive grid current, with a margin for differences between valves, together with a 
further margin {k^ to allow for the effects of revcne grid current in the grid resistor. 
If the input voltage is known, 

E, = 1.41 + *i + *2 volts (5a) 
If the output voltage is known, 

E, = (1.41 Eo/A) + + volts (5b) 
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where = r.m.s. input voltage 

Eq = r.m.s. output voltage, from plate to cathode 
A = voltage gain of stage 

ki = 0.75 to 1.0 for high-mu indirectly heated valves* 

= 0.6 (approx.) for general purpose indirectly heated valves* 
= 0.25 (approx.) for battery valves* 

kz j^^ ' for high-mu valves 



3 R, 



100 



for general purpose valves. 



Rgi = resistance of grid resistor (upper limit) 
and Rj^ = resistance of plate load resistor (lower limit). 

These approximate values of are based on typical American aaanufacturing 
specifications for maximum grid current (limiting values), and on the assumption 
that the reverse grid current is proportionalf to the plate current. 

Values of are tabulated )i?elow for three typical conditions for a plate supply 
voltage of 250 volts. 
Case 1 : Rg^ = 1 megohm 

General purpose triode High-mu triode 

= 0.1 megohm = 0.31 = 0.75 volt 

R^ = 0.22 megohm = 0.14 k2 = 0.34 volt 

= 0.47 megohm kz = 0.07 ^fea = 0.16 volt 

The additional bias (^2) provided to allow for the effect of reverse grid 
current is of no great consequence with general purpose triodes, but it is 
very serious with high-mu triodes 

Case 2 : Rgi = 2R^, 

ki = 0.15 volt for high-mu triodes 

kz = 0.06 volt for general purpose triodes. 
Case 3 : = 4Rj^ 

ki = 0.3 volt for high-mu triodes 

kz ~ 0.12 voit for general purpose triodes. 
Thus with general purpose triodes operated as fixed bias r.c.c. amplifiers, 
a grid resistor having a resistance of 1 megohm or even higher may be used without 
serious effects. However, it is always desirable to keep the resistance as low as 
practicable — not more than four times the resistance of the preceding plate load 
resistors and not exceeding 1 megohm. 

If the effect of reverse grid current on the operating point is to be kept small in 
fixed-bias high-mu triodes, it is essential to use a grid resistor Rgy (that is, its own 
grid resistor) having a resistance not more than twice that of its plate load resistor. 
This will restrict the maximum change of bias to 0.15 volt (i.e. kz ~ 0.15 volt). For 
example a load resistance of 0.47 megohm will permit the use of a grid resistor of 
1 megohm, while a load resistance of 0.22 megohm will permit the use of a grid re- 
sistor of 0.47 megohm. 

(C) Cathode bias is preferable to fixed bias in that the shift of operating point 
due to reverse grid current is minimized. With general purpose triodes employing 
cathode bias there is no advantage in making any adjustment to the bias voltage as 
calculated for fixed bias (eqns. Sa, 5b) but with high-mu triodes employing cathode 
bias the value of k^ may be taken as approximately 
5 R 

^2 ^ fo^ high-mu valves with cathode bias, 

lUU /v^ 

Consequently, with high-mu triodesj the resistance of the grid resistor Rgi may be 
made 1.5 times that with fixed bias for the same effect on the operating-point. 

•These values of ki are only typical, and are likely to be exceeded by some valves. In each case^ a 
value should be detennined for the valves being used. 

fThis is approximately true when the reverse grid current is nearly all due to ionization — see Ref. 
Gl, Fig. 1. 
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(D) Damping due to positive grid current 

It is shown in Chapter 2 Sect. 2(iii) that damping on the positive peaks of grid input 
voltage may be quite serious, even when the peak grid voltage does not reach the grid 
current " cross-over point." This damping on positive peaks introduces an object- 
tionable form of distortion which is panicularly important when the preceding stage 
has high effective impedance (looking backwards from the grid of the stage being con- 
sidered) asj for example, with a high-mu triode or pentode. The damping at the 
positive peak of the input voltage is proportional to the grid conductance at this point, 
which value increases rapidly as soon as electrons commence to flow from cathode 
to grid, and even while the resultant grid cmrent is still negative. 

If grid current damping is to be avoided, the grid bias must be increased sufficiently 
to avoid this region. 

(v) Grid leak bias 

If a grid resistor of 5 or 10 megohms is used, it is possible to obtain the grid bias 
for a high-mu triode by means of the voltage drop in Rg [see Chapter 2 Sect 2(iii)]. 
This imposes damping on the input circuit due to the grid cmrent, and the average 
input resistance is approximately Rg/2, The distortion is approximately the same 
as with the optimum fixed bias, but the great advantage is that it accommodates itself 
to variations from valve to valve, while fixed bias is critical. 

It may also be used with general purpose triodes operating with input voltages not 
exceeding, say, 1 volt peak. 

Grid leak bias is not very suitable for use with low-level (pre-amplifier) stages owing 
to hum. 

(vi) Plate voltage and current 

As discussed in Chapter 2 Sect. 3(i), the 
voltage on the plate is less than the supply 
voltage by the voltage drop in the load re- 
sistor. This is illustrated in Fig. 12.6 in 
which the leadline is fixed by the plate sup- 
ply voltage Ei,b and the load resistance R^^. 
The quiescent operating point Q is fixed 
by the intersection of the loadline and the 
grid curve for Eds the bias voltage having 
been previously determined. Alternatively, 
the cathode bias loadline may be drawn by 
the method described above, thus de- 
termining the operating point. 

Having fixed Q, the quiescent plate cur- 
rent 7^0 and plate voltage will auto- 
matically be fixed. If 

I„o = Kl^y where is a constant less than 1 and = E^t/Riy then 
^60 = (1 — K)E^f,, \i K = 0.5, for example, then 

-^60 = Km — iE},i,/RiZXid Ef^Q — i^'ftfti in this case the voltage across the 
valve is equal to the voltage across the load resistor. In praaicej K may have values 
between about 0.25 and 0.85. 

Typical values of K are tabulated below 

Intermediate 
Low level level High level* 
General purpose triodes 0.75 - 0.85 0.6 — 0.75 0.5 — 0,6 
High-mu triodes 0.6 - 0.65 0.5 - 0.6 0.45 - 0.55(72^ = 

0.4 - 0.5 {R^ 0.25MQ) 

•If Rg2 is less than 2R^y then the values of K for high level operation should be 
decreased. 



FIG. 12.6 




I PLATE VOUTS (Ek) ' 

[ Vbltay Acnu Valv^^i Valtogt Acrou Uod _| 

Fig, 12.6. Plate characteristics of r.cx. 
triode with normal loadline ABy operating 
point Qy and working loadline EQF 
due to grid resistor shunting. 
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Relation between K and cathode bias resistor 

Knowing it is possible to calculate -R* or vice-versa : 

Relation between K and grid voltage 

E, ^ [R^ - KiR^ + r,)[(£,,//xi? J. (6c) 
Eqns. (6a)j (6b) and (6c) are exact for linear characteristics, but only approximate 
in practice. 

Example : /i = 20^ = 10 000 ohms, Rj^ = 0.1 megohm, E^^ ^ 250 volts 
K = 0 0.1 0.2 0.3 0.4 0.5 0.6 0,7 0.8 0.9 1,0 
E, = -12.5 -11.1 -9.7 -8,4 -7.0 -5.6 -4.3 -2.9 -1.5 -0.1 +1.25 

(vii) Gain and distortion at the mid-frequency 

The voltage gain at the nrad-frequency is 

- rTTT; - (l/r,) + (l/R,) 
where there is no a.c. shunt load, and where /x, ^„ and^^ are the values at the operating 
point, that is at the operating plate current. Alternatively this may be calculated 
from ±e loadline (Fig. 12.6) : 
. E^2 ~ Ebi 
^' 2£.. 

where Ei,^ is plate voltage corresponding to negative peak grid signal voltage 
Etfi is plate voltage corresponding to positive peak grid signal voltage 
and Eel is peak grid signal voltage. 

When there Is a following grid resistor Rg^^ the loadline must be rotated about 
Q to a new position EQF with a slope of — (l/i?^ + V-R^a)* The voltage gain for 
the same input voltage is then 

A' = (6f) 

which may be shown by the equivalent circuit [see (xii) below] to be 

^ Mr. + \IRl + 1/^.2 
also A'lA - R,%KR + R^^ (8) 
where R = R^rJ^Rj^ + r,) 
and and are the values at the operating point. 

In practice, the new loadline EQF extends downwards with point F in the region 
of increasing distortion, and in the extreme case plate current cut-off may occur. 
This effect may be avoided by reducing the input voltage so that the output voltage 
will be 

Rgz/{Ri + Rg%) X output voltage without shunting (9) 

Gain in terms of and g,, 

Equation (6d) may be put into the alternative form 

where gp ^ plate conductance at the operating point = 1 /r,. 
When there is a following grid resistor Rg^ the gain is given by 

= rrfe- 

where R = RJigJiR^ + ^«). 

The values of ^„ and g^ may be derived from " G " curves (e.g. see Fig. 13.9B). 
By this means the actual values of ^„ and g^ at the operating point may be determined 
with a good degree of accuracy without any assumptions or manipulations (Ref. A15). 
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Distortion 

The percentage second harmonic distortion — see Chapter 13 Sect. 2(i) — is given by 

(viii) Dynamic characteristics 

The dynamic characteristic of a resistance-loaded triode is described in Chapter 2 
Sect. 3(i) and Fig. 2.19. In shape it closely resembles the dynamic characteristic 
of a resistance-loaded pentode, and a comparison between the two is made in Sect. 
3(viii) below and Fig. 12.15. With the triode dynamic characteristic the greater 
part or the whole of the " top bend " is in the grid current region and therefore can- 
not be used. The most nearly straight portion is therefore that of minimum bias. 

An ** ideal " (linear) dynamic characteristic of a general purpose triode is shown in 
Fig. 12.7A. It is limited at the lower end by plate-current cut-off at A, while the 
other end is in the grid current region. The usable part extends from A to G, but 
in reality the lower part is curved, and is avoided as far as possible. The upper end 
(GB) is also curved, but as this is in the grid current region it cannot be used in any 
case. The curves are to scale for /i = 20, r, = 10 000 ohms, = 0.1 megohm 
and En, = 250 volts. 




Fig. 12.7. "Ideal" limar dynamic characteristics {A) for general purpose triode 
with /I = 20, = 10 000 ohms^ = 0.1 megohm and E^j, = 250 volts ; (B) for 
high-mu triode with fi = 100, = 0.1 megohm^ R^ = 0.25 megohm and Ej,j, = 250 

volts. 

Point C at = 0 has a plate current Ij,^ = E^^/{R^ + r,) which in this case is 
0.91 Eib/Ri^ This point and point A may be used as the two basic points for plotting 
the loadline. Alternatively, point B may be plotted, since FB = E^j,/g^R^, Point 
G is the commencement of grid current = - 0.5 volt) and in this case its 7^2 = 
0.86 Et,b/RL* The highest operating point cannot exceed 0.85 E^^/R^^ and this is 
only possible for extremely small input voltages. The lowest useful operating point 
(for high-level operation) is D, which is the mid point of AG, with /ba = 0.43 E^ b/Rr- 
Thus the operating point must be within the limits 0.43 and 0:85 x Ea/R^, 
The dynamic characteristic in Fig. 12.7B applies to a high mu triode with /i = 100, 
= 0.1 megohm, = 0.25 megohm and ^^i, = 250 volts. The grid current 
is taken as commencing at = - 0.75 volt. The usable part of the characteristic 
extends from A to G, and the operating point must be within the limits 0.25 and 0.5 
multiphed by Ei,JR^. The upper limit would be somewhat extended if the load 
resistance were increased to 0.5 megohm. 

(ix) Maximum output voltage aad distortion 

It is difficult to lay down any limit to the maximum voltage output, since over- 
loading occurs very gradually. It is assumed that in all cases the grid bias is sufficient 
to avoid positive grid current. 
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An approximate method for detennining the conditions for maximum output 
voltage are given by Diamond (Ref. A 16). In Fig, 12.7Cj the tangent FCA at £e = 0 
cuts the voltage axis at F where Ei, = Bi, The dynamic loadline AQD corresponds 
to Rj^ in parallel with the following grid resistor ^,2* Point B is predetermined by 
the minimum plate current permissible on account of distortion 

The optimum value of is given by 

Rr y 

and the maximum value of peak-to-peak voltage swing is then 

1 - S 

^ - + (1/^) + 2(S + VsT^) 
where = plate resistance at point C (as given by slope of FC) 

X — RgjTj, 

" positive " swing GK 
^ ~ total swing GH 
Ebb = plate supply voltage 
Eq = peak-to-peak total voltage swing = GH 
and Ci = plate voltage corresponding to intersection of tangent FC with voltage 
axis. 




PLATE VOLTAGE 



PIG. 12. 7C 



Fig. 12.7C. Approximate method far determining conditions for maximum output 

voltage (Ref, ^16). 

The value of y for low distortion in a single valve is 0.5 ; values appreciably higher 
than 0.5 are possible with push-puU operation. The value of ei is a function of the 
valve characteristics, the load resistance and the plate supply voltage ; it is usually 
less than 10 volts for not less than 0.1 megohm and Et, ^ not greater than 300 volts. 

Example : Type 6J5, = 10 000 ohms, = 5 volts, 6 = 250 volts, Rgi = 0.5 
megohm, = 0.2 mA, y = 0.5. We obtain x = 50, S = 0.008 17, y/x = 0.01, 
and irom the equations, f^t; 70 000 ohms optimum ; = 186 volts peak-to-peak. 

Output voltage and distortion 

The maximum output voltage for a general purpose triode (e.g. type 6J5) for 14% 
intermodulation distortion* and E^ t from 180 to 300 volts is given approximately by : 
Load resistance Following grid Maximum output 

resistance voltage r.m.s. 



0.1 megohm 



0.25 megohm 



0.1 megohm 
0.2 megohm 
0.4 megohm 
0.25 megohm 
0.5 megohm 
1 .0 megohm 



0.155 

0.19 

0.215 

0.20 

0.24 

0.27 



Ebb 

Ebb 
Ebb 
Ebb 

Ebb 

Ebb 



*For details of inteimodulation distortion see Chapter 14 Sect. 3. 
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For lower values of LM. distortion, the preceding values of maximum output 
voltage should be multiplied by : 

I.M. i?^ = 0.1 megohm = 0.25 megohm 

10% Faaor = 0,8 Factor = 0.72 

5% 0.48 0.36 

2.5% 0.26 0.18 

With a high-mu triode the voltage output for 14% intermodulation distortion is 
only about 0.17 Ebf, to 0.21 Ei,i for = 0.25 and R^z = 0.5 megohm. 

Note that with intermodulation distortion the ouput voltage is taken as the arith- 
metical sum of the component voltages — see Chapter 14 Sect. 3(ii). 

The intermodulation distortion of a triode and a pentode are compared in Fig. 
12.16A [Sect. 3(ix)]. At low output voltages the pentode gives less distonion while 
at high output voltages the triode gives less distortion. The triode is, however, less 
critical than the pentode, and the distortion increases at a lower rate than with the 
pentode when the bias is made more negative than the optimum value. 

(x) Conversion factors with r.c.c. triodes 

Some valve manufacturers publish values of t^, gm and plotted against plate 
current. These may be used fairly accurately under any conditions of plate or grid 
voltage. 

If these are not available : 

1. The amplliticatioii factor is nearly constant. In most high-mu triodes it 
drops about 5% to 10% (15% for types 6SL7-GT and 5691) as is reduced to 
0.25 mA, while in general purpose triodes it drops about 15% as /j, is reduced to 1 mA. 

2. The mutual conductance is largely a function of the plate current and is given 
by the approximate equation 

gm ^ Fgmo (11a) 
where = desired mutual conductance at any operating point with plate current It 

gmo = published mutual conductance at plate current I^q 
and F is given by t he follow ing table based on the eqiaation 

It/ho 1.0 0.9 0,8 0.7 0.6 0.5 0.4 0.3 0.2 0.1 

F 1.0 0.97 0.93 0.89 0.84 0.79 0.74 0.67 0.58 0.46 

Alternatively, if the gain with resistance-coupled operation is known, the mutual 
conductance at the operating point may be calculated from 
^ X voltage gain 

^"^ " ie(fi - voltage gain) ^^^^^ 
where R = R^RJ{Rj + R^), 

and n — amplification factor at the operating point. 

3. The plate resistance may be calculated from =^ ^/^m. It is approximately 
equal to r^o^ho/h- 

(xi) Input impedance and Miller Effect 

In the amplifier of Fig. 12,1 the grid to plate capacitance Cg^ has impressed across 
it a voltage (A + 1)^^ where A is the voltage gain of V^, The current flowing 
through Cgj, is therefore (A + 1) times the current which would flow through the 
same capacitance when conneaed from grid to cathode. This is one example of the 
Miller Effect which occurs in all amplifiers. For example take type 6SQ7 high-mu 
triode with Cg„ = 1.6 ^^F and A = 62. The effeaive input capacitance due to 
Cg^ alone is therefore 63 x 1.6 = 101 /i/iF. 

The total input capacitance also includes the capacitance from grid to cathode plus 
(/4 + 1) times any stray capacitance from grid to plate. 

If the plate load is partially reactive the input impedance is equivalent to a capacit- 
ance C and a resistance R' in parallel from grid to cathode, 

where C = Cgj, + + A cos <l>) C,^ (12) 
R' = - l/(2nfC,^Asin<t>) (13) 
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12.2 



and <l> = angle by which the voltage across the load impedance leads the equival- 
ent voltage acting in the plate circuit (<f> will be positive for an inductive load and 
negative for a capacitive load) 

When the load is capacitive, as usually with a r.c.c. amplifier, R' is positive and 
there is some slight additional loading of the input circuit. When the load is induc- 
tive, R' is negative and self oscillation may occur in an extreme case. 

(xii) Equivalent circuit of r.c.c. triode 

The exact a.c, equivalent circuit of a r.c.c. triode is given in Fig. 12,8 where the 
valve Vi is replaced by a generator of voltage fiEi in series with r,. The plate load 
resistor i^^ is shunted by Co, which includes the valve output capacitance plus stray 
capacitance. The grid resistor of is shunted by d which includes the input 
capacitance of (including the Miller Effect capacitance from the plate) plus stray 
capacitance. Any additional condenser connected from plate or grid to eanh should 
be added to Co or d respectively. 



FU. 12.8 




Fig. 12.8. Exact equivalent circuit 
of r.c.c. triode. 



The cathode bias resistor is here assumed to be adequately by-passed at all signal 
frequencies. 

This equivalent circuit is the basis of the calcxilations of gain and phase angle 
shift at all frequencies. 

(xiii) Voltage gain and phase shift 

It has been shown by Luck and others that the voltage gain/frequency characteristic 
of a r.c.c. amplifier has the same mathematical form as a timed circuit except that 
the Q is very low (never greater than 0.5). There is a mid-frequency at which the 
gain is a maximum (^o) and the phase shift zero. At both lower and higher fre- 
quencies the gain falls off, and when the gain is Aq/V 2 the absolute values of the 
resistive and reactive components are equal. These two reference frequencies, which 
correspond approximately to 3 db attenuation, are the basic points on the attenuation 
characteristics, and, with the mid-frequency gain Aq, are sufficient to determine the 
whole frequency characteristic. The value of Q is given by 

Q =h/(J, -fa) (14) 
where /o = mid-frequency (at which voltage gain is ^o) 

/ft =: (high) reference frequency at which voltage gain is 0.707 Aq 
and fa = (low) reference frequency at which voltage gain is 0.707 Ao* 
The low reference frequency is given by 

fa = \/2^CR' (15) 
where R' ^ R, + rjij(r^ + i? J 
and the constants are as in Fig. 12.8. 

The high reference frequency (/j) is given by 

/, - l/27r(Co + CdR'' (16) 
where i?'' = r^R^RJ{r^^ + r^, + RJi,). 

When /a and /ft have been determined, the attenuation at any other frequency may 
be found by reference to Fig. 12.9 A. 

The phase shift at any frequency may be determined from Fig, 12.9B ; the phase 
shift at /o and /^ is 45° leading and lagging respectively. 

Alternatively, if the low reference frequency is known, the gain at any frequency 
/ is given by (Ref. Fl) : 
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Actual FrtqutncY Actual Frtqutncy 

Frequency tor 70<7%volta9< gain Frequency for 70-7% voltage gain 



Fig. 12.9(A). Attenuation in decibels for rxx. triode at low and high frequencies 
(B) Phoi^e shift at low and high frequencies. Values of phase shift for frequencies beyond 
the limits of the curves may be estimated with reasonable accuracy by taking the angle 
as proportional or inversely proportional to the frequency. 



gain at frequency / /„ 

— : rvT =^ cos tan"^ 7- (17) 

gain at nud-frequency / 

while the phase angle shift is given by 

l^n4>=fjf (18) 

where fa =~ low reference frequency (3 db attenuation). 

Similarly if the high reference frequency is known, the gain at any frequency / 

is given by 

gain at freq uency / / 

— I rr-T. = cos tan-^ 7^- (19) 

gain at nud-frequency ft, 

while the phase angle shift is given by 

tan <l>=f/f, (20) 
where high reference frequency (3 db attenuation;. 

(xiv) Comments on tabulated characteristics of resistance-coupled 
triodes 

Published operating characteristics of resistance-coupled triodes (unless the test 
conditions are specified) appear to be taken under test conditions with a low source 
impedance, a low d.c. resistance between grid and cathode, and a small value of posi- 
tive grid current. When this is so, they cannot be applied directly to the normal prac- 
tical case where there is a high resistance d.c. path between grid and cathode, and 
where the source impedance may be high. The usual value of total harmonic distor- 
tion, unless otherwise specified, appears to be about 5% under the conditions of test 
(Ref. A17), 

In a practical resistance-coupled amplifier the maximum output voltage for 5% total 
harmonic distortion will be less than the tabulated value, depending on the source 
impedance and the d.c. resistance from grid to cathode, in the presence of grid-circuit 
damping. This damping is caused, not only by positive grid current, but also by 
the grid input conductance which, on the extreme tip of the positive peaks, may be 
appreciable. See page 20 imder Grid variational conductance and page 489 under 
Damping due to positive grid current. 

Thus, for any practical amplifier, the tabulated maximum output voltage is mis- 
leading, and a lower value should be used for design purposes. In addition, there 
will be a slight effea on the gain. 
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SECTION 3: RESISTANCE-CAPACITANCE COUPLED PEN- 
TODES 



(i) Choice of operating conditions (iV) Coupling condenser (Hi) Screen by-pass 
(iv) Cathode bias (v) Fixed bias (vi) Dynamic characteristics of pentodes (vii) Gain 
at the mid-frequency (viii) Dynamic characteristics of pentodes and comparison zvith 
triodes (ix) Maximum voltage output and distortion (x) Conversion factors with 
rxx, pentodes (xi) Equivalent circuit of r.cc, pentode (xii) Voltage gain and phase 
shift (xiii) Screen loadlines (xiv) Combined screen and cathode load-lines and the 
effect of tolerances (xv) Remote cut-off pentodes as rxx. amplifiers (xvi) Multigrid 
valves as r.cx. amplifiers (xvii) Special applications (xviii) Comments on tabulated 
characteristics of resistance-coupled pentodes. 

(i) Choice of operating conditions 

A r.c.c. pentode may be treated as a special case of a r.c.c. triode, and many features 
are common to both provided that the necessary adjustments are made for the differ- 
ences in jtij gfn and r^. 

The load resistance (22^) may be any value from a few ohms to many megohms, 
but for normal operation it is generally from 0.1 to 0.5 megohm. Lower values are 
used when a reduction in gain or an extended high frequency response is desirable> 
or when some form of tone correction is intended. Higher values are occasionally 
used for special applications, but the frequency response is seriously limited unless 
negative voltage feedback is used. The load resistance should never be greater than 
the following grid resistor (Rgz) and should preferably be not more than one quarter 
of Rgz. The choice of load resistance has only a small effect on the distortion, lower 
values of Ri^ (of the order of 0.1 megohm) being somewhat better in this respea. 

Plate supply voltage : As for triodes. 

Screen supply ; A series resistor from the plate supply voltage is generally pre- 
ferred. Valves in which the screen current has wide tolerances (e.g. some remote 
cut-off types and most tetrodes) should be supplied from a voltage divider. 

Following grid resistor : As for triodes. 

Input grid resistor : As for triodes. 

(ii) Coupling condenser 

The triode formulae and curves in Sect. 2(ii) may be used except that R may be 
taken as being approximately equal to R^^ + See Sect. 3(x) below for more 
accurate calculations involving rp. 

(iii) Screen by-pass 

For normal performance it is necessary for the screen to be adequately by-passed 
to the cathode. In practice this is usually obtained by by-passing from screen to 
earth and also from earth to cathode, the value of being normally much larger 
than Cs (Fig. 12.10). 



The effect of incomplete screen by-passing on gain is given by eqn. (1) on the 
assumption of complete cathode by-passing (Fig. 12.10), the derivation being given 
in Ref. B3 (see also Refs. All, A12, A13, B2). 



FIG. 12. lO 




Fig, 12.10. Circuit of resistance' 
capacitance coupled pentode zvith 
screen dropping resistor and cathode 
bias. 
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(1) 



stage voltage gain at frequency / with screen resistor R, by-passed by 
condenser 

stage voltage gain with Rs completely by-passed 
mid-frequency voltage gain 

27r/ 



B 



1 + ■ 



Rsg^. 



- 1 + 



RaSm € 



(la) 



mfit (1 + Ri/r^) 
m = /b//f2 (assumed constant) 
^„ = mutual conductance at operating plate current [see Sect. 3(vii)] 
gmd = slope of dynamic charaaeristic at operating plate current 
and fit = triode mu (with screen tied to plate). 

If the screen voltage is obtained from a voltage divider (i?i, R^) then Rs should be 
a ken as RiRi/iRi + i?2). 

— 1 — MINI 
NALUE^OTB 




FIG.12'II{A) 



500 



0-1 0*2 04 060-81 2 4 6 8 10 20 

T 

to \00 
FREQUENCY C/S 

Fig. 12. 11 A. Curves for the frequency response of a resistance-coupled pentode 
with screen dropping resistor Rg and screen by-pass reactance Xs {= l/oiCs). 
The value of B is given by eqn. (Id). The frequency for RJXs = 1 is given by 
f = l/27r RaCg. The frequency scale should be traced and the tracing moved hori- 
zontally until f corresponds to RJXg = \ {method after Sturley). 

Eqn. (1) is plotted in Fig. 12.1 lA for selected values of B versus R3/X3 which is 
equal to iTrfRsC, and therefore proportional to the frequency. 

For most purposes it is sufficient to use the approximation, for a loss not exceeJing 
1 db at a frequency / : 

C, ^ B/nfR, (2) 
where B 1 + Rsgm/fnfit 
and m = Ib/Ic2- 

For example, type 6J7 with Ri = 0.25, R^ = 1.5 megohms, gm = 850 /xmhos, 
/X( = 20 and m = 4 has B 16.5. For 1 db attenuation at / 50 c/s, C, j=5^ 0.07 /xF. 

The limiting loss of voltage gain.at very low frequencies isl/B ; in the example 
above this is 0.06 (i.e. 24.3 db). If the screen had been supplied from a voltage divider, 
the loss of gain at very low frequencies would have been much less. 
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An unbypassed screen resistor of g^ra ohms gives the same degree of degeneration 
as a 1 ohm cathode resistor 
where r, = dynamic screen resistance {de,/di,) 
triode plate resistance. 
For example, when = 2000 micromhos and — 10 000 ohms, an unbypassed 

0 




40 60 80100 



FIGJ2I1(b) i ■ ' "I 



10 



T 1 1 111] "OVINC 3CAL£ 

500 1000 



50 100 
FRECXJENCY C/S 

Fig. 12.1 IB. Phase angle displacement corresponding to Fig, 12,1 lA. 




ao5 0.1 



Q5 1.0 5.0 
Actuol frequency 



10 



50 



^4 Frequency of which reactance of Cf equals Rf 

FIG. 12. lie 

Fig, 12. lie. Magnitude and phase of factor far use in Fig. 12-1 ID (Ref All). 
Reprinted by permission from RADIO ENGINEERS^ HANDBOOK by F. £. 
Terman, copyrighted in 1943, McGraw-Hill Book Company Inc. 
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screen resistor of 20 ohms will give the same degree of degeneration as a 1 ohm cathode 
resistor. 

The effect of the screen by-pass capacitance on phase shift is indicated by Fig- 
12.11 B. Under normal conditions with a high resistance dropping resistor, the 
angle does not exceed 65°. This angle may be considerably reduced by reducing 
the effective value of /?„ as for example with a voltage divider. Such action is norm- 
ally only necessary with negative feedback. 

(iv) Cathode bias 

(A) Effect of incomplete by-passing on gain 

Provided that the screen is adequately by-passed at all frequencies of operation, 
the procedure is as for triodes (Sect. 2) except that the d,c. current flowing through 




-60* -60® -40** -20* 0 +20* +40* +60* +80* 



(Log) Phase Shift of Ou+pu+ (Lead) 

FIG. 12.110 

Fig, 12.11D. Curves from which the loss in gain and phase shift of output at lovj 
frequencies resulting from resistance-condenser bias impedance Rfif can he calculated 
in a resistance-coupled amplifier for the general case where both screen and bias 
impedances are of importance {Ref, A\2), Reprinted by permission from RADIO 
ENGINEERS' HANDBOOKbyF. E, Terman, copyrighted in 1943, McGrav^-Hill 

Book Company Inc, 
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Rjcis now I J, = /ft + 7c2- The effect of and Cj^ on the voltage gain at any fre- 
quency is given by the approximation (derived from Sect. 2 Eqn. 2) 

A "^sj + sM' + {o.cji^y ^^^^ 

on the assumption that the screen is completely by-passed. 

When the screen is not completely by-ps|ssed, so that both cathode and screen 
circuits are attenuating simultaneously^ffctf' cathode attenuation characteristic is 
affected by the screen circuit. Under^fnese circumstances it is possible to use the 
method due to Terman (Refs. A12j B2) whose curves are reproduced in Figs. 12.1 IC 
and 12.11D, 

Terman expresses the relationship in the form 

Actual output voltage 1 
Output voltage with zero bias impedance ~ 1 + RfgmVP 
where mutual conductance of valve in mhos, at operating point 

Rf ~ cathode bias resistance in ohms 
_ 1 

^ ~ 1 +y(///4) 

/ = actual frequency in c/s 

= l/2iTCfRf = frequency at which the reactance of equals bias re- 
sistance Rf 

A' 

and ^ ^ ~J contributed by the screen circuit at frequency / as given by eqn. 

(1). (Note that jS 1 for complete by-passing). 
The procedxire in a practical case is 

1. Determine ^ ^ \A'/A \ from equation (1). 

2. Knowing / and f^, calculate f/f^, 

3. Apply this value of/Z/j to Fig. 12,11C, thus determining the magnitude of t? 
in db, and also its phase angle. 

4. Calculate the value of R/gmVPi above imity. 

5. Apply the value of RfgmV^ and the phase angle of i? to Fig, 12.1 ID to determine 
the loss in gain (in decibels). 

It will be seen that incomplete screen by-passing results in a smaller value of attenua- 
tion by the cathode impedance than would occur with complete screen by-passing. 

Attenuation curves for a typical r.c.c. pentode are given in Fig. 12.12 for com- 
plete screen by-passing. 

As a useful rule of thumb, sufficient for most design purposes other than for 
amplifiers incorporating negative feedback over 2 or 3 stages, 

fCk ^ 0,55^ „ for 1 db attenuation (4a) 
fCk ^ 0.35 for 2 db attenuation (4b) 
where Ci is in microfarads, 

and gm = mutual conductance in micromhos at the operating plate current. 

The effect of incomplete cathode by-passing on phase angle displacement is ap- 
proximately the same as for a triode, and the curves of Fig. 12.3C may be used, but 
the value of S may be taken as roughly 

B 1^ I -\- g^Ric 

on the assumption that ^ is very large and that R' is small compared with r^, where 

The combined effect of incomplete cathode and screen by-passing and of a grid 
coupling condenser on gain and on phase angle displacement may be determined by 
adding the attenuations in decibels and the phase angles in degrees, provided that 
eqn. (3b) is used for calculating the attenuation due to the cathode impedance. 

(B) Cathode bias resistance 

The cathode bias resistance should preferably be the smallest value which can be 
used without any danger of grid current on the maximum signal, Fortimaiely, 
however, the resistance is not critical and a higher value has very little deleterious 
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Fil'. 12.12, Attenuation characteristics for selected values of cathode by-pass condenser 
with valve type 6J7 and E^^ = 250 voltSy Ri = 0.25, Rg = 0.5, 1.5 megohms. 

Rk = 2000 o/iwj : screen adequately by-passed. 

effect iinder normal operation, provided that the screen voltage is adjusted to give the 
correct operating plate current. 

Optimum values may be calculated for any specific case by first finding the fixed 
bias and then calculating Rj, = Eci/(h + lez)- 

Alternatively, the value of Rj, may be determined by eqn. (5f) below. 

The procedure for the calculation of the cathode bias resistor when a series screen 
resistor is also used, is given in Sect. 3(vi)C, while the graphical method is described 
in Sect. 3(xiii) and (xiv). 

(C) Effect of reverse grid current with cathode bias 

When the screen voltage is maintained constant from a low impedance source, 
the following approximate relationship may be derived from Chapter 3 Sect. 1 eqn (6) : 
for cathode bias , „ . ^ ^ >r 

for fixed bias ^ ^ + ^^^^ ^ + ^^-^i^/h (4c) 
For a typical pentode, type 6J7, the ratio is approximately 1.7, 2,1 and 2.6 for 
Rj^ = 0.1, 0.22 and 0.47 megohm respectively. Now the value of Rg^ for fixed bias 
is derived in (v)a below for a reverse grid current of 1 /lA, so that for type 6J7 the 
maximum grid resistor under this condition with cathode bias and fixed screen voltage 
is approximately 

0.56 megohm for Rj^ = 0.1 megohm, 
0.91 megohm for J?^ = 0.22 megohm, 
1.5 megohms for i?^ = 0.47 megohm. 
With a series screen resistor the following approximate relationship may be 
derived from Chapter 3 Sect. 1 eqn. (6). 

Ra. ^ _ c n 

(4d) 



v„i for cathode bias , , , PgAR^i 

^ 1 _^ _^ 



Rgi for fixed bias 



The first two terms are the same as in eqn. (4c), while the third term is the same as 
the second term of eqn. (5b) below, so that the ratio in eqn. (4d) will normally exceed 
7 : 1, for Rj^ = 0.1 megohm and will be considerably greater than this value for 
Ri = 0,22 megohm or higher. 

However, it is generally advisable to limit the grid resistor to 2.2 megohms maximimi 
for amplifiers having a reduced frequency range and 1 megohm or less for amplifiers 
having a maximum frequency of 10 000 c/s or more. 

(v) Fixed bias 

The optimum bias is the smallest which can be used without danger of positive 
grid current, provided that the screen voltage is adjusted to give the correct operating 
plate current. 
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If the input voltage is known, 

£ci = 1.41 + ^1 + *2 (4e) 
If the output voltage is known, 

= (1.41£o/^) + ^1 + ^2 (4f) 
where = r.m,s. input voltage 

Eq = r.m.s. output voltage from plate to cathode 
A = voltage gain of stage 

ki = bias voltage to avoid damping due to positive grid current — a value of 
1.0 volt maximum would cover all normal indirectly heated valves* 
and kz = increment of bias voltage to allow for the effects of reverse grid current 
in the grid resistor (see below). 

If a fixed screen voltage is used, and the grid resistor has the maximum value de- 
termined in (a) below, then the value of kz may be taken as 0. 1 volt for high slope valves 
(e.g. 6AU6) with not less than 0.1 megohm, and the same value for low slope 
valves with not less than 0.22 megohm. The value of kt may be taken as 0.2 volt 
for low slope valves having R^ less than 0.22 but not less than 0.1 megohm. 

If a series screen resistor is used, and if the grid resistor does not exceed 1 megohm, 
kt may be taken as 0.1 volt maximum. 

With some valves, as the screen voltage is decreased, the grid current commence- 
ment (or cross-over) point may tend to move to a more negative value in indirectly- 
heated types, and to a less positive value (possibly even negative) in directly-heated 
battery pentodes. Low screen volt&ges should therefore he svoided with zero- 
bias operation of battery pentodes, particularly when a high plate load re- 
sistance is used. 

The effect of reverse grid current with fixed grid bias 
(a) With fixed screen voltage 

The position of the operating point in pentodes, for minimum distortion, is fairly 
critical. Thus when the correct screen and grid bias voltages have been applied, 
any reverse grid current that may flow through the grid resistor R^i will cause a change 
in bias and hence a change in plate current to a value less than the optimum. The 
writer considers a change of 0.1 Ej,j,/Rj as being the maximum permissible change 
in plate current due to the flow of grid current. On this basis, the maximum per- 
missible grid resistance with fixed bias and fixed screen voltage can be shown to be 
given approximately by 

^ ^'llO^; (5a) 

where R^i = maximum grid resistarce in ohms, 

Ri = load resistance in ohms, 

If,Q = plate current in amperes at which both and Id are measured, 

gmo =^ mutual conductance in mhos at plate current /joj 

El, I, = plate supply voltage, 

and Id — maximum rated reverse grid current in amperes at plate current Ii,q. 

In this calculation the assumption was made that the ionization current is pro- 
portional to the cathode current, which relationship only holds approximately and then 
only when the grid leakage current is small compared with the ionization current and 
provided that the latter does not increase during operation. 
Values of Kj, have been derived for three valve types- 
Type 6J7 = 5.2 X lOM . „ . 
Ty^e 6SJ7 kI = 5.8 x 10* I ^^^T '' 
Type 6AU6iC^ = 5.7 x io*J - ^ f"^' 
Values of the fimction of i?^ are given below — 

* Higher values may occur in a few cases, but are not typical. See also comments on triodes in Sect. 
2(iv)B. For grid damping see Sect. 2(iv)D. 
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viooo/ 



aooo> 

100 000 5.75 
220 000 7.8 
470 000 10.4 
From which the following values may be calculated ; 



Type 




= 0.1 


0.22 


0.47 megohm 


6J7 




= 0.3 max. 


0.4 max. 


0.54 max. megohm 


6SJ7 


Rgl 


= 0.33 max. 


0.45 max. 


0.6 max. megohm 


6AU6 


Rgl 


= 0.33 max. 


0.44 max. 


0.59 max. megohm 



0.33 megohm for Rj^ 
0.43 megohm for i?^ 
0.56 megohm for Rj 



We may therefore conclude that, for a maximum reverse grid current of 
1 jLiA, the value of J^^i with fixed bias and fixed screen voltage should not 
exceed 

= 0.1 megohm, 
= 0.22 megohm, 
= 0.47 megohm. 

Where the variations of reverse grid currents are such that the large majority of 
valves would have values below half the maximum value— i.e. in this case below 
0.5 fiA — double these values of Rgi would be satisfactory. This would also apply 
in any cases where the' maximum value of reverse grid current is specified as 0.5 /lA. 

(b) With series screen resistor 

When fixed bias is used in conjimction with a series screen resistor supplied from 
the plate voltage source, it may be shown from eqn. (9) of Chapter 3 Sect. 1 that 



for series screen resistor 



1 + 



(5b) 



Rgl for fixed screen yoltage 
where P = Icz/h 

gk = gm(h/h) at the operating point, 
Rgi = resistance of series screen resistor in ohms, 
and figigz = " triode " amplification factor. 

Ratios calculated from eqn. (4c) for typical valves, with a load resistance of 0.1 
niegohm or more, exceed 6 times, so that when a high-resistance series screen 
resistor is used, the grid resistor may be at least 6 times the value quoted 
above for fixed screen voltage. 

However, it is generally advisable to limit the grid resistor to 2.2 megohms maxi- 
mum for amplifiers having a reduced frequency range and 1 megohm or less for am- 
plifiers having a maximimi frequency of 10 000 c/s or more. 



FIG. 12.13 




cmo voLTAGe 

Fig, 12.13. Dynamic characteristic of r.cx, pentode for fixed screen voltage 
0>) compared with mutual characteristic (a). 
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(vi) Dynamic characteristics of pentodes 
(A) General description 

A single dynamic characteristic of a pentode, together with the equivalent mutual 
characteristic, are shown in Fig. 12.13. The slope of the dynamic characteristic at 
any point is given by 

I 1 _^ (5C) 

The values of and g ma are normally within 10% provided that th- operating 
plate current does not exceed 0.8 E^^/R^, Values of and g^^ for valve types 
6J7 and 6SJ7 are given in (vii) below. 

Pentodes differ from triodes in that there is an unlimited number of dynamic 
characteristics for any selected plate voltage and load resistance, there being one 
characteristic for each value of screen voltage. Some typical dynamic characteristics 
are shown in Fig. 12.14A from which it will be seen that these have much the same 
general form, but that they are moved bodily sideways. Careful examination will 
show that the curves for lower screen voltages are less curved than those for higher 
screen voltages. As a general rule, the screen voltage should therefore be as low as 
possible, provided that the correct operating point can be maintained and that positive 
grid current does not flow. 



F!G. I2.MA 




Fig. 12.14A. Family of dynamic characteristics for typical r.c.c. pentode {type 6J7 
with Ebb = 250 voltSy = 0.25 megohm). 

(B) Optimum operating conditions 

A very complete investigation (Ref. B8) has shown that all pentodes normally used 
with r.c. coupling may be adjusted for maximum gain and minimum non-linear 
distortion merely by ensuring that the plate current is a certain fraction (K) of 
Ebb/^L' "^^^^ P^^^^ current may be achieved either by fixing the grid bias (or cathode 
bias resistor) and varying the screen voltage (or series screen resistor) or vice versa. 
The effect of reverse grid current in the grid resistor is to decrease the effective grid 
bias by an amount which may be appreciable with fixed screen voltage, but may 
usually be neglected when a high-resistance series screen resistor is used. In the 
former case, with fixed screen voltage, it is suggested that the design be based on a 
value of half the maximum specified reverse grid current flowing through the grid 
resistor. 

The optimum value of K is not appreciably affected by either the following grid 
resistor or the electrode voltages, provided only that the screen voltage is kept reason- 
ably low. The optimum value of K for minimum distortion is, however, a function 
of the output voltage as indicated below. 
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Output voltage (r.m.s.) = 0.04^^6 0.08£bb 0.l6Ebt, 0,24Et,t> 

Output voltage (r.m.s.)* = 10 20 40 60 

Optimum K = 0.78 0.76 0.70 0.62 

♦For Ebb = 250 volts, 
where K = IJIbm and /^^ = E^^/R^, and R^ = 2/?^. 

For example, with E^^ = 250 volts and -R^ = 0.25 megohm, = 1 mA. 

The voltage between plate and cathode is a function ofK: £6=(1 — K)Ebb* 

When K = 0.78 0.76 0.70 0.62 

Then E^ = 0.22£bs 0.24^6 6 03Eit, 0.38^^6 



(C) Eletermination of series screen and cathode bias resistors when plate 
and screen current curves are available 

If curves of both plate and screen currents versus grid voltage under resistance 
loaded conditions (e.g. Figs. 12.14A and 12.18) are available, the procedure is — 

1. Determine E^ — see (v) above. 

2. Determine the optimum value of K — see (vi)B above. 

3. From the 1^ curves, determine to give the required values of E^ and K ; 
also determine at the operating point. 

4. From the Ic2 curves, determine 1^ at the operating point. 

5. Then Rj, = E,,/(I, + I,,) (5d) 
and R, = (£„8 - E,^/I,, (5e) 



(5g) 



(D) Calculation of series screen and cathode bias resistors 

The procedure for calculating Rg and R,^ is — 

1. Determine Ed as for fixed bias — see (v) above. 

2. Determine the optimum value of K — see (vi)B above. 

- kT/:-, 1) 

where E^ =^ control grid voltage (taken as positive) 
and w = !b/Ic2' 

Typical values of m at normal voltages are : 
Type 6J7 6SJ7 6SF7 6SH7 6AC7 6AU6 1S5 1U5 
m 4.0 3.75 3.75 2.63 4.0 2.54 4.0 4.0 

Equation (5f) is perfectly general, and may be used with any screen voltage source. 
The only approximation is the assumption that m is constant. 

4. Then B,, ^ + - - ^) 

where Ec^ — screen voltage 
ft( = triode mu 

£a = screen voltage at which / & = 2 mA for Ed=^ 
^ 22 (for 6AU6), 25 (for 6SJ7), 39 (for 6J7) 
R^i = 0.1 MQ 

and gnd = max. slope of dynamic characteristic with R^ =■■ 0.1 

Equation (5g) may also be used with fixed bias E^. 

5. Then R. ^f<^^i> " ^ca) (5h) 

Note : This procedure is based on several approximations (e.g. that myg^a and E2 
are constant) but is sufficiently accurate for all practical purposes for any pentode. 

It will be seen that a single operating condition is incapable of giving optimimi 
performance for both low and high levels. For low level operation^ Ed may be taken 
as — 1.3 volts, while for high level operation Eo may arbitrarily be taken as 0.24^6 6 
volts r.m.s. unless it is desired to determine some intermediate condition. 

It will be seen from eqn. (5g) that the optimimi screen voltage is a function, not only 
of Edi but also of R^^ — a higher value of load resistance permits a lower screen voltage. 
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(E) Screen supply from voltage divider 

Although a series screen resistor is normally preferable, the screen may be supplied 

in certain applications from a voltage divider. The procedure is straight forward, 

but the voltage should be adjusted manually or else the two resistors should have 
± 5% tolerances. 

When a screen voltage divider is used, the equivalent series screen resistance is 
given by the resultant of the two sections of the voltage divider in parallel. This 
value may be used as in eqn. (6) of Chapter 3 Sea. 1, although if Rg^ is less than 
50 000 ohms, its effea is small. 

If the equivalent series screen resistance is less than 50 000 ohms, the screen voltage 
may be considered as fixed, and it is then necessary to increase the grid bias to allow 
for the effect of reverse grid current. 

The increase in grid bias is 
AEc, = R,JcJ,/ho (6a) 
where It,o = plate current at which the reverse grid current is measured, 
and Id may be taken as half the maximum specified reverse grid current (say 1 /lA) ; 
i.e. (say) Ici = 0.5 /iA. 

The increased value of cathode bias resistor is given by 

= Rj, +ARj, (6b) 

el ^ 



where AR,^^^^^^^- 

and Ec\ is given by equation (6a). 
Using the suggested value of /d, we have 
^ffi X 0-5 X 10-« m 

=Ru + ~ J —rj (6c) 

For example, if R^i = 1 megohm, /jo = 2 mA, and m = 4, then 
Ri = Ri + 200 ohms. 

(vii) Gain at the mid-frequency 

(A) The voltage gain at the mid frequency (for small input voltages) is given by 

(1/r,) + il/R,) + (l/R,) ^ ^ 

where = mutual conductance at operating plate current, 

rp = plate resistance at operating point, 
and Rg — resistance of following grid resistor. 

The mutual conductance at the working plate current is often an unknown factor, 
and methods for determining it are given below (E). 

(B) Alternatively, the gain may be calculated from the slope of the dynamic charac- 
teristic : 



(8) 

where = slope of dynamic characteristic at the operating point — see (E) below, 
and R ^ RMRl + ^a). 

(C) The gain may also be calculated graphically from the dynamic charac- 
teristic (Fig. 12.13). If the peak-to-peak grid input voltage is CD, then the in- 
stantaneous plate current will swing between the extreme limits M and P, giving a 
peak-to-peak output voltage EF measured on the plate voltage scale. To allow for 
the effect of Rg, the output voltage must be multiplied by the faaor RJ{R„ + R") 
where R' = r^Jijr^ + Rj) ^ R^. 

Typical voltage gains are : 

R^ R, 6J7 6SJ7 6AU6 

0.1 megohm 0.5 megohm 94 104 168 

0.25 megohm 0.5 megohm 140 167 23D* 

0.5 megohm 2.0 megohms 230 263 371** 

*Rj^ = 0.22 megohm. **/?£ = 0.47 megohm. 
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If the resistance of the following grid resistor Rg is limited, the maximum gain 
on low input voltages is obtained when the load resistance is approximately equal 
to the following grid resistance, i.e. R^^^ Rg. 



(D) Gain in terms of g„ and 

Eqn. (7) may be put into the alternative form 



(9a) 



1 +ivR 
where R = RJig/^R^ + Rg) 

i9 == plate conductance = l/r^. 
Unfortunately " G," curves for pentodes hold only for a fixed screen voltage and 
are not flexible curves for type 7E7 are shown in Rcf. A15). 



(E) The determination oi gm4> and 

The values ofgn^^g^d and for use in equations (7), (8) and (9) arc difficult to 
calculate with any precision, but may be measured on an average valve. 

Curves of constant g^^ could) with advantage, be plotted on the family of dynamic 
characteristics such as Fig. 12.14A, although this has not yet been done. 

Mutual conductance 

For the general case see (x)A below. Fig. 12.14B gives an approximation to the 
maximiun value of ^ „ with any load resistance for two typical pentodes. This value 
is believed to be accurate within ± 10% for an average valve. 

Slope of dynamic characteristic 

The value of the slope of the dynamic characteristic at any point is given by 
gr., = gj{l -hR^/r^) (9b) 
where g^^ = slope of dynamic characteristic at operating point 

gm = mutual conductance at operating point 
and = plate resistance at operating point. 

FIG. I2.HB 



Fig, 12.14B. Mutual conductance 
of resistance-capacitance coupled pen- 
todes types 6J7 and 65J7 plotted 
against load resistance. In each 
case the value of K is taken as being 
adjusted to give maximum mutual 
conductance. 




O-I 0-2 0*4 



0-5 



Plate resistance 

The value of plate resistance r, at the operating point may be estimated from Sect. 
3(x; below. 

Data for types 6J7 and 6SJ7 

Detailed values of mutual conductance {£v)» slope of the dynamic characteristic 
{g^^ and plate resistance (r,) for types 6J7 and 6SJ7 are tabulated below. It is 
emphasized that there are considerable variations between valves, particularly with the 
plate resistance. 
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Valve type 




6J7 




6SJ7 




Plate supply voltage 
Published 




250 




250 




volts 




1225 




1650 


^mlios 




? m 


S m d 




S m 


S m d 


' V 




^mlios 


^mhos 


MQ 


^mhos ^mhos 




0.1 0.78 


1065 


980 


0.6 




1 980 


0.7 


0.76 


1080 


1010 


0.67 


1380 


1290 


0.9 


0.70 


1130 


1080 


1.1 


1370 


1310 


1.3 


0.62 


1120 


1080 


1.5 


1340 


1290 


1,4 


0.55 


1100 


1060 


2.1 


1335 


1280 


1.7 


0.25 0.78 


896 


834 


1.6 


1050 


990 


1.7 


0.76 


880 


836 


1.9 


1040 


985 


1.8 


0.70 


860 


830 


3.0 


1000 


960 


2.4 


0.62 


820 


790 


3.3 


940 


900 


3,3 


0.55 


790 


765 


3.7 


920 


845 


3,4 


0.5 0.78 


670 


640 


3.0 


720 


660 


3.0 


0.76 


660 


630 


3.6 


710 


660 


3.0 


0.70 


647 


620 


4.5 


650 


648 


3.7 


0.62 


595 


575 


5.2 


590 


580 


5.0 


0.55 


550 


540 


6.0 


519 


495 


5.4 



♦With = 250 volts, Ec2 = 100 volts, E^i = - 3 volts. 



(viii) Dynamic characteristics of pentodes and comparison with 
triodes 

A family of dynamic characteristics for a typical pentode is shown in Fig. 12.14A. 
There is one curve for every possible value of screen voltage, but it is obvious that 
those for lower screen voltages (e.g. 30 volts) are less curved than those for higher 
voltages. In actual operation the quiescent operating point is fixed, and the signal 
voltage on the grid causes the plate current to swing along the dynamic curve. This 
only holds strictly when there is no following grid resistor or other shunt load, but it 
is sulficient for design purposes since allowance can readily be made for the effect of 
Rg in reducing both the voltage gain (eqn. 8) and the output voltage. 

The voltage drop in i?^ is proportional to the plate current, and therefore a plate 
voltage scale may be added to Fig. 12. 14A. The general treatment and the calculation 
of gain are identical with, those for ideal linear dynamic characteristics as applied to 
triodes in Sect. 2(viii). In the case of pentodes the operation can be kept outside 
the grid current region, without any other loss, by selecting a suitable screen voltage. 

A single pentode dynamic characteristic (that is one for a fixed screen voltage) is 
drawn as curve b in Fig. 12.13. For comparison, curve a has also been included, 
this being the ordinary mutual characteristic for the same screen voltage. At low plate 
currents the two are practically identical but they diverge steadily up to the point of 
inflexion* P, beyond which the dynamic characteristic forms the " top bend." 

The line X Y is at a plate current / 1, „ = H ^ ^/i? ^ at which the factor K = 1. This 
curve is typical of the shape of all pentode dynamic characteristics which differ mainly 
in the slope and the horizontal displacement of the curve. The effects of changes in 
R I sure largely overcome by the use of the factor K in place of the actual plate current. 

Comparison between triode and pentode d3mamic characteristics 

Both triode and pentode dynamic characteristics are shown in Fig. 12.15 in such a 
way as to enable a comparison to be made between them. Over the region from 
K = OA to K = 0.6 they appear to be very similar, but in the region from K = 0.15 
to 0.4 the pentode characteristic appears less curved than the triode, while in the 
region from K = 0.6 to 0.8 the triode charaaeristic appears less curved than the pen- 
tode^ 

*The point of inflexion is the point at which the curvature changes from one direction to the other, 
and is the point of greatest slopie. 
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Fig. 12.15. Comparison between pentode and triode dynamic characteristics of the 
same valve (65J7 with E^^^25Q volts, = 0.25 megohm, E,^ = 22.5 volts for 
pentode, connected to plate for triode characteristics ; triode characteristics divided 
by slope factor 0.0813 and superimposed so that points for =0.5 mA coincide). 
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(ix) Maximum voltage output and distortion 

The maximum voltage output, with any specified limit of distortion, is obtained 
when Rg is much greater than R^, If Is limited, the maximum voltage output 
is obtained when R^ is much less than Rg. The following table is typical of rx.c. 
pentodes such as types 6J7 and 6SJ7, and also enables a comparison to be made with 
triodes. The optimum, value of K has been used throughout. 

Intermodulation distortion* with ^^t. 250 volts 



Output voltaget 




10 


19 




37 


63 


Valve type ej7 




Intermodulation distortion % 


R^ = 0.1 Rg 


= 0.1 MS) 


0.35 


2.2 




8.6 


— 




0.2 


0.3 


1.5 




4.6 


14.0 




0.4 


0.26 


0.85 




3.9 


12.5 


R^ = 0.25 MQ Rg 


= 0.25 MQ 


0.65 


1.9 




7.4 


37 




0.5 


0.5 


1.6 




4.4 


17 




1 
1 


0.35 


1.4 




3.5 


15 


Rl - 0.5 MQ Rg 


= 0.5 MQ 


1.0 


3.7 




14.0 


54 




1 


0.8 


2.6 




9.5 


32 




2 


0.5 


2.0 




6.5 


19 


Valve type 6SJ7 














Rl = 0.1 MQ R, 


= 0.1 MQ 


1.0 


2.9 




12.0 






0.2 


0.9 


2.2 




8.3 


24 




0.4 


0.8 


1.5 




5.9 


20 


Rl == 0.25 MQ R, 


= 0.25 MQ 


2.1 


6.0 




16.0 


67 




0.5 


1.1 


3.8 




13.0 


38 




1 


1.0 


3.0 




11.0 


23 


Rl = 0.5 MQ Rg 


= 0.5 MQ 


3.0 


8.3 




18.0 


76 




1 


2.1 


6.6 




15.0 


42 




2 


1.5 


4.4 




12.5 


28 


The maximum output voltage for limited intermodulation distortion (r.m.s. sum) 


is indicated below for type 6SJ7 pentode with Rg 




















































I.M. = 2.5% 


5% 




10% 




20% 


0.1 MQ 


0.09 


0.13 




0.18 




0.25 


0.25 


0.08 


0.11 




0.16 




0.22 


0.5 


0.07 


0.09 




0.13 




0.20 



When Rg = IR^yXhc factors above should be multiplied by 0.87. When R^ = R^y 
the factors above should be multiplied by 0.7, The values are for = 250 volts, 
but hold closely over the range from 200 to 300 volts. Optimum operating con- 
ditions are assumed. 



Harmonic distortion 

Type 6SJ7 with = 250 volts, R^ = 0.25 MQ, R, = 0.5 MQ 



K = 0.8 0.76 0.72 0.65 0.6 0.56 

^o(rm,) volts 8 16 30 52 62 78 

Eoir„ ,)/Ej,j, 0.03 0.06 0.12 0.21 0.25 0.31 

% 0.3 0.9 2.6 3.5 5.4 4.4 

H3 % 0.24 0.19 1.25 4.2 5.0 12.0 

H4 % 0.14 0.11 0.19 1.9 2.2 2.85 

% 0.01 0.02 0.18 0.67 0.28 0.17 



*Modulatioo method — r.m.8. sum. For details and for relation between intermodulation and har- 
monic distortion see Chapter 14 Sect. 3. 

tThe arithmetical sum of the r.m.s. values of the two component waves. 
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Comments 

1. Type 6J7 (with published gm ~ 1225 /tmhos) has less distortion than type 
6SJ7 (with published = 1650 /mihos) under the same conditions. 

The distortion for a given output voltage increases when a valve is replaced by 
another having higher mutual conductance, although there are also differences be- 
tween valve types having approximately the same mutual conductance. 

2. Load resistance = 0.1 megohm provides lower distortion than higher values 
of load resistance. 

3. The distortion under any given conditions decreases when the resistance of the 
following grid resistor is increased. 

Comparison between triode and pentode 

[Refer Sect. 2(ix')] 

The comparison is based on intermodulation distortion with type 6SJ7 as both 
triode and pentode, having Ri = 0.25 and = 1 .0 megohm (Fig. 12.16A). Gener- 
ally similar results are obtained with type 6J7 and with other load resistances (Ref. 
B8). 

1. At the level used in the first a-f stage in a typical receiver {E^ — 10 volts r.m.s.) 
the pentode gives only about one eighth of the intermodulation distortion given by a 
triode, when both are adjusted for minimum distortion. 

2. The two curves in Fig. 12.16A cross, and the intermodulation distortion is there- 
fore the same for both triode and pentode, at about 31 r.m.s. volts output. 

3. At higher output voltages the pentode gives the greater intermodulation dis- 
tortion, the ratio being 2.3 ; 1 at 63 r.m.s. volts output. 

4. The pentode, to give the minimum value of distortion, requires fairly critical 
adjustment. Under the working conditions recommended in this section, however, 
the distortion with a pentode is likely to be less than with a general-purpose triode at 
output voltages up to about 20 volts r.m.s. 



Fig, 12.16A. Intermodulation distortion 
for type 6SJ7 with E^^ = 250 volts, 
Rl = 0.25 MQy R, =^ 1.0 MQ, in both 
triode and pentode operation. 

'O ID 20 30 40 50 60 TO 
OUTPUT VOLTS 

(arithmetic sum Of ti,MA vALues; 

(x) Conversion factors with r.c.c. pentodes 

(A) The mutual conductance may be derived from published data (generally 
plotted against ^^i) or if these are not available then it may be calculated as for triodes. 
Sect. 2(x). See also values quoted for 6J7 and 6SJ7 in (vii) above. 

(B) The plate resistance may be estimated by the following method from pub- 
lished data. The usual data are for either equal plate and screen voltages (e.g. 100 V) 
or for 250 V and 100 V respectively. Unfortunately there is no general rule for cal- 
culating the effect of a change of plate voltage on the plate resistance, and the accuracy 
obtainable by graphical means is very poor. However, as some sort of guide, the 
plate resistance of type 6SJ7 is increased about twice, and of type 6J7 about 2,75 times, 
for a change from 100 to 250 volts on the plate, with 100 vohs on the screen and - 3 
volts grid bias. 

The plate resistance of a r.c.c. pentode may vary from slightiy below the published 
value at = £"^2 = 100 volts, to 6 or 8 times this value, depending on the load re- 
sistance and value of K, Typical values for types 6J7 and 6SJ7 are given below [see 
also table in (vii) above] : 

Ri =0.1 megohm = 0.6 to 2.1 megohms 

i^jr = 0.25 megohm = 1.6 to 3.7 megohms 

0.5 megohm -= 3.0 to 6.0 megohms 

for K = 0.78 to 0.55 respectively. 
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There are considerable variations between different valves, and some may have 
plate resistances less than half these values, while others may have higher plate re- 
sistances. 

(C) Conversion factors applied to whole amplifiers 

If one set of operating conditions is available, it is possible to calculate others. 



Given 



Ebb Rl 
300 V 0.1 MQ 

Example : 

(1) To calculate conditions ^oi Rj^ - 



450 Q 



Ra Rff 

03 MSi 0.25 MQ 



A 
82 



81 V 



Ebb 

Er 

Rk 
Rs 



0.25 megohm, 



300 vohs : 

2.5 (i.e. resistance conversion factor). 
2.5 X 450 = 1130 ohms. 
= 2.5 X 0.5 = 1.25 megohms. 
_ 2.5 X 0.25 0.75 megohm. 
Eg will be approximately the same for the same distortion. 
A is affected both by the load and the mutual conductance. 

The load resistance factor is 2.5 ; the mutual conductance factor is IbJibi 
^1/2.5 = 0.74. Therefore ^ = 82 x 2.5 x 0.74 = 152. 
Note : If Ebb had been altered, the mutual conductance factor would have been 
E b ifJiLi/E b fti^£2' 

(2) If all resistors are multiplied by a factor F^y leaving E i, (, unchanged, the voltage 
gain will be increased approximately as tabulated : 
F, 0.4 0.5 0.75 1.0 1.5 2 2.5 
Voltage 

gain 0.54^ 0.63^ 0.83^ A 1A3A 1,5SA l,S5A approx. 
In practice these may vary ± 10% or even more. 

(xi) Equivalent circuit of r.c.c. pentode 

The exact a.c. equivalent plate circuit of a r.c.c. pentode is given in Fig. 12.16B 
where the '* constant current generator " circuit has been adopted. This could 
equally be applied to the triode case (Fig. 12.8) or vice versa. In other respects the 
triode and pentode equivalent circuits are identical [see Sect. 2(xii)]. Both the cathode 
and screen circuits are assumed to be adequately by-passed at aU signal frequencies, 
or the effects to be separately calctilated. 



G 

F 



FIG.I2.I6 e 



Fig. 12,16B. Exact ax. equivalent plate 
circuit of a r.c.c, pentode. 



-OK, 



(xii) Voltage gain and phase shift 

Provided that the cathode and screen circmts are adequately by-passed at all signal 
frequencies, or that their voltages are obtained from low impedance sources, the 
voltage gain and phase shift will be the same as for the triode case [Sect. 2(xiii)]. In 
the case of a pentode it is usually possible to neglect the " Miller Effect " capacitance 
from the plate circuit. 

The low frequency response [Sect. 2(xiii) ; eqn. (15)] will be slightly higher 
than for a triode with the same values of Ci, Rj and R„ owing to the higher value of r 

The high frequency response [Sect. 2(xiii), eqn. (16)] will normally be lower 
than that for a triode, owing to the higher value of /?" due again to the higher plate 
resistance. The valve output capacitance is usually greater for a pentode than for a 
triode, this being a further contributing factor. The high frequency response may 
be extended to higher frequencies by reducing the resistance Qf the plate load resistor, 
although at the cost of gain. A similar result may be achieved by the use of negative 
voltage feedback. 
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The effect of the screen and cathode by-passing has been covered in (iii) and (iv) 
above. 

(xiii) Screen loadlines 
(A) Exact method using 7^2 versus E^^ characteristics 

These characteristics (Fig. 12.17) only apply to a single value of supply voltage 
and plate load resistance. The screen loadline is a straight line drawn from A to B. 
Point A : E.^ Ecc2 (here 250 volts), 7,2 = 0 

Point B: ^^2=0, Ici^EccJRs (here 250/1.5 - 167 

It is then necessary to transfer the values of Ec%i at the intersections of the Eci 
curves and the loadline, to a second curve in which is plotted against E^t- From 
the latter, the values of Ecx corresponding to the screen voltages of the dynamic 
characteristics (Fig. 12.14A) are determined, and transferred directly to the plate 
dynamic characteristics, and the screen loadline drawn as a smooth curve (Fig. 12.19). 




Fig, 12.17. Screen Icz versus Ect characteristic for type 6J7 ; Ebb = 250 
volts, Ri = 0.25 MQ. A screen loadline is shown. 



(B) Exact method using I versus Eci characteristics 

This is an alternative method illustrated by Fig. 12,18 on which the screen loadline 
(which in this case is slightly curved) may be plotted. On each Ec2 curve plot the 
corresponding value of 1^ derived from the equation 

Ic2 = (^c.2 ~E,,)/R, (10) 

Then draw a smooth curve (CD in Fig. 12,18) through the plotted points. The 
values of corresponding to the points of intersection are then transferred directly 
to the plate dynamic characteristic, and the loadline drawn as a smooth curve (Fig. 
12.19). 



«J7 




Eig. 



£c)(vOLT3i 



12.18. Screen let versus E^i characteristics for type 6J7 ; static curves^ nre for 
E^i, = 250 volts 3 Ri = 0.25 MQ. A screen loadline is shown. 
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h = 47,2 

0.60 mA 

0.68 

0.76 

0.84 

0.92 



(C) Approximate method* 

This is based on the assumption that the ratio of plate and screen currents is con- 
stant, such being only a rough approximation ; it is, however, good enough for many 
purposes. Using the conditions for Fig. 12.19 and assuming I^/Ic^ = 4.0 (as for 
type 6J7) and R, — \ megohm, we can draw up the table : 

100 V 150 V 0.15 mA 

80 170 0.17 

60 190 0.19 

40 210 0.21 

20 230 0.23 

The values of / ^ are then plotted on the characteristics corresponding to the respective 
screen voltages {E^z). The screen loadline (Fig. 12.19) is almost a straight line which 
may be extended to cut the horizontal axis at approximately 

E,^^ - E.cJ^t (11) 
and which may be shown to have a slope of approximately 

mfltgmd/iRsgmd + mUt) (12) 

where fit = valve triode mu, 

gmd = slope of plate dynamic charaaeristic at point of interest, 
and m = ratio of plate to screen currents. 

Alternatively, the point of intersection of the screen loadline with the horizontal 
axis may be determined by the point of cathode current cut-off on the *' triode " 
characteristics (if available) where Ef, ~ Ecez- 
The plate current at E^ = 0 is given approximately by 

ho^ ^gmdEccz/Rngmd + rn^i (13) 
The value of screen resistor to provide a plate current — KEi^i^/R^ ai a fixed 
grid voltage E^i when E^c'* = En, is given approximately by 

} 



(14) 



6J7 

PLATE SUPPLY 3 50V. 
PLATE LOAD O SSMA 
SCREEN SUPPLY 250V 
SCREEN RESISTOR i MH 




Ecz. 

20 VOLTS 



Fig, 12.19. Plate dynamic characteristics for type 6J7 with screen loadline. 

Variations in ratio between plate and screen currents 

Although considerable variations exist, particularly in the region of high plate 
current, there is a comparatively large region within which the ratio is constant within 
i 5%j this being fortunately in the region most generally useful for amplification 
(e.g. shaded area in Fig. 12.20). 

The variations which occur are mainly caused by the variations in the ratio of 
plate to screen voltages. It is clear that they will be serious for less than E^z 
(above broken line in Fig. 12.20) but the variations become greater as £"(, approaches 
£'12. If it is desired to make accurate calculations involving an assumed constant 
value of m (— Ijt/Icz) it is desirable to maintain Et,/Ec2 nearly constant. The use 

*A further approximate method is described in Ref. B12. 
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of a series screen resistor with a resistance equal to mR^ (or slightly above this value) 
assists in maintaining the constant current ratio, 

(xiv) Combined screen and cathode loadlines and the effect of 

tolerances 
(A) Cathode loadlines 

The method normally adopted is an approximate one but very convenient, since 
it may be used directly with the plate dynamic characteristics. Provided that / &// c2 ^ 
m = constant, the current through Rk will be {m + 1) so that it is necessary to 
use a *' conversion factor " of m/{m + 1) in respect to both the current and slope of 
the leadline. For example if m = 4, the loadline for a cathode bias resistor of 2000 
ohms would have a slope of - 1 /2500 mhos. The effect of any error in the value of 
m is minimized through the screen current being only a small fraaion of the cathode 
current. 



I'O 




Fig. 12.20. Plate dynamic characteristics for type 6J7 tvith curves of constant 

plate to screen current ratio. The shaded area has m within ± 5%, 
Fig. 12.21. Cathode loadline {OF) with single plate dynamic characteristic for 
type 6J7. The broken lines show the limits of ± 10% tolerances in Rk- 



The method is illustrated in Fig. 12.21 where only one plate dynamic characteristic 
is shown, with a cathode bias loadline OF having a slope of — m/(m + l)Rk' The 
static operating point is at P, the intersection of OF with the dynamic characteristic. 
Owing to the very large plate load resistors commonly employed, there is very little 
rise in plate current due to rectification effects, so that P may be regarded as the 
dynamic operating point. 

The effect of ± 10% variation in /2fc is illustrated by lines OF'' and OF' respec- 
tively in Fig. 12.21. 

It may readily be shown geometrically that ± 10% variation in Rj, has less effect 
on I J, than ±10% variation in E^^. 

(B) Cathode and screen loadlines and tolerances 

When both cathode and screen resistors are used, the point of operation is the 
intersection of the two loadlines (Fig. 12.22). In this diagram it has been assumed 
that the screen loadhne is a straight line, this being closely correct except at very low 
and high values of Ij,. However, any practicable method for determining the screen 
loadline may be used— see (xiii) above. 

The effect of ± 10% variation in the resistance of R^ is indicated by the broken 
lines, and the combined effect with ± 10% variation of both Rs and Rj, is indicated 
by the region shown shaded. It is on account of these inevitable variations, together 
with valve variations, that it is inadvisable to operate with too low a nominal screen 
voltage and consequently very close to the grid current point, 

(C) Tolerances in general 

All three resistors R^y R^ and R^ have partially self-compensating effects which 
enable fairly satisfactory results to be obtained with ordinary 10% tolerances in the 
resistors. If operation is required for minimum harmonic distortion at low level or 
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nC. t2.33 




Fig. 1 2.22. Plate dynamic characteristics of type 6}7 with screen and cathode loadlinesy 
showing the effect of ±: 10% tolerances in both and Rj,. 

for a high output vohage, the resistors may beneficially have closer tolerances or be 
selected so that high R^, high R, and high go together, and similarly with low 
values. 

The supply voltage may be varied by a ratio up to 2 : 1 in either direction without 
very serious effects in normal operation and without necessarily making any change 
in R^y Rs or 

(xv) Remote cut-off pentodes as r.cc. amplifiers 

Remote cut-off (" variable-mu ") pentodes may be also used satisfactorily as r.c.c. 
amplifiers, although they give higher distortion for the same voltage output, and should 
therefore be restricted to low level operation. However, they are quite satisfactory 
in ordinary radio receivers for the first a-f stage driving an output pentode. Opera- 
tion is slightly more critical than with sharp cut-off pentodes, but a value of K = 0.78 
is reasonably close for low level operation. 

As a typical example, intermodulation distortion on type 6SF7 is tabulated for 
Eti = 250 volts. 





R, E, = 10 


19 


37 


63 volts r.m. 


0.25 


0.25 MQ 1.8% 


5.5% 


17% 






0.5 1.5% 


4.0% 


13.5% 


52% 




1.0 1,2% 


3.0% 


10.5% 


34% 




Optimum value of K 








0,25 MQ 


0.8 


0.78 


0.73 


0.63 



(xvi) Multigrid valves as r.c.c. amplifiers 

All types of multigrid valves may be used as r.c.c. amplifiers, and behave effectively 
the same as pentodes provided that the unused grids are connected to suitable fixed 
voltages. Operating conditions, including suitable values of Kj are the same as for 
pentodes. 

(zvii) Special applications 

1, An article giving useful information on 28 volt operation is Ref. B4. 

2. An article describing a special pentode ojierating as two triodes in cascade, 
giving gains up to 500 with a 45 volt plate supply, is Ref. B6. 
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(xviii) Comments on tabulated characteristics of resistance-coupled 
pentodes 

Comments are as for triodes — Sect. 2(xiv). See Sect. 3(v)5 (vi)B and E for optimum 
operating conditions. 



SECTION 4 : TRANSFORMER-COUPLED 
AMPLIFIERS 



VOLTAGE 



FIG. 12.23 



(0 Introduction (it) Gain at the mid-frequency {Hi) Gain at low frequencies 
(iv) Desirable valve characteristics (v) Eqteivalent circuits (vi) Gain and phase shift 
at all frequencies (vH) Transformer characteristics (viii) Fidelity (ix) Valve load- 
lines (x) Maximum peak output voltage (xi) Transformer loading (xii) Parallel 
feed (xiii) Auto-transformei' coupling (xiv) Applications (xv) Special applications, 

(i) Introduction 

Transformer-coupled voltage amplifiers usually employ general purpose triode 
valves with plate resistances about 6 000 to 10 000 ohms. Valves having higher 
plate resistance require excessively large transformer inductances^ while valves having 
lower plate resistances are only used in special 
applications, with transformers designed to 
handle the higher plate currents. 

A typical transformer-coupled amplifier 
stage is shown in Fig. 12.23 where Vy is the 
valve under consideration, with transformer 
T coupling it to the grid of the following 
valve (Vi), The stage gain is the voltage 
gain from the grid of V^ to the grid of Kg. 
Push-pull transformers are covered in Section 
6. Read also Chapter 5 Sections 1, 2 and 3* ^^S- 12.23. Circuit diagram of 

transformer-coupled voltage amplifier 




(ii) Gain at the mid-frequency 

An unloaded transformer with high inductance and low losses has a very high 
impedance at the mid-frequency ; an input impedance of 1 megohm at 1000 c/s 
is not uncommon. 

With the circuit of Fig. 12.23, the voltage gain at the mid-frequency is very nearly 
Ao = y^T (1) 
where /a = amplification factor of valve 
T = turns ratio = Ni/Ny 
Ni = primary turns 
and Ni ~ secondary turns. 

The gain with loaded transformers is deah with in (xi) below. 



(iii) Gain at low frequencies 

At low frequencies the gain is reduced by the shimting effect of the primary induct- 
ance. The gain relative to that at the mid-frequency (^o) is given in Chapter 5 
Sect. 3(iii)a particularly eqn. (1). 



(iv) Desirable valve characteristics 

(a) Low plate resistance — gives better bass response. 

(b) High amplification factor — gives higher gain. 
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(c) Low operating plate current — reduces the direct current through the trans- 
former primary and thus increases the effective inductance compared with a 

valve having a higher plate current. If necessary, any valve may be over- 
biased so as to bring the plate current to a suitable value — 5 mA is quite usual. 

(d) High maximum plate voltage — only desirable if a high input voltage is required 
by the following stage (e.g. push-pull low mu triodes, or cathode follower). 

(v) Equivalent circuits 

See Chapter 5 Sect. 2, particularly Fig. 5.9, the input terminals of which are to be 
understood as being connected to a generator fie g in series with r^,. 

(vi) Gain and phase shift at all frequencies 

A transformer tends to produce a peak in the gain/frequency characteristic due to 
the series resonance between the total leakage inductance and the distributed capacit- 
ance of the secondary. This peak may be made negligible by ensuring that 

Qs = <^JJI\r^ + (r^/n + rj <. 0,8 (2) 
where = Q of resonant circuit in secondary 

co^ = Itt X frequency of resonance = \/ \jV C^T^ 
U ^ leakage inductance referred to primary 
Cj = secondary equivalent shimt capacitance 
= d.c. resistance of primary 
= d.c. resistance of secondary 
and T ~ turns ratio = NJN^. 

Irrespective of the value of there is a 90° phase angle shift (lagging) at the fre- 
quency of resonance which extends asymptotically to 180° at infinite frequency. The 
rate of change is more gradual for lower values of Qs. It is on accoimt of this phase 
shift that transformer coupling is avoided as far as possible with negative feedback, 
and that (when unavoidable) the secondary is heavily damped to give a low Q^. 

At low frequencies a transformer-coupled amplifier has the same attenuation and 
phase angle shift (leading) characteristics as a r.c.c. amplifier due to its grid coupling 
condenser alone (see Fig. 12.9). 

See Refs. A12 (pp. 366-371 and curves Fig, 13) ; A13 (pp. 28-38). 

(vii) Transformer characteristics 

See Chapter 5 Section 3. 

(viii) Fidelity 

Distortion caused by the valve is usually very low in the vicinity of the mid-fre- 
quency with imloaded transformers of high impedance — about 1% to 2% second 
harmonic with maximum grid swing — but it increases as the transformer is loaded, 
up to about 5% second harmonic and 2% or 3% third harmonic. At frequencies 
below 1000 c/s the impedance steadily falls, while the loadline opens out into a broad 
ellipse at low frequencies. The valve distortion may be considerable at high output 
levels under these conditions [see Chapter 2 Sect. 4(vi)]. 

The transtbrmer (core) distortion is usually quite appreciable and may cause serious 
intermoduiation distortion [see Chapter 5 Sect. 3(iii)]. 

(ix) Valve loadlines 

The loadline for the mid-frequency approximates to a resistive loadline [see Chapter 
2 Sect. 4(i) and (ii)]. The procedure is identical to that for Fig. 2.23 except that the 
loadline AQB is at a smaller angle to the horizontal. 

(x) Maximum peak output voltage 

To determine the maximum peak output voltage for the mid-frequencyj refer to 
the published curves (say type 6]5), determine 1^ (say 5 mA) and (say 250 V) ; 
mark Q at -Cj = 250, /» = 5 mA ; draw a horizontal loadline through Q ; determine 
£"1,0 for the grid current point {E^ = — 0.5 V) on the loadhne — here jFjo =65 volts. 
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The maximum peak output voltage in this example is (E j, — E i,q)T =^ (250 — 65) 
T = 185 T volts = 0.74 E^T. This is reduced as the load becomes less, and a value 
of about 0.65 Et,T is fairly typical. 

(xi) Transformer loading 

A resistor shunted across the secondary reduces the value of Q„ thereby giving more 
uniform high frequency response, and also extends the low frequency response. A 
resistor shunted across the primary extends the low frequency response. If /i is the 
low frequency giving a specified attenuation with an unloaded transformer, then the 
same attenuation is reached at 0-5 /j when the total shunt load effective across the prim- 
ary is equal to r^, and at (2/3) with a shunt load of 2/- p. 

Loading results in higher valve distortion and secondary loading also results in 
higher transformer distortion. Loading is generally undesirable, although unavoid- 
able in some applications ; it reduces the maximum peak output voltage and the gain. 

The effective load on the valve is given by R f = Ri + RJT^ 
where R^ — resistance shunted across the primary 

i?2 = resistance shunted across the secondary 
and T = N2/N1 = turns ratio. 

(xii) Parallel feed 

Parallel feed (Fig. 12.24) avoids the direct plate current passing through the trans- 
former primary and thereby increases its effective inductance, and decreases trans- 
former distortion. Owing to the drop in the average plate voltage will be con- 




Fig. 12.24, Circuit diagram of 
parallel-fed transformer-coupled volt- 
age amplifier. 



siderably less than the supply voltage and this may restrict the maximum output 
voltage. If a high output voltage is required, the supply voltage may be increased 
up to the maximum rating. It is generally desirable to make a resistance of 3 or 4 
times the plate resistance of the valve. Higher values of R f result in increased dis- 
tortion at low frequencies due to the elliptical load-line. Lower values of R^ result 
in lower gain and increased distortion at all frequencies. 

The optimum value of C is dependent upon the transformer primary inductance, 
and the following values are suggested — ■ 

L = 10 20 30 50 100 150 henrys 

C - 4.0 2.0 2.0 1.0 0.5 0.5 /zF. 

These values of capacitance are sufficiently high to avoid resonance at an audible 
frequency. Use is sometimes made of the resonance between C and the inductance 
of the primary to give a certain degree of bass boosting. By this means a transformer 
may be enabled to give uniform response down to a lower frequency than would other- 
wise be the case. It should be noted that the plate resistance of the valve, in parallel 
with Rf , forms a series resistance in the resonant circuit. The lower the plate re- 
sistance, the more pronounced should be the effect [see Chapter 15 Sect. 2(iii)CJ. 

It is frequently so arranged that the resonant frequency is sufficiently low to pro- 
duce a peak which is approximately level with the response at middle frequencies, 
thereby avoiding any obvious bass boosting while extending the frequency range to a 
maximum. 

For mathematical analysis see Ref. A13 pp. 38-41. 

In all cases when making use of any resonance effects involving the inductance of 
the transformer primary, it is important to remember that this is a variable quantity. 
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Not only are there considerable variations from one transformer to another, but there 
are large variations of inductance caused by the a.c. input voltage (see Chapter 5), 
The series resonant circuit presents a low impedance to the valve at the resonant 
frequency, thus tending to cause serious distortion, panicularly when the valve is 
being operated at a fairly high level, Fot these reasons the resonance method is not 
used in good design. 

(xiii) Auto-transformer coupling 

An " auto-transformer " is a single tapped inductance which is used in place of a 
transformer. Fig. 12.25 shows a parallel-fed auto-transformer coupled amplifier. 
The auto- transformer may be treated as a double- wound transformer (i.e. with 
separate primary and secondary) having primary turns equal to those between 
the tap and earth, and secondary turns equal to the total turns on the inductance. 
A step-up or step-down ratio may thus be arranged. An ordinary double-wound 
transformer may be connected with primary and secondary in series (with sections 
aiding) and used as an auto-transformer, but capacitance effects between windings 
may affect the high-frequency response of certain types of windings. 

The inductance between the tapping point and earth should be the same as for a 
normal transformer primary. With the parallel-fed arrangement of Fig. 12.25 the 
plate current does hot fiow through the inductance, but an alternative arrangement is 
to omit the parallel-feed and to add a grid coupling condenser and grid resistor for V^. 




Fig. 12.25. Circuit diagram of parallel-fed auto-transformer coupled voltage amplifier. 
Fig, 12.26. Choke-capacitance coupled voltage amplifier, 

(xiv) Applications 

The cost of a transformer having linear response over a wide frequency range is 
considerable and, since equally good response may generally be obtained by a very 
simple resistance-coupled amplifier, the transformer is only used under circum- 
stances where its particular advantages are of value. Some of these are — 

(1) High output voltage for limited supply voltage j 

(2) Stepping up from, or down to, low-impedance lines, 

(3) When used with split or centre-tapped secondary for the operation of a push- 
pull stage, and 

(4) When a low d.c. resistance is essential in the grid circuit of the following stage. 

(xv) special applications 

(a) Cathode loading : Vi in Fig. 12.25 may be connected as a cathode follower 
either with the transformer primary in the cathode circuit or with parallel feed (see 
Chapter 7 Sect. 2(i)G). 

(b) 28 volt operation : see Reference B4. 
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SECTION 5 : CHOKE-COUPLED AMPLIFIERS 

(t) Performance (it) Application, 

(i) Performance 

A typical choke-capacitance coupled amplifier is shown in Fig. 12.26. The opera- 
tion and design are similar to those of a transformer-coupled amplifier (Fig. 12.23) 
with a transformer ratio 1 : 1 except that C must be designed as in a r.c.c. amplifier 
to avoid additional low frequency attenuation. An amplifier of this type produces 
a higher maximum output voltage than a r.c.c, amplifier but less than that with a step- 
up transformer. 

(ii) Application 

It is occasionally used with valves having rather high plate current, for which a 
suitable transformer may not be available. It was also used with tetrode valves of 
old design, the inductance being several hundred henries, shimted by a resistance of 
about 0.25 megohm. 



SECTION 6 : METHODS OF EXCITING PUSH-PULL 
AMPLIFIERS 

(0 Methods involving iron-cored inductors (ii) Phase splitter (Hi) Phase inverter 
(iv) Self-balancing phase inverter (v) Self-balancing paraphase inverter (vi) Com- 
mon cathode impedance self-balancing inverters (vii) Balanced output amplifiers 
with highly accurate balance (viii) Cross coupled phase inverter. 

Normally we begin with a single-sided amplifiers and then at some suitable level 
a stage may be inserted having a single input and a push-pull output. In a radio 
receiver such a stage usually immediately precedes the output stage, but in more 
ambitious amplifiers there may be several intermediate push-pull stages. In this 
section we consider the methods of exciting push-pull amplifiers. 

(i) Methods involving iron-cored inductors 
(A) Tapped secondary transformer (Fig. 12.27A) 

This needs litde explanation except that the input transformer step-up ratio (prim- 
ary to half secondary) does not usually exceed 1 : 2. The fidelity is largely dependent 
upon the quality of the transformer. This method may be used with almost any type 
of amplifier, and the arrangement illustrated is merely typical. For example, fixed 
bias operation, or operation with triodes in place of pentodes could equally well be 
adopted. 




Fig, 12.27. (A) Triode valve (Vj) followed by transformer (T) having centre-tapped 
secondary and exciting the grids of the push-pull stage (Vi, V3). (B) Modified form with 
non-centre-tapped transformer^ using two resistors to provide an equivalent centre-tap. 
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(B) Centre-tapped resistor across secondary (Fig. 12.27B) 

This is an alternative arrangement which does not require centre-tapping of the 
transformer secondary. In this case an ordinary transformer with a single secondary 
winding is used, and a centre-tapped resistor (i2i = R2) is connected across the 
secondary. The resistors cause a load to be reflected into the plate circuit of 
which is equal to (R^ + i^B)/^^ where T = N2/N1. For example if i?i = R2 = 0.1 
megohm, and 7* ^ 3, the load reflected into the plate circuit will be 200 000/9 = 
22 000 ohms. This load is lower than some triodes are capable of handling without 
noticeable distortion, and it might be necessary to increase Ri and i?2s the limit being 
set by the maximum grid circuit resistance permitted with valves V2 and V3. In 
addition, this arrangement gives greater distortion than the centre-tapped trans- 
former when the valves are slightly over-driven and pass grid current. 

(C) Centre-tapped choke (Fig, 12,28) 

This is an alternative method sometimes used, involving parallel feed. The 
effective voltage gain from primary to half secondary is 1/0.5, indicating a loss as 
compared with a transformer. It is difficult to obtain perfect balance between the 
two sides. 

(D) Choke-coupled phase inverter — see page 355. 

(ii) Phase splitter 

(A) This is an excellent method which is also self-balancing. Its principal charac- 
teristics are given in Chapter 7 Sect. 2(ii)B and Fig. 7.25. Perfect balance* is ob- 
tained at low frequencies if the plate and cathode load resistors are equal, while com- 
mercial tolerances in the following grid resistors have only a small effect on the balance. 
General purpose triode valves are normally used, and the gain is about 0.9 to each 
side of the output. The input resistance is of the order of 10 megohms, and the 
harmonic distortion is extremely low. 




Fig. 12.28. Triode valve (Kj) with parallel feed and centre-tapped choke exciting the 

grids of the push-pull stage. 
Fig. 12.29A. Modified form of phase splitter giving full gain zvithout degeneration. 
The input is from grid to cathode and cannot be earthed. The cathode resistor is by-passed 

to provide full gain. 

An analysis of the balance with equal load resistors and shimt capacitors is given 
in Ref. C27, indicating that under these conditions the balance is perfect at all fre- 
quencies. However, in practice, the total shunt capacitances across the two charmels 
differ slightly and there is a slight (and generally negligible") imbalance at high fre- 
quencies ; see also page 330. 

If a high gain amplifier is placed between the phase splitter and the output stage, 
hum may be troublesome. Part of the hum is due to the difference of potential 
between the heater and cathode. This may be reduced by operating the heater of 
the phase splitter from a separate transformer winding which may be connected to a 
suitable point in the circuit at a potential approximating that of the cathode. 

It is normal practice to assume a maximum r.m.s. output voltage (grid-to-grid) 

•In an experimental test it is imponant to reverse the phase of the input from the B.F.O. when the 
valve voltmeter is moved from one output to the other. 
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of OASEbb for less than 2% total harmonic distortion^ equivalent to 0,25 Ebb peak-to- 
peak output. The distortion drops rapidly as the output voltage is decreased. With 
a plate supply voltage of 400 volts to the phase splitter, the output is sufficient to 
excite push-pull Class A 2A3 valves operating with 250 volts on their plates and — 45 
volts bias. 

A complete circuit with 3 stages incorporating a phase spliner and negative feed- 
back is shown in Fig. 7.42. 

(B) A modified form of phase splitter (Fig. 12.29A) gives the full gain without 
degeneration, but the input is floating and cannot be earthed. For this reason it 
cannot generally be used with a pickup, although it may be applied to a radio re- 
ceiver. In the latter application, the valve may be a duo-diode triode performing 
detection and 1st a-f stage amplification ; a.v.c. may be operated with some com- 
plication. This circuit is particularly prone to suffer from hum, owing to the high 
impedance from cathode to earth and the high gain. The hum may be minimized 
by adjusting the potential on the heater to approximately that of the cathode. 

References (C) 1, 3, 7, 11, 12. 

(C) It is possible to apply positive feedback from a tapping on the cathode 
resistor, through a coupling resistor to the unbypassed cathode of the preceding r.c. 
pentode, and thus increase the gain. A direct-coupled version is shown in Fig. 7.51 A. 
See Chapter 7 Sect. 2(xi). 

(D) Another modification (Fig. 12.29B) also gives high gain not from the phase 
splitter itself but from the preceding stage. It makes use of the high input resistance 
of the phase splitter as the dynamic load on K^, thereby increasing its gain. The full 
analysis of its operation is given in Reference C18 and the following is a summary 

The effective cathode load on V2 (apart from the cathode resistor R^) is R2 and /?j 
in parallel, i.e. 20 000 ohms, which is the same as R^. The cathode resistor R^ 
is by-passed in order to increase the input resistance. 




+ 300*^ 



Fig. 12.29B. Phase splitter (Fj) using high input impedance to increase the gain of the 

preceding stage (Ki) by about six times. 
Fig. 12.29C. Phase splitter using pentode with unbypassed screen and suppressor grid. 

The d.c. load resistance in the plate circuit of is R^ + R^ ~ 0.29 megohm, while 
the dynamic load is the input resistance of Kjj, i.e. [see Chapter 7 Sect. 2(ii^B] 

Ti = RJd - A') 
where R, = R^R^KRi + Rz) = 167 000 ohms 
and A' ^ 0.9, 

so that in this example, r/ = 1.67 megohms. 
The gain of is given by 

(l/r,) + (1/r/) 1/4 + 1/1.67 
which is about 6 times the gain under normal conditions. 
The circuit is nearly balanced ii R^ = R^ and 

Eq2 y-Z^a + '*J>2 + 

where R, - RtRJiRz + R^)- 
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The out-of-balance, being about 1.2% in this example, is negligible. 

(E) A further type makes use of a heptode (mixer) valve in which unequal 
load resistors are placed in both plate and screen circuits, the push-pull output being 
taken from plate and screen. The input is taken to grid No. 3. 

Ref. C20. 

(F) A further modification makes use of a pentode with an unbypassed 
screen. The two output voltages are taken from plate and screen, and the sup- 
pressor grid is maintained at a negative potential with respect to the cathode (Fig. 
12.29C and Ref. C23). 

(iii) Phase inverter (Fig. 12.30A) 

This is a popular arrangement with twin triode valves, either general purpose or 
high-mu. It is not self-balancings and requires individual adjustment for accurate 
balance both during manufacture and after the valve has been replaced. It is slightly 
out of balance at very low frequencies owing to the two coupling condensers operating 
in the lower channel^ but may be made larger than if desired. It gives a gain 
(to each channel) equal to the normal gain of one valve. 

If it is preferred to avoid individual balancing, the value of is given by 
i?2 = + R2)/A where A is the voltage gain of valve V^. If and R^ both have 
±10% tolerances, the maximimi possible out of balance will be nearly 20% due 
to the resistors alone^ plus valve voltage gain tolerances. 

Separate cathode resistors, each by-passed, are helpful in reducing valve gain 
tolerances, but require independent cathodes. If a common cathode resistor is used^ 
it may be unbypassed, thus introducing negative feedback for out-of-balance voltages. 
The hum level is quite low. 

N.B. This circuit was originally named Paraphase^ but the latter name covers a 
large number of different circuit arrangements and cannot therefore be used to dis- 
tinguish one from another. 

References Cl, C3, C7, Cll, C14. 




Fig, 12.30 A. Conventional form of phase inverter in which excites V^y and 
excites F4, the grid of being connected to a tapping on the grid resistor of V3. 
Fig. 12.30B, Phase inverter with pentodes using the suppressor grids for self -balancing 

{Ref, C19). 

(iv) Self-balancing phase inverter (Fig. 12.30B) 

In this circuit and are pentodes, and any unbalanced voltage appears across 
the common plate resistance R^ and is fed to both suppressors through the blocking 
condenser C3, thus causing degeneration in the valve producing the larger signal 
output^ and regeneration in the other. Ref, C19. 

(v) Self-balancing paraphase inverter 
(A) Floating paraphase (Fig. 12.31) 

This circuit is^ to a considerable extent, self-balancing thereby avoiding any neces- 
sity for individual adjustment except in cases where a very high accuracy in balancing 
is required. 
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In order to visualize the operation of this circuit consider firstly the situation with 
V2 removed. Resistors and R ^ in series form the load on valve and the voltage 
at the point X will be in proportion to the voltage at the grid of V^, When V2 is 
replaced, the voltage initially at point X will cause an amplified opposing voltage to be 
applied to resistors /?, and R^. If resistor i?, is slightly greater than R^i it will be 
found that the point X is nearly at earth potential. If the amplification of V2 is high, 
then R', may be made equal to R^ and point X will still be nearly at earth potential. 
The point X is therefore floating, and the circuit a true Paraphase ; the derivation 
of the name " Floating Paraphase " is obvious. 




Fig. 12.31. The Floating Paraphase self-balancing phase inverter with cathode bias. 
Fig. 12.32. The Floating Paraphase circuit with fixed bias in the following stage. 

The degree of balance is given by 

-e:'^r;'^a-V'^r;^rJ a) 

where = voltage gain of into plate load resistor R^ and following grid resistor R,. 

If R, = R, = i?„ then EJE, = 1 + S/A^ (2) 

If K2 is type 6J5 (or half type 6SN7-GT) R^ = 0.1, R, =^ R, = R^ = 0.25 megohm, 
then A2 = 14 and EJE^ ^ 1.21 which is too high to be acceptable. In such a case 
i?7 may be increased to, say, 0.3 megohm giving EJE^ = 1.03. 

If K2 is type 6SQ7 with R^ = R^ = R, = = 0.25 megohm, then A^ = 48 and 
E1/E2 = 1.06 which is generally acceptable. 

If K2 is a pentode (e.g. type 6J7) with R^ = R, = R, = R^ 0.25 megohm, then 
A2 = 104 and EJE2 = 1.03, which is very close. 

The gain from the grid of Vj to the grid of V3 is shghtly greater than the gain 
with i?9 - 0. 

If fixed or partially-fixed bias is employed, it is 
necessary to couple the grid of V2 to point X through 
a suitable condenser (C in Fig. 12.32). In addition, 
a hum filter (R^q, Cio) may be required, because 
most partially-fixed bias sources contain appre- 
ciable hum voltage ; any hum voltage appearing 
across the grid resistor of V2 is amplified by V. and 
F4. References C12, C14, C16. 

(B) Common plate impedance (Fig. 12.33) 

This follows the same principle as the Floating 
Paraphase, except that the common impedance is 
in the d,c. plate circuit instead of in the shunt a.c. 
(following grid) circuit. Here similarly 




Fig, 12.33. 
impedance 
phase 



Common plate 

self-balancing 

inverter. 
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while if /?3 = R^= R^, then E^/Eo^ = 1 + S/A^ (4) 
where Az = voltage gain of V2 into plate load re- 
sistance Ri, Ref. C12, 

(C) See-saw self-balancing phase inverter 

(Fig. 12.34) 

This is merely another form of the common plate 
impedance circuit, with two separate resistors. 
When R^ = R^ = R,, 

then EJE2 = 1 + 3/{A, + 3) (5) 
For perfect balance, 

R, = /?3 [1 + 6/(2A, - 3)]. (6) 

It is desirable for ^2 to be greater than 40, thereby 
giving an out-of-balance less than 7%. References 
C9, CIO, C17. 

(D) Modified see-saw self-balancing phase inverter (Fig. 12.35) 

This is very similar to the original form, except that it eliminates the loading of the 
grid resistor R^ (Fig. 12.34). As a result the balance is improved : 
When i?3 = then 

EJE, = 1 + 2/CAf + 2) (7) 
while for perfect balance, R^ = R^ [1 + 2/(^2 - 1)] (8) 
References C9, CIO. 

(vi) Common cathode impedance self-balancing inverters 
(A) The Schmitt phase inverter 

This circuit has been described in Chapter 7 Sea, 2(viii)A. It is very useful with 
twin triode valves, and exact balance may be obtained by suitably proportioning 
the two load resistors. A slightly modified practical form is shown in Fig. 12.36. 
The gain with this type of circuit is only about half the normal amplification. Re- 
ferences C7, C12, 



FIG. 12.35 




Fig. 12.35. Modified " see-saw " self-balancing phase inverter {Ref. CIO), 
Fig. 12.36. Practical " Schmitt " common cathode impedance self-balancing inverter 
using type 6CS-G twin triode (/a = 36). Cj and should have high insulation resistance. 

(B) Two stage circuit (Fig. 12.37) 

This circuit includes a normal push-pull triode stage KjKa with the input applied 
to grid only. The grid of is excited from the common cathodes of the follow- 
ing stage {V^V^) through blocking condenser C. Thus the out-of-balance voltage 
across R excites V^* No analysis appears to have been published. 



FIG. 12.34 




Fig. 12.34. " See-saw " 
self -balancing phase inverter 
(Ref. C9). 
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(vii) Balanced output amplifiers 
with highly accurate balance 

For certain specialized applications it is 
necessary to have highly stable and accurate 
balance. This may be achieved in various 
ways including 

(a) the use of two or more inverters in 
cascade, the later ones operating with 
push-pull input. 

(b) the use of an additional valve to amplify 
the out-of-balance voltage before apply- 
ing it for correaion (Ref. C13). 

(c) the use of the so-called " phase com- 
pressor *' following the inverter — see 
Sect. 7(v). 

(viii) Cross coupled phase inverter 

The cross coupled phase inverter (Ref. C25) 
employs two twin triodes, the circuit 
being that of the second and third stages of Fig. 15.43A. In this application the 
single input may be connected between either of the two grids and earth, the other 
being connected to earth. The hum level from the plate supply is low because hum 
voltages balance out. 




Fig. 12.37. Two stage self-balancing 
phase inverter with common cathode 
impedance. 



SECTION 7 : PUSH-PULL VOLTAGE AMPLIFIERS 

(0 Introduction (ii) Cathode resistors (Hi) Output circuit (iv) Push-pull im- 
pedance-coupled amplifiers — mathematical treatment (v) Phase compressor. 

(i) Introduction 

A push-pull voltage amplifier stage is one having push-pull (3 terminal) input and 
push-pull output. Two separate valves (or one twin valve) are required. The two 
valves are each treated as for a single-ended amplifier, whether resistance- or trans- 
former-coupled. 

(ii) Cathode resistors 

A common cathode resistor may generally be used and should not normally be by- 
passed. Separate cathode resistors are beneficial in that they aid in the correct 
adjustment of the operating point when this is at all critical, such as 

(a) r.cc. pentodes when extremely low distortion is required*, 

(b) any r.cc. valves operating near to the overload point, 

(c) transformer-coupled triodes when it is desired to reduce to a minimum the 
out-of-balance direct current. 

(iii) Output circuit 

The voltage from plate to plate does not include any appreciable even harmonic 
distortion owing to the cancellation between the two valves, but it does include odd 
harmonics. The voltage from either plate to earth, however, includes even har- 
monics. If such a stage is r.c. coupled directly to the grids of a following similar 
push-pull stage, there is no benefit obtained in the form of reduced distortion. For 
the latter achievement it is necessary to use either a push-pull transformer with a 

•Alternatively a similar result may be achieved by adjusting the screen resistors. 
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centre-tapped primary^ or the so-called " phase compressor " — see (v) below. The 
same also holds true when feeding into a single-ended stage. 

Many push-pull uansfonncrs arc designed to operate with an out-of-balancc plate 
current not exceeding about 1 or 2 mA^ thus necessitating matched valves^ or adjust- 
ed bias, or parallel feed. 

(iv) Push-pull impedance-coupled amplifiers — mathematical treat- 
ment (Fig. 12.38) 
Such a 6 terminal amphfier involves four gain factors 



A 


= eje^ 


for 


^1 


= 0 


(1) 


A' 




for 




= 0 


(2) 


y 


= - e^/ei 


for 




= 0 


(3) 


r 


= - ez/ei 


for 


el 


= 0 


(4) 



In a perfectly balanced amplifier A 

FIG. 12.38 




i' and y = y\ 

If there is no cross-coupling (e.g. from a cathode 
resistor common to both sides) y = y =0. 

In a linear amplifier — 



(ea - 



e2')/(ei - e/) 
h ^' + y + y ) 



= A'e^ — 
Differential gain 

Fig. 12.38. 6 terminal 
push-pull amplifier, 

In-phase gain {e^ + ^20/(^1 + ^lO 

= \{A+ A - y - /) 
Inversion gain = {e^ — egO/K^i + 

= A ~ A' + y — y' 
Differential unbalance = (e^ + e2')/(«t - ^i) 
= KA - A' -y + y) 

In an amplifier without cross-coupUng, y y' 



FK*. 12.39 




Fig. 12.39. Circuit of the 
" phase compressor " for 
eliminating in-phase com- 
ponents and passing on a 
pure push-pull output 
voltage (Ref, C8). 



(5) 
(6) 
(7) 
(8) 

(9) 
(1^) 

(11) 
(12) 
(13) 
(14) 

= 0: 

Differential gain =^ ^(A -\~ A') average gain of two 
sides. 

In-phase gain = differential gain. 

Inversion gain = A — A' = difference between gains 

of two sides. 
Differential unbalance = HA — A'). 

See also pages 573-574 for the theory of push-pull 
amplification based on the expansion of the valve 
characteristic into an infinite series. 

(v) Phase compressor 

The so-called ** phase compressor " is rather a mis- 
nomer since its function is to eliminate the in-phase 
components (e.g. even harmonics) from a nominally 
push-pull output. In this application it operates in 
very much the same manner as a transformer. The 
circuit is given in Fig- 12.39 and is a push-pull phase 
splitter with the addition of capacitances Ci and Cz 
from each plate to the opposite output terminal. It is 
these condensers which attenuate in-phase components. 
The gain for push-pull input is approximately 0.9 from 
input to output. 

Even if the input signal is imperfectly balanced, the 
output is still balanced. This circuit, unlike a trans- 
former, does not remove hum from the B+ line, but 
reduces it to about half at the output terminals. Ref. C8. 
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SECTION 8 : IN-PHASE AMPLIFIERS 

(i) Cathode-coupled amplifiers (it) Grounded-grid amplifiers (Hi) Inverted input 
amplifiers (iv) Other forms of in-phase amplifiers. 

(i) Cathode-coupled amplifiers 

These are described in Chapter 7 Sect. 2(viii)B and have many forms for special 
applications. In Fig. 7.46 the output from terminal B is in phase with the input. 
See references Chapter 7 Sect. 6(G). 

(ii) Grounded-grid amplifiers 

In these, the input voltage is applied to the cathode, the grid is earthed, and the 
output is taken from the plate, being in phase with the input. Driving power is 
required, so that it is not strictly a voltage amplifier. 

(iii) Inverted input amplifiers 

In Fig. 7.18 the input is from grid to plate and the output voltage is in phase with 
the input. 

(iv) Other forms of iti-phase amplifiers 

There are many other forms too numerous to mention. 



SECTION 9 : DIRECT-COUPLED AMPLIFIERS 

(?) Elementary d-c amplifiers (it) Bridge circuit (Hi) Cathode-coupled (iv) 
Cathode follower (v) Phase inverter (vi) Screen coupled (vii) Gas tube coupled 
(viii) Modulation systems (ix) Compensated d.c, amplifiers (x) Bridge-balanced 
direct current amplifiers (xi) Cascade amplifiers, 

(i) Elementary d-c* amplifiers 

A direct-coupled amplifier is one in which the plate of one stage is connected to the 
grid of the next stage directly, or through a biasing battery or equivalent. It usually 
receives the platCj screen and grid voltages from sources which do not include any 
reactances such as filter or by-pass condensers. If this condition is fulfilled, it may 
amplify down to zero frequency without attenuation or phase shift ; it may also be used 
to amplify direct voltages. 



FIG' 12.40 




Fig, 



12.40. Elementary direct- 
coupled amplifier. 



Fig. 12.41. Direct-coupled amplifiers 
without ^^hot" grid bias battery. 

The most elementary form is Fig. 12.40 in which the plate of is coupled to the 
grid of Vz through a bias battery to provide the correct grid bias. As it stands it is 
of little practical use, owing to the " hot " bias battery. 

A more practical circuit is Fig. 12.41 in which all the batteries may be at earth 
potential. Tapping point B has to be adjusted to give the correct bias between grid 

•The abbreviation d-c amplifier is used in this Handbook to indicate a direct-coupled amplifier. 
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and cathode of V2. The voltage drop across R^i will normally be more than half 
the voltage between A and C. 

A circuit requiring only a single source of voltage is Fig. 12,42 ; the two dividers 
are desirable to avoid interaction (degeneration) between the two stages unless the 
bleed current is very high. The output terminal is returned to a point on the voltage 
divider having the same potential. 

Another circuit requiring only a single source of voltage is Fig. 12.43 ; this has only 
a single voltage divider. The voltage drop across Rk2 must equal the plate voltage 
of Ki minus the grid bias of V^. There will be degeneration caused by the unby- 
passed cathode resistors, which may be avoided by a push-pull arrangement with 
common cathode resistors for both stages. 

FIG. 12.42 FIG.12.43* 



o — vwvwvwvvw— f 0 




Fig. 12.42. Direct-coupled amplifier with only one source of voltage (^bb). 
Fig, 12 A3. Direct-coupled amplifier with one source of voltage and one voltage divider. 

Pentodes may be used, if desired, in all these circuits by making suitable provision 
for the screen voltages. In Fig. 12.43 the screen of Vi may be taken to a tap on R],^, 
provided that either the screen is by-passed to cathode, or /J^^ is by-passed ; the 
amplifier would then be limited to audio frequencies only (Ref, D40). 

When the first amplifier stage is a pentode, its load resistor may be increased to 
values much greater than those conventionally used, provided that sufficient negative 
voltage feedback is applied to secure an acceptable high frequency response (e.g. 
Ref. D40). 

A pentode may also be used with another pentode as its plate resistor. By this 
means a gain of several thousand times may be obtained, but this is only useful in 
electronic measuring instruments. 

Such circuits (Figs. 12.40 — 12.43) are generally limited to two stages. If any in- 
crease is made, there is distinct danger of slow drift occurring in the direa plate 
current, due to variations in battery voltages and valve characteristics. These may 
be minimized by voltage regulators and controlled heater voltage or current, or may 
be avoided by one of the special methods described below (viii to x). See also Refs. 
D36, D39. 

Negative feedback may be applied to any d-c amplifier in the normal manner. 

(ii) Bridge circuit 

The bridge circuit (Fig. 12.44) may be used with any number of stages in cascade 
from a single B supply. The basic design equations are : 

R, = R.iE, + E,)/[E, - E;{1 + Ri/R^)] (1) 
R, = Ri(E, - E^)/[E, - E,{1 + RJR^)] (2) 
where R^ = the d.c. plate resistance of = Et/Ib 
and = the direct plate voltage. 

Typical operation with 6SJ7 pentode as Fj 

Eft 6 - 400 volts. El ^ E2 = 200 volts, E^, = 100 volts, E^ - 0, RJR^ = 0.5. 
Amplification is 71.4% of that as a r.c.c. amplifier. A two stage amplifier using type 
6J7 pentodes has an amplification of 100 per stage with fixed voltages for bias and 
screen supplies, or with push-pull connection. 

Negative feedback may be applied to this type of circuit. 

References D8, D15. 
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FIG. 12-44 




Fig. 12,44. " Bridge " circuit, 
direct-coupled amplifier. 



Fig. 12.45. Three stage d-c ampli- 
fier with V2 and as cathode- 
coupled twin triodes. 



(iii) Cathode -coupled 

The fundamental form of a cathode -coupled amplifier is covered in Chapter 7 
Sect. 2(viii)B. 

Fig. 12.45 shows a conventional d-c single triode {V^) followed by two twin triodes 
as d-c cathode-coupled amplifier stages. For example^ V2 has one triode as a cathode 
follower with its grid at a fixed voltage from the voltage divider R^R^j while the other 
triode operates as an amplifier but sharing the common cathode resistor Ric\. 



Fig. 12.46. Direct-coupled amplifier 
incorporating twin triode with relative 
positions opposite to those in Fig. 12.45 
{extracted from Ref. Z)19). 




-6b- 



Fig. 12.46 is an alternative arrangement in which the positions of the two triodes 
are reversed. This input circuit was primarily for use with a phototube (Ref. D19) 
but could be adapted to any other requirement. 

In the form shown, the output circuit has a direct potential difference, being in- 
tended for coupling directly to the screen of the 6V6 following. 

See also Section 6(vi). 

References Dl, D19 ; also Chapter 7 Refs. (G). 

(iv) Cathode follower 

The cathode follower may also be used as a d-c amplifier. One circuit is Fig. 12.47A 
in which the total cathode load is i?jt + /? 6-^7/(^6 + ^?). The value of is equal 
to EJIj, so as to eliminate the undesired direct voltage across R^. 

References D15, D36. 



FIG. 12.47 A 



FIG. 12.47 B 





;3C!jOOOf 



+-45V+2SQV ' 



Fig, 12.47A. Cathode follower used as d.c. amplifier (Ref. D15). 
Fig. 1 2.47B. Direct-coupled amplifier with r-c pentode exciting phase inverter {Ref. D14). 
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(v) Phase inverter 

A direa coupled amplifier having in the first stage a resistance coupled pentode, 
and in the second stage a twin triode phase inverter, is shown in Fig. 12.47B. The 
voltage gain is 67 db, with uniform gain up to 12 000 c/s. 

References D14, D15. 

(vi) Screen-coupled 

The preceding stage may be directly-coupled to the screen of a cathode follower 
pentode (Fig. 12.48). This circuit has a voltage gain of 30 db with 0.5% total har- 
monic distortion at 0.85 volt peak output. Output terminal A has a d.c. potential 
of — 1.5 volts, which may be used as bias for the following stage. 

Screen-coupled cathode followers are stable, with a wide-band frequency response, 
but the distortion is higher than with normal operation owing to the non-constant 
ratio of plate to screen currents. About 85% of this distortion can be cancelled by a 
push-pull arrangement. 

References D14, D19. 

(vii) Gas tube coupled 

Fig. 12.49 shows the simplest form of gas tube coupling in which a gas tube (GT) 
provides the desired voltage drop from the plate of Fi to the grid of V^. The gas 
tube here must be a glow tube or neon lamp, a voltage regulator tube being unsuitable 
because its d.c. plate resistance is of the same order of magnitude as the plate load 
resistor. The values of Rj^ and must be carefully selected to meet the various 
limitations. 



Fig, 12.49 




Fig. 12.48. Two stage amplifier with the plate of the first stage direct ly~coupled to the 

screen of the second stage {Ref. D14). 
Fig. 12.49. Two stage amplifier with gas tube coupling from the plate of the first stage 
to the grid of the second stage. 

Fig. 12.50 is an improved circuit in which an additional valve (6J5) is used as a 
cathode follower with its cathode impedance composed of the voltage regulator tube 
and the resistor With this arrangement there is no d.c. load on the first amplifier 
and the input impedance of the cathode follower is so high that it does not affect the 
gain of the first stage. Almost all the signal voltage drop occurs across Rg. The 
design of the first stage is independent of the d.c. resistance of the V.R. tube, but R^ 
must be much larger than the dynamic impedance of the V.R. tube. Negative feed- 
back for improved stability is provided by Rj, in the second stage. 

The gas tube introduces noise, hence should not be used in low-level amplifiers. 

For design, see Reference D13. 

(viii) Modulation systems 

Although not strictly direct-coupled amplifiers, they may be used in many applica- 
tions. The d.c. signal to be amplified modulates a carrier wave, and after sufficient 
amplification the modulated wave is detected to obtain the amplified signal. In a 
modified arrangement, the input signal is interrupted or " chopped." 

References D2, D8, D9, Dll, D20, D21, D22, D28. 
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FIG. r2.50 




Fig, 12.50. Improved two stage am- 
plifier with gas tube couplings in 
which o cathode follower is introduced 
for better performance. 




(ix) Compensated direct current amplifiers 

In these, some variable characteristic of the amplifying valve is balanced against 
the same variations in another valve, or against a different characteristic of the same 
valve. 

(A) Cathode compensation 

A typical circuit is Fig. 12.51A and makes use of a twin triode with common cathode 
resistance. This largely compensates for contact potential drift, and provides a stable 
amplifier provided that an accurately regulated power source is used. Valves with 
common cathodes are also used (e.g. 6SC7). 

A diode-triode or diode-pentode valve with a common cathode may also be used 
(Refs. D36, D39). f.g. .2.5,a 

Both cathode and B supply compensation 
may be obtained by returning the lower 
input terminal of Fig. 12.51A to a tapping 
point (+ Eb/A) on the voltage divider 
(broken line) instead of to earth (Ref. D8). 

Other circuits used are series balance, 
and cascode series balance (Ref. D39) ; 
also cathode coupled phase splitter with 
single ended output (Refs. Dl, D39). 

References Dl, D4, D8, D15, D23, D24, 
D36, D39. 

(B) Compensation for filament and 
plate voltages 

This is used in the electrometer tube 
circuit, and has low drift but cannot be 12.51A. Cathode-coupled 

cascaded. Ref. D8. triode used as d.c . amplifier 

(C) Compensation for emission cathode compensation. 
This can be obtained by a circuit using a pentagrid valve. Refs. D4, D8. 

(D) Push-pull operation 

A degree of compensation is provided by any push-pull amplifier An alternative 
form is a push-pull circuit in which one half only of each stage is used as an amplifier, 
and the other half as a dummy to reduce drift (Ref. D25). 

(x) Bridge -balanced direct current amplifiers 

With this type of direct current amplifier the regulation of plate and filament 
supplies usually becomes unnecessary. These are normally used only in laboratory 
instruments. Ref. D8. 

(xi) Cascode amplifiers 

The cascode amplifier fundamentally consists of two triodes connected in series 
(Fig. 12.51B). The usual arrangement in practice is to provide a fixed positive voltage 
for the grid of Kj. 
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A cascode amplifier may be considered as a single valve having the characteristics 
m'j Smy ^p- The load into which V2 works is given by 

M + 1 

where yi, g^n and are the characteristics of both and V^. 
The amplification of V2 is therefore given by 

M^i 



rp + (rp + R^)/{iJL + 1) 
1 



/I + 2 



+ 



1 



(3) 



(4) 



gmiy- + 1)^/^ ' M(M + 1) 

Eqn. (4) may be compared with the ordinary form for expressing amplification, 
namely 

1 



A 



1 



1 



and it will be seen therefore that from equation (4) 



gm = gmiil + l)/(/i + 2) 



and therefore r« 



(5) 
(6) 
(7) 



S m 

It is preferable to make i?^ very much greater than r^, in order to avoid distortion in 
V2 due to the low load resistance into which it works ; a value of 2 fir p is satisfactory 
For example, consider a twin triode with fi — 20 and Tp = 10 000 ohms iinder 
resistance-coupled conditions. A suitable value for the load resistance is 2/x x 10 000 
= 400 000 ohms — say 0.5 megohm. 

From eqn. (5) : / = 20 x 21 x 500 000 -h 510 000 = 412 

From eqn. (6) : = m/^p = 20/10 000 = 2000 /imhos. 

From eqn. (7) : r/ = 21 x 10 000 x 500 000 510 000 = 206 000 ohms. 

A high-mu triode would show even higher values of amplification factor and plate 
resistance, resembling those of a sharp cut-ofF r-f pentode. 

Curves have been drawn for some typical twin triodes 
operating as cascode amplifiers ; they resemble the 
curves of pentodes except that the roiinded knee has 
been replaced by a nearly straight, sloping line (Ref. 
D35). 

One special application is as a low -noise r-f amplifier 
(Refs. D33, D35). 

Another application is as a voltage stabilizer (Refs. 
D32, D34). 

The cascode amplifier has been used as a direct cur- 
rent amplifier responding to zero frequency (Ref. D35), 

Two cascode amplifiers have been used in a " float- 
ing paraphase " push-pull amplifier operating with 
single-ended input, to deliver a balanced output. In 
this application, two high-mu twin-triode type 6SL7-GT 
valves were used each as a cascode amplifier, to deliver 
an output of about 30 volts peak, each side. Only one 
coupling capacitor was used in the whole stage, thus 
simplifying the design of the feedback circuit (Ref D41). 

References to cascode amplifiers : D32, D33, D34, D35, D36, D41. 
References to direct-coupled amplifiers (general) Refs. (D). 

Ref. D36 is panicularly valuable as it gives a detailed examination of the whole 
subject, including all causes of " drift.*' See also Chapter 2 Sect. 2(vii) Drift of 
characteristics during life, and (viii) Effect of heater voltage variation. 




Fig. 12.51B. Funda- 
mental circuit of cascode 
amplifier. 
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SECTION 10 : STABILITY, DECOUPLING AND HUM 



(0 Effect of common impedance in power supply (ii) Plate supply by -passing {Hi) 
Plate circuit decoupling (tv) Screen circuit decoupling (v) Grid circuit decoupling 
{vi) Hum in voltage amplifiers. 

(i) Effect of common impedance in power supply 

Every form of power supply has some impedance — even a dry battery has appreci- 
able internal resistance, particularly when partially discharged. This is represented 
by the resistance i?* in Fig. 12.52. 

When two circuits operating at the same frequency have an impedance common to 
both there is coupling between them, and the phase relationships may be such that the 
coupling is either regenerative or degenerative. In the former case instability may 
result. 

A two-stage resistance coupled a-f amplifier has degenerative coupling through the 
common power supply since the plate currents are out of phase. 

A three stage r.c.c. amplifier (Fig. 12.52) has the signal plate currents of the first 
and third stages in phase, and the total signal current through R^is Ij,^ + 7^,3 — 1^,^, 
Since (/j,, + Ij,^) is greater than Ij,^, the resultant signal current through i?^ will be 
in the direction of /pa, thus causing across a. signal frequency voltage drop E^. 
As a result, the signal voltage applied to the grid of V2 through R^^ and Q will be in 
phase with the normal signal on the grid of Fg, thus giving positive feedback. If 
the gain of the ampUfier is high, there may be sufficient positive feedback to cause 
oscillation. This effect may be prevented by the use of decoupling. 

On the subject of stability, see Chapter 7 Sect. 3 (stability with feedback), also 
Ref. El (requires a high standard of mathematics). 



(ii) Plate supply by-passing 

The simplest form of decoupling, but one having limited usefulness, is a large 
capacitance across the power supply (points A and B in Fig. 12.52). This reduces 
the effective power supply impedance to a low value except at very low frequencies, 
but it may not be sufficient to prevent low frequency instability (" motor-boating ") 
and frequently requires to be supplemented by plate circuit decoupling. 

This by-pass capacitance also fulfils a useful purpose in that it completes the circuit 
for signal frequencies without appreciable signal currents passing through the B 
battery or power supply. 

Electrolytic condensers are generally used ; if paper condensers are used they should 
be of a type having low inductance. Either type of condenser may need, in certain 
rare cases, to be shunted by an additional condenser with a small value of capacitance. 

(ill) Plate circuit decoupling 

The most popular method is illustrated in Fig. 12.53 where is the decoupling 
resistance and C the decoupling capacitance. The signal plate current Ij, divides 



F»G. 13.53 



A 




B 



Fig. 12.52. Three stage amplifier 
demonstrating the effects of impedance 
(R^) in the power supply. 



Fig. 12.53. Plate cir- 
cuit decoupling. 
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between the path through C and the path through the B supply in the ratio 

h ~ X, 
where = resistance of*B supply 
and X, = l/a>C = 1/(27t/C). 

If is very much less than Rd + Ra then almost the whole of the signal current 
will pass through C, thus reducing the coupling through the B supply. If the value 
of /?4 is unknown, it may be neglected as an approximation, since /? d is usually much 
greater than R^. 

The decoupling circuit comprising C and /?d is actually a resistance-capacitance 
filter [for theory see Chapter 4 Sect. 8(ii)]. The frequency at which the current 
divides equally between the two paths is given by 

/i ^ \/27TRdC (2) 
A normal minimum value of R^C is 10 000 x 10"®, giving a time constant 0.01 
second and 16 c/s. Typical combinations for this value of RC are : 
Rd 5000 10 000 20 000 40 000 100 000 ohms 

C 2 1 0.5 0.25 0.1 /xF 

Higher values of C may, of course, be used if desired ; these higher capacitances are 
often necessary in pre-amplifiers where several stages operate from the same power 
supply. 

The total d.c. load resistance in the plate circuit h R ^ + R ^ { + RaH desired), and 
the quiescent operating conditions should be based on this value. On the other 
hand, the dynamic (a.c.) load is approximately R^, 

The dynamic operating conditions (gain, voltage output etc.) may be determined 
by referring to the published data for a supply voltage the same as that for point M 
(Fig. 12.53). The voltage from M to earth is given by 

=Ei,i,~Ii,Ra (3) 
where 1^ = KEbb/Ri 

and the value of K (for low level operation) may be taken as approximately 

K = 0.75 for general purpose triodes and pentodes 

K = 0.6 for high-mu triodes 
[for more exact values see Sects. 2 (vi) for triodes and 3 (vi) for pentodes]. 

A good general value of Ra for most purposes is one fifth of R^. If the stage is 
operating at low level, Rd niay be increased up to about the same resistance as 
to give better decoupling. If the stage is operating at high level, R d should be reduced 
as much as possible provided that sufficient decoupling can be maintained. This 
may be assisted by increasing C, but the cost and size of paper condensers may set 
a limitation. Two stages of decoupling can sometimes be used to advantage. Elec- 
trolytic condensers shoiild be used with caution, since their leakage currents are 
appreciable and they tend to cause noise if used in low level stages. They should 
never be used with values of Rd above 50 000 ohms, and very much lower values 
are desirable. 

The plate decoupling circuit of Fig. 12.53 has the effect of increasing the bass 
response, since at extremely low frequencies the total plate load becomes very nearly 
(Rl -\- Rd)* If Vi is a triode, and R^is greater than 5 r^, then the effect is slight. 
If Vi is a pentode, or a triode with R^ less than 5 r^, the effect may be appreciable. 
The increase of gain and the phase angle are both identical in form (except for the 
sign) with the loss of gain and phase angle caused by the cathode bias resistor and by- 
pass condenser — see Section 2 (iii) for triodes and 3 (iv) for pentodes ; also Ref. E3 
for curves. 

The limiting increase in gain is given by 

A' _ 1 

^ (R^yRdXl/r, + l/R,) + R^ (1/r, + 1/R„ + l/R,) 



A 



or if r J, >> R^ as for pentodes. 



RgR d 
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or if the effect of Rg may be neglected. 




(6) 



Example : Pentode with R^ ^ 0.25, R^ = 0.05, = \ megohm. 
A'jA ^ 1.15. 

This increase of gain at low frequencies may be exactly cancelled by a suitable 
choice of cathode bias resistor and by-pass condenser (Refs. E3j E5) provided that 
Rj^ and Ra are small compared with r^, and R^ : for triodes — 

R, = R./Rjgr. and C,R, = CR, (7) 
and then A = gn^r^RJir^ + Rj). (8) 
This generally gives a value of Ra greater than i?^., and is of limited usefulness. 

A special circuit giving plate decoupling without decoupling condensers, 
suitable for use at low frequencies, is shown in Fig. 12.54 (Ref. E4). The plate cur- 
rents of the last two valves, which are in phase opposition, flow through separate im- 
pedances Zi, Zj, of such value that the back e.m.f.'s developed across them and the 
common impedance Zg of the plate supply balance out at the junction points Jl, J2. 
The screens and plates of the preceding valves are supplied from J2 and Jl through 
pairs of resistances i?, R and R^, R^ 'm order to balance out undesirable ripple. 

The need for decoupling is less when push-pull operation is used, although there 
is still the possibility of motor-boating arising from the effect on earlier stages of plate 
supply voltage variations caused by the final stage. The latter are small when pure 
Class A operation is employed. 

Chokes may be employed instead of resistors for decoupling, and are frequently 
used when the plate currents are large — e.g. power amplifiers. 

It is desirable in all cases to reduce the internal resistance of the power 
supply, so that even at very low frequencies there may be no tendency towards the 
production of relaxation oscillations (" motor-boating Power supplies having 
good regulation have low effective internal impedance ; thermionic valve type voltage 
regulators are highly desirable for special applications and have the feature of re- 
taining low internal impedance characteristics down to the lowest frequencies, if 
correctly designed. 

Motor-boating in transformer-coupled amplifiers may frequently be cured by 
reversing the transformer connections on either primary or secondary. This has the 
effect of providing degeneration instead of regeneration, and may have an adverse 
effect on the frequency response (Ref. E3). 



Fig, 12.54. Special circuit giving plate decoupling without decoupling condensers 

{Ref, £4). 

(iv) Screen circuit decoupling 

Resistance-coupled pentodes in multistage amplifiers should always have their 
screens separately decoupled from B + . By this means any impedance in the screen 
supply may be prevented from causing instability, and the hum is much reduced. 




F)G. 13.54 
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(v) Grid circuit decoupling 

Fig. 12.55 is a method of applying grid-circuit decoupling with transformer input 

and cathode bias. The condenser C acts as a by-pass to resistors + t and if its 

reactance is small at the lowest frequencies to be amplified, a negligible portion of 
the signal voltage will occur across C at all signal frequencies. This method requires 
a smaller value. of C than for cathode bias in the ratio R^: (R + Rk)- This circuit 
is only effective with transformer coupling. 

A similar arrangement for fixed bias is shown in Fig. 12.56, which may be used 
with any form of coupling. 



FIG. 12.55 





Fig. 12.55. Grid cir- 
cuit decoupling with 
transformer input and 
cathode bias. 



Fig, 12.56, Grid 
circuit decoupling 
with fixed bias. 



(vi) Hum in voltage amplifiers 
(A) Hum from plate supply 

The plate supply is generally filtered sufficiently for the final stage, but additional 
filtering is usually necessary for the earlier stages. This is usually provided by the 
plate decoupling circuits, which may be made more effective than demanded by 
stability in order to reduce the hum. 

In a normal r.c.c. amplifier, such as Fig. 12.1, the hum voltage passed on to the 
following stage is given by 

- E^rJ(R + r,) (9) 
where = hum voltage across the plate power supply 
Ej,' 1= hum voltage across R^^ 
Tj, = effective plate resistance of V^y taking into account any feedback 
and R - RJi.JiR^ + i?,^). 

If is very much less than R, the hum voltage passed on to the following stage is 
much less than E^^. On the other hand, if r^, is greater than R^ then Ej^' may approach 
E^. 

With a transformer-coupled amplifier (Fig. 12.23) the corresponding ex- 
pression becomes, in vector form, 

= £,Z/(Z + r,) (10) 
where E^,' = hum voltage across transformer primary 
and Z = input impedance of transformer at hum frequency. 
Normally Z ^ rp, and E^ approaches E^. 

In the case of parallel-feed (Fig. 12.24) the expression becomes, in vector form, 
E^' = E.ZXZ' + i?,) (11) 
where Z' = r^Xjij^ + Z) ^ rp. 

The hum passed on to the following stage is normally only a small fraction of E^. 

The hum voltages of successive stages are usually out of phase, thus resulting 
in some cancellation^ but this is very slight if the same degree of filtering is provided 
for all stages. In such a case the hum of the first stage is the only one to be con- 
sidered. 

For amplifiers using negative feedback^ see Chapter 7 Sect. 2(ix). 
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(B) Hum from the screens may also be reduced by screen decoupling. The 
hum from the screen is out of phase with the hum from the plate^ but the screen hum 
predominates. For amplifiers using negative feedback^ see Chapter 7 Sect. 2(ix). 

(C) Hum from the grid bias supply may be reduced in some cases by grid 
decoupling. This himi voltage may be either in phase^ or out of phase^ with the 
plate circuit hum^ depending on the source. 

(D) Hum neutralization 

In a r.c.c. pentode the hum voltages from the plate and screen are out of phase^, 
so that it is possible to neutralize the hum by a circuit such as Fig. 12.57. Here the 
screen is fed from a series resistance Rg^y and the hum voltage is applied to the screen 
by the capacitance divider CiC^. If Kj is type 6J7 with = 0.25 and Rg2 = 1-5 
megohms^ minimum hum is obtained when Cj = 0.05 and C2 = 0,5 fxF, the hum 
then being about 14% of that without neutralization. Cj and may have ±10% 
tolerances in quantity production. For perfect neutralization it is necessary to 
balance both resistive and capacitive elements. 

An alternative form (Ref. E2) is shown in Fig. 12.58 in which, for perfect neutraliza- 
tion at all frequencies. 



where Vpi plate resistance of Vi (preceding stage) and the other values are marked 
on the diagram. This circuit gives neutralization both for hum and for low frequency 
regeneration. 

There are other methods which may also be used for hum neutralization or re- 
duction (see Chapter 31 Sect. 5). 



Fig. 12.57. Hum neutralization in a r.c.c. pentode. 
Fig. 12.58. Alternative circuit giving perfect neutralization for hum and for low 
frequency regeneration at all frequencies (Ref E2), 

(E) Hum caused by inductive coupling 

The most common cause is an a-f transformer or choke, which may be placed in 
an electromagnetic field. This effect may be minimized by altering the position of 
the transformer or choke, but cannot usually be eliminated entirely. The best pro- 
cedure is to avoid using the transformer, to remove the cause of the electromagnetic 
field, or to employ a properly shielded transformer. 

Some valves exhibit hum when they are placed in a strong field — the cure is 
obvious. 

See also Chapter 18 Sect. 2(iii) on pre-amplifiers, and Chapter 31 Sect. 4 on hum. 

(F) Hum caused by electrostatic coupling 

This may be almost entirely eliminated by suitable placing of the mains and rectifier 
leads, and by electrostatic shielding of all low-level wiring (especially the first grid 
lead) and by shielding the valves and other susceptible components. See also Chapter 
18 Sect. 2(iii) on pre-amplifiers. 



Ci Rg ^ ^pl ^ 




(12) 
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(G) Hum due to heater-cathode leakage or emission 

When a valve is operated at a fairly high input level, it is often sufficient to earth 
one side of the heater supply and to use a large by-pass condenser (40 or more) 
with cathode bias, or an earthed cathode with fixed bias. 

At a somewhat lower input level, hum due to heater-cathode leakage or emission 
may be reduced as required, by one or more of the following devices— 

1. Centre-tapped heater supply, with tap earthed. 

2. Centre-tapped heater supply, with tap connected to a fixed positive or negative 
voltage (say 15 or 20 vohs bias). 

3. Potentiometer across heater supply, with moving arm connected to earth and 
adjusted for minimum hum. 

4. Potentiometer across heater supply, with moving arm connected to a positive 
or negative voltage (not more than 50 volts maximum) selected experimentally to 
give minimum hum, in conjunction with adjustment of the potentiometer. 

For further information see Chapter 18 Sect. 2 (pre-amplifiers) and Chapter 31 
Sect. 4 (hum). 

SECTION 11 : TRANSffiNTS AND PULSES IN AUDIO FRE- 
QUENCY AMPLIFIERS 

(0 Transient distortion («) Rectangular pulses. 

(i) Transient distortion 

A transient is a complex wave which does not repeat periodically ; it may be 
analysed into a fundamental and harmonic frequencies (see Chapter 6 Sect. 8). If an 
a-f amplifier contains a tuned circuit, e.g. in a compensated wide band amplifier, or 
in a tone control stage, distonion of transients can occur if the damping of the tuned 
circuit is too sHght. The effect is actually shock excitation of the tuned circuit ; 
this may be reduced to acceptable proportion if Q does not exceed 0.7 (Ref. A 12 
p. 428). 

(ii) Rectangular pulses 

The design of special pulse amplifiers is beyond the scope of this handbook, but 
amplifiers are frequently tested with a rectangular input voltage (** square wave ") 
and their performance under these conditions is of interest. 



FIG. 12.59 
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Fig. 12.59. A single resistance-capaci- 
tance coupling and its response to a 
rectangular waveform. 



In the case of a single r.c. coupling (Fig. 12.59), the voltage across R is given by 
e = J?e-'/^^ * (1) 

where E = amplitude of pulse voltage input 

R = R, -\- r^RJir,, + Rj) i^ R, 
and t ~ time measured from commencement of pulse, in seconds. 

If t is small compared with RC^ we may write the equation as the approximation 
(Ref. Fl) 

e ^ {\ - t/RC)E (2) 
or E/(E - e) RC/t - (say) X (3) 
the error being negligible if t is not greater than 0.1 RC. 

The value of the time constant RC to give any desired value of X at the end of a 
pulse is given by 

RC ^ TX (4) 
where T — time length of pulse, 
and X = E/(E - e), 
provided that X is not less than 10. 
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For example, if AT is required to be 20 (i.e. the amplitude of the square top falls by 
5% at the end of the pulse) and if T = 0.01 second, then RC 0.2 second. If 
R = 0.5 megohm, then C = 0.4 /zF. 

If the pulses are repeated periodically with the length of pulse equal to the time 
between pulses, and if the applied voltage is zero during the period between pulses 
(as Fig. 12.59), 

then RC Xjlh (5) 
where /i = frequency in cycles per second. 

With sine-wave input, the frequency (/o) at which the response of a single-stage 
r.c.c. amplifier falls by 3 db is given by 

/o = l/(27ri2C) (6) 
But with " square-wave " input, RC X/2fy (7) 
where /i = frequency of square wave in cycles per second. 

Therefore - fJvX (8) 
By using a square wave input, and noting on a C.R.O. the frequency /i at which 
there is (say) 10% drop at the end of the pulse (i.e. X = \Qf), it is possible to calculate 
the frequency for 3 db attenuation with sine-wave input : 

/o ^ A/lOn [for X = 10] (9) 

Vice versa, by measuring the frequency /o at which the sine-wave response is 3 db 
below that at the mid-frequency, it is possible to calculate the frequency /i at which 
the square wave shows a specified drop at the end of the pulse : 

A = X^fo (10) 
where AT = E/{E - e). 

Equations (9) and (10) may also be used in conneaion with multi-stage amplifiers. 



SECTION 12 : MULTISTAGE VOLTAGE AMPLIHERS 

(i) Single-channel amplifiers (ii) Multi-channel amplifiers. 

(i) Single channel amplifiers 

Almost any desired number of single r.c.c. stages may be connected in cascade, 
if adequate provision is made for decoupling. A practical limit is reached when the 
aoise and hum from the first stage become excessive (see Chapter 18 Sect. 2 — pre- 
amplifiers). 

The total voltage gain of the amplifier (A) is given by 

A — A^ X ^2 ^ -^3 X . . . 

where = voltage gain of first stage, etc. 
For decibel calculations see Chapter 19 Sect. 1. 

The attenuation in decibels below the mid-frequency gain (-^o) is given, for any 
frequency /, by the sum of the attenuations in decibels of the individual stages at the 
same frequency. 

It is normal practice to design such an amplifier with a flat, or nearly flat, response 
over the desired frequency range, and to introduce one or more stages for either fixed 
tone compensation or manual tone control, or both (see Chapter 15). These stages 
usually give very limited gain at the mid-frequency. 

(ii) Multi-channel amplifiers 

Amplifiers having 2 or 3 channels are sometimes used. For example, a 3 channel 
amplifier may be preceded by a frequency dividing network such that each channel 
only amplifies a limited range of frequencies — low, middle and high. Each channel 
may have its own attenuator, with an additional attenuator for the whole amplifier 
(see Chapter 18). The three outputs may feed three separate power amplifiers, or 
they may be recombined to form a tone compensating amplifier (see Chapter 15). 
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SECTION 1 : INTRODUCTION 

(i) Types of a-f power amplifiers (ii) Classes of operation (tit) Some characteristics 
of power amplifiers (iv) Effect of power supply on power amplifiers. 

(i) Types of a-f power amplifiers 

An interesting analysis of possible types of a-f power amplifiers is given in Ref, Gl. 
However, for practical applications we may sub -divide the arrangements as under : 

On basis of form of loading— 

(a) Plate loaded (the normal arrangement). 

(b) Cathode loaded (i.e. cathode follower). 

(c) Combined plate and cathode loaded (e.g. the Mcintosh amplifier — see Fig. 
13.50D and the Acoustical QUAD amplifier, Refs. H4, H6). 

On basis of coupling to load — 

(a) Transformer coupled. 

(b) Choke-capacitance coupled (shunt feed). 

On basis of load connection— 

(a) Single-ended output (i.e. one valve). 

(b) Push-pull output. 

(c) Parallel output. 

(d) Push-pull parallel output. 

(e) Single-ended push-pull (Refs. E32, HI, H2). 

On basis of excitation — 

(a) Single input to grid, 

(b) Push-pull input to grids. 

(c) Single input to one grid, with other valve excited from common plate or cathode 
circuit — ^see Sect. 6(viii). 

(d) Grounded-grid single input.* 

(e) Grounded-grid push-pull input*. 

*Not norrrially used with a-f amplifiers. 

544 
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On basis of input coupling — 

(a) Resistance-capacitance. 

(b) Choke-capacitance. 

(c) Transformer. 

(d) Direct coupling. 

On basis of type of valve— 

(a) Triode. 

(b) Pentode. 

(c) Beam power amplifier. 

On basis of use of feedback (see Chapter 7)— 

(a) Without feedback. 

(b) Negative voltage feedback, 

(c) Negative current feedback. 

(d) Cathode follower. 

(e) Combined positive and negative feedback. 
On basis of Class of Operation — see (ii) below. 
On basis of input power required — 

(a) No grid input power. 

(b) With grid input power. 

(ii) Classes of operation 

Class A operation* is the normal condition of operation for a single valve, and 
indicates that the plate current is not cut off for any portion of the cycle. 

Limiting Class A push-pull operation* is operation such that one valve just 
reaches plate current cut-off when the other reaches zero bias. 

Class AB operation* indicates overbiased conditions, and is used only in push- 
pull to balance out the even harmonics. 

Class B operation* indicates that the valves (which are necessarily in push-pull) 
are biased almost to the point of plate current cut-off. 

The numeral " 1 " following A or AB indicates that no grid current flows during 
any part of the cycle, while " 2 " indicates that grid current flows for at least part of 
the cycle. With Class B operation the "2 " is usually omitted since operation with 
grid current is the normal condition. 

(iii) Some characteristics of power amplifiers 

Amplifiers incorporating negative feedback are covered in Chapter 7. The de- 
sign of output transformers is covered in Chapter 5 Sect. 3. 

For a limited supply voltage Class Ai gives the lowest power output with given 
valves, while Class ABi and Class AB, give successively higher outputs. Pentodes 
and beam power amplifiers give greater power output than triodes under the same 
conditions. Negative feedback does not afltct the maximum power output. 

The power plate efficiency is the ratio of the audio frequency power output to 
the d.c. plate and screen power input. It is least for Class Ai, and increases pro- 
gressively with Class ABi, ABj and B. It is less for Class Ai triodes than for Class Aj 
pentodes or beam power amplifiers. 

The sensitivity! is normally taken as the ratio of milliwatts output to the square 
of the r.m,s. grid voltage. Pentodes and beam power amplifiers have considerably 
greater sensitivity than triodes. Class ABi or any push-pull operation decreases the 
sensitivity. Amplifiers with grid current require power in the grid circuit ; sensiti- 
vity cannot be quoted for such types except for the whole seaion including the driver 
valve. 

•See also definitions in Sect. 5Ci}B. 

tThe writer favours the use of the alternative form 

Sensitivity = Vpower output in milliwatts 
grid voltage r.m.s. 

which gives values from slightly over 1 (e.g. type 45) to nearly 50. This form has the advantage that, 
for the same power output, the value is proportional to the voltage gain. This value is the square root 
of the " sensitivity " as normally measured. 

Another alternative form is the ratio of milli-watts output to the square of the peak grid voltage. 
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The effective plate resistance (or output resistance) of a power amplifier is an 
important characteristic when the load is a loudspeaker. The optimum value of plate 

resistance depends upon the loudspeaker^ but in the majority of cases the optimum 

is about one fifth of the load resistance for the best frequency response — lower values 
give heavier loudspeaker damping but a loss of bass response. Feedback amplifiers 
with very high feedback factors normally have a very low value of output resistance as 
the result of negative voltage feedback j in some cases the output resistance is pur- 
posely raised to a more suitable value by some device such as bridge feedback — see 
Chapter 7 Sect. l(iv). The general question of the optimum plate resistance is covered 
in Chapter 21 Sect. l(ii)j while loudspeaker dam{¥ing is covered in Chapter 21 Sect. 3. 

Critical load resistance — Pentodes are much more critical than triodes as regards 
the effects of variation from the optimum value of load resistance — this holds with 
or without feedback in both cases. See Sect. 2(iv)j Sect. 3(viii)j Sect. 5(ii)j Sect. 6(ii)j 
and summary Chapter 21 Sect, l(iii). 

Distortion— Single Class Aj triodes are usually operated with 5% second harmonic 
distortion at maximum output, while the third and higher order harmonics are small 
under the same conditions. All pubhshed data for such valves are based on 5% 
second harmonic unless otherwise specified. With push-pull Class Ai triodes the 
even harmonics are cancelled and only small third and higher order odd harmonics 
remain. Push-pull class Aj triode operation is regarded as providing the best fidelity 
obtainable without the use of feedback. 

As the bias is increased towards Class ABj operation the odd harmonic distortion 
increases only slightly until cut-off is just reached during the cycle (i.e. up to Limiting 
Class A operation), beyond which point a kink appears in the linearity (transfer) 
characteristic, and the distortion is more displeasing to the listener than is indicated 
by the harmonic distortion. 

Power pentodes operated under Class A^ conditions on a resistive load may have 
very shght second harmonic distonion but from 7% to 13% total distortion. This 
is largely third harmonic with appreciable higher order harmonics. When operated 
into a loudspeaker load the harmonic distortion is much more severe at low and high 
frequencies due to the variation of loudspeaker impedance with frequency. Negative 
feedback may be used to reduce distortion at all frequencies. 

With a load of varying impedance, such as a loudspeaker, there is a selective effect 
on the harmonic distortion. For example, if the impedance of the load is greater 
to a harmonic than to the fundamental, the harmonic percentage will be greater than 
with constant load resistance equal to that presented to the fundamental. See Sect. 
ll(iii) and Fig. 13.54, also Sect. 2(iv) for triodes. Sect. 3(viii) for pentodes. 

Owing to the fact that the dominant harmonic with power pentodes is the third, 
there is very little reduction of distortion due merely to push-pull operation. If, 
however, the load resistance per valve is decreased, the effect is to increase the second 
harmonic per valve (which is cancelled out in push-pull) and to decrease the third 
harmonic, and thus to improve the fidelity. 

Some of the distortion occurring with Class ABj or Class B operation is due tb the 
effect of grid current on the input circuit. The design of such amplifiers is treated 
more fully later in Sections 7 and 8. 

Normally the harmonic distortion is stated for full power output, but the rate of 
increase is also of importance. Second harmonic distortion (Class Ai triodes or 
beam power tetrodes) increases more or less linearly from zero to full power. Third 
harmonic distortion in pentodes increases less rapidly at first, and then more rapidly 
as full output is approached. Higher order odd harmonics show this effect even 
more markedly. 

Beam power amplifiers in Class A^ have considerable second harmonic, but less 
third and higher order harmonics. When operated in push-pull the second harmonic 
is cancelledj and the total harmonic distortion on a constant resistive load is small. 
On a loudspeaker load, however, the same objections apply as for pentodesj and ne- 
gative feedback is necessary in all cases where good fidelity is required. 

For further information on fidelity and distonion see Chapter 14, 
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In calculating the frequency response of an output stage, it should be noted 
that the inductance of the output transformer varies with the applied signal voltage. 

When the d,c. plate current remains nearly constant at all output levels the regu- 
lation of the power supply is not important as regards the output power, provided 
that it is adequately by-passed — see (iv) below. With Class ABi operation there is 
a greater variation in current drain from zero to maximum signal, and improved 
regulation is required in the power supply in order to avoid loss of power and increased 
distortion. Class ABg, and panicularly Class B amplifiers, require extremely good 
power supply regulation owing to the large variations in current drain. 

The use of self bias (cathode bias) reduces the variation of plate current due to 
change of signal level, and frequently enables less expensive rectifier and filter systems 
to be used, although in some cases the output may be slightly reduced and the dis- 
tortion slightly increased as a result. Self bias cannot be used with Class ABa or 
Class B operation. 

Parasitic oscillation in the power stage is sometimes encountered, either of a 
continuous nature or only under certain signal conditions. High-mutual-conduct- 
ance valves are particularly liable to this trouble, which may be prevented by one or 
more of the expedients listed below. Class ABa or Class B amplifiers sometimes 
suffer from a negative slope on portion of the grid characteristic ; this may sometimes 
be recognised by a *' rattle " in the loudspeaker. Improvement in most cases may be 
secured by the use of one or more of the following expedients : 

A small condenser from each plate to earth. 

A condenser from each grid to earth (with transformer input only). 

Series stopping resistors in grid, screen and plate circuits, arranged as close as 
possible to the valve. 

Improved layout with short leads. 

Input and output transformers with less leakage inductance. 
In addition to these expedients, it is usually helpful to apply negative feedback 
from the plate of the output valve to its grid circuit or to the cathode of the preceding 
stage. 

A Class ABa or Class B amplifier requires a driver stage and (usually) coupling 
transformer in addition to the final stage. These, together with the additional cost 
due to the good regulation power supply, should all be considered in calculating the 
total cost. It is desirable to consider the whole combination of driver valve, driver 
transformer and push-pull power stage as forming the power amplifier, and the input 
voltage to the driver will generally be comparable with that required by a single power 
pentode. 

When fixed bias is required for a class ABi, ABa or B amplifier, this may be obtained 
from a battery or from a separate rectifier and filter. In order to reduce the cost, 
back-bias with the addition of a heavy bleeder resistance is often used. Some varia- 
tion in bias is inevitable with this arrangement, and a loss of power output and an in- 
crease of distortion will result. The additional cost of the power supply and filter 
needed to handle the total current of valves and bleeder must also be considered. 

Pentodes and beam power amplifiers may be used as triodes by connecting plate 
and screen. If the suppressor is brought out to a separate pin it may be connected 
to the plate. Care should be taken to avoid operating such a valve at a plate voltage 
higher than the maximum rated screen voltage unless special " triode " maximum 
ratings are available. 

The load impedance with triode power amplifiers may be open-circuited (if neces- 
sary) without any serious effects ; it should never be short-circuited. The load 
impedance with pentodes may be short-circuited only if the valve is being operated 
considerably below its maximum plate dissipation ; it should never be open-circuited 
unless an appreciable degree of negative voltage feedback is being used. 

(iv) Effect of power supply on power amplifiers 

The usual by-pass capacitor conneaed across the power supply is large enough 
to act as a reservoir and maintain praaically constant voltage, except at low frequencies. 
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The analysis of a power supply shunted by a condenser and supplying sine-wave 
signal current does not appear to have been published. 

An analysis has been made (Ref. B6) for the simpler case where the signal current 
is of rectangular form. The minimum frequency of rectangular waveform for a 
specified variation of supply voltage over the half-cycle is given by 

f ^ ^(^l/Rs) + 1 

4.606KR^C\og,oA 
where K = hJiho + 

Rs =^ resistance of voltage source 

C = shimt capacitance 

(1 - ^) 



a ~K)- [K(RJR,) + IJx/lOO 
E^o = direct voltage across C 
Jbo =^ direct plate current of valve 
Jp = peak signal current through valve plate circuit 
and X = fall of supply voltage between beginning and end of positive half-cycle, 
expressed as a percentage of Eiq. 
The only approximation in eqn. (1) is that the voltage across the condenser at the 
commencement of the positive half-cycle is taken as being Ef^Q. 
Eqn. (1) Has been applied to the following example — 

Et,Q - 250 V, ho =■- 40 mA, Jj, = 30 mA, C = 16/zF, x - 2, 
to give these results : 

When RJRs= 5 10 20 30 35 

then /, = 170 157 127 96 49 c/s 

This example is a severe one since a rectangular waveform is more severe than a 
sine waveform with the same peak currentj while the value of x only allows 2% drop 
in voltage over the half-cycle. If 5% voltage drop is permissible^ fr becomes 39 c/s 
for Rj/Rs ^ 10 The importance of good power-supply regulation for satisfactory 
performance at low frequencies is demonstrated. 

This effect does not occur to any appreciable extent with push-pull Class A am- 
plifiers, and is not so pronounced with Class AB amplifiers as it is with single-ended 
Class A or with Class B. 

Amplifiers should always be tested for frequency response and distortion 
at maximum power output^ as well as for frequency response at a lower level. 



SECTION 2 : CLASS A SINGLE TRIODES 

(i ) Simplified graphical conditions^ power output and distortion (« ) General graphical 
case, power output and distortion (Hi) Optimum operating conditions (iv) Loud- 
speaker load (v) Plate circuit efficiency and power dissipation (vi) Power sensitivity 
(vii) Choke-coupled amplifier (viii) Effect of ax. filament supply (ix) Overloading 
(x) Regulation and by-passing of power supply. 

(i) Simplified graphical conditions, power output and distortion 

The basic circuit of a single Class Aj triode is Fig. 13.1. The load resistance (Ro) 
is normally conneaed to the secondary of a transformer (T) whose primary is con- 
nected in the plate circuit of the valve. The load resistance (Ri) presented to the 
valve is given (see Chapter 5 Sect. 1) by 

R,=(N,m'R, (1) 

where N1/N2 = transformer turns ratio, primary to secondary. In the ideal case, 
the primary and secondary windings of T may be assumed to have zero resistance, 
and the d.c. plate current Jj, to remain constant imder all operating conditions. 

The valve characteristics are shown by Fig. 2.22 in which the loadline AQB has a 
slope — 1/Rj^ and passes through the operating point Q. In this example, Ei, = 250 
volts and E^ ^ ~ 10 volts, and Q is venically above E^ = 250 volts, because the full 
E voltage is applied between plate and cathode. 
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The maximum grid swing which can be used is 20 voltSj that is from A (Ec = 0) 
to B (£'c = — 20 volts) since the = 0 curve is the border of the grid current region. 
Actually a slight grid current usually flows at zero bias^ but this is generally neglected. 
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Fig, 13.1. Basic circuit of a Class Ai 
triode with transformer-coupled load. 




Fig. 13.2, Loadline applied to triode 
plate characteristics to determine 
power output and distortion. 



The power output may be calculated from a knowledge of the maximum and 
minimum voltages and currents along the loadline^ assuming a sinewave input voltage 
(Fig. 13.2): 

Power Output ^ \{E^^^ - E^in) Umax ~ ^min) (2) 

^ - I^ud' (3) 

- - ..:.-E^,^y/R^ (4a) 
\EJq{\ - E^,JE,){\ - ImiJI,) (4b) 
Equations 2^ 3 and 4 give the exact fundamental frequency power output when the 
odd harmonic distortion is negligible. The power output of 5% second harmonic 
frequency is only 1/400 of the fundamental power output^ which is negligible. 
The load resistance corresponding to the loadline is 

Rf. = (^-ax - £^in)/(/..a« - Imin) (5a) 

{EJI,){\ - E^.JE,) (5b) 
The percentage second harmonic distortion 



-« X 100 



(6) 



AQ - QB 
2(AQ + QB) 
AQ/QB - 1 



X 100 



(7a) 



- 2(AQ/QB+T)''"^ (^"^ 
The equation (7b) has been plotted graphic- 
ally in Fig. 13.3. 

The voltage gain of a power amplifier 
is given by 

M = {Ema. ~ E^,rd/{2E,,) 

= 2,82V PoRl (8) 
where Pq = power output in watts. 

The peak values of the fundamental and 
second harmonic components of the signal 
plate current are : 

Fundamental I = ^(1^^^ ~ 

(9) 

Second harmonic = iUmax + Imin 
- 2/g) (10) 
U AQ/QB = 11/9 - 1.22, then the second 
harmonic distortion will be 5%. This 




Fig, 13.3. Curve of second har- 
monic distortion plotted against the 
ratio AQ/QB for the two portions 
of the loadline (Fig. 13.2). 
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is the principle of 5% distortion rule " reproduced in Fig. 13.4. The rule has 
each division to the left of 0 a length of 1 1 /9 or 1 .22 of the length of a corresponding 
division to the right of 0. It may be made with each left-hand division 
1 1 millimetres and each right-hand division 9 millimetres. Each of 
these divisions may be divided into 10 equal subdivisions. It may be 
used by placing the " 0 " of the distortion rule at any likely operating 
point and tilting the rule gradually until the reading on the rule corres- 
ponding to the zero bias curve is the same as the reading corresponding 
to the curve of twice the grid bias at the operating point. AQ/QB 
will then be 11/9 and the second harmonic distortion corresponding 
to AQB as a loadline will be 5%. 

There are also methods for the graphical determination of any 
degree of second harmonic distortion. One of these was originated 
by Espley and Farren (Ref. Bl) and is illustrated in Fig. 13.5 5 it 
must be drawn on transparent material. It is applied to the curves 
in a maimer similar to the 5% distortion rule, except that a loadline 
is first drawn in, and then the Harmonic Scale is moved so that DBG 
is parallel with the loadline. For example, with the loadline EFG the 
distortion is 20% while with ETG the distortion is 10%. The scale 
may be constructed on the basis of : 

2nd Harmonic Distortion % 0 5 10 15 20 
DB/BC 1.0 1.22 1.5 1.86 2.33 

If the valve is to be operated with a known plate voltage, the usual 
procedure is to take as the operating point (Q) the intersection of the 
vertical line through with one of the Ec curves such that Q is either 
on, or below, the *' maximum plate dissipation curve " (Fig. 13,2). 
If the latter is not included in the published curves, it may readily be 
plotted over a small range. This dissipation curve only affects the 
operating point Q, and there is no harm if the loadline cuts the curve. 
In general, if the plate voltage is fixed, a triode gives greatest output 
when it is operated at the maximum permissible plate current^ with 
the limit of ^ i^bAp (see eqn. 22). 

If there is no predetermined plate voltage^ a triode gives increasing 
power output as the plate voltage is increr:sed, even though the plate 
current is limited in each case by the dissipation. 

(ii) General graphical case, power output 
and distortion 

In practice there are several additional factors which should be 
taken into account. 

(A) Resistance of transformer primary 

Provision may be made for this resistance by giving the line Q£b 
a slope of — l /R' where R' is the resistance of the transformer 
primary or choke (Fig. 13.6). By this means the plate voltage of 
point Q is less than Et, by the value R'l q. This does not affect the 
slope of the loadline, which is determined solely by the effective im- 
pedance of the load reflected across the primary of the transformer. 
It is assumed that the final filter condenser has sufficient capacitance 
to supply the varying current over each cycle without appreciable 
change in voltage. 

(B) Effect of primary inductance 

The reactance of the transformer primary gives an elliptical load- 
line [see Chapter 2 Sect. 4(vi)J. This may be reduced to any desired 
extent by increasing the inductance. Obviously this effect is only 
serious at the lowest signal frequencies ; suitable values of inductance 
are given in Chapter 5 Sect. 3(iii)c. 



ZD 

a. 
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FIG. 13,4 



Fig. 13.4. 5% distonion rule for use in calculating the power 
output of triodes. 
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(C) Effect of regulation of power supply 

This has only a slight effect on Class A triodes^ provided that the final filter con- 
denser has sufficient capacitance to supply the varying current over each cycle without 
appreciable change in voltage. 



nG.i3. 5 





O PLATE VOLTAGE 



Fig. 13.5. Alternative form of distortion rule for application to triode loadlines (Ref. Sl\ 
Fig. 13.6. Plate characteristics of triode exaggerated to show rectification effects. 

(D) Rectification effects 

Owing to the second harmonic component of the signal frequency plate current, 
the average plate current under operating conditions is greater than with zero signal. 
The increase in plate current is given by 

= K/max + Imin ~ 21 q) (11) 

which is also equal to the peak value of the second harmonic current {1^2} shown 
by eqn. (10). This may be put into the form 

= - h) (12) 
where = I^^x - Iq and Ig - {Iq - /„„•„). 

This is illustrated in Fig. 13.6 where AE QB and EQ AQ ~ QB. Obviously 
AQ/QB GC I^/Iq. The line EQ is then divided into four equal parts ; C is the 
centre point of AB and D is the centre point of CQ. The plate current of point D 
is greater than that of point Q by the amount — ^b) which is equal to AI^,. Point 
D is the only point on the loadline which fulfils the conditions regarding current^ 
while point Q is the only point which similarly fulfils the conditions regarding voltage. 
The condition is therefore an impossible one, and the loadline must shift upwards 
until the point of average current lies on the line QEf,. 

Unfortunately V as the loadline moves upwards, the relationship between I ^ and 
changes, and the simplest procedure is to draw a second loadline A'B' (Fig. 13.7) 
parallel to AB, then to determine its points E'F'C'D' as for the original loadline. 

Points D and D' are joined by a straight line 
DD', and the intersection of this with QE^ 
gives point D" which must be on the working 
loadline . Through draw a loadline parallel 
to AQB, and A"D''B" is then the maximum 
signal dynamic loadline. The only error is 
through assuming that DD' is a straight line, 
whereas it is actually the locus of point D ; 
the error is small if DD' is short. 

It is evident that the change from the no- 
signal quiescent point Q to the maximum 
signal dynamic loadline A''B'' will be a gradual 
process. As the signal increases, so will the 
loadline move from AQB to A'T''B''. At 
intermediate signal voltages the loadline will 

c- 1-2-7 HA *u ^ jr ^i,- J J be intermediate between the two limits. The 
Fig, 13.7. Method for graphical de- , . , 

termination of " shifted " loadline due average plate current for zero signal will be 

to rectification. Iq but this will rise to 1^' at maximum signal. 
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It will be observed that D" does not correspond to the intersection of the loadiine 
and the static bias curve. Point P'' is not the quiescent point (which is Q) but may 
be described as " the point of instantaneous zero signal voltage on the dynamic load- 
line." Point P" must therefore be used in the calculations for harmonic distortion 
at maximum signal. The loadiine A"D'T''B" provides the data necessary for the 
calculation of power output, second harmonic distortion, and average direct current. 
All these will, in the general case, differ from those indicated by the loadlme AQB. 
Summary : 

1. Power output is calculated from the loadiine A"B" in the usual manner. 

2. Second harmonic distortion (per cent) at maximum signal = (2D'T'7A"B") 
X 100. 

3. Average d,c. current at maximum signal ^ = /(^ -f AI^j'' = current for 
point D". 

The graphical method above is accurate, within the limits of graphical construction, 
but rather slow. Approximate results may be calculated from the origmai loadiine 
by the equations : 

I,- ^ Iq-\- KIma. + Ir.in " 2/^)(l + RJr^) (13) 

M,'^ ^ «/^«, + I^in - 2/^)(l + RJr;) (14) 
Alternatively the rise in current may be calculated from the second harmonic dis- 
tortion (//a) and power output : 

/I//' ^^/iH^^/PJRjil + RJr^) (15) 
In another form, the rise in current may be calculated from the harmonic distortion, 
Iq and Imin • 

AI," ^ {Iq - /^,„)(1 + Ri/r^)[HJ(l - 2H,)] 
or less accurately by 

AI,- ^ (0.78 IgXl + R^/r^)[HJ{l - 2H,)] 



(on the assumption that /„ 



0.22 /.). 



(16) 
(17) 



FIG. 13.8 



Eqn. (17) is interesting, since it does not involve any data beyond those normally 
published. If H2 = 0.05 it may be reduced to 

J//' ^ 0.043 Igil + Ri^/r^) (18) 
Eqns. (13) to (18) give results slightly lower than the graphical methoa. 

For rectification effects with cathode bias see below. 
(E) Cathode bias 

Cathode bias loadlines may be drawn on the mutual characteristics [Chapter 2 
Sect. 4(v)] but the position is complicated by the rise in plate current caus^^d by 
rectification. The simplest approach is to assimie a voltage between plate and cachode 
(E ft), determine the plate current imder maximum signal conditions as for fixed bias 

{Ibl and then to calculate the cathod>i bias 
resistor (R^) from the equation Rk ~ 
EJIjI\ It is then necessary to check for 
plate dissipation at no signal ; this may be 
done by the method of Fig. 2.27, drawing 
a cathode loadiine having the correct slope, 
and noting the plate current (Z^) at which 
the cathode loadiine intersects the mutual 
characteristic for the desired value oi E^, 
The dissipation with no signal input is 
then There is a slight error 

through assuming that E^, remains con- 
stant from zero to maximum signal, but 
this is usually negligible. Alternatively, 
the maximum value of /e,i may be calcu- 
lated from the maximum dissipation, and 
marked on the corresponding E^ curve ; 
Fig. 13.8 Deter mining change of plate through this point a cathode loadiine may 
current with fixed and cathode bias, be drawn whose slope will indicate the 
having operating conditions identical at minimum permissible value of cathode 
maximum signal bias resistor. 
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Alternatively, cathode leadlines may be drawn on the plate characteristicSj but they 
will be slightly curved [for method see Chapter 12 Sect. 2(iii)]. 

Rectification effects with cathode bias may be determined entirely from the 
plate characteristics (Fig, 13.8), The loadline corresponding to maximum signal 
conditions is A"B'' (as for Fig. 13.7) while point P'' is the point of instantaneous 
zero signal voltage. The maximum signal plate current is /j" as for fixed bias. For 
the sake of comparison, the zero signal loadline AQB for fixed bias has also been 
added. From D'' a straight line is then drawn to where is the total supply 
voltage across both valve and Rk ; this line will have a slope of — l/Rk- 

The cathode bias loadline must pass through the point R on the £"^1 curve at which 
the plate current is because = Ed/lb'- The i^^ loadline also passes through 

0 as shown ; it intersects the sloping line through at point S with plate current 

1 This point S is the quiescent operating point with cathode bias and has a plate 
voltage £"(,2 which is slightly greater than 

The change in average plate current from no signal to maximum signal is given by 
Jfft' for cathode bias and AIj," for fixed bias. It is obvious that AIj,' is always less 
than /l/ft". More specifically. 

As a typical example, for type 2A3, E^, = 250 volts, = — 45 volts, r^, = 800 
ohms, Rk = 750 ohms ; Al^' IM^' ^ 0.2, 

In wordSj the change of plate current with fixed bias is five times that with cathode 
bias. 

If the value of the cathode bias resistor and the total supply voltage {E^^ = E^ + £'«) 
^:re known^ the following procedure may be adopted (Fig. 13.9A). 



FIG.13.9A 




Fig. 13,9A. Determining position of 
loadline and rise in plate current, given 
plate supply voltage (Ebb ^ £m ^n) 
and cathode bias resistor only. 



1. Draw the cathode bias loadline (i?t) on the plate characteristics. 

2. Draw a straight line through E^b with a slope of — l/Rk. 

3. Take the point of intersection (Q) and draw a vertical line to the horizontal axis. 
This will give the quiescent plate -to -cathode voltage Ebi^ and Q will be the 
quiescent operating pointy with grid bias — E^. 

4. Through Q draw a loadline with the desired slope from Ec = Oto E^ =^ — 2E^^ 
— this will be AQB. Mark the point of average plate current (D). 

5. Select the adjacent characteristic curve (— E^^ and arbitrarily select point Q" 
having slightly higher plate current than Q. Through Q'' draw a parallel load- 
line A"Q''B'' from E ^ = 0 to E c ^ — 2E ,2- On this loadline mark the point 
of average plate current (D''). 

6. Join DD"^ and mark its point of intersection (D') with the sloping line through 

Through D' draw a parallel loadline A'B' which will be the maximum 
signal loadline. Obviously B' will be intermediate between B and B''^ and 
its position may be fixed approximately by joining BB'' and making B' the point 
of intersection with the new loadline. The rise in plate current from the quies- 
cent condition {I^) to the maximum signal condition (/^O is given by AI^. 
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If it is desired to make allowance for the transformer primary resistance, the slope 
of T>"E^ft in Fig. 13.8 should be — + ^jt) where R' = primary resistance, 

In general, any single Class A triode may be operated either with fixed or cathode 
bias as desired. The maximum value of grid circuit resistance frequently depends 
on the source of bias. When it is permissible to use a value of cathode bias resistor 
which provides the same grid bias as required for fixed bias, the load resistance, 
distortion, and power output will be identical. When it is necessary, on account of 
plate dissipation, to use a higher value of R jt, then the conditions in the two cases will 
be different. 

Cathode by-passing — It is important for the by-pass condenser to be sufficiently 
large to maintain the bias voltage constant over each cycle— any fluctuation leads to 
increased distortion and loss of power output. When operating at low levels it is 
usually sufficient to ensure that the reactance of the by-pass condenser, at the lowest 
frequency to be amplified, does not exceed one tenth of the resistance of the cathode 
bias resistor. 

At high operating levels it is necessary to ensure that the direct voltage from B + 
to cathode remains substantially constant over each half-cycle. This* may be treated 
in the same manner as the by-passing of the power supply — see Sect. l(iv) and Eqn. (1). 

The network comprising the resistive elements Rs and R^ and the capacitive ele- 
ments C and Cfc may be replaced by its equivalent network comprising Ci in parallel 
with connected from B+ to cathode. In the special case when C/Cj, = R^/Rs 
we have Ri = R^ -\- Rk and =^ CCk/{C + C*), but the general case is more in- 
volved. Eqn. (1) of Sect. 1 may then be applied directly. 




lOO 
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300 

PLATE VOCTAOC FIG. 13. 9 » 

Fig. 13.9B. Plate characteristics type 6J5 ztnthgm andg^ curves and loadlines {Ref. B5). 

www.pmillett.com 



13.2 (ii) (F) METHOD USING G^^ AND G^ CURVES 555 

(F) Alternative method using and ^j, curves 

A ^ - grr>Rl/i^ '\- g,Rl) (19B) 

where A =^ amplification with small input signal 

g,n ^ mutual conductance 
and g.p = plate conductance ^ I/tj,. 
For predominant second harmonic distortion : 

A' ^ KA, + A,) (19C) 
Second harmonic distortion per cent =^ 25(^i — ^2)/(^i + ^2) 
where A' ~ amplification with maximum input signal 

A^ = amplification at maximum positive excursion 
and A2 = amplification at maximum negative excursion. 

The values of A^ and A 2 may be calculated, using eqn. (19B), from the values of 
and gj, corresponding to the relevant points on the leadline which may be derived 
from Fig. 13. 9B for type 6J5. Alternatively, the values of and gp may be derived 
by measurement or graphically at the points of maximum positive and negative ex- 
cursion on the leadline. By this means it is possible to calculate amplification and 
distortion with high signal inputs from measurements made at low inputs. 

This method may be used for cathode followers by using eqn. (19D) in place of 
(19B) : 

A - gMll + (gm + gr>)Rk] (19D) 
It may also be used for degenerative amplifiers by using eqn. (19E) : 

A = g^R^/ll + (g^ + g,)R^ + g,R^] (19E) 
References B5, B7, B8, H17. 

(iii) Optimum operating conditions 

The preceding graphical treatment enables the optimum load resistance to be de- 
termined to give maximum power output for limited distortion, provided that valve 
curves are available. It is frequently desirable to be able to make an approximate 
calculation without going to so much trouble. The optimum load resistance is a 
function of the operating conditions (see Refs. A). The following treatment is based 
on Ref. A14, and relates to " ideal " (hnear) valve characteristics. 
Case 1 : Grid current and distortion zero, fixed signal input voltage, no 
limitations on plate current or voltage 

See loadline AQB in Fig. 13.10 in which the characteristics are parallel and equi- 
distant straight lines. The loadline may be placed anywhere between the 0 
curve and the £"», axis. Maximum power output will be obtained when Rr — 7*^,, 
that is when the slope of AQB is equal in magnitude to the slope of the characteristic 
curves. The power output with any load resistance is given by 

^" - (r, + R^y (2"^ 
where Eg ^ r.m.s. grid input voltage. 

Since there is no advantage in having the loadline in the position shown, it may be 
transferred to the position A'Q'B' where it has the lowest possible grid bias and plate 
voltages. Under these conditions the "plate circuit efficiency"* is 16.6% when 
Ri = r^. 

Case 2 : Grid current and distortion zero, fixed plate voltage, no limitations 
on plate current or signal input voltage 

Let Ebi be the fixed plate voltage. The loadline may be CPD in Fig. 13.10 where 
C is the intersection with the Ec 0 curve which is the boundary of the grid current 
region. PD must equal CP for zero distortion. Maximum power output is obtained 
when the loadline is adjusted so that its lower extremity touches the Et, axis, as with 

EFG, and when Rj ^ 2r p. Under these conditions the plate circuit efficiency* is 

0*50/ 
/o- 

The maximum power output with any load resistance is given by 

~ (2r, + R,y ^^^^ 
See also equations (31) to (34) inclusive. 

♦See Section 2(v). 
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Fig. 13.10. Ideal" plate characteristics of triode to illustrate choice of optimum 

loadline. 

Fig. 13.1 1. " Ideal " plate characteristics of triode with fixed plate voltage to illustrate 

choice of optimum loadline. 

Case 3 : Grid current and distortion zero, fixed plate voltage and maximum 
plate current, no limitation on signal input voltage 

Let £"[,1 ^ fixed plate voltage 
and = maximum plate current. 

It is always advantageous to operate the valve with the maximum plate voltage, 
which is here regarded as being fixed. There is, however, an optimum value of plate 
current, and any increase or decrease in plate current results in lower power output. 
The optimum plate current is given by 

/tn - IB^Jr^ (22) 
where Rj^ = 2rp 

as illustrated in Fig. 13.11 with loadline EFG. 

If the maximum plate current is higher than /^oj then it is preferable {o operate the 
valve at /bo so as to avoid loss of power output and waste of current. 

If the maximum plate current is less than /ao, it is necessary to increase the grid 
bias to reduce the plate current to I^^ (point L). One possible loadline is KLM where 
KL ^ LM and for this condition 

(23) 
(24) 



- - 2r^ 



and the plate circuit efficiency is given by 

t; ^ Kl ~ 2r,h,/E,,) (25) 

The load resistance for this condition is always greater then 2rj,. 

Case 4 : Grid current and distortion zero, fixed plate dissipation, no limita- 
tion on plate voltage, plate current or signal input voltage 
The power output under these conditions is given by eqn. (24) which may be put 

into the form 



KPv 



(26) 



Po 

where Pj,m ^ maximum plate dissipation. 
Obviously the power output continues to increase as is increased. The plate 
circuit efficiency approaches 50% as E^i is made very large. The value of load re- 
sistance is given by eqn. (23). 

Case 5 : Grid current and distortion zero, fixed plate dissipation, fixed 
minimum instantaneous plate current 

Owing to the existence of " bottom bend " curvature in actual valve characteristics, 
it is necessary to fix a minimum value of instantaneous plate current if distortion is 
to be reasonable (Fig. 13,12). 

It is here assumed that the portions of the characteristics above Itmin are straight, 
and that operation is restricted to the linear region. E^rmn is the plate voltage at 
which the extended straight portion of the characteristic cuts the axis. 
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Applying this procedure to each of the previous cases, we have : 

(1) No change—/?^ = r,,. 

(2) No change— -R^ = 2r^. 

(3) Pq ilEbl — (21 ti — Ibmii^^p — £'6tni7i][/bl — Ibmin] (27) 

The optimum value of load resistance is given by 

i?^ — (Ei,i/Ibl) ~ 2rj, + — Tj, " E bmin/^ bmin)^ bmin/i^ bl ^ ^ bmin) (28) 

The plate circuit efficiency is given by 

77 = Kl - 2r^h,/E,^ + r,h^,JE,^ - E,^,JE,,){1 - IbmiJIbi) (29) 

(4) The optimum value of load resistance for maximum power output is given by 
Rj^ = (4/6i//t,min - l)'"p + Ej^^iJU^,^ (30) 




Fig. 13.12. Plate characteristics of imaginary triode with ideal" characteristics 
above Ibmin curved characteristics below this line. 
Fig. 13.13. Ideal triode characteristics with Ri = 2rp. 

Summary of operating conditions 
(A) Ideal characteristics 



If there is no limitation on plate current, the optimum load i?^ = 2rp and the load- 
line is as Fig. 13.13. 
Grid bias : E^ ^ 0.75£t,i//* (31) 

Plate current : hi = E^^JA^r^ (32) 

Max. power output : Pq = £biV16rj, (33) 
Plate circuit efficiency : t) = 25% (34) 



(B) Practical characteristics 

The optimum plate current for ideal characteristics is given by 
-^60 — iEbi/fj, 
and in practice is slightly higher. 

Grid bias for optimum plate current : 

£ei = 0.15{E, - Et)/^ (35) 
where Et = plate voltage at intersection of E^ axis and tangent to .E^ = 0 curve 
at current 

and Eel = grid bias for d.c. filament operation (add Ef/2 for a.c. operation). 

Usual values of Et are between 30 and 45 volts. Examples are : 
Type 2A3 Et = 35 volts approx. 
Type 45 Et = 40 volts approx. 

Note : At voltages above about 180 volts, the grid bias will have to be increased 
to reduce the plate dissipation. 

When a triode is being operated at the optimum plate current, the load resistance 
should be approximately 2rp. Fig. 13.14 shows the variation in power output, and 
second harmonic distonion, of a typical small power triode indicating that maximum 
power output occurs at slightly less than 2rj,. The percentage third harmonic 
distortion is usually between one third and one tenth of the second harmonic dis- 
tortion up to 5% of the latter ; the ratio decreases as the load resistance is increased. 



www.pmillett.com 



558 



(iv) LOUDSPEAKER LOAD 



13.2 



When a triode is being operated at a plate current which is less than the optimum, 
then will be greater than 2rp for maximum power output. Refer to Case (3), 
eqns. 23, 24 and 25. 

(iv) Loudspeaker load 

A loudspeaker (see Chapters 20 and 21) presents a load impedance which is neither 
purely resistive nor constant. At most frequencies it causes an elliptical loadline 
[see Chapter 2 Sect. 4(vi)] with the shape of the ellipse varying widely over the audio 
frequency range. All that can be said here is that the elliptical loadline results in 
higher distortion and lower power output than a purely resistive load. 

The variation in impedance is almost entirely an increase above the nominal (400 
c/s) impedance. As a result, with constant signal voltage applied to the grid, the dis- 
tortion and the power output decrease as the load resistance is increased (see Fig. 
13.14). 

A triode applies nearly constant voltage across the load impedance. This is a 
standard condition of test for a loudspeaker, and some models of loudspeakers are 
designed to operate under these conditions (see Chapters 20 and 21). A triode is 
almost the ideal output stage for a loudspeaker load when looked at from the load 
point of view, with or without feedback. 

See also Sect. 3(viii) for pentodes. Sect. 1 l(iii) and Fig. 13,54, and Chapter 21 Sect. 1 . 
^1 1 1 1 — I — I 1 — I 1 1 1 — rn 1 — I 
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RATIO Ri^H 2 3 4 5 6 a 10 25 50 60 



Fig. 13.14. Power output and distortion of type 45 triode plotted against load resistance. 
The curves were derived graphically, with allowance for shifting loadline. The operating 
conditions are : ^ 250 volts, = -50 volts, peak grid signal voltage 50 volts, 
7b = 34 mA {zero signal), = 1610 ohms, 
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(v) Plate circuit efficiency and power dissipation 

The plate circuit efficiency is defined as the ratio of the maximum signal frequency 
power output to the d.c. power input under these conditions. (Owing to rectification^ 
the d.c. power input under maximum signal conditions is usually greater than with 
zero signal input). 

The plate circuit efficiency cannot exceed 50% in any Class A amplifier, and usually 
does not exceed 25% with Class A triodes. The plate circuit efficiency in an ideal 
Class A triode is given by 



The power relationships in a Class A triode are shown in Fig. 13.15 on the assump- 
tion that no second harmonic or rectification effects are present, and that fixed bias is 
employed. Allowance is made for the power loss in the d.c. resistance of the trans- 
former primary. The plate-to-cathode voltage is E^, but the total supply voltage 

is E^^. 

The plate dissipation in a Class A triode is greatest with zero input signal. If there 
are no rectification effects, the power input remains constant and the power output is 
simply power transferred from heating the plate to useful output. With normal 
rise of plate current for 5% second harmonic distortion, the plate dissipation is more 
nearly constant, but it is still sufficient to base the design on the zero-signal condition. 

The quiescent operating point may be limited by one or more of the following : 

1. Maximum plate dissipation. 

2. Maximum plate voltage. 

3. Maximum plate current. 

Fig. 13.16 is an example including all three. The dissipation curve may be plotted 
from the relationship Po/^b- The horizontal line AB is the maximum plate 

current, while the vertical line CD is the maximum plate voltage. The quiescent 
operating point must not be outside the area ABCD. 



Fig. 13.15. Power output and dissipation relationships in a Class A triode. 
Fig. 13.16. Plate characteristics of small battery operated power triode with limits of 
maximum plate dissipation, maximum plate voltage and maximum plate current. 

(vi) Power sensitivity 

A triode suffers from low power sensitivity when compared with pentodes and beam 
power amplifiers, but the difference becomes smaller when a higher degree of negative 
feedback is applied to the latter. In any case, it is usually a simple matter to provide 
sufficient gain in the voltage amplifier. 

Maximum power sensitivity is obtained when ^vy although this limits the 

maximum power output for a fixed value of distortion. 

See Sect, l(iii) for the form in which the sensitivity is expressed. 

(vii) Choke-coupled amplifier 

The choke-coupled amplifier of Fig. 13.17 may be used as an alternative to the trans- 
former-coupled arrangement of Fig. 13.1, and the foregoing discussion may be applied 
exactly on the understanding that 



^ = RJ{2R, + 4r,) 



(36) 
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L the choke inductance and resistance correspond to the transformer primary 
inductance and resistance, 

2. the condenser C offers negligible impedance to signal frequencies compared 
with Ri. 

(viii) Effect of ax. filament supply 

The curves of power triodes are usually drawn for the condition with d.c, filament 
supply and with the negative filament terminal regarded as the cathode. When a.c. 
is applied to the filament, roughly the same performance is achieved by increasing 
the grid bias by Ef/2. The increase is taken as 1 .5 volts for a 2.5 volt filament. 




Fig. 13.17, Choke-coupled ampli- Fig. 13.18. Basic circuit of 

fier. power pentode. 



(ix) Overloading 

A triode has no " cushioning " effect such as occurs with a pentode when the peak 
signal voltage approaches the bias voltage. There is therefore no warning of the 
impending distortion which occurs when grid current flows. The distortion may 
be minimized by the use of a low-plate-resistance triode in the preceding stage, a 
low grid circuit resistance or a grid stopper resistor (10 000 ohms is normally satisfac- 
tory, but values from 1000 to 50 000 ohms have been used), 

(x) Regulation and by-passing of power supply 

The regulation and by-passing of the power supply affect the minimum frequency 
which can be handled satisfactorily at full power output — see Sect, l(iv). 



SECTION 3 : CLASS A MULTI-GRID VALVES 

(t) Introduction («) Ideal pentodes (tit) Practical pentodes — operating condmons 
(tv) Graphical analysis — power output and distortion (v) Rectification effects (vi) 
Cathode bias (vii) Resistance and inductance of transformer primary (viii) Loud- 
speaker load (ix) Effects of plate and screen regulation (x) Beam power valves 
(xi) Space charge tetrodes (xii) Partial triode operation of pentodes. 

(i) Introduction 

Multi-grid valves include pentodes^ beam power amplifiers and similar typesj and 
space-charge valves. All of these have a family resemblance^ in that they have higher 
plate circuit efficiencies and greater power sensitivities than triodes, but on the other 
hand they have higher distortion, particularly odd harmonic distortion. Their 
advantages over triodes generally outweigh their disadvantages, particularly as the 
distortion may be minimized by negative feedback, and they are almost exclusively 
used in ordinary commercial radio receivers. Reference should be made to Chapter 7 
for amplifiers incorporating negative feedback. 

The basic circuit of a power pentode with transformer-coupled load is Fig. 13.18. 
A choke-capacitance coupled load may also be used, as for a triode (Fig. 13.17). The 
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only essential difference from a triode is that provision must also be made for a constant 
voltage to be applied to the screen. In some cases the screen is operated at the same 
voltage as the plate, so as to avoid a separate screen voltage supply. 

In a practical circuit the screen, the plate return and the grid return should each 
be by-passed to the cathode^ 

(ii) Ideal pentodes 

An ideal pentode is onfe having infinite plate resistance, a 90"^ angular knee and 
equally spaced characteristic curves (Fig, 13.19), The zero bias characteristic is 
OAC, the - £ci characteristic is ODE, while the - IE ,y characteristic is OB. The 
operating point is Q, the optimum loadline is AQB where AQ = QB and the distortion 
is zero. 

The following may readily be derived — 

Optimum i?^ = £(,//(, (1) 
Then for optimum load resistance : 

= \EJ, (2) 
D.C. power input = EJ^ (3) 
Plate circuit efficiency ^EJJEJ^ = 50% (4) 
£•,1 = E,J2^t (5) 
where E ^2 = screen voltage 

and ixt ~ triode amplification factor = y^g^g^. 
For any value of load resistance : 

= ih^Rj^ when is less than £(,//& (6) 
iE^yR^ when R^ is greater than Eb/h (7) 
(It is assumed here that the signal voltage is reduced for other than optimum R^ 
in order to avoid distortion.) 




c »0 FIG. r3.20 


A^^^ — ' 
































Z 





Fig. 13.19. Plate characteristics of ideal pentode. 
Fig. 13.20. Plate characteristics of typical pentode compared with ideal characteristics. 

(iii) Practical pentodes — operating conditions 

A practical pentode has characteristics of the form of Fig. 13.20 on which has been 
superimposed the *' ideal characteristics " for the same plate voltage and current. 

(A) The load resistance corresponding to the loiidline AQB is slightly lower than 
the ideal value Et/Ib- A good general rule for all pentodes is 

R^ ^ 0.9 EJI, (8) 
which is usually correct within ± 10% for maximum power output. Eqn. (8) is 
safe to use under all circumstances, although an adjustment may be made experi- 
mentally or graphically to secure the best compromise between distortion and power 
output. 

(B) The power output is always less than iEJ^j and may be calculated graphically 
[see (iv) below]. 

(C) Owing to rectification effects, the direct plate current may rise or fall from 
zero signal to maximum signal [see (v) below]. 
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(D) The plate circuit efficiency is usually between 28% and 43% for total har- 
monic distortion le^s than 10%. Of course, the screen current is wasted, so that the 
total plate + screen circuit-efficiency is lower. The plate dissipation is equal to the 
d.c. watts input less the signal power output. The screen dissipation is equal to the 
d.c. screen input. 

(E) Screen current : In a pentode, if the control grid bias is kept constant and 
only the plate voltage varied, the total cathode current (plate + screen) will remain 
nearly constant, decreasing slightly as the plate voltage is reduced down to the knee of 
the curve. Below this plate voltage the screen current increases more rapidly until 
zero plate voltage is reached, at which point the screen current is a maximum (Fig. 
13.21). It is evident therefore that if a dynamic loadline cuts the zero bias curve 
below the knee, the screen current will rise rapidly and the screen dissipation may be 
exceeded. The average maximum-signal screen current may be calculated from the 
approximation 

h2 ^ Ua + ¥q (9) 

where J ^ = screen current at minimum plate voltage swing and zero bias (point A), 
and Iq = screen current at no signal and normal bias. 
The screen dissipation is therefore Pgz where 

= EMI A + . (10) 

The variation of screen current with change of control grid voltage is such that the 
ratio between plate and screen currents remains approximately constant provided that 
the plate voltage is considerably ^higher than the knee of the curve. I'his ratio may 
be determined from the published characteristics. 

A pentode, or beam power tetrode may be used as an amplifier with the plate voltage 
in the region of the knee of the curve of the Ec = 0 characteristic, that is somewhere 
about one fifth of the screen voltage, provided that care is taken to keep both plate 
and screen dissipations within their ratings. This gives operation very similar to that 
of a triode with a non-critical and low value of load resistance, which may be useful 
in some special applications (Ref. C6). This method of operation is not here de- 
scribed in detail. 



.O FIG. 1 3.22 




Fig. 13.21. Plate,, screen and cathode current characteristics of pentode. 
Fig. 13.22. Calculatioft of penrode power output and distortion using the five selected 

ordinate method. 



(F) The screen should be supplied from a voltage source of good regulation ; a 
voltage divider, whose "bleed" current is very much higher than the maximimi 
screen current under dynamic conditions, is the most common source when the screen 
voltage is lower than the plate voltage. 

(G) The voltage gain is determined as for a triode [Section 2(i) eqn. 8]. 

(H) If oscillation or parasilics are experienced, a grid stopper resistance of 
about 500 ohms may be used, A small mica condenser from the plate terminal to 
earth is often beneficial. The bias resistor and its electrolytic by-pass condenser may 
be by-passed by a 0.001 /iF mica condenser. The shells of metal valves should be 
earthed directly. The length of leads should be as short as possible, particularly 
between the valve terminals and their by-pass condensers. 
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With type 807, a stopper resistor of 100 ohms (non-inductive) may be connected 
directly to the screen terminal of the valve, and a by-pass condenser (0.01 mica) 
taken from the end of the resistance remote from the screen, directly to earth. 

(I) Overload characteristics — Owing to the crowding together of the charac- 
teristics at and below the knee of the curves, a pentode tends to give a smoother over- 
load characteristic than a triode. There is no point at which the distortion begins 
sharply, but rather a gradual flattening effect on the top, or top and bottom, of the signal 
current wave. Pentodes or beam power amplifiers with negative feedback lose most 
of this " cushioning effect," and more closely resemble triodes as regards overload. 
The distortion due to grid current may be minimized by a low impedance (triode) 
■preceding stage and a fairly low value of grid resistor ; this will then leave the dis- 
tortion due to the characteristics as the predominant feature, and provide a reasonably 
smooth overload. 

(iv) Graphical analysis — ^power output and distortion 

The choice of loadline for a pentode is usually made by firstly selecting the screen 
voltage and then selecting a convenient plate voltage. The third step is to note the 
grid voltage which allows a small plate current to flow, and to divide this voltage by 
2 to obtain the grid voltage for the working point — thus determining the quiescent 
operating point Q, A scale is then swung around Q (a small pin is helpful as a pivot) 
until the two parts of the loadline are equal. If the scale is calibrated in millimetres, 
the 10 cm. calibration may be held at Q and the two parts compared directly by eye. 
When the two parts are equal, the second harmonic distortion will be zero, and the 
loadline is a first approximation for maxinium power output. 

In the case of some pentodes, and particularly beam power amplifiers of the 6L6 
class, the loadline for zero second harmonic is obviously far from the knee of the curve 
In such a case the loadline should be taken to the knee of the curve, if sharply defined. 

To determine the exact loadline for maximum power output, it is necessary to take 
several angles, and to calculate the power output for each. The final choice of load- 
line is usually a compromise between power output and distortion i in such a case the 
load resistance is always less than the one giving maximum power output. 

Load resistances higher than that giving maximum power output are to be avoided 
because they give greater harmonic distortion, less power output and higher screen 
current. It is better to err on the low side, particularly with nominal loudspeaker 
loads. 

Owing to the presence of appreciable percentages of third and higher order odd 
harmonics, the formulae for triodes are not suitable for pentodes. There are several 
methods for pentodes, the choice depending on whether third harmonic only is re- 
quired, or third and higher harmonics. Reference should be made to Chapter 6 
Sect. 8(iii) " Graphical Harmonic Analysis." 

The treatment here is based on a working loadline. If the amount of second 
harmonic is very small, the rise of plate current due to rectification may be neglected. 
If there is an appreciable amount of second harmonic, it is necessary to use the method 
of Sect. 3(v) for drawing the corrected loadline ; the formulae below should then be 
applied to the corrected loadline. 

(A) Five selected ordinate method (For second and third harmonics only) 
This method makes use of the plate currents corresponding to grid voltages ~ 0.293 
and — 1.707 E^i in addition to the three currents used with Class A^ triodes. If 
these are all available, the loadline of Fig. 13.22 is all that is required — if not, it will 
be necessary to plot the dynamic characteristic as in Fig. 13.24. 




X 100 



X 100 



(11) 
(12) 



(13) 



(14) 
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where Ij^ =^ plate current at — 0.293 2;^ 
ly = plate current at — 1.707 Ed- 
Eqns. (11) to (14) are exact provided that there is no harmonic higher than the third. 
The power output is that for fundamental frequency only, but the power output for 
10% harmonic distortion is only 1% of the fundamental power output. 

The presence of third harmonic distortion has a flattening effect on both the posi- 
tive and negative peaks, thus increasing the power output for a limited value of I max ~ 
Imin- For example, 10% third harmonic reduces the value of I max by 10% while 
it increases the total power output by 1 %. If there were no distortion, and the value 
of /max were maintained at 90%, the power output would be only 81%. Thus the 
ratio of power output with and without 10% third harmonic distortion is 101/81 ^ 
1.25j on condition that I max — is kept constant. In simple language, for the 
same plate current swing, 10% third harmonic distortion increases the total power 
output by 25%. This will be modified by the presence of fifth and higher harmonics 
[see iv(D) below ; Sect. 7(iii)]. 

(B) Five equal-voltage ordinate method (Bspley) 

For second, third and fourth harmonics only. 

The previous method requires characteristics for — 0.293 and — 1,707 which 
are often not directly available. The following method is usually more convenient 
and is exact provided that all harmonics above are zero (see Fig. 13.23 for symbols). 
P, ^ (7.0 - h-o + /o.5 " /i.5)'i^i/18 (15) 
3(1 —21 4-7 ) 

% 2nd harmonic = " , , x 100 (16) 

% 3rd harmonic = (^o - 2/0.5 + 21.. - h.) ^ ^^^^ 

% 4th harmonic = —777 — r~7 7 7 — ^ x 100 (18) 

D.C. plate current - ^(7o + 27o.5 + 27i.5 + 73.0) (19) 

A third harmonic scale may be prepared for reading the third harmonic percentage 
(Ref. A14 pp. 71-72), 

(C) Seven equal-voltage ordinate method (Espley) 

This is exact for harmonics up to the sixth, provided that higher harmonics are 
zero. It is sometimes more convenient than the five ordinate method, when there are 
no — 0.5 and — 1.5 E ^ curves, even when the higher harmonics are of no interest. 

The symbols have the same significance as in Fig. 13.23 with the subscript indicat- 
ing the grid voltage. 

^ (1677o + 2527o.33 - 457o.e7 + 457i.33 - 25 27i.«, - leil^oY 7^^/819 200 (20) 
7/2%-25(5597o+4867o.33~12157o.fl7+3407i.o-1215A.33+4867i.„ + 55972.o)/7 (21) 
H,% = 250(457o -367o.33 -637o.e7 +637^.3 3 +367i.e, -^5I,.o)/I (22) 
7/4% --450(177o -427o.33 + 157o.e7 +207i.o + 157i.33 -42A,e7 + I'Jh-o)/! (23) 
7/5% = 4050(7o - 47o.33 +57o.67 -57i.33 +47i.e7-72.o)/7 (24) 
J7e%-2025(7o-67o.33 + 157o.e7-207i.o + 157i.33-6A.e, + 72.o)/7 (25) 
where 7- 1677o + 2527o.33 -457o.67 + 457i .33 -2527i.6, - 16772-0. 

(D) Eleven selected ordinate method 

To use this method, it is first necessary to plot the loadline on the plate characteris- 
tics, and then to transfer it to a dynamic mutual characteristic (Fig. 13.24) from which 
the required values of plate current may be derived. 

Po - i(0.57o - 0.572.0 + /a™3 - hn.,yRL (26) 
7ai 0.57o - 0.572.0 + hn^s - ^AmB = fundamental (27) 
/a2 ^ + h-0 - 27i.o) (28) 
7^3 - 0.167(27o.6 + /2.0 - h ~ 21,.,) (29) 
Im - K/o + 2A.0 + 7^.0 - 27o.3 - 27^.,) (30) 
7,5 0.1(27o.7 + 7o + 2A.8 - 27o.2 - 27i.3 - 7^) (31) 
Percentage second harmonic = (Ismi/Ihrni) X 100 
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Fig. 13.23. Calculation of pentode power output and distortion using the five equal- 
voltage ordinate method. 
Fig, 13.24. Calculation of pentode power output and distortion using the eleven selected 

ordinate method. 

Percentage third harmonic ^ {Ihms/^hmi) x 100 etc. 

Note that all currents, including I^mu Ihmz etc.j are peak values. The exact values 
of grid voltage are 0, 0.191, 0.293, 0.5, 0,691, 1.0, 1.309, 1.5, 1.707, 1.809 and 2,0. 
The approximate values are,, how^ever, sufficiently accurate for most purposes. 

Eqn. (26) shows that third harmonic distortion adds to the power output, while 
fifth harmonic subtracts from the power output as calculated for distortionless con- 
ditions. See also (iv)A above i Sect. 7(iii). 

For theoretical basis see Chapter 6 Sect. 8(iii). 

(v) Rectification effects 

The general effects are the same as. for a triode except that it is sometimes possible 
with a pentode to have zero second harmonic and no loadline shift. In all other cases 
it is necessary to determine the correaed loadline before applying harmonic analysis or 
calculating power output. The method of deriving the corrected loadline is the same 
for pentodes as for triodes [Sect. 2(ii)D]. For example see Fig. 13,28. 

With a triode, the loadline always shifts upwards into such a position tbat the dis- 
tortion is less than it would otherwise be. With a pentode, the loadline shifts upwards 
when the load resistance is lower than a certain value, and shifts downwards when the 
load resistance is higher tlian this value. When a pentode loadline shifts downw'ards 
it causes increased distortion or decreased power output. 

(vi) Cathode bias 

The operation of cathode bias is the same as with triodes [Seaion 2(ii)E] except 
that the total current flowing through the cathode bias resistor is the sum of the plate 
and screen currents [Chapter 2 Section 4(v)]. If the screen is supplied from a voltage 
divider which is returned to the cathode, the bleed current must be added to the 
cathode current in calculating i?*. This tends to stabilize the bias voltage. Even in 
cases where there is no rise of plate current at maximxam signal, there will always be 
a rise in screen current [Section 3(iii)E]. 

When a tentative value of i?* has been determined for maximum signal conditions, 
it is necessary to check both plate and screen dissipations at zero signal. If the plate 
and screen voltages are equal, the simplest method is the use of the " triode " mutual 
characteristics, if available [Chapter 2 Sect. 4(v)]. 

If there is a " bleed " current through i?*, the procedure is shown in Fig. 13.25 
where the triode mutual characteristic is shown in the upper part, with OA repre- 
senting the bleed current in the lower part. The cathode loadline is drawn from A 
(instead of from 0) with a slope of — l/R^ where i?* is the value determined for 
maximum signal conditions. 

The no-signal grid bias is — and the cathode current (/& + 1^) is Iki- The 
dissipation on plate and screen is given by 

Pr> = hiE^m/im + 1) ; P,^ = h,EJ{m + 1) (32) 
where m = ratio of plate to screen currents = Ib/^c2* 
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The rectification effects with cathode bias may, like triodes (Fig. 13,8) be determined 
from the plate characteristics but an approximation is involved since D^'E^b must 
have a slope of - m/R^(m + 1) where m = /b//,2. The value of 7,2 may be taken 
as that for maximum signal, and a slight error will then be introduced when deriving 
the zero signal condition. The cathode bias loadline should, ideally, be drawn as two 
loadlines^ — one for zero signal, and the other for maximum signal. For most pur- 
poses, however, the maximum signal cathode loadline may be used for both conditions. 
The zero bias lines are, in each case, above the lines for maximum signal, and the 
difference in slope is of the order of 5% to 10%. 

In general, any Class Ai pentode may be operated either with fixed or cathode bias, 
as desired, except for the limitations on the maximum grid circuit resistance [see 
Sect. 10(i)]. It occasionally happens that a condition is permissible only with fixed 
bias, owing to the rise in plate dissipation at zero signal. 

For back bias, further details regarding fixed bias, and grid circuit resistance see 
Sect. 10. 

For cathode by-passing see Sect. 2(ii), 




A 



Fig. 13.25. Cathode loadline of pentode with additional bleed current passing through 

the cathode resistor, plotted on mutual characteristics. 
Fig, 13.26. Power output and harmonic distortion of typical pentode plotted against 
load resistance. Valve type 6AK6, = Ecz = 180 F, E^i = -9, peak signal = 9 volts. 

(vii) Resistance and inductance of transformer primary 

The resistance of the transformer primary may be allowed for in the same way as 
with triodes [Sect. 2(ii)A]. If R' is the resistance of the primary, and is the 
cathode bias resistance, then the slope of the line QEt, in Fig. 13.6 should be — l/(R' + 

The transformer primary inductance may be based on Chapter 5 Sect. 3(iii)c. 

For the same load impedance and the same high frequency attenuation, pentodes 
may have higher transformer leakage inductance than triodes if frequency response 
is the only criterion. However, owing to the distortion with reactive loads at high 
output levels, it is very desirable to maintain the leakage inductance as low as prac- 
ticable, particularly in push-pull amplifiers, 

(viii) Loudspeaker load 

A pentode is, unfortunately, critical in its load resistance for both maximum power 
output and distortion. At low operating levels the output power rises steadily as the 
load resistance is increased up to the value = provided that the grid input 
voltage is maintained constant (the low operating level is to avoid overloading under 
any conditions). A loudspeaker has pronounced impedance peaks at the bass re- 
sonant frequency and at high audio frequencies. When a loudspeaker is operated 
at a low level, the acoustical output is accentuated at the bass resonant frequency and 
at high audio frequencies. The latter may be reduced to any desired degree by a 
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shunt filter — a resistance R in series with a capacitance C. If R is variable, the com- 
bination is the simplest form of tone control. If R is fixed;, typical values are : 



R 



}3R^ ; C 



0,025iuF for Rr - 5000 ohms. 



This does not affect the rise of impedance at the bass resonant frequency^, which 
is a function of the loudspeaker design and the type of baffle — see Chapter 20 Sect. 
2(iv) and Sect. 3. 

At maximum signal voltage the conditions are somewhat different (Fig. 13.26). 
The power output in this case reaches a maximum at R^ = 9000 ohms. The second 
harmonic reaches a minimum (practically zero) at about R^ =■- 14 000 ohms^, and then 
rises steadily ; actually it imdergoes a change of phase near i?^ 14 000 ohms. 
The third harmonic rises all the way from zero to the limit of the graph. Minimum 
" total distortion " occurs at i?^ 10 000 ohms, which is the published typical load, 
being a close approach to maximum power output. In this particular case the load 
resistance for zero second harmonic is not that for maximum power output. 

In the case of a loudspeaker load, the load resistance may rise from the nominal 
value to (say) 6 or 8 times this value ; all the variation is in the upwards direction. If 
full signal voltage is maintained for all frequencies, the distortion will be very severe 
and the maximum power output will be reduced at low and high frequencies. The 
only methods of minimizing the trouble are the use of a loudspeaker and baffle with 
less prominent impedance peaks, and the use of negative voltage feedback 
(see Chapter 7) or reduced signal voltage on the grid. A pentode, operating well 
below its nominal power output, is capable of giving reasonable fidelity even on 
an ordinary loudspeaker load. In a normal radio receiver, a power pentode with a 
nominal maximum power output of 4 or 5 watts can give reasonable fidelity up to 
somewhat over 1 watt, but it has the advantage of being capable of delivering its full 
power output when the distortion can be tolerated. 

The effect of these high impedance loads, which are here assumed to be purely 
resistive for the purpose of illustration, is shown by the beam power amplifier plate 
characteristics in Fig. 13.27. The effect may be minimized by reducing i?^ slightly 
below the optimum value. 




300 400 SCO 
PLATE VOLTS 

Fig. 13.27. Plate characteristics of 6L6 or 807 beam tetrode with loadlines of optimum 
resistance also twice, four times and eight times optimum. The loadlines have been corrected 
for the rectification effect. 

The impedance of a loudspeaker is, however far from being resistive (see Chapters 
20 and 21)^, having a reactive component varying with frequency^, which must be com- 
bined with the shimt reactance of the transformer primary at low frequencies and that 
of the shimt capacitance from plate to earth at high frequencies. The combined 
reactive components increase the distortion and reduce the power output [see also 
Chapter 5 Sect. 3(iii)c and Chapter 2 Sect. 4(vi) ; Ref, C4]. 

The published values of power output apply to highly efficient output transformers. 
The available power output from the secondary of a normal power transformer is 
equal to rj times the published value, where rj is the efficiency [see Chapter 5 Sect. 
2(ii) and Sect. 3(vi)]. Typical efficiencies are from 70% to 95% (depending on the 
price class) for well-designed transformers. 
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(ix) Effects of plate and screen regulation 

The internal resistances of plate and screen supply sources cause a reduction in 
power output. If the regulation of the power supply is such that the rise of plate and 
screen currents causes a decrease of 1 % in all the electrode voltages, the decrease in 
power output (by the use of conversion factors) will be approximately 2.5%. This 
will be modified by the shape of the characteristics and rectification effects, and the 
only accurate method is the graphical one outlined below. See also remarks on 
push-pull — Sect, 6(iii). 

In addition, the regulation and by-passing of the power supply also affect the mini- 
mum frequency which can be handled satisfactorily at full power output — see Sect. 
l(iv). 

Graphical method (Kef. B4). 

Let Ri = internal resistance of plate supply source, 
/?2 = internal resistance of screen supply source, 
J/ a = increase in plate current from zero to maximum signal, with constant 

electrode voltages, 
J 7(2 — increase in screen current, with constant electrode voltages, 
AEf, = change in plate voltage, 
AEci = change in screen voltage, 
E^' plate voltage at maximum signal, 
and Ec2 = screen voltage at maximum signal. 

Then E,' = E\ - AE, (33) E,,' = E,^ ~ AE,^ (34) 

where AE, = Rj,AI, (35) AE,^ = R^^I (36) 




O 100 200 300 400 500 



E^(vorti) 

Fig. 13.28, Plate characteristics of 6L6 or 807 illustrating method of correcting the 
loadline for rectification. The corrected loadline is A" B". 

On the plate characteristics (Fig. 13.28) AB is the uncorrected loadline with C as 
its average current point, A'B' is a parallel loadline with C as its average current 
point, A''B'' is the corrected loadline. The average current may be determined from 
the point on A"B'' which has a plate voltage 300 volts ; from this the rise of current 
A I J, may be calculated. The value of AI may be determined from eqn. (9), AE^ 
may be calculated by eqn. (36) and Ec2 by eqn. (34). In the example of Fig. 13.28 
let it be assumed that the plate, screen and grid voltages are all reduced proportion- 
ally, F* being 0.9 : 

E, = E,z = 300 volts Et,' = E,^' = 270 volts 

E,i_ - - 15 volts E,i =^ - 13.5 volts 

The procedure is : 

1. Plot a new curve for ^ 0, E^z = 270 volts, by the use of conversion factors*. 
This is drawn on Fig. 13.29. For Fc = 0.9, Fi - 0.86. 

2. Plot a curve for ^^i' = — 13.5, E^^ = 270 volts similarly. This will be the 
— 15 volt curve (for E^ = 300 volts) with the current ordinates multiplied 
by the fact or 0.86. 

*For conversion factors see Chapter 2 Sect. 6 and Fig. 2,32A. 
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Eb(Voltf) 

Fig, 13.29. Plate characteristics of 6L6 or 807 giving graphical method for deriving 
the effect of internal resistance in the voltage supply source. 



3. Plot a curve for ^ - 27, E,^ = 270 volts. This will be the - 30 volt 
curve (for E ,2 300 volts) with the current ordinates multiplied by 0.86. 

4. Mark the point Q at = 270, E,2 = 270, E,, - - 13.5 volts. 

5. Through Q draw the uncorrected loadline RQS. 

6. Draw the corrected loadline R"D"S" by the same method as previously (Fig. 
13.28). 

7. Determine the rise of plate current from Q to D" (intersection of R''S'' with 
Eb ^ 270 volts). This should be approximately the same as derived in the first 
case (J/b). If there is an appreciable error, some adjustment should be made. 

(x) Beam power valves 

Beam power amplifier valves, otherwise known as output tetrodes, are in two prin- 
cipal classes. The first class includes most of the smaller valves, which have charac- 
teristics so similar to pentodes that they may be treated as pentodes in all respects. 
The second class includes types such as 6L6, 807 and KT66, which differ from pen- 
todes principally in having sharper knees " to their plate characteristics, more 
second harmonic but less third harmonic distortion. The optimum load resistance 
is more critical than with ordinary power pentodes. 

The screen currents of many types of beam power valves, due to variations in grid 
aligrmient, may have considerably greater tolerances than in pentodes — up to ± 100% 
in some instances — and screen dropping resistances should not be used unless re- 
commended by the valve manufacturer. The screen supply should normally be 
obtained from a voltage divider. 

The distortion and power output of type 6L6 beam power valve are plotted against 
load resistance in Fig. 13.30. The second harmonic is 9.6% at the rated load re- 
sistance, the third harmonic only 2.4% and all higher harmonics negligible. At lower 
load resistances the second harmonic rises, although not seriously, the third harmonic 
decreases steadily, and all higher harmonics are negligible — the overall effect being 
quite satisfactory. At higher load resistances the performance is not good, and the 
overall effect is roughly the same as with a pentode. See Chapter 7 for the effect of 
negative feedback. 

Reference C3. 

(xi) Space charge tetrodes 

A space charge tetrode is actually a triode operating on a virtual cathode provided 
by the thermionic cathode and the inner (space charge) grid. It is capable of low 
distortion, even lower than a triode, but the power output for a given d.c. power input 
is less than that of a triode, owing to the power taken by the space-charge grid. 

See Refs. CI, C2. 
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(xii) Partial triode operation of pentodes (" ultra-linear " operation) 

When the screen and plate of a pentode are being operated at the same YoltagC) 
pentode operation is obtained when the screen is connected to the B+ end of the 
output transformer primary, while triode operation is obtained when the screen is 
connected to the plate end of the primary. Any desired intermediate condition 
can be obtained by connecting the screen to a suitable tap on the primary. In such 
intermediate condition the valve operates as a pentode having negative feedback 
applied to the screen^ with a section of the load impedance common to both electrodes, 
and minimum high level distortion with push-pull operation is usually obtained when 
the tapping point is about 43% of the total primary turns (Refs. C7, H5, H6). 




0 ipoo 2poo ifioo Afioo spoo 

LOAD RESISTANCE— OHMS ^ , ,^ 



Fig. 13.30. Power output and distortion of type 6L6 beam power amplifier plotted 
against load resistances/or ^ E^^ = 250 volts, E^ = -14 volts, peak signal 14 volts. 

SECTION 4 : PARALLEL CLASS A AMPLIFIERS 

Any two Class A amplifier valves may be connected in parallel, with suitable pro- 
vision for their correct operation, to provide double the power output. It is assumed 
that these have identical characteristics (the normal manufacturing tolerances have 
only a very slight effect). The load resistance will be half that for one valve. The 
distortion will be the same as for one valve. The input voltage will be the same as 
for one valve. The total plate current will be twice that for one valve. The effective 
plate resistance will be half that for one valve. 

Parasitics are likely to occur, particularly with high-slope valves, precautions 
to be taken include the following : 
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1. The two valves should be placed closely together, with very short leads between 
grids and plates (and screens in the case of pentodes). 

2. A grid stopper should be connected directly to one or both grids. It is usually 
cheaper— and just as effective— to have one grid stopper of, say, 200 ohms than 
two stoppers each of 100 ohms. 

3. Screen stoppers (50 or 100 ohms for each screen) are very helpful, particularly 
with types 6L6 or 807 [see Sect. 3(iii)H]. 

N.B. Plate stoppers are less helpful, are wasteful of power, and are generally 
unnecessary. 

The advantages of parallel operation lie principally in the elimination of the phase- 
splitter or input transformer required with push-pull operation. The disadvantages 
are : 

1. The necessity for handling the heavy direct plate current, l^'his necessitates 
either a special output transformer or a choke (say 20 henrys) with parallel feed 
to the output transformer. 

2. The higher distortion— -this is not serious if negative feedback is used, and in 
any case is no worse than that of a single valve. 

3. The attenuation of lower frequencies at maximum power output due to the 
limited size of the by-pass capacitor. This effect is also a function of the plate 
supply regulation — see Sect. l(iv). 

Parallel operation may be used with a cathode-follower stage, permitting the use 
of two smaller valves with lower plate voltage in place of one valve with higher plate 
voltage, and thereby reducing the difficulties of grid excitation. 



SECTION 5 : PUSH-PULL TRIODES CLASS A, AB^ 



(i) Introduction (it) Theory of push-pull amplification (Hi) Power output and 
distortion (iv) Average plate current (v) Matching and the effects of mismatching 
(vi) Cathode bias (vii) Parasitics, 

(i) Introduction 

(A) Fundamental principles of push-pull operation 

The fundamental circuit of a push-pull power amplifier is Fig. 13.31, A balanced 
(push-pull) input voltage must be applied to the three input terminals, and a balanced 
P,Q ,j (push-pull primary) output transformer must 

I — — — 1 be connected to the two plates with its centre- 

vi/ ^^ I connected to E^^ +. For the best results 

\p/ f , input voltage must be exactly balanced, 

the valves must have identical characteristics 
and the output transformer must be exactly 
balanced between the two sections of the 
primary, with perfect coupling between them. 
Under these conditions, any even harmonics 
introduced by the valves will be cancelled, 
but the odd harmonics will not be affected ; 
the flux in the core due to the d.c. plate 
currents would be zero. 

The load resistance is connected across the secondary, and the reflected resist- 
ance* across the whole primary is 
Rj^ 4R,(N,yN,') 




Fig. 13.31. Fundamental cir- 
cuit of push-pull power amplifier. 



•See Chapter 5 Sect. 
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and the reflected resistance across half the primary is 

R^- = hR^ = 2R,{N,yN^) 
where — turns in half primary winding 
and N2 = turns in secondary winding. 

If valve V2 in Fig. 13.31 were removed from its socket, the load resistance effective* 
on Vi would then be 

i?/ = IR^ ^ R,{N,yN,') 
which is half the load resistance on under push-pull conditions. This is the con- 
dition which occurs when one of the valves reaches plate current cut-off. 

If the output transformer were replaced by two separate transformers, one from 
each plate to the even harmonics would be cancelled but some advan- 

tages of push-pull operation would be lost. The whole principle of push-pull opera- 
tion is based on the assumption that the two plates are always exactly 180° out of 
phase with one another. This is achieved by an " ideal " output transformer (see 
Chapter 5 Sect. 1) even if one of the valves is not operating. 

If two valves are to be operated in push-pull, the plate and grid voltages may be 
the same as for single valve operation, the plate-to-plate load resistance may be twice 
and the plate currents twice the respective values for a single valve ; under these 
conditions the power output will be exactly twice that for a single valve. On the other 
hand, higher power output is obtainable, with some increase in third harmonic dis- 
tortion, merely by decreasing the plate-to-plate load resistance without any change 
in grid bias (Ref. E7). Still higher power output is obtainable by increasing the grid 
bias and the signal input voltage, also by increasing the plate voltage to its maximum 
value. 

(6) Classes of operation 

A Class A amplifier is an amplifier in which the grid bias and alternating grid 
voltages are such that the plate current of the output valve or valves flows at all times. 
The suffix 1 indicates that grid current does not flow during any part of the input 
cycle. 

A Class ABi amplifier is an amplifier in which the grid bias and alternating 
grid voltages are such that the plate current in any specific valve flows for appreciably 
more than half, but less than the entire, input cycle. The suffix 1 has the same 
meaning as with Class A. 

A very useful operating condition is the borderline case between Class A and Class 
ABi, that is when the plate current just reaches the point of cut-off — this is called 
Limiting Class Ai operation. 

Class Ai triodes may be operated from poor regulation power supplies without 
serious loss of power output owing to the comparatively small rise of current at maxi- 
mum signal. Class ABj triodes require good regulation of the power supply. Class 
ABi also requires very tight coupling between the two halves of the transformer 
primary. 

Automatic bias control has been developed (Refs. A24, A25) whereby the opera- 
tion is pure Class Ai with small input voltages, with the bias automatically increasing 
with the input voltage to provide firstly Class ABi and finally Class AB2 operation. 
See also Sect, 11 (ii). 

(C) Important features 

Class Ai triodes may be operated in push-pull from power supplies having poor 
regulation without any serious loss of power output, owing to the comparatively small 
rise of current at maximum signal. In addition, with normal by-passing, the regula- 
tion of the power supply does not affect the minimum frequency that can be handled 
satisfactorily at full power output. 

Good regulation of the power supply is necessary with Class AB operation, on both 
these counts. 

With Class AB operation, the current in one half of the output transformer is zero 
for part of the cycle — this causes a very rapid rate of change of current at the cut-off 
point, tending to cause parasitics due to the leakage inductance of the transformer. 
This effect may be minimized by the use of a transformer with low leakage induct- 

*See Chapter 5 Sect. ICii}. 
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ance — see Chapter 5 Sect. 3(iii)c — or by reducing the rate of change of current. The 
latter is accomplished in limiting Class A operation owing to the avoidance of the 
sharp bend or " discontinuity " in the characteristic at the cut-off point. Valves 
of the 6L6 or 807 class, when connected as triodes, have a slower rate of cut-oif than 
normal triodes, and are therefore particularly adapted to Class ABj operation, which 
merges closely into limiting Class A. 

The use of a resistive network to pass a steady current through the primary of the 
transformer does nothing to reduce the rate of change of current, although it may help 
in damping out any parasitics which may occur. 

(ii) Theory of push-pull amplification 

It is assumed that the input voltage is sinusoidal, that the operation is Class Aj, 
that the output transformer is ideal having no resistance or leakage reactance, and that 
the input and output voltages are balanced. The valves are assumed to be perfectly 
matched. For circuit and conditions see Fig, 13.31. 

(A) The plate-current grid-voltage characteristic of any valve may be expanded 
into an infinite series— 

Ui = ^'o + ai^g + ^2^5,2 + a^eg^ + a^e/ + a^eg^ + (1) 

where Ui = instantaneous plate current, 

Cg — instantaneous grid signal input voltage, 
plate current at zero signal, 
and flj, flzj etc. are coefficients. 

The instantaneous fundamental power output is given by 

Po = (a^egYR^ (2) 
where = load resistance on one valve. 

In a push-pull amplifier the second valve Vz has a grid voltage opposite in polarity 
to Ki : 

ib2 =^ cio — cii^g + a2eg^ — a^e^^ + a^e/ — a-^e^^ + (3) 

where ^ instantaneous plate current of Vz, 
ao ^ plate current of at zero signal, 
and fli, £223 etc. have the same meanings as in eqn. (1). 

Eqn. (3) has been derived from eqn. (1) merely by making eg negative, so that eg^ 
becomes positive and e/ becomes negative. 

As the plate currents are in phase opposition to the output load, the net flux-pro- 
ducing current is 

* d ~ i bl ~ i b2 

- la^Cg -f 2a,e,3 + 2a ^e,^ + (4) 

where ia ^ net flux-producing current in turns, i.e. one half the primary wind- 
ing, 

and all currents are instantaneous values. 

The d.c, components and all the even harmonic terms are seen to have been Can- 
celled, only the fundamental and odd harmonic terms remaining. 

The total plate current from is given by 

= * bl + * 62 

- 2ao + 2^2^/ + 2^4^/ + (5) 

from which it will be seen that the d.c. components plus the even harmonic terms are 
present. Thus the total supply current will only remain constant when there is no 
even harmonic distortion. 

(6) The effect of hum in the plate and girid supply voltages 

If the plate supply voltage E^b in a distortionless Class A amplifier is changed 
slightly, both plate currents will change together, and the net flux-producing current 
(id) will be unchanged. Hum from the supply voltage would not therefore appear 
in the output. The effect of hum from the grid bias supply will be similar. 

In a practical amplifier, owing to the curvature of the valve characteristics, the effect 
may be analysed as follows, commencing with hum in the grid bias supply voltage. 
Assume that there is a hum voltage cos pt in series with E ^ and that the input 
signal is Eg cos qt. 
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The input voltage to Vi is Ef^ cos pt + Ea cos qt. 
The input voltage to V2 is E^ cos pt — E^ cos qt. 
Substituting these values in equation (1) we have 

Ui = ao + ai(Ef^ cos pt + Eg cos qt) + a2{Ef^ cos /)r + Eg cos ^r)^ + 

^ flo + ^ii^A cos /)r 4- a^Ejj cos + ^2^'^^ cos^ pt + dZa-E"/ cos^ qt + 

lazEf^Eo cos cos /ir 4- 

Similarly 

I [,2 =^ flo + ^iiC^A COS pt — Eg cos qt) + fl2(-E'A cos — E^, cos ^r)^ + 

= <3o + ^^i'S'a cospr — aiEg cos + a2£'A^ cos^ pt + fla^'ff^ cos^ - 
la^Ef^Eg cos cos /ir + . . . 
Therefore i d ~ ib\ — = 2aiEg cos + 4a2Ef^Eg cos (yr cos /)r 

= la^Eg cos ^r[l -f 2{aJa^Ey, cos (6) 
Eqn. (6) has the form of a carrier ila^Eg cos qt) modulated to the depth 2{a^la^Ej^ 
by a hum frequency cos pt. 

The effect of hum in the plate supply voltage is similar to its effect on the grid bias 
supply, that is to say the hum frequency modulates the signal frequency. It should 
be noted that these modulation components appear in single-ended amplifiers to the 
same extent, but in combination with the fundamental and harmonics of the ripple, 
which latter are absent with push-pull operation. 

Summary — Push-pull operation tends always to reduce the effects of hum in 
either the grid bias or plate supply voltage. 
(C) Effects of common impedance 

The fact that no fundamental component is fotmd in the total plate current j'e 
(eqn. 5) prevents any fundamental signal voltage from being fed back to earlier stages 
as the result of a common impedance in the plate voltage source. As the even har- 
monics are fed back, each will again result in higher order harmonics, so that there 
can be no instability caused by feedback around a push-pull stage. 
General deductions 

1. Because the d.c. components of the plate currents cancel each other, no steady 
flux is maintained in the core of the output transformer. 

2. Because the even harmonics are zero, the limit placed on single-ended ampli- 
fiers no longer applies. It is usual to design push-pull amplifiers for maximum 
power output without primarily con- 
sidering the odd harmonics ; when dis- 
tortion is objectionable, this may be re- 
duced — at the expense of power output — 
by increasing the load resistance. 

The effects of the regulation and by-passing 
of the power supply are covered in Sect. 5(i). 



(D) Application to characteristic curves- 
Composite characteristics 

From eqn. (4) the net flux-producing cur- 
rent in one half of the primary winding is 
id = hi ~ »62 (7) 

Thus a ** composite " characteristic may be 
drawn for the fixed grid voltage — by 
subtracting the currents in the two valves. 
At the quiescent plate voltage E^b, both 
valves draw the same plate current and 
therefore = 0. The composite charac- 
teristic must therefore pass through the 
point Et £b^, = 0. At other plate 
voltages the value of ia is given by Ui — i^a 
when the plate voltage of one is increased 




Fig, 13.32. The derivation of the 
composite characteristic for matched 
push-pull valves. 
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by the same voltage th^t the other is decreased. This may be applied graphically 
as shown in Fig. 13 32 ; the upper half includes the characteristic for (ACDE) 
while the lower half includes the E ^ characteristic for V2 but inverted and placed left 
to right (FGHI). Point C on the Ki characteristic is the quiescent operating point, 
and point B corresponds to the plate voltage E^^. The Kg characteristic is placed 
so that H, the quiescent operating point, comes below C ; then since BC BH ^ /do 
the point B is on the composite characteristic. At any other plate voltage N, the point 
L on the composite characteristic is found by subtracting PN from KN, giving LN 
as an ordinate. Valve cuts off at point J, so that the amount to be subtracted from 
the ordinate is zero, giving D (and its opposite number G) as points on the com- 
posite characteristic. The composite characteristic is therefore FGRBLDE which 
may be compared with the straight line FBE. Sudden bends occur at D and G, but 
the portion between D and G is fairly straight ; the latter includes the whole Class A 
operating region. It is obvious that the non-linearity of the composite characteristic 
becomes worse as the quiescent operating point is moved towards the foot of the char- 
acteristic — -that is as /t,o becomes less. Thus we have the Class A condition (including 
limiting Class A) with nearly straight composite characteristics, the Class ABi con- 
dition which includes the kinks at the points of plate-current cut-off, and finally the 
Class B condition with quite considerable non-linearity. 

The composite characteristic of Fig. 13.32 is that for zero signal input voltage 
(fiy ^ 0). Other composite characteristics may be drawn by a somewhat similar 
method, except that the {E^ -f eg) charact-eristic of must be combined with the 
{Ec — Cg) characteristic of to give the -f composite characteristic. For example, 
ii Ec — 60 volts, we may take Cg in increments of 10 volts, giving : 
eg 0 4-10 4-20 4-30 4-40 4-50 4-60 volts 

E, 4- eg -60 -50 -40 -30 -20 -10 0 volts 

Ec ~ Bg -60 -70 -80 -90 -100 -110 -120 volts 

A family of composite characteristics is shown in Fig. 13.33 in which E^^^ 300 
volts and £'c ^ — 60 volts, with values of eg in accordance with the table above. The 




Fig. 13.33. Family of composite characteristics for two type 2 A3 triodes. 
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composite operating point is = 0 and = Ef,^, = 300 volts. The composite 
loadline is a straight line through this points with a slope corresponding to R^' = Ji? 
where / = load resistance plate to plate. We may therefore imagine a composite 
valve, taking the place of both and V2, working into half the primary winding with 
the other half open-circuited. This composite valve will have a plate resistance (r^) 
as indicated by the slope of the composite characteristic, which value is approximately 
half that of one valve at the quiescent operating point (r pp). For this reason the slope 
of the composite characteristic changes slightly with the grid bias. 

Maximum power output is obtained from the composite valve when its load 
resistance is equal to its plate resistance 



i.e. when i?^' = i?^/4 = r^o/Z or 



2r^ 



(8) 



On the composite characteristics therefore^ maximum power output is obtained 
when the slope of the loadline is the negative of the slope of the composite characteris- 
tics. 

Owing to the good linearity of the composite characteristics for Class Ai operation, 
and the freedom from limitations in the vertical direction, elliptical leadlines may 
be accommodated with less distortion than with any other method. Negative voltage 
feedback makes such an amplifier practically distortionless for any type of load, 
resistive or reactive, of any value of impedance ; the only limitation is regarding grid 
current. 



FIG. 13.34 




Fig. 13.34. Method of deriving the loadline on an individual valve (AQV) from the 
composite characteristic AOB, 

The loadline on one valve (e.g. is determined as Fig. 13.34 in which the com- 
posite characteristics, the composite loadline AB, and the individual characteristics 
are the same as in Fig. 13.33. At every intersection of a composite characteristic 
with the composite loadline (e.g. point C) draw a vertical line (e.g. CS) to cut the 
corresponding V-^ characteristic. Then join these points AFQSTV etc. with a smooth 
curve, which is the loadline on a single valve, Q being the quiescent operating point. 
It is obvious that this loadline is curved, although it is less curved with Class A than 
with Class ABi operation. 

Equivalent cii :uit for push-pull amplifier 

There are various forms which an equivalent circuit might take, but the one adopted 
here (due to Krauss) has some special advantages for the purpose (Fig. 13.35). The 
two valves are assumed to have equal constant amplification factor (^), and plate 
resistances (r^i and r^a) which are functions of the plate current. 
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From equation (4) we have 

* d 1= ' 61 — I 62* 

We may write 

ibi = Ibo + ^ibi and = ho — ^hz W 
where /50 ^ quiescent plate current of either valve 

^ifti = change of plate current in valve Fj 
and Jib2 = change of plate current in valve V^. 
Combining (4) and (9), 

id = ^ibi + (10) 
in which the varying components of and tf,z add so far as I'd is concerned. Let 
the varying components be 1 ,,1 and ij,^, thus leading to the equivalent circuit of Fig 
13.35 in which two generators each developing a voltage ixcg through their internal 
resistances rj,i and rj,25 are effectively in parallel to supply the load current id through 
the load resistance Rj^, All quantities except R/ and fx are instantaneous values. 




Fig, 13.35. Equivalent circuit which may 
be used for deriving certain impedance 
and current relationships. 



The impedance seen by V-^ is the impedance of the circuit to the right of the line 
ab, which is called r^b. 
It may be shown (Ref. E7) that 



+ r^Jr^,) 



(11) 
(12) 



The dynamic plate resistance of the composite valve may be expressed 

Td = ^eti/id 
From (10) id = ^i^ + ^ibz- 

Now Aibi = ^^biApi (13) 
and Jib2 = ^et2/rpz (14) 
From (12), (13), (14), r, = r,,r,J(r^^ + r^,) (15) 
This indicates that the plate resistance of the composite valve at any instant is equal 
to the parallel combination of the individual plate resistances of Vi and Fj. For 
Class A operation is very nearly constant, so that 



where r„ 



0/2 



(16) 



Now if R J 



plate resistance of Vi or at the quiescent operating point, 
Td (the condition for maximxun power output) 
rd^ r„o/2 (17) 
The load impedance seen by a single valve (F^ or V^) in Class A operation is given by 



[From (U), (15), (17)], r., 



(18) 



so that each valve at any instant is working into a load resistance approximately equal 
to its own plate resistance. 



(iii) Power output and distortion 

It has been shown in the preceding subsection that maximum power output is 
obtained from two matched valves in push-pull when the load resistance from plate to 
plate (Rj) is equal to 4 times the plate resistance of the imaginary composite valve 
(r d) or approximately twice the plate resistance of one of the valves at the quiescent 
operating point (rj,^). This value of Rj may be regarded as the minimum value, 
since any decrease would cause loss of power output, increased distortion, and high 
peak currents. In some circumstances it is found desirable to increase i?^ — even 
though this reduces the power output — thereby reducing the odd harmonic distortion, 
the peak currents and plate dissipation. 
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The value of load resistance to provide maximum power output may be determined 
approximately from the plate characteristics of one valve (Fig. 13.36). Since the 
£c = 0 characteristic approximately follows the 3/2 power law, it may be shown 
(Ref. E5) that maximum power output occurs when the loadline intersects the = 0 
curve at 0.6Ej,t' The plate current at this point is I^m and the other values are : 
= l.e^ftft/Zbrn plate to plate (19) 
Po = 0.2£',6'/b^ for 2 valves (20) 

If it is desired to determine the optimimx value of Rj in a particular case, several 
half-loadlines may be drawn as in Fig. 13.36 but radiating from B. The power 
output for each may be calculated from the expression 

Po = ihm'Rl (21) 
or Po = ihrriEtl> - ^min)^ (22) 

Eqns. (21) and (22) may be used with reasonable accuracy for Class ABj, since the 
third harmonic distortion is usually less than 3%. A useful rule is to multiply the 
power output, as indicated by these equations, by the factor 10 000/(100 — H^%y 
to obtain a close approximation to the actual power output. Values of this factcSr 
for various third harmonic percentages are given below : 
^3 1% 2% 3% 5% 7% 10% 

Factor 1.02 1.04 1.06 1.11 1.15 1.23 

It is here assumed that fifth and higher order odd harmonics are negligible. 

The loadline slope is xmaffected by the grid bias, but the two extremities are slightly 
affected — as the grid bias is decreased, the point A (which is really the intersection 
of the loadline with the composite characteristic) moves slightly towards B. Thus 
with Class Ai the output will be slightly less than indicated by eqns. (20), (21) and (22). 




Fig. 13.36. Method of deriving the approximate power output and load resistance of a 
Class ABi amplifier from the characteristics of a single valve. The method may also be 

used with poorer accuracy for Class A^. 
Fig. 13.37. Calculating third harmonic distortion with balanced push-pull. Curve A 
is the dynamic characteristic. 



The dissipation at maximum signal may be calculated from the product of the plate 
supply voltage E^b and the average plate current [see (iv) below], minus the power 
output. The normal procedure is firstly to select a grid voltage such that the plate 
dissipation is slightly below the maximum rating at zero signal, then to adjust the 
loadline so that it approaches as closely as possible the value for maximum power 
output, without exceeding the plate dissipation limit at maximum signal. 

Simple method for calculating third harmonic distortion 

This method is only accurate in the absence of all distortion other than third har- 
monic ; it is a close approximation under normal conditions provided that all even 
harmonics are zero. 

The procedure is to draw the loadline on the plate characteristics, then to transfer 
this to the mutual characteristics in the form of a dynamic characteristic (Fig. 13.37). 
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(23) 



Curve A is the dynamic characteristic while B is a straight line joining the two ends 
of A and passing through O. ^Ib is the difference in plate current between curve A 
and line B at one half of the peak grid voltage. The percentage of third harmonic 
is given by 

(Iai, X ioo)/(/,„ - 1^/,) 

or (l^^b ^ 100^//b„ approximately. 

Calculating up to fifth harmonic dis- 
tortion 

The usual method is to transfer from the 
loadline to a dynamic characteristic, then 
to proceed using the *' eleven selected or- 
dinate method" (Sect. 3(iv)D). This 
gives the power output and harmonics up 
to the fifth. If the balance is good, only 
the third and fifth harmonics are likely to 
be required ; the fifth is very much less 
than the third harmonic for Class A opera- 
tion. 



(iv) Average plate current 

The average plate current with maximum 
signal input is always greater than under 
quiescent conditions — slightly greater for 
** single valve " conditions, more so for 
limiting Class Ai, and considerably greater 
for Class ABi. 

The average plate current may be cal- 
culated approximately by the expression 

h ^ ho + Wmax + Imin " 2/bo) 

(25) 

provided that the plate current does not 
actually cut off (Ref. El). 

More generally, and more accurately, the 
average plate current may be determined 
by adding the plate currents of the two 
valves instead of subtracting them as for the 
composite characteristics. The total plate 
current may then be plotted as in Fig. 
13.38 as a function of the signal grid volt- 
age. In order to find the average current 
it is generally most convenient to take equal 
angle increments over the cycle, for ex- 
ample, every W as shown in Fig- 13,39. 
The plate current should then be noted at 
each point corresponding to 10° increase 
in angle over the whole 360°. The aver- 
age plate current is then the average of 
these individual values. 

In order to reduce the amount of work in- 
volved in this calculation, use may be made 
of the fact that each quadrant (90°) is simi- 
lar. It is very easy to make an error in this 
calculation and the following method of ob- 
taining the average from the plate current 
curve over one quadrant is therefore given. 




20 O 20 
SIGNAL GRfD VOLTS 



40 

Fig. 13.38. Plate current {both 
valves) plotted as a function of the 
signal grid voltage. 



FIG. 13.39 




26Cf 



' 270* 2^ 

Fig. 13.39. Plate current (both valves) 
with 10° angular increments. 
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This method is illustrated in Fig. 13.40 which shows the total plate current for both 
valves over one-quarter of a cycle. Grid voltages are shown as fractions of the peak 
grid voltage. The plate currents corresponding to grid voltages of 0, 0.17, 0.34, 0.5, 
0.64, 0.77, 0.87, 0.94, 0.98 and 1.0 times the peak voltage are shown as /o, /0.17 etc. 
The average plate current {I at) is then given by 



Fig, 13.40. Plate current (both 
valves) plotted over one quadrant 
for the calculation of average plate 
current. 



(v) Matching and the effects of mismatching 

Matching is the process of selecting valves for satisfactory push-pull operation. 
Most valve manufacturers are prepared to supply, at some additional cost, valves 
which have been stabilized and matched for the application required. 

It is important to specify the conditions of operation when ordering matched valves, 
as unless the valves are stabilized and matched under conditions similar to those in 
which the valves are to be used, they will drift apart during life or may even be mis- 
matched initially if the matching conditions are unsuitable. 

All valves intended for matching should be operated for at least 50 hours under 
similar conditions to those under which the valves are intended to be operated in the 
amplifier. 

The matching technique varies with the class of operation for which the valves 
are intended. 

Matching valves for class Aj service is not as critical as for valves intended for 
class ABi, class ABj or class B. For class Ai service it is usually sufficient to match 
for zero signal plate current only. 

Triodes for class ABj, ABg or class B service should be checked at a number of 
points on the plate current grid bias curve. The points usually taken are (a) zero 
signal condition (b) a bias corresponding to the maximum permissible plate dis- 
sipation. The plate currents so measured should agree at all points within 2%. 
Triodes intended for class ABj or class B service should also be matched for ampli- 
fication factor. 

When matching tetrodes and pentodes it is usually sufficient to match for zero 
signal plate current and power output. 

Even with perfect initial matching, valves are likely to drift apart during life and in 
critical applications it is desirable to provide some means of balancing the plate cur- 
rents of the valves in the equipment. This may take the form of separate bias re- 
sistors in the case of self-bias or adjustable bias supplies in the case of fixed-bias 
applications. Pentodes and tetrodes may also be balanced by adjusting the screen 
voltages. 

It is important that matched valves should never be run, even momentarily, at 
dissipations or ratings in excess of those recommended by the valve manufacturers 
as such treatment will render the valves unstable and destroy the matching. 
Effects of mismatching with Class Ai triodes 

In Class Ai push-pull triodes, a considerable degree of mismatching between the 
valves is permissible without serious effects, provided that the valves are being oper- 




O •! *2 .3 '4 '5 *6 -7 -8 -9 hO 
TIMES PEAK GRID SWING 
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ated under single valve conditions as regards grid bias. There will be only a slight 
effect on the maximum power output or the odd harmonic distortion^ but there will 
be some second harmonic distortion and some out-of-balance flux-producing current 
in the transformer. The second harmonic distortion will normally be small^ par- 
ticularly if the plate-to-plate load resistance is not much less than 4rj,03 and for most 
purposes it may be neglected with valves of ordinary tolerances. The maximum 
out-of-balance plate current should be provided for in the design of the output trans- 
former and this additional cost should be compared with the alternative additional 
cost of using valves which have been stabilized and matched for quiescent plate current 
only. There is normally no real need for matching for any other characteristic. 

In order to demonstrate the effects of abnormal mismatching, composite charac- 
teristics have been drawn in Fig. 13.41 for two valves of entirely different types. It 
has been shown by Sturley (Ref. E27) that the method of deriving composite charac- 
teristics also holds with mismatching. 

Type 2A3 45 

Amplification factor 4.2 3.5 

Mutual conductance 5250 2175 /^imhos 

Plate resistance 800 1610 ohms 

There is a difference of 12% in amplification factor, while there is a ratio exceeding 
2 : 1 for the other characteristics. The selected operating conditions are : = 250 
volts, ^ — 50 voltSj ^ ^^^^ ohms (plate-to-plate). It will be seen that the 
composite characteristics (dashed lines) are not quite parallel, although they are very 
nearly straight. On account of the unmatched condition, rectification occurs^ leading 
to a shift of the loadline, and the corrected loadline may be derived by the method 
of Sect. 2(ii)D and Fig. 13.7. The second harmonic distortion on the corrected load- 
line is only 5%. 



FIG. 13.4 
ICQ 



200 3O0 




300 200 
EjVolts) 



Fig. 13.41. Composite characteristics for two different valves {2 A3 and 45) in Class 
Ai push-pull Et,b = 250 voltSy =-50 voltSy Rj = 5800 ohms plate-to-plate , 
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The fact that two valves so different in characteristics can be used in Class Ai push- 
pull to give what is generally classed as good quality (5% second harmonic) indicates 
the wide latitude permissible, provided that the bias is retained at the value for a single 
valve and also that the load resistance is not much less than the sum of the single 
valve loads (or 4 times the average plate resistance). 

For Class Ai triodes it has been suggested (Ref. E8) that the following are reasonably 
satisfactory limits in conjunction with ordinary commercial tolerances for valves : 

Max. imbalance 

Signal input voltages on the grids of Vi and Kg : 5% 
Phase unbalance at high and low frequencies : 

Quadrature component = 3% 
These are easily achieved by attention to the phase splitter or other source (see Chapter 
12 Sect. 6). When testing for balance with a C.R.O, on the grids of Vi and Kz, it is 
important to reverse the connections of the B.F.O. when changing from one grid to 
the other. 

(vi) Cathode bias 

In an accurately balanced push-pull Class Ai amplifier there is no point in by- 
passing the common cathode bias resistor, since there is no fundamental signal current 
flowing through it. In Class Ai amplifiers which are not accurately balanced, there 
will be some degeneration, and it is usual to by-pass the cathode bias resistor, al- 
though this is not essential. 

In Class ABi amplifiers it is essential to by-pass the cathode bias resistor. 

Provision may be made, with cathode bias, for balancing the plate currents provided 
that they do not differ too seriously. One excellent arrangement is incorporated in 
Fig. 7.44 which may be used, with the necessary adjustments in the values of the re- 
sistances, for triodes, pentodes or beam power amplifiers. 

The value of cathode bias resistance may be determined, in the same way as for a 
single valve, on the basis of the maximum signal total plate current and desired bias 
voltage. This will give the same performance as fixed bias, but it is necessary to check 
for plate dissipation at zero signal [for method see Sect. 2(ii)E]. If the dissipation 
at zero signal is too great, it will be necessary to increase the bias resistance. This 
will introduce a tendency to change from Class Ai to ABi, which may be imdesirable ; 
it may be minimized by the use of a bleed resistor to pass current from to the 
cathode, and thence through the bias resistor, thus giving an approach towards fixed 
bias. Alternatively, the load resistance may be increased, thereby reducing the maxi- 
mum signal plate current and grid bias ; this will also reduce the power output. 

Cathode bias causes a smaller change in average plate current from no signal to 
maximum signal than fixed bias. This permits a poorer regulation power supply 
than may be used with fixed bias. However, the regulation and by-passing of the 
power supply also affect the minimum frequency which can be handled satisfactorily 
at full power output — see Sect. l(iv). 

Changes in effective gain occur in Class ABi amplifiers employing cathode bias, 
during heavy low frequency transients, which add to the distortion measured under 
steady conditions . 

(vii) Parasitics 

Parasitic oscillations in the plate circuit may occur with Class ABi operation when 
the plate current is cut off for an appreciable part of the cycle, as a result of the trans- 
former leakage inductance and the rapid rate of change of current at the cut-off point- 
see Sect. 5(i)C. They may usually be cured by the use of a RC network shunted 
across each half of the primary of the output transformer — see Sect, 7(i) - and, if 
necessary, by the use of a transformer with lower leakage inductance^ — see Chapter 5 
Sect. 3(iii)c. 

Parasitics in the grid circuit are not usually troublesome except when the valves 
are driven to the point of grid current flow. Grid stoppers up to 50 000 ohms are 
often used with both Class A and ABi operation to give a smoother overload without 
parasitics. 
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SECTION 6: PUSH-PULL PENTODES AND BEAM POWER 
AMPLIFIERS, CLASS A, AB^ 

(0 Introduction (ii) Power output and distortion (Hi) The effect of power supply 
regulation (iv) Mismatching (v) Average plate and screen currents (vi) Cathode 
bias (vii) Parasitics (viii) Phase inversion in the power stage (ix) Extended Class A 
(x) Partial triode ultra-linear ") operation. 

(i) Introduction 

Push-pull pentodes follow the same general principles as triodes (see Sect. 5) al- 
though there arc some special features which will here be examined. Provision must 
be made for the supply of voltage to the screens, and for it to be maintained constant 
with respect to the cathode. For economy, the screens are often operated at the same 
voltage as the plates. If the screens are to be operated at a lower voltage, the alter- 
natives are the use of a separate power supply, or a low resistance voltage divider. 
The Mcintosh Amplifier may also be used for Class A or ABj operation — see Sect. 8. 
Quiescent push-pull pentodes are covered in Sect. 7(vii). 

(ii) Power output and distortion 

Composite characteristics may be drawn as for triodes, on the assumption that the 
screen voltage is maintained constant, but they will not be straight (Fig. 13 42). The 
loadline will pass through the point (£ ^ ^ £ ^ / 1, ^ 0) and the two knees of the char- 
acteristics {eg = + Eel). 

In practice it is not necessary to draw the composite characteristics, if we are only 
interested in power output. In limiting Class Ai or in ABj one valve reaches cut-off, 
so that the E = ^ characteristic is the same as the Cg characteristic. Even with 
ordinary Class Ai the error due to the approximation is small. The loadline may 
therefore be drawn {AB in Fig. 13,43) and the plate-to-plate load resistance will be 
4 times that indicated by the slope of AB. With valves of the 6L6 class, the third 



200 300 




Fig, 13.42. Composite characteristics for push-pull Class A^ beam power amplifiers 
type 6L6, E^t, 250 voltSy = 250 volts, E^ ^ -15 volts. 
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FIG. 13.43 



harmonic is so small that its effect on the power output may be neglected, so that 

^0 = ^^J)m(£j)J) — Enin) (1) 

which is the same as for triodes. With pentodes the power output will be somewhat 
higher than indicated by eqn. (1) owing to the third harmonic distortion. In general, 
the third harmonic distortion is slightly less 
than half that with a single valve, owing 
to the effect of the lower load resistance. 
If it is desired to calculate the harmonic 
distortion, it will be necessary to plot at 
least ponion of the composite characteris- 
tics. 

The effect of a higher load resistance is 
to increase rapidly the odd harmonic dis- 
tortion, while the effect of a lower load re- 
sistance is to decrease the power output. It 
is therefore advisable, with a loudspeaker 
load, to adopt a nominal impedance rather 
less than the value for maximum power 
output. 

The power output of Class A push-pull 
pentodes is only slightly greater than 
twice that for a single valve. 




Fig. 13 A3, Calculation of power 
output using Eci = 0 characteristic of 
one valve only. 



(iii) The effect of power supply regulation 

As with the case of a single valve the screen is more sensitive to voltage changes than 
the plate. If neither screen nor plate is being operated at its maximum rating, the 
simplest procedure is to adjust the voltages as desired for maximxim signal and allow 
them to rise with no signal. Alternatively, if it is desired to obtain maximxim power 
output, both screen and plate may be adjusted to their maximum ratings with no signal, 
and allowed to fall with increasing signal. If it is desired to calculate the maximum 
power output, the procedure for a single valve [Sect. 3(ix)] may be followed, except 
that in this case there is no loadline shift caused by rectification. 

The regulation of a common plate and screen power supply will not have a serious 
effect on the minimum frequency which can be handled satisfactorily at full power 
output with Class A push-pull operation, provided that a reasonably large by-pass 
capacitor is used. If separate plate and screen supplies are used the screen supply 
regulation is very much more important than the plate supply regulation, with Class A 
operation. 

With Class ABj operation, the regulation of both plate and screen supplies should 
be good. 

(iv) Matching and the effects of mismatching 

Matching is covered generally in Sect. 5(v). It is important to match the valves 
under the operating conditions in the amplifier. 

The effects of mismatching with pentodes are more serious than with triodes. If 
no care is taken in matching, or in the design of the output transformer, it is possible 
for the distortion to be higher than with two valves in parallel. The advantages of 
push-pull operation will only be obtained in proportion to the care taken to achieve 
correct balance, particularly with regard to the quiescent plate currents and the signal 
input voltages. As with triodes. Class ABj is more sensitive to mismatching than 
Class Aj. 

(v) Average plate, and screen currents 

The average plate current for Class Aj may be calculated approximately as for 
triodes [Sect. 5(iv), Eqn. 25]. In all other cases, the composite characteristics are 
required, following the same method as for triodes. 

The average screen current may be calculated by the same method as for single 
pentodes [Sect. 3(iii)E]. 
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(vi) Cathode bias 

See Sect. 5(vi) as for push-pull triodesj except that the screen dissipation must also 
be checked. 

(vii) Parasitics 

See Sect. 5(vii) as for push-pull triodes, also Sect. 3(ui)H. 

(viii) Phase inversion in the power stage 

In the interests of economy, push-pull is sometimes used in the output stage without , 
a prior phase inverter. All such methods — except the Cathamplifier — have inherently 
high distortion, and some have serious unbalance between the two input voltages. 

(A) Phase inverter principle (Fig, 13.44) 

The grid of is excited from the voltage divider RsR^ across the output of Vi, 
/?3 + /?4 must be very much greater than the load resistance (say 50 000 ohms). 
/?6 and are grid stoppers. All other components are normal. may be by- 
passed if desired. 




Fig, 13.44. Push-pull circitit using phase inversion in the power stage. 
Fig. 13.45. Push-pull circuit using screen resistance coupling from to the grid of Kj. 

The signal voltage on the grid of must first pass through where it is dis- 
torted, then through where it will be distorted again. Thus the second harmonic 
will be the same as for a single valve, and the third harmonic will be approximately 
twice the value with balanced push-pull. The balance, if adjusted for maximum 
signal, will not be correct for low volume, owing to the third harmonic " flattening." 

(B) Screen resistance coupling (Fig. 13.45) 

This is a modification of (A) being an attempt to obtain from the screen a more 
linear relationship than from the plate. No comparative measurements have been 
published. /?, may be about 1500 ohms for type 6V6-GT or 2500 for type 6F6-G, 
with ^ E^2 = 250 volts— the exact value should be found experimentally ; C3 
may be 0.002 ^F. For better balance an equal screen resistor might be added for Kg 
Ref. ElO. 

(C) Common cathode impedance (Fig. F'G.r3.46 

13.46) /i\ 



/?! and R2 in series provide a common cath- 
ode coupling impedance [see Chapter 12 
Sect. 6(vi)]. R2 may have a value of, say, 
1000 ohms to give an approach towards bal- 
ance, but necessarily must carry the plate cur- 
rents of both valves — say, 70 or 80 mA— and 
will have a voltage of, say, 70 to 80 with a dis- 
sipation around 6 watts. Care should be 
taken to avoid exceeding the maximum heater- 




cathode voltage rating. fig^ 13.46^ Push-pull circuit with 

See Reference E23. common cathode impedance coupling. 
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(D) The Parry " Cathamplifier " 

The basic circuit is Fig. 13. 46 A, the two cathodes being coupled by a centre- tapped 
a-f transformer, whose secondary winding excites the grid of V2. A theoretical 
analysis is given in Ref, E29, while some practical designs are in Ref, E30. 

^3 1 + gmR/2 
For balance, rz — = ^ and A^i = N2 

where =^ mutual conductance of V2. 

Distortion is reduced by the factor T(2T — 1) 
where T = Nz/(N^ + ^2). 

Note that T should normally be slightly greater than 1. 

Gain is reduced by the factor T{T — 0.5). 

The common cathode resistor Rq helps to reduce unbalance. 

Tn practice, R is made variable (say 100 ohms total) so as to permit the amplifier 
to be balanced experimentally. One method is to connect a valve voltmeter across 
Rq, and to adjust R for minimum reading. 

Instability may occur if R is too small. 

A modified circuit is Fig. 13.46B in which the centre-tapped primary of is not 
necessary. 

Fig. 13.46C permits both a.c. and d.c. balancing. 

Fig. 13.46D keeps the circulating screen current out of the cathode circuit and so 
maintains the ratio between plate and screen currents at the negative voltage peak 
swing. Resistors R^ are to prevent coupling from cathode to cathode through the 
screen by-pass condensers ; their values should be low — say 100 to 250 ohms each. 



FIG. 13.46A 




FIG. 13.466 






Fig. 13.46A. Basic circuit of Parry Cathamplifier y (B) Modified circuity (C) With 
both a.c, and d.c, balancing, (D) Keeps circulating screen current out of cathode circuit 

(Ref, E30). 
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(ix) Extended Class A 

Extended Class A is the name given to a push-pull amplifier using a triode and a 
pentode in parallel on each side. The amplifier operates entirely on the push-pull 
triodes at low levels, with the pentodes (or beam power amplifiers) cut off ; at high 
levels the output is mainly from the pentodes. Consequently there is some curvature 
in the linearity (" transfer ") characteristic at the transition point. The total dis- 
sipation isj however, only about one third of that of a Class A amplifier with the same 
maximum power output (Ref. E31). 

This principle might also possibly be applied to any Class AB or Class B amplifier 
merely to avoid current cut-off in the transformer and its resultant parasitics (Ref. 
El 3) unless one with very low^ leakage inductance is used. 

(x) Partial triode (" ultra-linear ") operation 

See page 570. 

SECTION 7 : CLASS B AMPLIFIERS AND DRIVERS 

(0 Introduction (it) Poiver output and distortion — ideal conditions — Class Bj 
{Hi) Power output and distortion— practical co?iditio7is — Class (iv) Grid driving 
conditio?is (v) Design procedure for Class amplifiers {vi) Earthed-grid cathode 
coupled amplifiers (vii) Class Bi amplifiers — quiescent push-pulL 

(i) Introduction 

A Class B amplifier is an amplifier in which the grid bias is approximately equal 
to the cut-off value, so that the plate current is approximately zero when no signal 
voltage is applied, and so that the plate current in a specific valve flows for approxi- 
mately one half of each cycle when an alternating signal voltage is applied. 

Class B amplifiers are in two main groups — firstly Class B^ (otherwise known as 
quiescent push-pull, see below) in which no grid current is permitted to flow, secondly 
Class Ba (generally abbreviated to Class B) in which grid current flows for at least 
part of the cycle. 

Class B2 amplifiers have inherently high odd harmonic distortion, even when the 
utmost care is taken in design and adjustment. This distortion frequently has a rriaxi- 
mum value at quite a low power output, making this type of amplifier unsuitable for 
many applications. They are also comparatively expensive in that a driver valve and 
transformer together with two output valves form an integral part of the stage, and 
together give only the same order of sensitivity as a pentode. 

The one outstanding advantage of a Class B^ amplifier is in the very high plate- 
circuit efficiency, although the current drawn by the driver stage should be included. 
The principal applications are in battery-operated amplifiers^ public address systems 
and the tike 

The grid bias must be fixed (either battery or separate power supply) and special 
high-mu triodes have been produced to permit operation at zero bias to avoid the 
necessity for a bias supply. In the smaller sizes, twin triodes are commonly used. 
For the best results, accurate matching of the two valves is essential. If they are being 
operated at a negative bias it is possible to match their quiescent plate currents by 
adjusting the bias voltages separately. If the dynamic characteristics are not matched, 
a difference of 10% in the two plate currents, measured by d.c. milliammeters under 
operating conditions, will produce roughly 5% second harmonic distortion (Ref. E18). 
The matching of valves is covered in Sect. 5(v). 

Well regulated plate^, screen (if any) and bias supplies (if any) are essential. 

The rate of change of current in each half of the output transformer at the plate 
current cut-off point is considerable, often resulting in parasitics 

Parasitics in the grid circuit may be eliminated by the use of a driver transformer 
having low leakage inductance [Chapter 5 Sect. 3(iii)a] and;, if necessary, by connect- 
ing a small fixed condenser from each grid to cathode — a typical value is 0.0005 /xF — 
see (iv) below. 
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Parasitics in the plate circuit may be eliminated by the use of an output trans- 
former with low leakage induaance — see Chapter 5 Sect. 3(iii)c — together with a 
series resistance-capacitance network connected across each half of the primary or 
alternatively from plate to plate. 

Typical values for connection across each half of primary : 
Load resistance (p-p) 6000 10 000 12 000 ohms 

R 3300 5600 6800 ohms 

C 0.05 0.05 0.05 

Typical values for connection from plate to plate : 
Load resistance (p-p) 6000 10 000 12 000 ohms 

R 6800 12 000 15 000 ohms 

C 0.03 0.02 0.02 /iF 

Note — The Mcintosh Amplifier may also be used for Class B operation— see 
Sect 8(iii). 

(ii) Power output and distortion — ideal conditions — Class Bg 

(Circuit Fig. 13.31 ; characteristics Fig. 13.36.) 

If the input voltage is sinusoidal, the output transformer ideal, the plate charac- 
teristics equidistant straight lines, and the valves biased exactly to cut-off, the opera- 
ting conditions will be — 

Power output (total): Pq - iIt,„,(E^t> - Emin) (1) 
or P„ = \I,JRl = 2{E,, - E^,,y/R^ (2) 
where /^m ^ maximum (peak) plate current of either valve 

Er,,in = minimum plate voltage of either valve 
and Rj ^ load resistance plate-to-plate. 

Load resistance (plate-to-plate) : R^ = 4(Ebb - E„,in)/Ibm (3) 
Load resistance per valve : R/ ^ i2^/4 = (£"(,>, ~ „)//(, ^ (4) 
Maximum power output is obtained when Rj^ = 4rp 

i.e. when E^i„ = 0.5Ef,h 
where r^, = plate resistance of one valve. 

Average plate current (each valve) : I ^ = I bm/'^ ^ 03\SI bm (5) 
Power input from plate-supply : Pb = lE^Jb ^ 0.t31E^J (6) 
Plate circuit efficiency: i? = (1 - E^iJE^b) x 0.785 (7) 

Plate dissipation : Pj, = d.c. power input — power output 

- /b„.(0.137£b, + 0.5£„,„) (8) 
Power output in terms of plate dissipation and plate circuit efficiency : 

Po - PvV/i^ - V) (9) 

The current in the secondary of the transformer will be sinusoidal, there being no 
distortion. The plate current in each valve will have the form of a rectified sine wave. 

The slope of the composite characteristic is half that for Class A operation, so that 
the slope of the composite plate resistance will be twice that for Class A. 

(iii) Power output and distortion — practical conditions — Class B2 

The practical treatment is based on the use of the composite characteristics [Sect. 
5(ii)D]. If the valves are biased completely to cut-off, each half of the composite 
characteristic is identical with the individual valve characteristic, and a considerable 
degree of non-linearity occurs in the middle region (Fig. 13.47A). As a result, the 
greatest distortion of the loadline occurs with fairly small signals. For any particular 
characteristic there is one value of grid bias beyond which the distortion increases 
rapidly with increase of bias — there is a small quiescent plate current at this point 
(Fig. 13.47B). Even in this case the whole of the composite characteristic, except 
the small middle portion, is identical with the single valve characteristic. 

It is therefore practicable to calculate the power output from the characteristics 
of a single valve (e.g. Fig. 13.48). The power output as calculated by eqns, (1) and (2) 
is modified by the presence of harmonics and should be multiplied by the factor 

F ^ {I + H, - H, ~\ H, - H, + H,,y (10) 
where = third harmonic distortion (i.e. Is/Ii), 
and /ffi ^ fifth harmonic distortion (i.e. /s/Zi), etc. 
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The various harmonics are unpredictable, but at maximum power output f/3 usually 
predominates^ and a purely arbitrary approximation is to take 
F = (1 + 0,6H,y, 

Usual values of at maximum power output vary from 0.05 to 0.10, so that F 
varies from 1.06 to 1.12, a reasonable design value being 1.08. Thus, from eqn. (2), 



0,1351, JR, 



(11) 



Alternatively^ the total power output may be calculated from a knowledge of the 
average and quiescent currents of one valve^ with an error not exceeding 9% (see 
eqns. 12 and 13 below)— 

Po ^ 2.47(7, - 0.251, ,yR J (12) 

The more accurate method is to use the composite characteristics (which are the 
same as the single valve characteristics of Fig. 13.48 over the range concerned) and 
to apply the '* eleven selected ordinate method " [Sect, 3(iv)D] for the determination 
of power output and distortion. Although harmonics higher than the fifth are ap- 
preciable, it is difficult to calculate them graphically with any degree of accuracy. 



FIG. r3.47 (A). 






-rp — 




1/1 
/ 1 








Fig. 13.47. Composite characteristics of Class B amplifiers {A) biased to cut-off 
{B) biased to the point of minimum distortion. 

Fig, 13,48. Plate and grid characteristics of a typical small battery-operated Class B 

triode (1J6-G). 

The load resistance may be calculated by eqn. (3) or (4). 

Maximum power output is usually achieved when the slope of the leadline is 
numerically equal to the slope of the individual valve characteristic corresponding to 
the peak grid voltage, at its point of intersection with the loadline. A different load- 
line is usually necessary for each value of peak grid voltage. Each loadline should be 
checked for peak current, average current, plate dissipation and grid driving power. 

When any loadline has been established as permissible, a higher load resistance may 
be used with perfect safety without any further checking. This will require less grid 
driving power^ and will draw less plate current, but will give a lower power output ; 
the distortion will be roughly unchanged^ and the plate circuit efficiency will be higher. 

The average plate current may be calculated by the accurate method of Sect. 
5(iv) and eqn. (26). Alternatively, with an accuracy within 3% for third harmonic 
not exceeding 10% (Ref. Ell)— 

(for each valve) I, ^ 0.318/ + 0.25/ (13) 
Eqn, (13) may also be put into the form — 

/,„j^ 3.14/1, - 0.785/60 (14) 
The average power input from the plate supply is given by 

1\ - 2E,,I, ^ E,, (0.6311,^ + 0.5/bo). (15) 
Plate circuit efficiency : ij = PJlEj,^,!^, (16) 
[Usual values of plate circuit efficiency are from 50% to 60%.] 

Plate dissipation : ^ E ^,(0,6371 + 0.5/ ^o) - Pq (17) 
With a plate circuit efficiency of 60%, the power output is 1.5 times the total plate 
dissipation, whereas with Class A operation and a plate circuit efficiency of 25%, the 
power output is 0.25 times the plate dissipation. Thus, if in both cases the plate 
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Fig. 13.49. Typical grid mutual char- 
acteristic illustrating Class B operating 
conditions. 



(18) 



dissipation is the only limiting factor, six times more output may be obtained from the 
same valves in Class B than in Class A. 

(iv) Grid driving conditions 

Grid current characteristics are provided for use with valves suitable for Class B 
amplification (e.g. Fig. 13.48). It is usual practice to select a likely peak positive 
grid characteristic and loadline, then to calculate the grid driving power and power 
output. This may be repeated for several 
other loadlineSj and the final choice will 
be made after considering all the relevant 
features. 

In the case of a particular loadline such as 
AB in Fig. 13.48, the peak grid current may 
be determined by noting the intersection of 
the vertical through A and the grid current 
curve (shown with a broken line) corres- 
ponding to the Ec characteristic which 
passes through A. This is shown in Fig. 
13.49 where — indicates the fixed grid 
bias and the positive grid current com- 
mences to flow at approximately Ec =^ 0, 
The peak grid current is Ig^ and the peak 
signal grid voltage isEgrm corresponding to 

a positive grid bias voltage Ecm* The peak grid input power is then given by 
P = E I 

^ am ^0 m-* o m 

and the minimum grid input resistance is given by 

r.nMn = Egjlgm (19) 

[Note : The minimum variational grid resistance is derived from the slope of the 
Ig curve — it is always less than rp„i„.] 

The driver valve has to supply this peak power, plus transformer losses, into a half- 
secondary load varying from infinity at low input levels to r^^i^ at the maximum 
input. The basic driver circuit is shown in Fig. 13.50Aj where K, is the driver valve 
and the step-down transformer with a primary to half-secondary turns ratio NJN^. 
In practice, the transformer has losses, and it may be represented by the equivalent 
circuit Fig. 5.9 (omitting Cfp). 

The efficiency is usually calculated (or measured) at 400 c/s where rj, and 
are the principal causes of loss. An efficiency of from 70 to 80% at peak power is 
typical of good practice. The voltage applied to the grid of Ko, provided that the 
iron losses are small, is approximately [Chapter 5 Sect. 2(ii)]. 

£,2 ^ E^7j{NJN,) (20) 
where 17 = percentage efficiency lOOj 
and Ej, voltage applied across primary. 

The load presented to Vi is roughly as calculated for an ideal transformer [Chapter 5 
Sect. 2(ii)] driving the same grid. 

At high audio frequencies, the effects of Li and L2 (Fig. 5.9) become appreciable, 
causing an additional loss of voltage during the time of grid current flow, and a tend- 
ency towards instability. The instability is brought about by a negative input re- 
sistance \yhich some valves possess over a portion of the grid characteristic [Chapter 2 
Sect. 2(iii)]. It is therefore important to reduce the leakage inductance of the trans- 
former to the lowest possible value. Fortunately the bad effects of any remaining 
leakage inductance may be minimized by connecting a small condenser across each 
half of the secondary so as to resonate at a frequency about 1.5 times the highest fre- 
quency to be amplified (Ref. El 8). The condenser and leakage inductance form a 
half-section of a simple two-element constant k type low-pass filter [Chapter 4 Sect. 
8(vii)]. 
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At low audio frequencies the primary inductance Lq causes loss of gain as with any 
a-f transformer. It should be designed for an unloaded secondary (Chapter 5 Sect. 3) 
because it is unloaded for part of the cycle. Secondary loading resistances should be 
avoided with Class A triode drivers (Refs. El 7, El 8). 

In order to avoid excessive distortion due to the non-linear grid current characteris- 
tic, the effective impedance looking backwards from the grid-cathode terminals 
towards the driver, must be small compared with the effective input impedance of 
the valve. The " looking backwards " impedance has as its components (Fig. 5.9) : 
" Driver resistance " R' = {NJN{)\r^^ + r{) (21) 
" Driver inductance " U =^ U ^ {NJN^YL^ (22) 

It is usual to restrict the driver resistance R' to a value less than 0.2 ry„„ „ for the 
most favourable conditions with high-mu valves and with limited grid drive, where 
^gmin does not differ seriously from the minimum variational grid resistance ; in other 
cases it should be less than one fifth of the minimum variational grid resistance (Refs. 
E2, E12). For minimum distortion, R' should be made as low as practicable. Hence 
the transformer usually has a step-down ratio from primary to half-secondary. 

The " driver inductance," if large and uncompensated, produces an effect like a 
faint high pitched hiss or scratch that rises and falls with the signal (Ref. El 8). 

The effect of the varying load resistance on the driver valve is shown by the curved 
loadline in Fig. 13.50B. The horizontal portion corresponds to the conditions 
without grid current flow, while the slope at any other point corresponds to the 
variational grid resistance at that point. The broken line joining the two extremities 
has a slope corresponding to a resistance of rg„^iJJSI^/N2y ; this should not be less 
than 4rj,i, The driver valve should preferably be operated near its maximum rated 
plate voltage and dissipation. 




Fig. 13. 50 A. Fundamental driver Et 

and Class B (or A B) amplifier 

circuit. P^§' 13.50B. Loadline on a typical 

triode driver. 



As the output valves are driven harder, the driver valve is called upon to provide 
increased power into a decreased minimum grid resistance ; this necessitates a greater 
step- down ratio in the transformer. The extreme limit is when the " diode line " 
is reached. As a guide which may be used for a first trial, the minimum plate volt- 
age may be taken as twice the " diode line " voltage at the peak current level. The 
diode line is shown in many characteristic curves, and is the envelope of the character- 
istics — it is the line where the grid loses control, in other words the minimum plate 
voltage for any specified plate current no matter how positive the grid may be. 

The cathode follower makes an excellent driver for all forms of amplifiers drawing 
grid current, having very low effective plate resistance and low distortion — see Chapter 
7 Sect. 2(i), 

A cathode follower has been applied as a transformerless driver, one 6SN7-GT twin 
triode being used as a push-pull driver to the grids of two 6L6 valves giving an output 
of 47 watts (Ref. E22). However, this is not usually the most efficient arrangement — 
see Chapter 7 Sect. l(ii). 
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(v) Design procedure for Class amplifiers 

The major difficulty is in keeping the electrode voltages stabilized. 
The following procedure applies to the case where the voltages are stabilized and the 
plate voltage and desired power output are known. 

1. Assume a value of plate-to-plate load resistance Rj^. Draw a loadline with a 
slope corresponding to on the characteristics for one valve^ through the point 

2. Select a value of grid bias to give the minimum distortion of the composite 
characteristic (Fig. 13.47). 

3. Determine the quiescent plate current I^q of one valve. 

4. Calculate the peak plate current from the approximation : 

I,,,^V7APJR'i, (23) 

5. Calculate the average power input from the plate supply, using eqn. (15). 

6. Calculate t;he plate dissipation from equation (17). 

7. Check the plate dissipation and the peak plate current to see that they do not 
exceed the maximum ratings. 

8. Determine the maximum positive grid voltage Ecm from the loadline and 

9. Determine the peak grid current /p„ corresponding to extreme point of the 
loadline. 

10. Calculate the peak signal grid voltage : =^ E^m + ^r- 

11. Calculate the peak grid input power : Pgm = Eg^I^^, 

12. Calculate the minimum input resistance : r^„,„ ^ Egjl^,^. 

13. Repeat steps 1 to 12 for several other values of Rj^ and select what appears to 
be the best compromise, with a view to the lowest driving power 

14. Assume a reasonable peak power transformer efficiency -say 70%. This value 
is used in the following step. 

15. Select a driver valve with a maximum power output at least 0.9Pg^ under 
typical operating conditions (this makes allowance for the higher load resistance). 

16. Select a driver load resistance twice the typical value or at least four times the 
plate resistance. 

17. Draw the assumed (straight) driver loadline on the driver plate characteristics 
and determine the maximum available peak signal voltage £pm. 

18. Determine the transformer ratio from primary to half-secondary : 

19. Calculate the " driver resistance " from eqn. (21) using values for and 
indicated* from similar transformers. These resistances are usually less than 1900 
and 350 ohms respectively for 10 watt amplifiers, or 2700 and 500 ohms respectively 
for low power battery amplifiers. 

20. Check the " driver resistance " to see that it is less than O.lrg^^i^ for high-mu 
valves or 0.1rp„^„ for other cases (this assumes that Vg^i^ is approximately twice the 
minimum variational grid resistance). 

* Alternatively the driver transformer may be tentatively assumed to have 10% 
primary and 10% secondary copper losses, and 10% iron losses. On this basis, 
- r.minH and n ^ r,„,„(^iV^2')/9. 

(vi) Earthed-grid cathode-coupled amplifiers 

A cathode-coupled output stage, with earthed grids, has the advantages of a much 
more nearly constant input resistance than a Class B stage, but it requires more driver 
power for the same output. It is more suited to high-power amplifiers or modulators 
than to conventional a-f amplifiers (Ref. El 5). The increase in plate resistance due 
to feedback is disadvantageous. 

(vii) Class amplifiers — Quiescent push-pull 

Class Bi amplifiers do not draw any grid current whatever, but in other respects 
resemble Class B2 amplifiers. Either triodes or pentodes may be used, the latter being 
more popular — they are used as " quiescent push-pull pentodes " in battery receivers. 
The two valves (or units) must be very accurately matched, and an adjustable screen 
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voltage is desirable. A high-ratio step-up input transformer is used to supply the 
high peak signal voltagej nearly equal to the cut-off bias. Both the input and output 
transformers should have low capacitance and leakage inductance. The output trans- 
former should have its half-primary inductance^ and its leakage inductance, accurately 
balanced. Condensers (0.002 to 0.005 /^F) are usually connected across each half 
primary (Ref, E4). 



SECTION 8 : CLASS ABg AMPLIFffiRS 

(i) Introduction (it) Bias and screen stabilized Class AB^ amplifier {Hi) Mcintosh 
amplifier. 

(i) Introductioa 

Class ABa amplifiers closely resemble Class Ba amplifiers^ but the valves are biased 
as for Class ABj operation. Consequently they are less critical with regard to match- 
ingj and the distortion which occurs in the plate circuit is much the'sait^^e^ as for Class 
ABi. The plate circuit efficiency is intermediate between Class ABi and Go operation 
— typical values for triodes are from 40 to 48%. The variation in plate Current from 
zero to maximum signal is less than with Class B operation, being of the order of 1 : 2. 

The matching of valves is covered in Sect. 5(v). 

Pentodes and beam power amplifiers may be used quite successfully in Class ABg 
operation. 

Fixed bias is essential. 

Type 6L6 or 807 beam power amplifiers may be used in Class AB2 with plate circuit 
efficiencies of about 65% (or 61% including screen losses). The peak grid input 
power does not exceed 0,27 watt for power outputs from 30 to 80 watts. Tiie total 
harmonic distortion under ideal laboratory conditions is 2% at maximum signal and 
less than 2% at all lower output levels (this assumes a low-distortion driver stage). 

Well regulated plate, screen and bias power supplies are essential. 

Parasitics in plate and grid circuits — see Sect. 7(i). 

References E20, E21. 



(ii) Bias and screen stabilized Clasi 

Fig. 1 3.50C gives a circuit with 807 valves 
of the bias and screen supply provided by the 
are used, obtained from separate windings 




Fig, 13.50C, Class AB^ amplifier with 
stabilized bias and screen voltages 
(Ref. £26). 



s AB2 amplifier (Ref. E26) 
operated in Class ABj with stabilization 
driver valve. Two high tension sources 
on the power transformer, and neither 
needs good regulation, so that condenser 
input filters can be used. 

The circuit offers three types of com- 
pensation, the combined effect being to 
allow the output valves to draw a 
minimum of plate current in the no 
signal condition, although still being 
capable of delivering an output of 60 
watts for small distortion. The three 
types of compensation are 

(a) As the 807 plate voltage falls, due 
to increasing plate current with signal 
input, the screen voltage is increased 
and the bias reduced. 

(b) When the 807's are driven into 
grid current their bias is increased due 
to the current in the 500 ohm resistor 
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R^. This is minimized by a d.c negative feedback circuit giving several times reduction 
of th^ effect, and is offset by a corresponding increase in 807 screen voltage. 

(c) Any tendency for the 807 screen voltage to fall and for the bias voltage to increase 
with rising 807 screen current due to signal input is minimized by the same negative 
feedback circuit. 

Referring to Fig. 1 3.500, the voltage divider from the positive side of the 600 volt 
supply to the negative side of the 300 volt supply has values to provide a suitable bias 
for the triode-operated 6V6 so that it draws about 45 mA with a standing plate voltage 
of 250 V. A decrease in the 807 plate voltage causes the 6V6 grid to become more 
negative, decreasing its plate current which also flows through and so decreases 
the 807 bias. The low voltage power supply is deliberately given poor regulation 
with resistive filtering so that the decrease in 6V6 plate current appreciably increases 
its plate voltage and thus the 807 screen voltage. 

The 807 grid current at large output levels increases the negative potential at C 
and also at A and B and thus increases the 6V6 bias. This reduces the 6V6 plate 
current which makes point C less negative and minimizes the increase in 807 bias, 
and at the same time increases the 807 screen voltage thus off- setting the bias increase. 

The 807 screen current rises with increasing signal input and this tends to decrease 
the screen voltage and increase the 807 bias. However the increased bias is also 
applied to the 6V6, reducing its plate current and thus tending to restore the 807 bias 
and screen voltages to their original values. 

Between no output and full output the 6V6 plate curre;it falls from 45 mA to 25 mA 
but the valve is still well able to provide the small poWer required to drive the 807's. 

An additional feature of the circuit is that a very large input reduces the ability of 
the driver to overload the output valves, and after full output is reached very effective 
limiting is provided. 

(iii) Mcintosh Amplifier (Ref. E28) 

With any push-pull amplifier in which each valve is cut-off during portion of the 
cycle, some form of quasi-transient distortion tends to occur at a point in each cycle 
at the higher audio frequencies (Ref. E13). This distortion is caused by the leakage 
reactance of the primary of the output transformer, which cannot be reduced sufiici- 
ently by conventional transformer design technique. A completely new approach to 
the problem is made by the Mcintosh amplifier which incorporates special types of 
driver transformer and output transformer, together with many other novel features. 
The basic principles are indicated in Fig. 13.50D in which both driver transformer 
and output transformer have two windings wound together in a bi filar manner 
so that the coupling between them is almost unity. It is claimed that it is practicable 
to wind coils with a ratio of primary inductance to leakage inductance better than 
200 000 to 1; whereas conventional transformers do not nearly reach the minimum 
requirement (for low distortion) of 80 000 to 1. This type of transformer is cheaper 

to wind than a sectionalized winding as 
used in conventional high quality trans- 
formers. 

Each output valve works into two 
primary sections, one in its piate circuit 
and the other in its cathode circuit, biit 
these have practically unity coupling. 
The effective number of primary turns 
for each valve is equal to the total turns 
for each of the bifilar windings. The 
output transformer should therefore be 
designed to have a total impedance on 
each of its primaries equal to one quar- 
ter of the plate-to-plate load impedance. 

In the case of the amplifier of Fig. 
13.50E the plate-to-plate load imped- 




BIFILAR WINDINGS 



Fig. 13.50D. Basic principles of 
Mcintosh Amplifier (Ref. E2S). 
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Fig. 13.50E. Circuit diagram of complete 50 watt Mcintosh Amplifier {Ref. E2S). 

ance is 4000 ohms and the total impedance of each primary winding is 1000 ohms ; the 
impedance from each cathode to earth is only 250 ohms. These low impedances 
reduce the effects of capacitive shunting and thereby improve the high frequency 
performances 

The voltage from each screen to cathode is maintained constant by the unity coupling 
between the two halves of the bifilar windings^ no screen by-pass capacitor being re- 
quired. This arrangement, however, has the limitation that it can only be used for 
equal plate and screen voltages. 

The driver transformer makes use of the same bifilar winding method adopted 
in the output transformer. The primary impedance in this design is above 100 000 
ohms from 20 to 30 000 c/s, while the response of the whole transformer is within 
0.1 db from 18 to 30 000 c/s. These high performances are made necessary by the 
inclusion of this transformer in the second feedback path of the whole amplifier. 

The method of loading the output stage, with half the load in the plate and half in 
the cathode circuit, provides negative feedback as a half-way step towards a cathode 
follower. Additional feedback is achieved by connecting suitable resistors between 
the cathodes of the output valves and the cathodes of the phase inverter stage. The 
complete amplifier (Fig. 13.50E) has a typical harmonic distortion of 0.2% from 50 
to 10 000 c/s, rising to 0.5% at 20 c/s and 0.35% at 20 000 c/s, at an output level of 
50 watts. The frequency response under the same conditions, measured on the sec- 
ondary of the transformer, is level from 20 to 30 000 c/s, — 0.4 db at 10 c/s and 
- 0.3 db at 50 000 c/s. The phase shift is zero from 50 to 20 000 c/s, - 10° at 
20 c/s and -f 4^ at 50 000 c/s. 
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The output resistance is one tenth of the load resistance, thus giving good damping 
and regulation 

These same principles may be applied to any type of push-pull output whether triode 
or pentode, with any class of operation. A, ABj, AB2 or B. 

The high power output of the Mcintosh amplifier as described above is due to the 
operation of the screens at voltages greater than 400 volts, which is very considerably 
in excess of the maximum rating of 270 volts (design centre) for type 6L6 or 300 volts 
(absolute) for type 807. It is unfortunate that the Mcintosh amplifier is limited to 
operation with equal plate and screen voltages, but these should always be within the 
maximum ratings for the particular valve type 

See also Refs. E31, Gl. 

The principle of combined plate and cathode loading is applied in some high- 
fidelity Class A amplifiers, e.g. Acoustical QUAD, Refs. H4, H6. 

SECTION 9: CATHODE-FOLLOWER POWER AMPLIFIERS 

The principles of cathode followers have been covered in Chapter 7 Sect. 2(i). 
A cathode follower may be used either as driver for a Class B f^- AB2 stage, or as the 
output stage itself, 

A cathode follower forms almost an ideal driver stage, having very low plate re- 
sistance and distortion, although it requires a high input voltage. It is commonly 
used, either singly or in push-pull, in high power a-f amplifiers where the distortion 
must be reduced as much as possible. If parallel-feed is used, the hum is reduced 
by the factor l/(/x 4- 1) ; see Chapter 7 Sect, 2(ix) Case 4. A cathode follower driver 
stabilizes the a-f signal voltage, but does not stabilize the grid bias. 

Cathode follower output stages introduce serious problems, and are not suitable 
for general use, even though their low plate resistance and low distortion appear at- 
tractive. The difficulty is in the high input voltage which is beyond the capabilities 
of a resistance-coupled stage operating on the same plate supply voltage. Two 
methods are practicable, either a step-up transformer in the plate circuit of a general 
purpose triode, or a resistance-coupled amplifier with a plate supply voltage about 
3 times the plate-cathode voltage of the cathode follower. In order to take advantage 
of the low distortion of the cathode follower, the preceding stage should also have 
low distortion. A general purpose triode is to be preferred to a pentode or high-mu 
triode with resistance coupling, and it may have an unbypassed cathode resistor. 

One practical amplifier which has been described in the literature (Ref. F3) uses 
700 volts supply voltage to the 6SN7 penultimate stage and eight 6V6-GT valves in 
push-pull parallel operation in the cathode follower output stage. Negative feedback 
is used from the secondary of the output transformer, and the damping on the loud- 
speaker is as high as practicable. However, the total harmonic distortion at 50 c/s 
is over 1% at 8 watts output, and 1.7% at 20 watts. The high output voltage which 
must be delivered by the resistance-coupled penultimate stage thus shows its effect 
on the distortion, even though the plate supply voltage has been increased to a dan- 
gerously high value. 

SECTION 10 : SPECIAL FEATURES 

({) Grid circuit resistance (ii) Grid bias sources (Hi) Miller Effect (iv) 26 volt 
operation (v) Hum. 

(i) Grid circuit resistance 

A maximum value of grid circuit resistance is usually specified by the Valve manu- 
facturer, a higher value being usually permitted with cathode (self) bias than with 
fixed bias. The reason for the latter is that cathode bias provides increased bias as 
the plate current rises, and so gives a degree of protection against " creeping " plate 
current. This effect is due to the combined gas and grid emission currents which 
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flow through the grid-cathode circuit — see Chapter 2 Sect. 2(iii), also Chapter 3 
Sect. l(v)d, and Chapter 12 Sect. 2(iii)E, (iv)B, (iv)C, (iv)D ; Sect. 3(iv)C, (v). 
Typical values (e.g. type 6V6-GT) are : 

With cathode bias 0.5 megohm (maximum) 

With fixed bias 0.1 megohm (maximum). 

If the heater is operated, even for limited periods, more than 10% above its average 
rated voltage, the grid circuit resistance must be reduced considerably ; this holds in 
automobile receivers. 

If partial self-bias operation (" back bias ") is used, the maximum value of grid 
circuit resistance may be found from the relation : 

R,^ = R,f + P(R,s - Rof) (1) 
where Rgf max, grid circuit resistance (fixed bias) 

Rgs = max. grid circuit resistance (self bias) 
and P = ratio of cathode current in output valve to the total current flowing 
through the bias resistor. 
In cases where the maximum value of grid resistance for a particular application 
is not specified, the procedure of Chapter 3 Sect. l(v)d should be followed, using 
eqn. (6) for pentodes or tetrodes, or eqn. (7) for triodes. The value of maximum 
reverse grid current i^Ici) should be obtained from the specifications or from the valve 
manufacturer ; failing this, a value of 2/xA miay be tentatively assumed for valves of 
the 6F6, 6V6 class, and 4/xA for valves having higher cathode currents. 

If either the value of Rg^ for cathode bias, or that for fixed bias is specified, the value 
for the other may be calculated from Chapter 3 Sect. 1 eqns. (8) to (13). 

(ii) Grid bias sources 

Fixed bias is normally obtained from a separate power source with rectifier, Tiltcr 
and load resistance. A typical circuit is Fig. 13.51 in which is the usual rectifier, 
Vz is the bias rectifier and R 4 the bias load resistance. may be any half-wave 
indirectly-heated rectifier ; if the heater is operated from a common heater winding, 
V2 should be a type capable of withstanding a high voltage between heater and cathode. 
Alternatively a shunt diode may be used (see Chapter 30 Sect. 6). If the output stage 
draws positive grid current, as in Class AB2 or overloaded Class A operation, the grid 
current flowing through the bias load resistance increases the bias voltage. It is 
therefore advisable to design this to be as low as practicable. The effect of negative 
grid current on the bias is usually negligible. 



FIG. 13.51 




Fig. 13.51. Method of obtaining fixed bias 
using half of the transformer secondary 
(plate) winding. Typical values of resistors 
are : R^ = 2500, R^ = 25 000, R^ = 
15 000, i?4 = 3000 ohms ; Cj = S/^F, 
C2 = 16/xF, C3 = €4= 50/xF, Alternatively 
R2 may be replaced by a choke. 



Voltage stabilized grid bias supplies are sometimes used (see Chapter 33). 

It is sometimes convenient to have two plate voltage supplies, one to provide for 
the plates of the output stage only, the other for the earlier stages together with the 
screens of the output stage and grid bias. The second supply is loaded by a heavy 
current voltage divider (say 150 mA total drain) tapped near the negative end and the 
tapping connected to the cathodes of the output stage ; one section provides grid bias, 
and the other section provides the positive potentials. 

Back bias is intermediate between cathode bias and fixed bias, so far as its con- 
stancy is concerned. With this arrangement, the whole return cur-rent of a receiver 
or amplifier is passed through a resistor between the cathodes (which are generally 
earthed) and ~ E^h (Fig. 13.52). The value of Ri is given by Eci/I where £^1 is 
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Fig. 13.52. Circuit of portion of a receiver using hack bias. Vi is the power amplifier , 

Vi is the rectifier. 

the bias required by T^i and / is the total current passed through R^. Bias for earlier 
stages is obtainable from a tapping or tappings on A hum filter is necessary for 
each separate bias system. [Note that the curved plate of an electrolytic condenser 
represents the negative terminal ; while on a paper condenser the curved plate re- 
presents the outside electrode.] Back bias works best in large receivers where the 
total current is much greater than the cathode current of the power amplifier. 

An alternative form having fewer components is shown in Fig. 13.53. Here the 
field coil is in the place of in Fig. 13.52. The bias on Vi is equal to the voltage 
drop across the field coil multiplied by i^2/(^2 -f 0-5 megohm). The filtering in 
this circuit is not so complete as in Fig. 13.52. 



FIG. 13.53 




Fig. 13.53. Alternative form of back hias^ with the speaker field coil 
in the negative lead. 

(iii) Miller Effect 

The Miller Effect has been introduced in Chapter 12 Sect. 2(xi). If the output 
valve is type 6V6-GT under typical operating conditions, A ^ 17 and C^j, = 0.7 /x/xF, 
then the additional input capacitance, due to C^j, alone, with a resistive load is 18 x 
0.7 = 12.6 /A/xF. If the valve is a triode the effect is more pronounced. For example, 
with type 2 A3 under typical operating conditions A = 2.9 and Cgj, = 16.5 /x/xF ; 
the additional input capacitance is 3.9 x 16.5 = 64 /x/xF. 

(iv) 26 volt operation 

Standard power valves give very limited power output with plate and screen both 
at 26 or 28 volts. Special types (e.g. 28D7) have been developed to give higher power 
output under these conditions. 
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(v) Hum from plate and screen supplies 

The hum of amplifiers with and without feedback is covered in Chapter 7 Sect. 
2Cix)C. 

Power amplifiers not using feedback are here summarized brieflyj using the con- 
ditions for types 2A3 and 6V6 as in Chapter 7. 

Triode with (a) conventional output transformer- 
Relative hum voltage = 0.85 
(b) parallel feed (series inductor) — 
Relative hum voltage 0.024 

Pentode with conventional output transformer 

and (a) common plate and screen supplies — 
Relative hum voltage = 2.05 
(b) screen perfectly filtered^ — 

Relative hum voltage = 0.09 

Pentode with parallel feed (series inductor) 

(a) common plate and screen supplies 

Relative hum voltage = 1.78 

(b) screen perfectly filtered 

Relative hum voltage = 0.179 
See also Chapter 31 Sect. 4(ii)— Effect of the output valve on hum originating in 
the plate supply voltage. 



SECTION 11 : COMPLETE AMPLIFIERS 

(i) Introduction («) Design procedure and examples (Hi) Loudspeaker load. 

(i) Introduction 

While every amplifier must be built up of individual stages, the purpose of die design 
is to produce a complete amplifier having specified characteristics in regard to over- 
all gain, maximum power output, frequency range, output resistance, distortion, hum, 
noise level and special features such as overload characteristics and tone control. 
A designer's job is to produce the required results at the minimum cost within any 
limitations imposed by space or by the availability of valve types, 

(ii) Design procedure and examples 

The correct procedure is to commence with the loudspeaker, and then to work back- 
wards through the amplifier. For example, after investigation of the loudspeaker and 
speaker transformer efficiency (see Chapter 20 Sect. 6) it should be possible to esti- 
mate the maximum power output required from the output valve(s). Then the output 
valve(s) should be selected allowing for the possible use of feedback. Then the 
preceding stage should be designed to work into the known following grid resistor 
and effective input capacitance with a satisfactory frequency response and distortion 
level. Finally, the input stage should be designed to give the required hum and noise 
performance. If, after a first calculation, the overall gain is too high, it may be reduced 
by one of many expedients such as increasing (or adding) negative feedback on the 
output stage, removing a cathode by-pass, changing a voltage amplifier stage from 
pentode to triode operation, or changing one or more valves to a lower gain type. 
In large amplifiers a pre-set second volume control may be used, to be adjusted in the 
laboratory. 

The following information is a general guide in the design of typical amplifiers 
A = public address (speech) 
B = typical radio receiver (a-f amplifier only) 
C ^ good quality radio receiver or amplifier 
D = high fidelity receiver or amplifier 



www.pmillett.com 



600 {ii) DESIGN PROCEDURE AND EXAMPLES 13.11 

Performance applies to amplifier only (resistance load). 
Category A B C D 

Frequency range 200-5 000 100-5 000 50-10 000 40-15 000 c/s 

Attenuation at limits 3 3 2 1 db 

Total harmonic distortion* 10 10 2 <1 % 

Output resistance — — <^l/^ <Rj /lOX 

Noise levelt -25 -25 - 30 dbm 

Hum level (120 c/s) *♦ — -15 to - 30 -35 to - 40 -40 to -45 dbm 

Intermodulation distortion* — 

r.m.s, sum (voltage ratio 4 : 1) 40 40 8 <4 % 

*at maximum power output. 

**For 3% loudspeaker efficiency. In all cases the hum should not be audible 
under listening conditions. See Chapter 31 Sect. 4(iii) for hum. 

fFor room volume 3000 cubic feet, 3% loudspeaker efficiency — see Chapter 14 
Sect. 7(v). For measurement of noise see Chapter 19 Sect. 6. 

}Or as required to give the desired degree of damping at the bass resonant 
frequency. 

See also Chapter 14 Sect. 12(i) for high fidelity. 

With careful design and the use of negative feedback it is possible to make the total 
harmonic distortion of the amplifier less than 0.1% and the intermodulation distortion 
less than 0,5%. This has been achieved in the circuit of Fig. 7.44 and in the William- 
son amplifier on which it is based (the new version of the Williamson amplifier is 
given in Figs. 17.35 B, C, D, E, F, G\ also in the Leak amplifier. See Refs. Fl, 
F4, F5, H4, H15, H16. 

An example of category C is given in Figs. 7.42 and 7.43. 

Undoubtedly one of the best and most versatile single-ended amplifiers incorporat- 
ing negative feedback (and, if desired, also tone control) is the circuit Fig. 7.33. The 
feedback should be as high as permissible, being usually limited by the sensitivity 
required by a pickup. The only serious limitation is that Vi cannot be a combined 
second detector and amplifier. 

The Lincoln Walsh amplifier with automatic bias control (E24, E25) is quoted 
as having intermodulation distortion of 0.2% at 5 watts, 0.6% at 10 watts and 1.7% 
at 25 watts, the power in each case being the low frequency power only (50 c/s). The 
valves used in this amplifier are type 6B4-G (similar to 2 A3). 

The Mcintosh 50 watt Class AB^ amplifier (Fig. 13.50E) has harmonic dis- 
tortion less than 0.5% from 20 to 30 000 c/s, with exceptionally flat frequency res- 
ponse and low phase shift — see Sect. 8(iii). 

References to complete amplifiers : Refs. (F) and (H), 

(iii) Loudspeaker load 

Most amplifiers are designed to work into a constant resistive load, whereas a loud- 
speaker presents a far from constant impedance which is largely inductive or capacitive 
at ahnost all frequencies within its range. This feature is covered from the loud- 
speaker angle in Chapter 20 Sects. 1, 2 and 7. See also Sect. 2(iv) for triodes and 
Sect. 3(viii) for pentodes. 

A simple 2 stage amplifier with a triode output stage is shown in Fig. 13.54, to- 
gether with the fundamental, second, third and fourth harmonics (see Chapter 20 for 
comments). An obvious conclusion is that all amplifiers should be tested for output 
and distortion while delivering full power into a loudspeaker load. While highly 
desirable, this requires a large sound-proof room for all except low levels. An alter- 
native which is highly recommended is to construct a dummy load which has the same 
impedance as the loudspeaker at 400 c/s, at 10 000 c/s, and at the bass resonant 
frequency, based on the circuit of Fig. 20.3. The value of (Rq + Ri) in Fig. 20.3 
should be equal to the measured value of the working impedance of the loudspeaker 
at the bass resonant frequency as described in Chapter 20 Sect. 2(iv\ 
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Fig. 13.54. Harmonic distortion of amplifier having type 6J7 pentode coupled to 2 A3 
triode loaded by a loudspeaker on a flat baffle. The distortion was measured by a wave 
analyser connected across the voice coil. The bass resonance frequency is 70 c/s. 
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SECTION 1 : INTRODUCTION 

(i) Fidelity (iV) Types of distortion (Hi) Imagery for describing reproduced sound, 

(i) Fidelity 

True fidelity is perfect reproduction of the original. In the case of an amplifier, 
true fidelity means that the output waveform is in all respects an amplified replica of 
the input waveform. 

In acoustical reproduction, true fidelity is achieved if the listener has the same aural 
sensations that he would have if present among the audience in the studio or concert 
hall. 

In practice, true fidelity can only be regarded as an ideal to be aimed at. 

The concept of " hole in the wall *' listening put forward by Voigt (e.g. Ref. A49) 
is a useful device. The listener, surrounded by his listening room, is imagined as 
being in the concert hall and able to hear directly, through his open window, the 
sound coming from the stage, together with echoes. Echoes from his own room will 
come from all directions, but echoes from the concert hall only come through the open 
window. This is probably the nearest approach to true fidelity which there is any 
hope of approaching with single channel transmission. See also Ref. A50. 

The purpose of high fidelity reproduction of music is to satisfy a particular listener, 
who is primarily interested in the emotions arising from what he hears. The complete 
process involves sensations and emotions which cannot be treated objectively and must 
bring in personal preferences and differences of opinion. 

It is manifestly impossible to reproduce at the two ears of the listener an exact 
equivalent of the sounds which he would hear in the concert hall. The greatest 
deficiencies are probably the single point sound reproducer (the loudspeaker) and the 
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volume level. The use of stereophonic reproduction is briefly mentioned in Chapter 
20 Sect. 6(v) — it is impracticable with the existing radio and disc recording tech- 
niques. In the home it is rarely that orchestral reproduction is heard at the same 
maximum volume level as in the concert hall. This is the real dilemma from which 
there is no satisfactory escape. If we listen at a lower volume level we siiffer attenua- 
tion of the low and high frequencies. If we apply tone correction in the form of 
bass and treble boost, it is difficult to gauge the correct amount, and most correcting 
circuits only give a rough approximation to the ideal. If we leave the adjustment 
of tone controls to the listener, he will adjust them to please himself and the result is 
usually far from a true reproduction of the original. 
Refs. AlO, A20. 

(ii) Types of distortion 

Distortion is lack of fidelity. In the case of an amplifier, distortion occurs when the 
output waveform differs in some respect from the input waveform. The purpose 
of the amplifier, and also of the whole equipment, is to reproduce the input waveform, 
not a band of frequencies. The latter may be necessary in order to achieve the former, 
but is only a means to an end. 

Distortion may be grouped into six mala classes. 

1. Non-linear distortion (also known as amplitude distortion), and resulting in 
la. Harmonic distortion and 

lb, Intermodulation distortion. 

2. Frequency distortion (unequal amplification of all frequencies). 

3. Phase distortion. 

4. Transient distortion. 

5. Scale distortion (or volume distortion). 

6. Frequency modulation distortion. 

There are other features in reproduction which are not normally classed as dis- 
tortion, although they affect the listener as being untrue to the original. These in- 
clude background noise and the use of a single point source of sound. Background 
noise includes needle scratch, hum and adjacent channel whi sties. There are also 
some types of distortion peculiar to loudspeakers — see Chapter 20 Seer. 7, 

(iii) Imagery for describing reproduced sound 

The following is based largely on Ref. A48, and is merely a proposal which has not 
been generally accepted. It is included for general interest. 

(a) Frequency Range Notation 

Extreme Lows Below 100 c/s 

Lows 100— 300 c/s 

Lower Middles 300— 800 c/s 

Upper Middles 800—1500 c/s 

Lower Highs 1500—4000 c/s 

Highs 4000—8000 c/s 

Extreme Highs Above 8000 c/s 

(b) Distortion 

General : Dirty, non-linear distortion. 
Overload : Hash-up, mush-up. 

Thump (sudden rectification when signal hits bottom). 

Sound often becomes strident if harmonic energy peaks in the lower 
highs. 

Records : Fuzz or lace. Inability of stylus to track at high groove curvatures. 

Crackle : Same as fuzz, but occurring principally on high-amplitude peaks. 

Rattles or buzz, rub or wheeze. 

Swish — scratch periodic with rotation of record. 

Carbon Microphones : Frying, popping, sizzle. 

Sub-harmonics : Breakup, birdies, tweets. 

Intermodulation : Harsh, rough. 
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Cross-over distortion : Marbles j garble. 
Transient distortion : Hang-over. 

Attack — good or slurred. 
Intermodulation with peak in the high-frequency region : 

Violins sound wiry. 

Male voices have kazoo. 

Brass instruments show jamming in upper octaves, 
(c) General Terms 

Position presence : Localization^ mass of sound ; advance^ come forward^ 

stand out ; distant^ dead, recede, lost. 
Intimacy presence : Intimate, rapport. 

Detail presence : Transparent, translucent, clear, opaque, acoustic fog, veiled, 
muddy. 

Source size : Live ; broad, volume, floods out, big tones, well-focused 

tones ; dead and flat, compressed, from a hole in the wall, 
out of a barrel. 

Realism : Presence, natural, life-like, pleasing ; caimed music. 

Reproduction : Realistic, perfect, adequate. 
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Lower 




Extreme 




Lows 


Middles 


Midd les 


Highs 


Highs 


Highs 


Excess 


Grimt 


Sock 




Tinkly* 


Harsh 








Muddy 




Shrill 










Solid 




Brassy 


Hard 








Dead, dull 














or thick 




Metallic 








Boom 


Flat- 


Masculine 


Bright 










sounding 














Body 


Baritone 


Brilliant 










Mellow 




Crisp 


Brittle 


Brittle 


Defici- 




Lean 


Warm 




Soft 


Soft 


ency 






Soprano 












Thin 














Tinny 








t 



*If confined to upper part of region. 



SECTION 2 : NON-LINEAR DISTORTION AND HARMONICS 

(i) Non-linearity (iV) Harmonics (iii) Permissible harmonic distortion (iv) Total 
harmonic distortion (v) Weighted distortion factor (vi) The search for a true criterion 
of non-linearity, 

(i) Non-linearity 

A distortionless amplifier has an input voltage versus output voltage characteristic 
that is a straight line passing through the origin (OA in Fig. 14.1), the slope of the 
line indicating the constant voltage gain. When non-linearity occurs, as may happen 
with curvature of the valve characteristics, the input-output characteristic becomes 
curved as in OB, thereby indicating that the gain of the amplifier is a variable quantity. 
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(ii) Harmonics 

One effect of this non-linearity is the production of harmonic frequencies in the 
output when a pure sine-wave input voltage is applied, hence the name harmonic 
distortion. For example, if the input voltage is a pure sine wave of frequency 100 c/s, 
the output may consist of a fundamental frequency 100 c/s, a second harmonic of 
200 c/s, a third harmonic of 300 c/s, and so on. Only the fundamental frequency 
is present in the input, and the harmonics are products of the non-linearity (for mathe- 
matical treatment see Chapter 6 Sect. 8), 



Harmonics themselves are not necessarily displeasing, since all musical instruments 
and voices produce complex sounds having many harmonics (or overtones). But all 
sounds have certain relationships between the fundamental and harmonic frequencies, 
and it is such relationships that give the sound its particular quality*. If certain 
harmonics are unduly stressed or suppressed in the reproduction, the character of the 
sound (i.e. the tone) will be changed. For example, it is possible for a displeasing 
voice to be reproduced, after passing through a suitable filter, so as to be more pleasing. 

The critical ability of the human ear to distinguish harmonic distortion depends 
upon the frequency range being reproduced and also upon the volimie. Thus, with 
wide frequency range, the limit of harmonic distortion which can be tolerated is 
noticeably lower than in the case of limited frequency range, for the same volume level. 

If the amplifier doe^ not amplify the harmonics to the same extent as the funda- 
mental, the effective 'harmonic distortion will be changed. Bass boosting reduces 
the harmonic distortion of bass frequencies, while treble boosting increases the har- 
monic distortion of fimdamental frequencies whose harmonics are in the frequency 
range affected by the boosting. 

The shape of the audibility curves for the ear, which has maximum sensitivity at 
about 3000 c/s (Fig. 19.7), indicates that there is some effective boosting of harmonics 
compared with the fundamental for harmonics up to about 3000 c/s, and an opposite 
effect for fimdamental frequencies above 3000 c/s. This effect, however, is quite 
small at frequencies up to 1500 c/s, at the usual maximum listening levels (say 65 to 
80 db on a sound level meter). At lower listening levels the effect will be appreciable, 
but the distortion is normally fairly low at these levels in any case. With fundamental 
frequencies above 3000 c/s there is an appreciable reduction of harmonic distortion 
at all levels (this effect has been referred to by Ladner, Ref. E14). For example, 
with a fundamental frequency of 3000 c/s, at a loudness level of 80 phons, the second 
harmonic will be attenuated by 9 db and the third harmonic by 15 db. 

Harmonic voltages or currents may be expressed in the form of a percentage 
of the fundamental voltage or current. For example, if the fundamental voltage is 
100 volts, and there is a second harmonic voltage of 5 volts, the second harmonic 
percentage is 5%. 

Some harmonics are dissonant with the fundamental and (imless at a very low level) 
are distinctly unpleasing to the listener as regards their direct effect, quite apart from 

* These remarks apply to sounds which have slow attack and recovery times. In the case of most 
orchestral instruments this effect is largely overshadowed by the more prominent effects of transients. 
Many sol-^d5■. (e.g. vowels) have an inharmonic content in addition to the harmonic content (Ref. E14). 




FIG. 14. 1 



A 



Fig. 1 4. 1 . Linearity characteristic {or transfer characteristic) 
— OA for distortionless amplifier ; OB for non-linear 
amplifier. 
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the secondary effect on intermodulation. The following table gives the relevant 
details when the fundamental frequency (C) is taken for convenience as 250 c/s. 



Harmonic 


Harmonic 


Musical 


Effect 




frequency 


scale* 




2nd 


500 






3rd 


750 


G 




4th 


1000 






5th 


1250 


E 




6th 


1500 


G 




7th 


1750 




dissonant 


8th 


2000 






9th 


2250 


D 


dissonant 


10th 


2500 


E 




11th 


2750 




dissonant 


12th 


3000 


G 




13th 


3250 




dissonant 


14th 


3500 




dissonant 


15th 


3750 


B 


dissonant 


16th 


4000 


Civ 




17th 


4250 




dissonant 


18th 


4500 


D 


dissonant 


19th 


4750 




dissonant 


20th 


5000 


E 




21st 


5250 




dissonant 


22nd 


5500 




dissonant 


23rd 


5750 




dissonant 


24th 


6000 


G 




25th 


6250 


G# 


dissonant 



♦Natural (just) scale. See Chapter 20 Sect. 8(iv). 

(iii) Permissible harmonic distortion 

The effect of non- linear distortion usually first becomes apparent to the listener 
through the production of inharmonic frequencies by intermodulation when two or 
more frequencies are present in the input (see Sect. 3). In practice, therefore, the 
percentages of the various harmonics which can be tolerated are fixed by their indirect 
effects rather than by their direct effect. 

Under ideal theoretical conditionsfj the magnitudes of the individual harmonics 
to produce equal intermodulation distortion are inversely proportional to the order 
of the harmonic. For example, 5% second harmonic produces the same intermodula- 
tion distortion as 3.3% third harmonic or 0.77% thirteenth harmonic — see below (v) 
Weighted distortion factor. 

In order to make true comparisons between different sound systems, it is desirable 
to specify the frequency ranges, and the amplitudes of all the harmonics up to, say, 
the thirteenth. In the special case of single Class A triodes (below the overload point) 
the effect of the harmonics higher than the third may be neglected. 

For a typical single Class A triode (type 2A3, Ref. E3) the harmonics, as derived 
from Olson, are : 

Harmonic 2nd 3rd 4th 5th 

level - 30 - 50 - 70 — db 

percentage 3.16 0.3 0.03 % % 

With push-pull operation, the third harmonic becomes the dominant harmonic 
and, if the grid excitation is increased to give the same value of total harmonic dis- 
tortion as with the single valve, the higher harmonics become more significant. With 
Class ABi operation, the higher harmonics are still further increased and, when 
weighted in proportion to the order of the harmonics, odd harmonics up to the thir- 
teenth are prominent, and harmonics up to the twenty fifth may be appreciable. 

fThese conditions reqmre the distortion to be similar to that produced by a Class A triode with not 
more than about 5% second harmonic distortion and without running into positive grid current. 
J Less than 0.01%. 
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With a single pentode the weighted values of the higher order harmonics are quite 
appreciable. The values of distortion — columns 1 and 2 — are derived from Olsonf 
for type 6F6 (Ref. E3). 



Harmonic 


1 a*ta1 

level 


percentage 


weighting 


weighted 




(db) 




factor t 


distortion^ 


zna 


— 2U 


10 


1 


10% 




— ZD 


5.6 


1.5 


8.4% 


4tn 


— 3d 


1.8 


2 


3,6% 


5th 


— 45 


0.56 


2.5 




6th 


-62 


0.08 


3 


0.24% 


7th 


-62 


0,08 


3.5 


0.28% 


8th 


-63 


0.07 


4 


0.28% 


9th 


-65 


0.06 


4.5 


0.27% 


10th 


-73 


0.022 


5 


0.11% 


11th 


-74 


0.02 


5.5 


0.11% 


12th 


-73 


0.022 


6 


0.13% 


13th 


-67.5 


0.04 


6.5 


0.26% 


14th 


-74 


0.02 


7 


0.14% 



tThese are based on the ideal theoretical condition for equal intermodulation distortion ; they may 
differ considerably from the true effect on the listener. 

With any system of amplification other than Class Bj the percentage of total har- 
monic distortion^ as defined in (iv) below^ decreases as the power output level is re- 
duced. Moreover J the percentages of the highest order harmonics decrease more 
rapidly than those of the lower order harmonics, as the power level is reduced. 

The use of negative feedback* merely reduces all harmonics in the same propor- 
tion and does not affect their relative importances except when the overload point is 
approached. 

Comparative tests have been carried out by Olson (Ref. E3) which indicate 

1. That slightly greater distortion is permissible with speech than with music. 

2. That a higher value of total harmonic distortion is permissible with a single 
triode than with a single pentode, for the same effect on the listener. 

3. That the permissible distortion decreases as the cut-off frequency is increased. 
However the rate of change varies considerably with the three categories of distortion, 
as given below. 

4. Perceptible distortion (for definition see below). 

Distortion becomes perceptible when the measured total harmonic distortion 
reaches the level of 0.7% for music, and 0.9% for speech, with a frequency range of 
15 000 c/s and a pentode valve. Even with the very limited frequency range of 
3750 c/s a total harmonic distortion of 1.1% on music, and 13% on speech, is per- 
ceptible with a pentode valve. The difference between pentode and triode is negli- 
gibly small. 

5. Tolerable distortion (for definition see below). 

The measured total harmonic distortion to give tolerable distortion on music, with 
either triode or pentode, increases about four times when the frequency range is re- 
duced from 15 000 to 3750 c/s. The value of tolerable distortion with a pentode is 
1.35% total harmonic distortion with a frequency range of 15 000 c/s, and 5.6% with 
a frequency range of 3750 c/s on music, and 1.9% and 8.8% respectively on speech. 
The amount of permissible total harmonic distortion with a triode is greater than that 
with a pentode for the same level of tolerable distortion, in the approximate ratio of 
4 to 3. 

,The effect of frequency range on tolerable distortion is much greater than on per- 
ceptible distortion. 

6. Objectionable distortion (for definition see below). 

Objectionable distortion, on music, with either triode or pentode, increases about 
5.5 times when the frequency range is reduced from 15 000 c/s to 3750 c/s ; the 

tBy kind permission of the author and of the publishers and copyright holders^ Messrs. D. Van 
Nostrand Company Inc. 

*It is assumed that the feedback network is not frequency-selective. 



www.pmillett.com 



14.2 (iii) PERMISSIBLE HARMONIC DISTORTION 609 



effect of frequency range on objectionable distortion with music is thus greater than 
its effect on tolerable distortion and muqh greater than on perceptible distortion. The 
values of total harmonic distortion to provide objectionable distortion are 2% with a 
• frequency range of 15 000 c/s and 10.8% with a frequency range of 3750 c/s for 
music, and 3% and 12.8% respectively for speech, with a pentode. The value of 
total harmonic distortion with a triode to give the same level of objectionable distortion 
as a pentode is approximately in the ratio 5/4, 

Definitions — Perceptible distortion is defined as the amount of distortion in the 
distorting amplifier which is just discernible when compared with a reference system 
of very low distortion. Tolerable distortion is the amovmt of distortion which could 
be allowed in low-grade commercial soimd reproduction. Objectionable distortion 
is the amount of distortion which would be definitely unsatisfactory for the reproduc- 
tion of soimd in phonograph and radio reproduction. The two latter are dependent 
upon personal opinion. 

Test conditions — Information derived from these tests has been tabulated below, 
the conditions being 

Triode : single 2 A3, power output 3 watts. 
Pentode : single 6F6, power output 3 watts. 
The soimd was reproduced in a room with acoustics similar to a typical living room 
with a noise level of about 25 db. The tests were performed with a limited nxmiber 
of critical observers. 

Test Results (Ref. E3) 



Cut-off frequency 


3750 


5000 


7500 


10 000 


15 000 c/s 




Objectionable 


; distortion 






Music Triode 


14.0 


8.8 


4.8 


3.4 


2.5% 


Pentode 


10.8 


6,0 


4.0 


2.8 


2.0% 


Speech Triode 


14.4 


10.8 


6.8 


5.6 


4.4% 


Pentode 


12.8 


8.8 


6.4 


4.4 


3.0% 






Tolerable distortion 






Music Triode 


6.8 


5.6 


4.4 


3.4 


1.8% 


Pentode 


5.6 


4.0 


3.2 


2.3 


1.35% 


Speech Triode 


8.8 


7.2 


4.8 


3.6 


2.8% 


Pentode 


8.8 


5.2 


4.0 


3.0 


1.9% 




Perceptible 


distortion 






Music Triode 


1.2 




0.95 




0.75% 


Pentode 


1.1 




0.95 




0.7% 


Speech Triode 


1.4 




1.15 




0.9% 


Pentode 


1.5 




1.2 




0.9% 



(iv) Total harmonic distortion 

The distortion factor of a voltage wave is the ratio of the total r.m.s. voltage of 
all harmonics to the total r.m.s. voltage. 

The percentage of total harmonic distortion is the distortion factor multiplied 
by 100 : 

where D = percentage of total harmonic distortion 

£"1 amplitude of fundamental voltage 
and Ez = amplitude of second harmonic voltage, etc. 

If the distortion is small, the percentage of total harmonic distortion is given ap- 
proximately by ^ 

D ^ \/(H,%y + {H,%y + . . . (2) 
where {H^%) = second harmonic percentage, etc. 
with an error not exceeding 1% if D does not exceed 10%. 

The measurement of total harmonic distortion is covered in Chapter 37 Sect. 
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(v) Weighted distortion factor 

Some engineers use a weighted distortion factor in which the harmonics are weighted 
in proportion to their harmonic relationship : 

For example, if = 100, £"2 = 5, £3 8 volts, 
i.e. second harmonic =5% 
and third harmonic ^ 8% 

then W.D.F. = 0.129 (or 12.9%) 
and Total distortion factor = 0.094 (or 9.4%). 

When all the distortion is second harmonic, this weighted distortion factor is the 
same as the total distortion factor. 

With this weighted distortion factor it is desirable to measure harmonics up to a 
high order (say the thirteenth) at frequencies where the high order harmonics come 
within the frequency band of the amplifier. 

(vi) The search for a true criterion of non-linearity 

Tests carried out by Olson — see (iii) above — indicate that, imder the test con- 
ditions, the value of total harmonic distonion is a fairly accurate indication of " per- 
ceptible distortion Total harmonic distortion may thus be regarded as a true 
criterion of the subjective effects of distortion in an amplifier, provided that the value 
is of the order of 1 % or less, and provided that overloading or " kinks " in the linearity 
characteristic do not occur. It has yet to be proved whether or not total harmonic 
distortion of the order of 1 % is a true measure of the subjective effects of distortion 
under all conditions. 

It is generally admitted that the value of total harmonic distortion does not provide 
a true criterion of non-linearity between different types of amplifiers under all possible 
conditions, even though the measurements may be made over the whole audible fre- 
quency range, and even though the frequency ranges may be identical. 

It is the writer's opinion that the conventional weighted distortion factor—see (v) 
above— also fails to provide a true criterion of non-linearity. 

It has been found that when measuring intermodulation distortion, the r.m.s. sum 
method is less effective than the arithmetical peak sum method in comparing different 
types of amplifiers— see Sect. 3. Since the principle of intermodulation testing in- 
herently gives harmonic weighting, an obvious step would be to adopt the arithmetical 
sum of the weighted harmonics, using the conventional weighting factor. 

One interesting investigation by Shorter (Ref. A45) has indicated that a very much 
more drastic weighting, using the square of the conventional weighting factor and 
including all harmonics with at least 0,03% amplitude, showed distortion values in 
the correct subjective sequence. The results obtained by Shorter are summarized 
in the table on page 611. 

One inference which may reasonably be drawn is that any sharp kinks in the line- 
arity curve, as usually occur in any Class AB^ or ABg amplifier, have a far more serious 
subjective effect than is indicated by any of the standard methods of measuring dis- 
tortion — whether total harmonic distortion, conventional weighted distortion factor 
or the standard form of intermodulation testing. 

The excellent work by Olson — as described in (iii) above — has provided the cor- 
relation between frequency range and harmonic distortion for either music or speech, 
triode or pentode, for three leyels of subjective distortion. What still remains to be 
done is for a comprenensive investigation to be made into the equivalent subjective 
effects (preferably following the definitions laid down by Olson) of all types of ampli- 
fiers — both good and bad design— measuring the individual harmonics up to, say, 
the twenty-fifth. The tests need only be taken with a single frequency range, since 
the effect of frequency has been adequately covered by Olson. 

The test on each amplifier should be made at maximum rated power output into 
a resistive load, and also, if desired, at a specified level below maximum rated power 
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Results obtained by Shorter 





Subjective 






More 






Olsissi iication 






CLT aa Llv | 






of 


Slim of 


Weiffhted* 


Weighted 


Linearity 




Distortion 


Harmonics 


Distortion 


Distortion 


Curvet 


A 


Bad 


2.3% 


5.1% 


19.4% 


Pronounced 
kink 


D 


Bad 


3.7% 


6.7% 


16.5% 


Pronounced 
kink 


B 


Perceptible 


3.3% 


5.1% 


8.6% 




E 


Just percept- 
ible 


0.62% 


1.3% 


4.5% 


Slight kink 


C 


Just percept- 
ible 


2.6% 


2.8% 


3.3% 




F 


Not percept- 
ible 


0.41% 


0.8% 


2.2% 





*As (v) above. 

fWith square of weighting factor of (v) above, 
tindicated on a C.R.O. (input versus output voltage). 



output. Tests should also be made on the same amplifiers for intermodulation dis- 
tortion, using both r.m.s. and peak sum methods, with suitable test frequencies. 
In all cases, any distortion measurements should be supplemented by 

(1) An oscillographic inspection of the waveform, and 

(2) An oscillographic inspection of the linearity (input versus output) characteristics 
for sharp " kinks." 

From these results it should be possible to derive a system of harmonic weighting 
such that the weighted harmonic distortion is a true criterion of the subjective effects 
of the distortion. 



SECTION 3 : INTERMODULATION DISTORTION 

(i) Introduction («) Modulation method of measurement — r.m.s. sum (Hi) Differ- 
ence frequency intermodulation method (iv) Individual side-bund method (v) Modu- 
lation method of measurement — peak sum (vi) Le BeFs oscillographic method (vii) 
Comparison between different methods (viii) Synthetic bass. 

(i) Introduction 

Intermodulation distortion is one of the effects of non-linearity when more than one 
input frequency is applied. It is evident to the listener in two forms, amplitude- 
modulation of one frequency by another, and the production of sum and difference 
frequencies. See also Chapter 2 Sect. 9(iv). 

An example of amplitude-modulation is the effect of a non-linear amplifier on the 
reproduction of a choir with a heavy organ bass accompaniment. The choir is am- 
plitude-modulated by the organ — a displeasing effect to the listener. This effect is 
negligibly small in amplifiers if the total harmonic distortion is less than say 2%, but 
it is apparent with some loudspeakers (see Chapter 20 Sect. 7). 

The formation of sum and difference frequencies is the second and more serious 
form of intermodulation distortion. These frequencies are normally in-harmonic 
and are the principal cause of the distorted reproduction noticed by any listener — 
sometimes described as harsh, buzz, rough or unpleasant. 

In actual operation there are very many input frequencies applied simultaneously, 
but it is possible to make comparative tests using only two frequencies. Tests for 
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intermodulation distortion may be made in accordance with any of the methods 
described below. For measurement see also Chapter 37 Sect. 3(ii)A. 

The indicated value of intermodulation differs significantly with the method used, 
and the conditions of testing. It is important, in all cases, to specify both the method 
and the conditions of testing. 

In all cases the two input voltages must be mixed, without intermodulation, before 
reaching the input terminals of the amplifier— bridge networks or hybrid coils are 
commonly used. 

(ii) Modulation method of measurement — r.m.s. sum 

In accordance with this method, one of the two input frequencies is preferably 
weaker than the other (a ratio of 4 : 1 in voltage or 12 db is used generally throughout 
this handbook unless otherwise indicated), and the stronger is usually lower in fre- 
quency than the other*. The sum and difference frequencies are usually expressed 
in the form of the percentage modulation of the weaker (high frequency) fundamental 
voltage. For one pair of sidebands the modulation percentage is given by 
2 X sideband amplitude X lOO/fundamental amplitude. 

When testing, in order to make a fair comparison with single-frequency conditions, 
the input should be adjusted so as to give the same peak output voltage as under 
single frequency conditions. With the 4 : 1 ratio of the two input voltages, the 
equivalent single-frequency power output is 25/17 or 1.47 times the indicated 
power output under I.M. conditions (Ref. B14). The indicated power output 
is that calculated from the r.m.Sv^voltage across the load resistance. 

Since there are many of these sum and difference frequencies, plus harmonics of 
both applied frequencies, it is necessary to take account of their magnitudes. This 
may be accomplished, in accordance with this method, in special equipment for the 
measurement of total intermodulation distortion by reading the r.m.s. sum of all 
extraneous frequencies (Refs. B5, BlO). For measurement see Chapter 37 Sect. 3(ii). 

There is no simple relationship between harmonic and intermodulation 
distortion. For example, it has been shown that in record manufacture the excessive 
polishing of masters greatly increases intermodulation distortion but does not much 
affect harmonic distortion (Ref. B6). See also Refs. A45 (correspondence), B7, Bll, 
B193 B20. 

If all harmonics are within the frequency range of the amplifier it may be shown 
that— 

1. If only second harmonic is present (a condition which never occurs in practice), 
the ratio of total intermodulation distortion to second harmonic distortion is 
3.2 (Refs. B7, Bll). 

2. If only third harmonic is present (another condition which never occurs in prac- 
tice), the ratio of total intermodulation distortion to third harmonic distortion 
is approximately 3.84 at low values of distonion (Refs. B7, Bll). 

3. If the distortion is small, the intermodulation sidebands are approximately given 
by (Ref. B8) : 

Modulation percentage of first\f^2X second harmonic distortion percent- 

intermodulation sideband J age. 
Modulation percentage of second 3 x third harmonic distortion percent- 
intermodulation sideband J age. 
Thus intermodulation distortion is automatically weighted by the order of the dis- 
tortion . 

As a very rough approximation, the ratio I.M./H.D. may be taken as : 
3.2 for single-ended triodes 
and 3.8 for push-pull (triodes or pentodes) 
where I.M. = total intermodulation distortion (r.m.s. sum) 
and H.D. total harmonic distortion, 



♦With a-f systems with peaked response in the middle-to-high frequency range, such as high effici- 
ency speech systems and hearing aids, better results are obtained by having the higher input frequency 
stronger than the lower frequency (Ref. B13). The two methods of measurement will, of course, give 
different results. 
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provided that the operation is restricted to the normal low-distortion region (Refs 
B7j Bll). The ratio tends to increase as the distortion increases. These ratios may 
increase suddenly as the amplifier reaches the overload point. They are also affected 
if a lower I.M. frequency is selected which gives appreciable attenuation. The 
ratio is increased if there is any second harmonic cancellation in successive stages in 
the amplifier or any attenuation of harmonics. In practice therefore, with many 
disturbing factors, the ratio may vary from less than 1 to more than 6 — see summary 
Ref. B19. 

The usual test frequencies are 40, 60, 100, 150 or 400 c/s and 1000, 2000, 4000, 
7000 or 12 000 c/s. It is helpful to make tests at two low frequencies — one of these 
(40 or 60 c/s) should approximate to the low frequency limit of the amplifier ; the 
other may be 100 or 150 c/s. The distortion at the lower of these two frequencies 
is largely influenced by any iron-cored transformers, while that at the higher of these 
two frequencies gives a more normal overall value. The upper frequency may ap- 
proximate to half the upper frequency limit of the amplifier — this does not, however, 
give a stringent test of the distortion at high frequencies. 

Intermodulation distortion may be visually observed with a C.R.O. (Refs. B9, B19) 
— see also Sect. 3(vi) below. 

Reliable intermodulation measurements may be made in the presence of consider- 
able noise since the latter is excluded by filters to a greater degree than with harmonic 
distortion. It may also be successfully applied in the case of restricted frequency 
range where the harmonics would be outside the range of the amplifier. In such a 
case it is important to remember that the distortion is not zero merely because the 
harmonics are not reproduced. 
Permissible intermodulation distortion 

The following is an arbitrary grouping which may be useful (Modulation method — 
r.m.s. sum) : 

Extremely high fidelity a-f amplifier (40 c/s) I.M. less than 2% 

High fidelity a-f amphfier (40 c/s) I.M. less than 4% 

Good fidelity a-f amplifier (60 c/s) I.M. less than 8% 

Fairly good fidelity a-f amplifier (60 c/s) I.M. less than 20% 

Typical radio receiver — a-f amplifier only (150 c/s) I.M. less than 40% 
The values quoted are only a rough gviide, since so many factors are involved. They 
apply to the equivalent single frequency maximum power output, and the lower test 
frequency is given in brackets. 

See also comments in (vii) below. 
Tests with 1 : 1 voltage ratio 

More stringent tests at the higher frequencies may be made by the use of a 1 : 1 
voltage ratio. 

(ill) Difference-frequency intermodulation method 

In accordance with this method, two frequencies /i and /g, of equal amplitude, are 
applied to the input and the relative amplitude of the intermodulation component 
at the difference frequency (/g ~ /i) is then considered a measure of the inter-modula- 
tion distortion, which may , be expressed as a percentage of either output voltage. 
A wave analyser may be used to measure the difference frequency. Typical lower 
frequencies are 1000, 5000 and 9000 c/s, while difference frequencies range from 50 
to 500 c/s (Ref. A51) or even higher (Ref. B22). For the precise interpretation of 
results, a fairly low difference frequency is desirable. 

Equipment has been designed so that the frequencies of the two input voltages can 
be varied over the a-f range with a constant difference frequency maintained between 
them (Refs. B3, B22). 

See also comments in (vii) below. 

References A51, B3, B12, B13, B22. 

(iv) Individual sideband method 

In accordance with this method the individual sidebands arc measured separately, 
and some attempt made to select the most important ones (Ref. Bl). 
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If all significant sidebands are measuredj the distortion may be recorded in accord- 
ance with the peak sum modulation method — see (v) below. 

(v) Modulation method of measurement — peak sum 

This newer method of defining and measuring intermodulation distortion (Ref. 
B16) has outstanding advantages over the older method based on the r.m.s. sum. This 
peak sum method will measure the arithmetical sum of the amplitudes of the modula- 
tion products involved, with no discrimination against the weaker modulation pro- 
ducts. 

In accordance with this method, the percentage intermodulation is defined as the 
arithmetical sum of the amplitudes of the " in phase " modulation products divided 
by the amplitude of the high frequency carrier. 

I.e. percentage mtermodulation = x 100 

Where and A_ i are the peak amplitudes of the modulation products of frequencies 

^2 ± a>i3 

Az and ^ _ 2 are the peak amplitudes of the modulation products of frequencies 
± 2cuj, etc., 

A is the peak amplitude of the high frequency carrier, 
is the angular velocity of the low frequency input, 
cug is the angular velocity of the high frequency input. 
The input amplitude of a>2 is 12 db below that of w^. 

In order to measure the sum of these voltages accurately, it is necessary to use a 
peak-reading voltmeter. Ref. B16 describes such an analyser primarily for use with 
frequencies of 400 and 4000 c/s for testing pickups, but also capable of use with input 
frequencies less than 400 or greater than 4000 c/s. 
See also comments in (vii) below. 

(vi) Le BeFs oscillographic method 

The use of an oscilloscope to give a qualitative indication of intermodulation dis- 
tortion is well known — a good description is given in Ref. B9. A quantitative method 
has subsequently been developed by Le Bel (Ref. HI 9). The two voltages of different 
frequencies are applied to the input of the amplifier in the usual way, the output is 
passed through a high-pass filter to an oscilloscope with the sweep adjusted to cover 
one cycle of the low frequency. If there is no intermodulation, the high frequency 
wave has constant peak amplitude and the envelope is rectangular as in Fig. 14.1 A. 



FIG. I4.IC 

FIG. I4.IA FIG. I4JB _ 




Fig. 14.1 A Gf B. Envelope of oscilloscope images without intermodulation (A), and with 
intermodulation {B). Ref. B19. 
Fig. 14.1C. Definition of notch depth (Ref. B19). 

Intermodulation results in an envelope such as Fig. 14. IB. Normally, the inter- 
modulation causes a '* notch *' or notches in the envelope and the notch depth is de- 
fined by Fig. 14.1C. The experimental relationship which has been determined 
between notch depth and intermodulation (using the normal modulation method of 
measurement — r.m.s. sum — as in Ref. B2) is shown in Fig. 14. ID. This curve is 
practically linear below 50% notch depth (i.e. 10% intermodulation), so that a scale 
may be used directly on the screen for measuring the value corresponding to each 
notch. If there is more than one notch, Le Bel defines total notch depth as the arithmetical 
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Fig. 14. ID. 



100 150 200 2 50 300 

PERCENT NOTCH DEPTH FIG. I4.ID 
Relation between notch depth and per cent, intermodulation (Ref. B19). 



FIG. I4.IE 



FIG. I4.IH 




Fig. 14. IE. Envelope of notch pattern 
with insufficient biasy for single-ended 
stage (Ref, B19). 
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Fig. 14. IF. Normal notch pattern for 
push-pull stage (Ref, B19). 
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Fig. 14.1G. Push-pull output stage 
with single-ended driver stage showing 
effect of driver overload (Ref. £19). 



AMPLIFIER OUTPUT IN VOLTS 

Fig, 14,1H. Intermodulation (IM) and 
harmonic distortion characteristics of a 
push-pull amplifier showing that the ratio 
of the two parameters changes (Ref, B19). 



sum of the individual notch depths. Each notch in the low frequency cycle on top 
and /or bottom of the envelope is counted. Some typical envelope patterns are shown 
in Figs. 14. IE, F and G. If a peak instead of a notch occurs at any point, this in- 
dicates regeneration. 

The harmonic and intermodulation* distortion characteristics of a push-pull 
amplifier are shown in Fig. 14.1H. At low output levels the intermodulation is less 
than the harmonic distortion, while at high output levels the reverse is true. This 

*In accordance with Le Bel's oscillographic method. 
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indicates that the method is a much more sensitive indication of the approach towards 
the overload point than is total harmonic distonion. 
See also comments in (vii) below. 

(vii) Comparison between different methods 

In recent years the modulation method of measurement based on the r.m.s. sum 
has been widely used. However this method has a serious shortcoming in that the 
lower amplitude modulation products have a negligibly small effect on the reading, 
which is almost entirely controlled by a few modulation products of high amplitude. 
It has been clearly demonstrated that this method does not give an indication pro- 
portional to the subjective effect on the listener, particularly when discontinuities 
(" kinks ") occur in the valve characteristics as with Class AB or Class B operation, 
or when running into grid current with a high impedance source. 

This defect is at least partially overcome by the use of the peak reading analyser 
described in (v) above, which is distinctly preferable as giving an indication more 
in line with the results from listening tests. 

It seems that Le BePs method described in (vi) above is an oscillographic equivalent 
of the peak sum method, and close correlation would be expected between them. 

It remains to be proved whether or not the peak sum method gives readings pro- 
portional to the subjective effect on the listener under all conditions. It may be that 
some " weighting " method is required to give even greater prominence to the higher- 
order products that arise from sharp kinks in the linearity characteristic. 

All modulation methods with the lower frequency at the higher level are primarily 
tests on low frequency distortion and, as such, fulfil a useful purpose. It is essential, 
for design purposes, to have separate measurements of distortion both at low and high 
frequencies. Insufficient investigation has been made into the general use of modula- 
tion methods with the higher frequency at the higher level, for testing high frequency 
distortion (however see Refs. B13, B19), 

The difference-frequency method is very suitable for testing distortion at middle 
frequencies, and also at high frequencies where conventional* modulation methods 
are deficient. Unfortxmately there are no published data to enable a comparison 
to be made with the peak sum modulation method. 

The distortion indicated by the several methods may differ appreciably. For 
example, consider high-frequency pre-emphasis as used in recording and F-M. 
If distortion takes place after pre-emphasis and before de-emphasis, and if the dis- 
tortion is measured after de-emphasis, the percentage harmonic distortion is lowered 
by the de-emphasis ,* the modulation method of measuring intermodulation is not 
significantly altered by de-emphasis ; while the difference-frequency method gives 
a higher value as the result of de-emphasis (Ref. B13). 

See also Ref. A43 and Chapter 37 Sect. 3(ii)A. 

(viii) Synthetic bass 

(A) When two or more input frequencies are applied to a non-linear amplifier 
the output will include sum and difference frequencies located about each of the higher 
input frequencies. For example with input frequencies of 50 and 150 c/s, the output 
will include frequencies of 50, 100, 150 and 200 c/s. Even if the lowest frequency 
is very much attenuated by the amplifier, the sum and difference frequencies tend to 
create the acoustical impression of bass. With more than two input frequencies 
the effect is even greater, so that fairly high distortion has the effect of apparently 
accentuating the bass, 

(B) Owing to the peculiar properties of the ear, a single tone with harmonics may 
be amplified, the fundamental frequency may be completely suppressed, and yet the 
listener hears the missing fundamental (Ref. A 18). 

These two effects assist in producing " synthetic bass " — Chapter 15 Sect. 12(ii) — 
when the natural bass is weak or entirely lacking. It should be emphasized that this 
is not the same as true bass, and does not constitute fidelity. 

*With the lower frequency having the greater amplitude. 
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SECTION 4 : FREQUENCY DISTORTION 

(t) Frequency range (it) Tonal balance (Hi) Minimum audible change in frequency 
range (iv) Sharp peaks, 

(i) Frequency range 

Frequency distonion in an amplifier is the variation of amplification with the 
frequency of the input signal, A high fidelity a-f amplifier should have nearly con- 
stant amplification over the whole range audible to the most critical listener — from 
say 30 to 20 000 c/s (see Sect. 7). There is no serious difficulty in designing such 
an amplifier, but it can only be usefully applied when it is fed from a wide-range 
source and excites a wide-range loudspeaker system. 

In practice there are limitations imposed by both the source and the loudspeaker, 
but it is good practice to design the amplifier for full-power-handling capacity with 
negligible non-linear distortion over a wider frequency range than it will normally 
be required to handle. The limitation in frequency range (if not inherent in the 
source) should preferably be applied either by a filter between the source and the input 
terminals, or in an early stage in the amplifier — see Chapter 15 Sect, l(iii). 

The full frequency range is only audible at very high levels as is demonstrated in 
Sect. 7. If a panicular equipment is to be operated always at comparatively low 
levels (e.g. dinner music) or in noisy locations, reduction of the frequency range is 
quite correct and may even be beneficial. 

Amplifiers for other than wide-range high-fidelity are usually designed to meet the 
requirements of the average listener, with a frequency range (at maximum orchestral 
level) of about 45 to 15 000 c/s, which may be still further reduced to about 70-13 000 
c/s at typical levels for home listening — see Sect. 7(ii). 

In commercial quantity-produced equipment the frequency range is often restricted 
to the extreme. By this means non-linear distortion and hum are reduced to a bear- 
able level without expense. Unfonunately, frequency range can only be extended, 
while remaining free from obvious distortion, at a cost which rises at a rapidly in- 
creasing rate — largely due to the loudspeaker. It is important to reduce the distortion 
before widening the frequency range — see Sect. 12(ii). 

(ii) Tonal balance 

It has been found that good tonal balance between high and low frequencies is 
obtained when the product of the limiting frequencies is about 500 000* (Refs. A8, 
A17, A38, CI, CIO). 

For example : 

1 . 25-20 000 c/s. Very wide frequency range, 

2. 33-15 000 c/s. Wide frequency range, 

3. 50-10 000 c/s. Fairly wide frequency range, 

4. 60- 8 000 c/s. Medium frequency range, 

5. 100- 5 000 c/s. Restricted frequency range, 

6. 150- 3 300 c/s. Very restricted frequency range, 

but these should not be taken as more than a general guide. (5) is typical of a medium 
quality console, and (6) a mantel model receiver with " mellow " tone. These fre- 
quency ranges should include both amplifier and loudspeaker. Wide frequency 
range is only comfortable to the listener so long as other forms of distortion are im- 
perceptible. 

(iii) Minimum audible change in frequency range 

Just as with sound level there is a minimum audible change in level, so there is 
also a minimum audible change in frequency range. The limen has been proposed 
(Ref. A25) as being the minimura difference in band width that is detectable by half 
the observers. Tests were made on a limited number of observers resulting in the 
following list of frequencies in steps of 1 limen : 15 000, 11 060, 8000, 6400, 5300, 

* Various authorities place this figure from 400 000 to 640 000. 
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4400 c/s. It would therefore be possible to reduce the frequency range of an ampli- 
fier from 15 000 c/s (say the limit of hearing in a particular case) to 11 000 c/s without 
a non-critical listener noticing the restriction. The same principle also holds in re- 
verse, when widening the frequency range. (See also Ref. A9). 

(iv) Sharp peaks 

One particularly objectionable form of frequency distortion is that due to sharp 
peaks in the output, as may be caused by loudspeaker cone resonances, especially 
in the 2000-3500 c/s range. Sharp troughs are relatively unimportant through their 
direct effects, although they may be accompanied by poor transient response. 

The effect of restricted frequency range on articulation is covered in Sect. 11. 



SECTION 5 : PHASE DISTORTION 

Phase distortion is the alteration by the amplifier of the phase angle between the 
fundamental and any one of its harmonics or between any two component frequencies 
of a complex wave. Phase distortion causes the output waveform to differ from the 
waveform of the input voltage. 

A fixed phase shift of 180° (or any multiple of 180°) at all frequencies does not 
constitute phase distortion. A phase shift which is proportional to the frequency also 
does not cause phase distonion. 

It has been demonstrated in monaural listening (Ref. A23) that the tonal quality 
of a complex steady-state waveform depends not only upon the component frequencies 
and their relative amplitudes, but also — over certain ranges of frequency and level — 
upon the envelope shape, which is controlled by the phase angles. Large changes in 
aural perception can occur, through changes in phase only, among frequencies which 
are related harmonically or otherwise. These effects vary from a raucous to a smooth- 
sounding quality, depending on the relative phases. The frequency range, over which 
these effects were observed, increases as the acoustical level increases, at least up to 60 
phons. 

The authors state that " in the case of very complex, but continually varying sounds, 
such as voice or a musical instrument with many harmonics, phase effects of this type 
are probably not noticeable under usual listening conditions because the patterns are 
coming in and out non-simultaneously in various parts of the frequency range," 

Phase shift has a serious effect on transients (see Sea. 6). 

In the light of the known effects, and with insufficient data to determine what 
degree of phase shift is permissible for high fidelity reproduction, it is wise to reduce 
the phase shift in amplifiers to the lowest practicable value. 

With normal circuits, the phase shift is determined by the overall attenuation at 
the extreme low and high frequencies of the sound system. If the frequency charac- 
teristic is practically fiat over the whole useful frequency range, the phase shift may 
normally be neglected. However, when a high-pass or low-pass filter is used to limit 
the frequency range, or when some form of tone control is used, the phase angle may 
be quite large over a limited frequency range. 

Refs. A15, A23, A28, A40, A42, A57, Ell. 
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SECTION 6 : TRANSffiNT DISTORTION 

(i) General survey («) Testing for transient response, 

(i) General survey 

It has been demonstrated by Prof. Richardson that it is the attack and decay times 
of sounds that largely determine their tonal quality, rather than their harmonic con- 
tent (Ref. A41). 

An amplifier which gives fairly good reproduction of steady tones may give serious 
distortion with transients. The distortionless reproduction of a short pulse requires 

1. Very wide frequency response— possibly higher than the limit of audibility. 

2. No phase distortion. 

3. No " hang-over," The duration should not be greater than the original pulse. 
Hang-over " effects are caused by insufficiently damped LC circuits such as may 

occur with a-f transformers, tone correction circuits and filters— see Chapter 15 
Sect. l(ix). Loudspeakers are particularly prone to this effect, and it is desirable 
for them to have heavy acoustical and elearo-magnetic damping, with reduction of 
mass of moving parts. 

Some measurements of the phase shift introduced by microphones and loudspeakers 
are given in Ref. A40. 

References : A40, A41, El. 

(ii) Testing for transient response 

Amplifiers and loudspeakers may be tested by applying to the input terminals a 
waveform with a sharp discontinuity — e.g. square wave or saw-tooth. 

One of the most serious problems with certain kinds of music is the occurrence of 
extremely high transient peaks which may possibly reach a level 20 db above the 
reading of the volume indicator. This effect has been observed with choral music, 
orchestral string passages and similar highly complex sounds (Ref. El 5- -see also A3). 
These peaks cause overloading and distortion in the amplifier and loudspeaker, but 
particularly in recording. Some form of peak limiting is usually adopted in recording 
and broadcasting in order to avoid blasting or " buzz." However, for true fidelity, 
these transient peaks should be reproduced in their original form. 

One interesting approach is the use of white-noise as a test signal. White-noise 
is random fluctuation noise, but the construction of a white-noise signal generator 
whose output power is uniformly distributed over the a-f region of the spectrum is 
difficult. One white-noise generator, which heterodynes a selected portion of the 
r-f noise spectrum to produce nearly uniform voltage over the a-f range, is described 
in Ref. D18. A simpler method is described in Ref. D17 which employs a disc re- 
cording of white-noise (40 to 20 000 c/s) together with bands having high frequency 
cut-off at 7000, 9000 and 12 000 c/s and low frequency cut-off at 80 and 150 c/s. 
This is recorded on a constant velocity basis. A flat noise voltage characteristic may 
be obtained by playing back with a velocity pickup of the dynamic or magnetic type, 
without any equalizing network. The recording is corrected for translation loss— 
4 db at 20 000 c/s. The following comments are based on Ref. D17. 

Loudspeakers may be tested for undamped resonances by applying white-noise 
signal, picking up the sound by a suitable microphone and applying the output to the 
vertical plates of an oscilloscope. The sweep frequency is then varied to pick up the 
resonances. Cross modulation may be recognised by a periodic thirming out of the 
fine-grain high frequency noise. It is stated that a miniature condenser microphone 
is particularly suitable for this test. 

When an amplifier is overloaded, the peaks on the oscilloscope appear beaded. 

The elliptical pattern, obtained by applying the white-noise to both pairs of plates 
with approximately 90" phase difference, may be used as a sensitive indication of 
overloading. The circuit is arranged to give larger ellipses with higher frequencies. 



www.pmillett.com 



620 



(i) VOLUME RANGE AND HEARING 



14.7 



SECTION 7 : DYNAMIC RANGE AND ITS LIMITATIONS 



(i) Volume range and hearing {it) Effect of volume level on frequency range {Hi) 
Acoustical power and preferred listening levels {iv) Volume range in musical repro- 
duction {v) The effect of noise. 

(i) Volume range and hearing 

Every source of sound, for example speech or music, has a variation in sound level 
from its minimum to its maximum. The loudness level is measured in phons (see 
Chapter 19 Sect. 5) while the maximum variation in level may be expressed in decibels 
—this is known as the volume range, and is measured by a standard sound-level 
meter or volimie indicator. As this instrimient does not indicate short sharp peaks, 
the peak dynamic range is usually 10 or occasionally up to 20 db greater than that 
indicated by the instrument.* 



Fig, 14.2. Threshold of audi- 
bility curves for average and 
very critical (5% most acute) 
listeners in the absence of 
noise. Reference level 0 db = 
0.0002 dyne per sq. cm. 
Curves by courtesy of Jensen 
Radio Manufacturing Com- 
panyy based on Fletcher {Ref. 
A3). 
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A symphony orchestra, with a peak dynamic range of up to 70 db provides the most 
difficult problem for the reproducing equipment. This range is equivalent to a power 
ratio of 10,000,000 : 1. v • . 

Before proceeding further, it is necessary to consider some of the characteristics 
of hearing. Fig, 14.2 shows the hearing characteristics of average and very critical 
listeners in the absence of noise— at any one frequency, a listener is only able to hear 
sound intensity levels above the curve. 



Fig. 14.3. Masking levels 
for noise in average and very 
quiet residences. Curves 
courtesy of Jensen Radio 
Manufacturing Company y 
based on Refs. A% 7)6, 
7)7, £9. 
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Fi<S. I4.S 

The maskingt effect of room noise is shown by Fig. 14.3 for average and for very 
quiet residences. These curves may be applied directly to the hearing characteristics 
of i^ig. 14.2. The result is shown in Fig. 14.4 for average conditions and in Fig. 14.5 

*The 10 db ratio is given in Ref. A51, quoting Refs. E7, E16. The 20 db ratio is mentioned in Sect. 
6(ii), based on Refs. £15 and A3. 

tThe masking level is the level of pure tones which can just be perceived in the presence of noise. 
The masking level is higher than the noise (spectrum) level at the same frequency by a margin of ISdb 
up to 1000 c/s, increasing to 28 db at 10 000 c/s (Ref. A53). 
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for a very critical listener and low room noise level (these latter are the extreme con- 
ditions for high fidelity). In each case the room noise reduces the effective hearing 
over a frequency range from about 150 to 6000 or 9000 c/s. 

The effect of noises other than room noise is covered in (v) below. 



Fig. 14.4. Effective hearing 
characteristic for average lis- 
tener with average noise level. 
Curves by courtesy of Jensen 
Manufacturing Company. 
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Fig. 14.5. Effective hearing 
characteristic for very critical 
listener with low room noise 
level. Curves by courtesy of 
Jensen Manufacturing Com- 
pany. 
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FIG. 14.5 



(ii) Frequency range 

When listening to the rapidly varying intensity levels which occur with speech or 
music, the ear appears to integrate these varying sounds over about 1/4 second in- 
tervals. When considering frequency range, the measurements of the sound levels 
created by the various types of musical instruments should therefore be reduced to 
their equivalent sound levels in 1/4 second intervals. 

If we compare the loudness of a narrow band of thermal noise with that of a pure 
tone having the same intensity, the two will be judged to have equal loudness if the 
width of the transmitted frequency band of noise is limited to a critical value called 
the critical bandwidth (Ref. A3), For this reason, measurements on the sound 
levels of musical instruments should be reduced to intensity levels which would have 
been obtained if the frequency bandwidths used in the filters had been equal to the 
critical bandwidths (Ref. A3). 

The integrated sound energy in a critical band over a 1 /4 second interval will sound 
as loud as a pure tone in the same frequency band which produces the same sound 
energy in each 1 /4 second interval (Ref. A3). 
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Fig. 14,6 gives the maximum r.m.s. intensity levels in 1/4 second intervals in critical 
frequency bands for cenain musical instruments and an orchestra at a distance of 20 
feet from the sound source^ together with the threshold of audibility curve for average 
listeners, indicating that a frequency range from 40 to 15 000 c/s meets all normal 
requirements for an average listener to an orchestra.* 



Fig. 14.6. Maximum r.m.s, 
intensity levels in 1 /4 second 
intervals in critical fre- 
quency bands for whole 
orchestra and certain instru- 
ments. After Fletcher 
{Ref. A3). 
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Fig. 14.7 (highest curve) shows the same " orchestra " curve as Fig. I4.63 but com- 
bined with the threshold of audibility curve for a very critical listener, indicating that 
the maximum possible frequency range is from 32 to 21 000 c/s. These are the 
most extreme conditions to be taken into account for high fidelity reproduction. 
If this orchestra is reproduced at lower levels as indicated by the lower " orchestra " 
curves in Fig. 14.7, the frequency range is more restriaed, particularly at the lower 
end. The values for both average and critical listeners are tabulated below : 



Peak value 


100 


90 


80 


70 db 


Average listener 










Lower frequency 


45 


50 


70 


100 c/s 


Upper frequency 


15 000 


14 000 


13 000 


12 000 c/s 


Critical listener 










Lower frequency 


32 


40 


50 


70 c/s 


Upper frequency 


21000 


20 000 


19 000 


18 000 c/s 



Fig. 14.7. Maximum 

r.m.s. intensity levels in w 

1/4 second intervals in ^ 

critical frequency hands j» 

for whole orchestra, > 

zoith threshold of audi- ^ 

bility curve for very | 

critical listener. Also " 
z 

illustrating effect on^ 
frequency range of re- 
production at lower 
levels. 




10 20 
FIG. 14.7 



100 



300 
FREQUENCY 



I CYCLES PER SECOND 



*The bass drum, played solo and very loudly> and the loud organ have frequencies in the vicinity of 
30 c/s audible to an average listener. 
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The cixrves of Fig. 14.6 and the orchestra curves used in Fig. 14.7 are only suitable 
for determining the audible frequency ranges of the various sound sources — they 
cannot be used for calculating the peak power. 

(iii) Acoustical power and preferred listening levels 

The r.m.s. peak sound level at a desirable seat in a concert hall for " full orchestra " 
is not likely to exceed a value of 100 db (Refs. A51, El 3). 

If we accept the value of 100 db as being ** maximum orchestral level," then a 
maximum r.m.s. peak acoustical power of about 0.4 watt will be required for repro- 
duction at the same level in a fairly large living room — see Chapter 20 Sect. 6(ii). If 
the loudspeaker is 3% efficient over the frequency band, then the maximum power 
from the amplifier will need to be 13 watts — with a more efficient loudspeaker, the 
power from the amplifier would be less. 

Peaks above 100 db may occur occasionally with a large orchestra or choir, but they 
are usually *' peak limited " before being broadcast or recorded. However in the 
design of the amplifier it is desirable to allow a margin to provide for possible peaks 
above this level. 

Since sound -levels are normally measured with a sound-level meter, it is necessary — • 
when considering acoustical reproduction — to make allowance for the margin of 10 db 
or more between this level and the r.m.s. peak level. 



Preferred listening levels 

Tests conducted by the B.B.C. (Ref. CI 2) on listeners give the following preferred 
maximum sound level, as measured with a sound level meter : 





Public 


Music- 
ians 


Programme 
Engineers 


En- 
gineers 




Men 


Women 


Men 


Women 


Symphonic music 
Light music 
Dance music 
Speech 


78 
75 
75 
71 


78 
74 
73 
71 


88 
79 
79 
74 


90 
89 
89 
84 


87 
84 
83 
77 


88 db 
84 db 
84 db 
80 db 



Individual variations varied from 60 to 97 db for symphonic music, but in all cases 
50% of the subjects were within rb 4 db of the mean. Increasing age showed a pre- 
ference for lower listening levels. 



The following table gives an approximate guide for home listening : 





Sound-level 


Normal 


Loudness 


meter reading 


r.m.s. peak 


Very loud 


80 db 


90 db 


Loud (serious listening) 


70 db 


80 db 


Medium (as a background) 


55-65 db 


65-75 db 



(iv) Volume range in musical reproduction 
(A) Orchestral reproduction 

If the full peak orchestral dynamic range of 70 db is to be reproduced, the receiver 
(if any) and amplifier must have a peak dynamic range of the same amount. This 
may be accomplished with the peak sound intensity in the room either equal to that 
in the concert hall, or at a lower level. However, if the reproduced dynamic range 
is to be effective it must all be above the noise masking level. 

Fig. 14.8 shows the extreme conditions for high fidelity reproduction, with the 
threshold of audibility curve for a very critical listener, combined with the masking 
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RANGE IN MUSICAL REPRODUCTION 



14.7 




r,ooo^ 



200 ' 2pOO 

Fic. 14.8 FREOUEMCY.CYCLfS »»ER SECOND 

Fig. 14.8. Effective hearing characteristic for very critical listener with low room noise 
level, showing 70 db dynamic range for orchestra in a concert hall. Minimum orchestral 

level based on Ref. £13. 
effect of low room noise. The 70 db dynamic range of an orchestra in a concert hall 
is shown^ with the minimum orchestral level of 30 db well above the masking level 
of the noise. In this case it would be possible to reproduce the full dynamic range 
at a level 15 db lower than the level in the concert hall, without loss due to noise. 
With an average listener and average noise level, however, the reproduction could not 
be more than 5 db below the level in the concert hall without loss due to noise. Any 
further reduction in level will result in the masking of the softest passages by the noise. 

(B) Volume range broadcast or recorded 

The volume range actually broadcast or recorded is frequently less than that of the 
original. 



Source 
F-M broadcast (direct) 
A-M broadcast (direct) 
Transmission over telephone lines 

ditto (special lines) 
Lateral-cut disc records : 
shellac 

microgroove, say 
transcription (orthacoustic) 
Vertical-cut (hill and dale) 



Volume range 
at least 60 db (F.C.C.) 
at least 50 db (F.CC.) 
40-50 db* 
50-75 db* 

30-45 db* 
40-56 db* 
45-58 db* 
45-50 db* 



To reduce the volume range, it is usual to employ automatic peak limiters together 
with volume compressors, although some manual adjustment is also made on occasions. 
To restore the volume range, it is sometimes possible to use volume expansion (see 
Chapter 16). 

(v) The effect of noise 

Noise as heard by the listener is contributed by many sources — for example by 
background noise in the studio, by the microphone and pre-amplifierj the transmitter, 
the receiver, the a-f amplifier and room noise. If the sound source is a record, there 
will be additional noise due to the recording. Under conditions for good fidelity, 
noise due to the transmitter and receiver (if any) can be made negligibly small. The 
remaining noise sources may be grouped as 



'Maximum signal to noise ratio. 
' Sect. 7(v). 



The maximum dynamic range may be somewhat higher — see 
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1. Noise from the sound source. 

2. Noise from the amplifier. 

3. Room noise. 

It is assumed here that hum from the amplifier has been made inaudible, and then 
the total* noise arising from amplifier and room noise may be determined by the nomo- 
gram Fig. 19.6A when both component values are expressed in decibels. By follow- 
ing a similar procedure, this value may then be combined with noise from the soijnd 
source to give the total noise from all sources. 

The value of room noise is 43 db for the average level (Fig. 14.4) and 33 db for the 
low noise level (Fig. 14.5). 

It is usually simpler to combine these noises electrically tlian acoustically, a con- 
venient point being the primary of the output transformer. The equivalent electrical 
value of the room noise for a typical living room of 3000 cubic feet is given approxi- 
mately byt 

Room noise Electrical noise power (milliwatts) 



Where i? ^ loudspeaker efficiency percentage. 
If the loudspeaker efficiency is 3%, the equivalent electrical value of the room noise 
is approximately — 25 dbm for low room noise, or — 15 dbm for average room noise. 

The masking value of the total noise can only be determined accurately by 
calculating or measuring the total noise spectrum and applying the masking curves 
of Fletcher and Munson (Ref, E9 Fig. 15 ; also reproduced in Olson Ref, E3 Fig. 
12.30). However for the simple case where room noise predominates, it may be taken 
as a reasonable approximation that the curves of Fig. 14.3 may be moved vertically 
as required and that the masking ordinate at 1000 c/s is 18 db below the total noise 
level. 

Thus the masking effect at 1000 c/s of room noise alone is approximately — 43 
dbm for low room noise, or — 33 dbm for average room noise, for 3% loudspeaker 
efficiency and a room volume of 3000 cubic feet. If the total noise from other sources 
is equal to the room noise, these values would be increased by 3 db. 

For high fidelity reproduction, the amplifier and pre-amplifier noise should be 
kept below the lowest room noise level. Under the preceding conditions, with room 
volume 3000 cubic feet and loudspeaker efficiency 3%, a reasonable value for total 
amplifier noise J appears to be about — 30 dbm, giving a masking level 5 db below 
that of the lower value of room noise. For values of loudspeaker efficiency other than 
3%, the value of total amplifier noise is given by 

amphfier noise power = 0.003/ 17 mW (1) 
or amplifier noise in dbm = 10 log (0.003/ 17) (2) 
where 17 = loudspeaker efficiency percentage. 

See also Chapter 18 Sect. 2(ii) pages 782-783 for noise in pre-amplifiers ; Chapter 19 
Sect. 6(iii) page 829 for the measurement of noise in amplifiers. 



When music or speech is reproduced in a room with flat frequency response and at 
a level such that the listener experiences the same sensation of loudness as he would 
in the concert hall or studio, the tonal balance will be the same as in the original 
(assuming that his seat occupies the same position as the microphone). If the level 
of reproduction is less than the original, the bass will be weak in comparison with the 
middle frequency range from 600 to 1000 c/s, while the frequencies above 1000 c/s 
will also be attenuated, although only slightly. This is illustrated in Fig. 14.9 for 
one selected condition with 90 phons average original level, reproduced at an average 
level of 70 phons ; the loss at 50 c/s is over 10 db. 

♦It is assumed that the room noise can be treated as random noise. Random noises are additive. 
tBased on Chapter 20 Sect. 6Cii)B. 

JFor measurement of amplifier noise see Chapter 19 Sect. 6. 



33 db 
43 db 



0,009/7/ 
0.09/7/ 



SECTION 8 : SCALE DISTORTION 
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FIG. 14.9 



Fig, 14,9. Loss of bass and high audio 
frequencies caused by reproduction at a 
loudness of 70 phons as compared with 
the original at 90 phons {based on 
Fig. 19.7). 



lO *° lOO ipOO lO.OOO 

On the other hand, if the reproduction is louder than the original, the bass (and to 
some extent the treble) will be accentuated. This commonly occurs with the human 
voice when reproduced at a high level, unless some correction is applied in the studio 
amplifier. 

It is for this reason that orchestral or organ music, when reproduced at normal 
room volume, sounds weak and uninteresting. The application of the correct amount 
of bass boosting assists considerably in maintaining realism and tonal balance. This 
application of bass boosting may be made automatically with the adjustment of the 
volume control, provided that maximum setting of the control corresponds to maxi- 
mum volume from the loudspeaker on musical peaks (Chapter 15 Fig. 15.59). This 
provision makes a second (semi-fixed) volume control desirable in reproduction from 
records — ^it calls for an exceptionally flat a.v.c. characteristic in a receiver, in addition 
to the double volume control. If the automatic arrangement is adopted without 
these precautions being taken, it is only partially effective, and many users prefer a 
manually operated bass-boost. The automatic arrangement is only satisfactory when 
the tonal balance is correct at the maximum setting of the volume control ; it merley 
boosts the bass when the setting of the control is lowered. 

Refs. A7, A29, A30, A33, A34, A56. 



SECTION 9 : OTHER FORMS OF DISTORTION 

(0 Frequency-modulation distortion (ii) Variation of frequency response with output 
level (Hi) Listener fatigue. 

(i) Frequency-modulation distortion 

Frequency-modulation distortion (or " wow ") tends to occur in recording, and is a 
cyclic variation of a higher frequency by a lower frequency. Frequency-modulation 
distortion may also occur in loudspeakers — see Chapter 20 Sect. 7(ii). 

(ii) Variation of frequency response with output level 

The frequency response of an amplifier should be substantially the same at all 
working levels. Amplifiers should be tested for frequency response at maximum 
output and at 30 and 60 db below maximum output. Output transformers are a 
frequent cause of variations in frequency response at different levels. 

(iii) Listener fatigue 

There is no doubt that listening to reproduced music causes listener fatigue much 
more rapidly than listening to the original. This listener fatigue is caused by the 
necessity for mental processes arising from the unnatural effects in the hearing system. 
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Probably the creation of synthetic bass, intermodulation distortion and transient dis- 
tortion play important parts in producing this fatigue. 

An excessively high background noise level, whether caused by hum, record scratch 
or any form of extraneous noise, is also an important factor contributing to listener 
fatigue. 

Ref. C7. 



SECTION 10 : FREQUENCY RANGE PREFERENCES 

(t) Tests by Chinn and Eisenberg (it) Tests by Olson {iii) Single-channel versus 
dual-channel tests (iv) Summing up, 

(i) Tests by Chinn and Eisenberg (Fef. CI) 

This was the first large scale series of tests on a number of listeners in order to 
determine their preferences in the frequency range of reproduced music* The ranges 
were (3 db attenuation) : 

Wide 35 to 10 000 c/s. 

Medium 70 to 6 500 c/s. 
Narrow 150 to 4 000 c/s. 
The equipment included a single channel amplifier and loudspeaker system. 
Only 12% of the listeners preferred the wide range on classical music, and 21% 
on male speech ; the remainder had no preference or were divided between narrow 
and medium. Tests were made at indicated sound intensities of 50, 60 and 70 db, 
the preference being between 60 and 70 db, varying with the type of music ; a some- 
what higher sound intensity was preferred for speech than for music. 
These tests gave rise to considerable discussion — see also (iv) below. 
Kefs. CI, C2, C3, C4, C5, C6, C7, C8, C9, C14, A12, A34. 

(ii) Tests by Olson (Ref. CIO) 

In this case preferences were made on the frequency range for orchestral music 
with the listeners in the same room as the orchestra. No amplifying equipment was 
used ; the restriction of frequency range was accomplished by an acoustical filter. 
Listeners were given a choice between a high frequency limit of 5 000 c/s and full 
frequency range. 

From 66% to 69% of the listeners preferred the full frequency range on music, 
and there was a majority preference for the full range on speech in " all acoustical ** 
tests. 

Refs. CIO, Cll, C7. 

(iii) Single-channel versus dual-channel tests 

Webster and McPeak (A19) carried out tests with single chaimel and dual channel 
(audio perspective) transmission of a live programme, compared with uanscribed 
music. The majority preferred the transmission of a live programme to transcribed 
music. The majority also preferred the dual-channel to the single -channel trans- 
mission. The results, however, have been seriously challenged regarding their 
interpretation (C7, A12). The tests gave no indications of the preferred frequency 
range. 

Hilliard (A27) expressed the opinion that the entertainment value of a two chaimel 
system reproducing frequencies up to 3500 c/s is better than a single channel system 
with 15 000 c/s response. 

It seems to be generally agreed that any satisfactory form of stereophonic repro- 
duction is very much preferable to single channel — see Chapter 20 Sect. 6(v). 



www.pmillett.com 



628 



FREQUENCY RANGE PREFERENCES 



14.10 



(iv) Summing up 

The tests by Chinn and Eisenberg indicated that^ under their conditions of test, 
the majority preferred a restricted frequency range. The tests by Olson indicated 
thatj under his all acoustical " listening conditions the majority preferred an un- 
restricted frequency range. Obviously the conditions of the tests are of vital im- 
portance — ^see discussion (i) above, also summing-up by Olson, CIO. 

Subsequent amplifier tests by Olson have indicated that an audience was able to 
perceive a value of 0-7% total harmonic distortion (see Sect. 2 and Ref, E3). A reason- 
able inference is that the reduction in frequency range preferred by listeners in the 
Chinn and Eisenberg tests was caused by distortion present in the sound system. 

It has been pointed out (Ref. CI 4) in connection with the Chinn and Eisenberg tests, 
that the choice between wide and medium " (at 60 and 70 db) and between 
" medium " and " narrow " (at 50 and 60 db) was complicated by inadequate dis- 
criminability. 



(i) The characteristics of speech (ii) Articulation (Hi) Masking of speech by noise 
(iv) Distortion in speech reproduction (v) Frequency ranges for speech. 

(i) The characteristics of speech 

It has been shown (Ref. A3) that conversational speech audible at 2^ feet occupies 
a frequency band from 62 to 8000 c/s. The average conversational speech power is 
about lot microwatts, loud shouting power is about 5 milliwatts, while the softest 
conversational level is about 0.01 microwatt (Ref. E5). The peak dynamic range is 
about 40 db for any one speaker in ordinary conversation, but may reach 56 db as an 
extreme limit in the general case (Ref. A3). 

The peak power in conversational speech may reach 100 or even 200 times the 
average speech power. The octave with maximum energy in men's voices is from 
300 to 600 c ■ s, and for women's voices from 555 to 1110 c/s, the energy in the octave 
being 31% of the total for both cases (Ref. E5). 

The characteristics of a man's conversational speech at a distance of 2^ feet have 
been given as (Ref. A3) : 

Level of speech above threshold (+5 db) 63 db 

Long root-mean-square intensity level 68 db 

Peak level in 1/8 second intervals exceeded 5% of the time 85 db 

Root-mean-square level in 1/8 second intervals exceeded only 1% of 



Refs. A3, D5, D9, D20, E4, E5, E6. 
(ii) Articulation 

The articulation of speech is defined as the percentage of syllables interpreted 
correctly (Ref. D8). The results for an average listener receiving syllables at optimum 
intensity are given below (Ref. A3) : 

Articulation Minimum frequency or Maximum frequency 



SECTION 11 : SPEECH REPRODUCTION 



the time 



78 db 



98% 

98 

98 

96 

94 

90 

80 

70 

60 

50 



100 
250 
570 
720 
960 
J500 
1920 
2300 
2600 



40 c/s 



15 000 c/s 



12 000 
7000 
5000 
3900 
3100 
2300 
1970 
1700 
1500 



fA more recent test gave 34 microwatts for men and 18 microwatts for women (Ref. D5). 
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Columns 2 and 3 are the results of separate tests with a high-pass filter and a low- 
pass filter respectively. They cannot be combined to give a pass-band with the 
limiting frequencies as tabulated, except as a rough approximation for high percentages 
of articulation (> 90%) ; in this case the two articulation values should be multiplied 
together (e.g. 96% x 96% ^92% articulation approximately for a pass band from 
570 to 5000 c/s). 

There is no loss in articulation with a frequency range (pass band) from 250 to 
7000 c/sj while the loss is quite small with a range from 570 to 5000 c/s. With con- 
tinuous speech the loss in articulation is noticeably less than with syllables. 

Owing to the unnaturally high-pitched tone and obvious lack of balance, these 
frequency ranges are extended towards the bass for all communicapon purposes. 

An articulation index has been proposed (Ref. D3) which may be calculated for any 
known conditions, including noise. A value of 1.0 is the maximum (for perfect 
articulation) while a value of 0.5 or over is entirely satisfactory. 

Those who are interested in the intelligibility of speech either with or without 
noise interference should read Refs. DIO, Dll, and D12. 

Experiments have shovm that intelligibility is impaired surprisingly little by the 
type of amplitude distortion known as peak clipping. Conversation is possible 
even over a system that introduces " infinite " peak clipping, i.e., that reduces speech 
to a succession of rectangular waves in which the discontinuities correspond to the 
crossings of the time axis in the original speech signal. The intelligibility of the rect- 
angular speech waves depends critically upon the frequency-response characteristics 
of the speech transmission circuits used in conjunction with the " infinite clipper " 
A word articulation value of 97 was obtained using firstly a filter providing a frequency- 
response characteristic rising 6 db /octave, followed by the infinite peak clipper, 
followed in turn by a filter with a characteristic falling at the rate of 6 db /octave 
(Ref. D13). 

References to articulation : A3, D3, D8, DIO, D11,'D12, D13, D19. 

(iii) Masking of speech by noise 

Noise has a similar masking effect with both speech and music. If the noise level 
is reasonably low there is very little effect on the reproduction of speech, since the 
dynamic range is not excessive. It is sometimes required to operate loudspeakers 
in very noisy locations, and in such cases it is helpful to provide the amplifier with a 
bass cut-off at 500 c/s, since the maximum intensity levels of speech (particularly 
declamatory* speech) occur below this frequency, and the effect of the lower fre- 
quencies on the articulation is negligible. This permits the middle frequencies from 
say 1000 to 3500 c/s to be boosted to the threshold of pain at 120 db, thus bringing 
them above the noise. An alternative arrangement is to give a treble boost of 6 db 
per octave over the whole useful frequency band, up to at least 3000 c/s — this will 
automatically reduce the bass frequencies as desired (D2, D4). This latter method 
requires much less acoustical power — 19% of that of a flat system with 500 c/s cut-off 
— but the effect sounds unnatural. 

Refs. A3, D2, D3, D4, DI4, D15, D16, E4. 

(iv) Distortion in speech reproduction 

A considerable degree of distortion is possible before speech becomes objectionably 
distorted — about 15% second harmonic with a high frequency cut-off at 3750 c/s. 
This may be put in the form of about 48% intermodulation distortion (r.m.s, sum) 
with a similar cut-off frequency. 

If the frequencies below 500 c/s are attenuated, the distortion for a given loudness 
will be much less than for a wide frequency range. 



•Very loud public speaking. 
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(v) Frequency ranges for speech 

Application Articulation 

High fidelity reproduction 98% 

Good fidelity 98% 

Fair fidelity (Public address) 96% 

Restricted bass*. Unbalanced 96% 

Restricted bass and treble* 95% 

Very restricted* 90% 
Telephone 

*For noisy locations. **Response may be 



Frequency range 



62-8000 
150-7000 
200-5000 
500-5000** 
500-4000** 
500-3000** 
300-3400** 
peaked. 



c/s 
c/s 
c/s 
c/s 
c/s 
c/s 
c/s 



SECTION 12 : HIGH FIDELITY REPRODUCTION 

(i) The target of high fidelity (ii) Practicable high fidelity (Hi) The ear as a judge 
of fidelity. 

(General references A3j A9.) 

(i) The target of high fidelity 

High fidelity reproduction is essentially reproduction such that the most critical 
person can listen intently to it without any apparent distortion and without any ap- 
preciable fatigue, other than any effects due to the single point source of sound. With 
the present limited state of knowledge we have no definite measurable limits which 
can be set for each form of distortion, to ensure high fidelity. 

However, it is generally agreed that a high fidelity amplifier should comply with 
the following specification. Values in brackets are rather extreme. 

Frequency range: 40-15 000 (30-20 000) c/s. 

Variation in output ± 1 db (:t: 0.5 db) at three levels. 

Total harmonic distortion not more than 1% (0.7%). 

Intermodulation distortion not more than 3% (2%), measured at 40 c/s and, say, 
7000 c/s— ^r.m.s. sum. 

Power output sufficient to ensure that overloading does not occur. 
Phase angle as small as practicable. 

The desired degree of damping on loudspeaker at bass resonant frequency. 
Hum inaudible. 

Noise* to give specified dynamic range 70 (80) db : 

Total noiset 52 (62) db below max. r.m.s, peak signal. 
Noise* to be inaudible in low noise room : 

For room volume 3000 cubic feet — 

Loudspeaker efficiency 3% 10% 30% 45% 

Total noise -30 -35 -40 -42 dbm 

Conditions of test— Including microphone (or other source) and loudspeaker. 

This specification does not include some very important loudspeaker characteristics, 
such as frequency-modulation distortion, time delay for specified increase in sound 
pressure, transient decay characteristics, and sub-harmonics (see Chapter 20 Sect. 7). 
These have been omitted owing to difficulties in testing and the lack of standardized 
procedure. 

(ii) Practicable high fidelity 

There is no great difficulty in meeting the specification given in (i) above so far as 
a microphone and amplifier are concerned. However, when a loudspeaker is added, 
to say nothing of the additional distortion contributed by transmission and reception, 
or reproduction from disc records, it is impossible to meet this specification. 

*See Sect. 7Cv). 

tBased on total noise 18 db above masking level of noise at 1000 c/s. For measurement of noise 
see Chapter 19 Sect. 6. 
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This raises the question whether such high standards are essential. The principal 
characteristics in question are variation in output, distortion, and frequency range. 

Variation in output over the frequency range 

A tolerance of the order of ± 5% appears to be generally acceptable for the overall 
electro-acoustical performance of a sound system. 

Distortion and frequency range 

The permissible non-linear distortion in a high fidelity amplifier is dependent on 
the frequency range, the type of programme, the critical character of the listener 
and the sound level. It has been observed that the sensitivity of the ear to distortion 
in music appears to be a maximum for sound levels in the vicinity of 70 to 80 db 
(Ref. A51). Hence for sound levels of the order of 90 db (sound level meter indica- 
tion somewhat higher values of distortion than those specified in (i) above would be 
permissible — possibly of the order of 2% total harmonic distortion with a cut-ofF 
frequency of 10 000 c/s, and 2.5% with a cut-ofF frequency of 7500 c/s. 

Most direa radiator loudspeakers exceed 2% total harmonic distortion over certain 
frequency bands when operated to give a sound level (meter reading) of 90 db in a 
fairly large living room. However, the problem is complicated by the fact that many 
types of music have maximum intensity levels in the 200 to 500 c/s frequency band 
where loudspeakers often have distortion values well below their maximum values. 

When the distortion in any individual case is distressing to a listener, the high cut-off 
frequency should be reduced until he is relieved from the discomfort. It is better 
to have freedom from discomfort than to have a wide frequency response, particxilarly 
when listening for a sustained period. This leads to the conclusion that " the true 
measiue of the quality of an electro-acoustical system is the maximum bandwidth 
which the public finds acceptable ** (Ref. C7), Thus all high fidelity amplifiers 
should have a choice of high roll-off* frequencies. 

In addition, it is necessary to provide the listener with tone controls on treble and 
bass, with the choice of boosting or attenuation on each (see Chapter 15). He can then 
please himself on the choice of tonal balance and frequency range. 

In the writer's opinion, nearly distortionless reproduction of bass frequencies up 
to say 400 c/s is far more important than reproduction of frequencies above 10 000 c/s. 

The importance of improved bass response in reproduced music is gradually 
gaining recognition. Various methods are being adopted to produce acceptable 
extreme bass response without requiring an excessively large loudspeaker. Fortun- 
ately the extension of the bass range, with or without bass boosting, does not directly 
resxilt in any increase in the subjeaive effects of the distortion such as occurs with 
extension of the treble range. 

High fidelity reproduction with a level frequency response, when compared with 
a distorting amplifier, seems to lack bass. If a fair comparison is to be made between 
them, when operating at the same sound levels, the high fidelity amplifier will require 
bass boosting. 

A direct radiator loudspeaker, or a conventional horn type, cannot give high fidelity 
reproduction at frequencies lower than the bass resonance, because the distortion 
rises very rapidly. Thus the minimum frequency for high fidelity depends upon the 
loudspeaker and any extension to lower frequencies will require another, and usually 
larger and more expensive, loudspeaker. 

The output transformer shoxild, for high fidelity, have low distortion at the lowest 
frequency which the loudspeaker can handle. A transformer to handle high power 
at very low frequencies and low distortion is both heavy and expensive, but is not other- 
wise difficult either in design or manufacture. 

If the output transformer and loudspeaker are incapable of handling frequencies 
below a critical value without serious distortion, it is wise to filter out these lower 
frequencies and so rid the amplifier of their bad effects. It is bener to have a clean 
bass limited to say 80 or 100 c/s, than to have a distorted condition resulting in inter- 
modulation effects over a wide frequency range. 

* Sharp cut-off characteristics are undesirable for fidelity. However a roll-ofif and sharp cut-off may 
be combined to give an accepuble result. 
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(iii) The ear as a judge of fidelity 

It is common practice to regard the ear as the final judge of fidelity, but this can only 
give a true judgment when the listener has acute hearing, a keen ear for distortion, and 
is not in the habit of listening to distorted music. A listener with a keen ear for dis- 
tortion can only cultivate this faculty by making frequent direct comparisons with the 
original music in the concert hall. 

Non-linear distortion in any good quality amplifier should be so low as to be 
inaudible to the most critical listener. This distortion can therefore only be checked 
by measurements. 

The ear is the only final judge of fidelity with loudspeakers^ although it should be 
supplemented by measurements of harmonic distortion, frequency response, fre- 
quency-modulation distortion, damping of bass resonance, time delay for 60 db in- 
crease in sound pressure, transient decay characteristics (Shorter's method)^ and sub- 
harmonics — see Chapter 20 Sect. 7. 

The ear is the only judge of tonal balance. 

In any acoustical test, the sound level should be that of normal loudspeaker opera- 
tion. 
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SECTION 1 : INTRODUCTION 

(0 The purpose of tone compensation {ii) Tone control {Hi) General considerations 
(iv) Distortion due to tone control {v) Calculations involving decibels per octave (vi) 
Attenuation expressed as a time constant (vii) The elements of tone control filters 
(viii) Fundamental circuit incorporating R and C (ix)' Damping of tuned circuits 
(x) Tolerances. 

(i) The purpose of tone compensation 

An *' ideal " audio frequency amplifier is one having a response which is linear and 
level (i.e. " flat ") over the whole a-f range. An amplifier which has a drooping 
characteristic at the extremes of its frequency range may be made practically flat by 
the incorporation of a suitable degree of bass and treble boosting. This device is 
adopted in studio amplifiers where rigid tolerances are imposed on the frequency 
response of each amplifier or unit, and also in video and wide-band amplifiers where 
the frequency range is so great that conventional a-f designs are unsatisfactory, 

(Refs. 35, 38, 53 are typical.) 

Studio microphones and pickups are equalized " by a suitable filter to give a 
flat response. Thus any input source may be connected to any amplifier or amplifiers, 
and the overall result will be flat, since each unit in the chain is flat. 

A different approach is usually adopted in complete units such as home gramo- 
phones where the whole is always used as one unitj and where we are only concerned 
with the overall performance. 

635 
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In such a case it is possible to vary the frequency response of the amplifier so as to 
compensate for certain components such as pickups or loudspeakers which do not 
have a flat response. 

All these are examples of tone compensation, the purpose of which is to give a flat 
overall frequency characteristic. 

(ii) Tone control 

A tone control is a variable filter (or one in which at least one element is adjustable) 
by means of which the user may vary the frequency response of an amplifier to suit 
his own taste. , 

Tonal balance is covered in Chapter 14 Sect. 4(ii). 

(iii) General considerations 

It is usual to regard the middle range of audio frequencies from say 500 to 2000 c/s 
as the " body" of musical reproduction, with 1000 c/s as the reference frequency. 

Thus a lower or higher frequency is said to be attenuated if it is reproduced at a 
lower level than 1000 c/s or boosted if it is at a higher level than 1000 c/s. 

An equalizer for a pickup or microphone is usually placed either between the source 
and the first amplifier valve or, if this is at a low level, between the first and second 
amplifier valves. 

All sources of input voltage should have a frequency range which is more limited 
than the range which the amplifier and loudspeaker are capable of handling without 
noticeable distortion. In other words, no voltage should be applied to the input 
terminals of the amplifier which has a frequency lower than the low frequency limit 
of the amplifier and loudspeaker or a frequency higher than the high frequency limit 
of the amplifier and loudspeaker. If this does not hold, it is highly desirable to limit 
the frequency range of the input voltage, either at one or both ends of the range as 
required, by means of a suitable filter (see Sects. 3 and 6 below), inserted before the 
input terminals of the main amplifier. If there is a pre-amplifier followed by a main 
amplifier, the filter may be inserted between the two. 

If a tone control is to be fitted to an amplifier, its position is of considerable im- 
portance, the only exception being when the amplifier has low distortion at all fre- 
quencies with a loudspeaker load. In an amplifier using a pentode or beam power 
amplifier without negative feedback, it is desirable to fit a r.c. filter across the primary 
of the output transformer. This may be fixed, with a supplementary tone control 
elsewhere, or it may form the tone control itself. In most amplifiers it is desirable 
to connect a small capacitance (say 0.001 fiF for a 5000 ohm load) directly from the 
plate of the output valve to earth, or from the plate of each output valve in the case of 
push-pull operation. This assists in by-passing any radio or ultrasonic audio-fre- 
quencies which may be present, without having much effect on the frequency response. 
Its capacitance might be increased with advantage if some attenuation of the highest 
frequencies is permissible. 

In a typical radio receiver without negative feedback, the tone control may be in 
the plate circuit of the power valve, in the coupling circuit between the first a-f ampli- 
fier valve and the power valve, or in the grid circuit of the first a-f valve. 

If an amplifier incorporates negative feedback, the tone control may be incorporated 
in the feedback network (see Sect, 9 below) or else should be connected to a part of 
the amplifier which is external to the feedback loop. 

Tone controls may be continuously variable or stepped. The more complicated 
types are stepped but, like a studio attenuator, the steps may be made barely per- 
ceptible. 

(iv) Distortion due to tone control 

Tone control frequently has a pronounced effect on the effective distortion due to 
stages in the amplifier preceding the tone control filter. Treble attenuation results 
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in a reduction in the amplitude of harmonics compared with that of the fundamental 
—that is a reduction in the harmonic distortion — provided that the predominant 
harmonics are within the attenuation range. In general, intermodulation distortion 
is also reduced by treble attenuation, subject to the same limitation. 

On the other hand, any form of treble boosting will increase the effective distortion 
at any frequency so long as the harmonics are accentuated by the treble boosting with 
respect to the fundamental ,* the same also applies to intermodulation distortion. 
This is one of the reasons why treble boosting is not widely used, or is limited to a 
very slight rate of boosting. 

If an amplifier naturally has some treble attenuation, and is equalized by the correct 
amount of treble boosting, the distortion will be the same as though the amplifier had 
a naturally flat characteristic. However, in the case of a radio receiver, effectively 
having a treble attenuation through side-band cutting, the distortion at the output 
terminals will be greater than that at the second detector if treble boosting is used, 
even if the a-f amplifier distortion could be zero, 

Bass boosting gives a reduction in harmonic distortion provided that the funda- 
mental frequency is amplified more than the harmonics, which condition holds over 
a limited frequency range. 

Bass attenuation gives increased distortion over a limited frequency range where 
the harmonics are amplified more than the fundamental. 

References to distortion : 3, 61. 



(v) Calculations involving decibels per octave 

The rate of attenuation, or of boosting, is usually given in the form of so many 
decibels per octave. For example, a simple shunt condenser across a resistive net- 
work produces an ultimate treble attenuation of 6 db/octave— see Chapter 4 Sect. 8(ii) 
and Fig. 4.38. Ultimate attenuation is normally in multiples of 6 db/octave — e.g. 
6, 12, 18 and 24 db /octave. Actual values of attenuation may differ from the ulti- 
mate values, particularly in the range from 0 to 7 db. 

In some cases the frequencies at which readings are taken do not conveniently cover 
an exact number of octaves. In such a case the following procedure may be adopted. 

(A) To convert db/speciiied frequency ratio to db/octave 



Frequency 


Multiply db /specified 


ratio 


frequency ratio by factor 


1.2 : 1 


6.02 to give db/octave 


1.25 : 1 


3.10 


y) 


33 


33 


1.33 : 1 


2.43 


33 


33 


j3 


1.5 : 1 


1.71 


33 


33 


33 


2 : 1 


1.00 


33 


33 


33 


3 : 1 


0.63 


33 


33 


33 


4 : 1 


0.50 


33 


33 


33 


5 : 1 


0.43 


33 


33 


33 


6 : 1 


0,39 


33 


33 


33 


7 : 1 


0.36 


33 


33 


33 


8 : 1 


0.33 


33 


33 


33 


10 : 1 


0.30 


33 


33 


J) 



Example— A change of 0.7 db occurs with an increase of frequency from 1000 to 
1250 c/s. What is the rate of change in db/octave? 

Rate of change = 0.7 X 3.10 2.17 db/octave. 

Note. A table relating frequency ratio, octaves and decades is given on page 368. 
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(B) To convert db/octave to db/specified frequency ratio 



Frequency 


Multiply db/octave 






ratio 


by factor 








1.2 : 1 


\},^\JJ LO 


give db/specified frequency ratio 


1.25 : 1 




» 


33 


33 33 


1.33 : 1 




is 


33 


33 33 


1.5 : 1 


V.JO J 


a 


33 


33 33 


2 : 1 


1.00 


33 


33 


33 33 


3 : 1 


1.59 


33 


33 


J) 33 


4 : 1 


2.00 


33 


33 


33 33 


5 : 1 


2.33 


33 


33 


33 33 


6 : 1 


2.59 


33 


33 


33 33 


7 : 1 


2.81 


33 


33 


33 33 


8 : 1 


3.00 


33 


33 


33 33 


10 : 1 


3.33 


33 


33 


33 33 



Example — What is the change in level for a frequency ratio of 1.5 to 1 when the 
rate of change is 6 db per octave ? 

Change in level = 0.585 x 6 = 3.51 db. 

(vi) Attenuation expressed as a time constant 

In F-M receiver design it is common practice to express the degree of pre-emphasis 
(treble boosting) in the transmitter as a time constant of so many microseconds, and 
the degree of de-emphasis (treble attenuation) in the receiver in the same form. The 
two methods are fundamentally related because the time constant in seconds is equal 
to RC where R is the resistance in ohms and C is the capacitance in farads. In the 
general case 

attenuation in db = - 10 logio (1 + cj^T^) 
where w = 2^/ 

T = CR = time constant in seconds 
and R = total effective resistance of supply network. 
In the particular case where T = 15 microseconds and / is expressed in Kc/s, 
this becomes 

attenuation in db — 10 logio (1 -h 0.222/2). 
A de-emphasis curve for a time constant of 75 microseconds is given in Fig. 15.1. 
This curve, like all other curves of this class, has an ultimate rate of attenuation of 
6 db/octave. 




75 MICPOSECOND OE- EMPHASIS CURVE 

Fig. 15.1. De-emphasis curve with time constant of 75 microseconds, used in 

F-M receivers. 
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(vii) The elements of tone control filters 

Tone control filters are networks including at least two of the basic elements — 
resistance, capacitance and inductance. In adjustable tone controls it is simplest 
to use the resistance as the variable element, since continuously variable resistors are 
available. To vary capacitance or inductance values, it is necessary to use separate 
components or tappings, with a step switch. 

In radio receivers and home amplifiers it is usual, wherever possible, to avoid using 
inductors for tone control purposes This is firstly because inductors are generally 
more expensive than condensers, and secondly inductors are very prone to pick up 
hum unless elaborate and often expensive precautions are taken. An additional 
reason is that inductors with the desired values of inductance and tolerances are not 
usually stock lines. 

The inductance of an inductor with any form of iron core is not constant, but is 
affected by the applied alternating voltage, the frequency, and by any direct current. 

When a composition " potentiometer " is used with the moving arm in the grid 
return circuit of a valve, there will be additional noise caused by the movement of the 
arm. In such a case, the subsequent amplifier gain should be low. 

(viii) Fundamental circuit incorporating R and C 

The circuit shown in Fig. 15.2 may be used for the purpose of obtaining many 
forms of tone compensation. The values of the six components may be varied as 
desired to provide bass boosting or attenuation as well as treble boosting or attenuation. 
It is to be understood that the choice of values extends from zero to infinity, this 
being equivalent to the optional short-circuiting or open-circuiting of any one or more 
resistors or condensers. This form of filter is intended for use with a constant input 
voltage (Ei). This holds approximately when a triode valve is used. 



(ix) Damping of tuned circuits 

When tuned circuits are used for purposes of tone control, the damping should be 
sufficient to reduce the ** overshoot " to a small value when a unit step (pulse) input 
is applied to the amplifier. This overshoot may be reduced to a small value if Q 
does not exceed 0.7. Under no circumstances should Q exceed 1.0 by more than a 
small margin. Insufficient damping results in distortion of transients. 

(x) Tolerances 

In all cases where a tone control, tone compensating network or filter is required 
to have specified frequency response characteristics, the elements of the network 
must be specified within narrow tolerances, and should preferably also be tested 
after delivery by the component manufacturer. Even in cases where the response 
characteristic is not specified, the effect of normal tolerances with capacitors, resistors 
and inductors is to cause a wide " spread " of response characteristics since the toler- 
ances are sometimes cumulative. 

When a single item of equipment is being built, it is important to check either the 
values of the critical components or the overall response characteristic, or preferably 
both. 



FIG. IS. 3 




Fig, 15,2. Fundamental circuit incorporating 
R and C for use with a constant input voltage. 
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SECTION 2 : BASS BOOSTINtG 

(0 General remarks (ii) Circuits not involving resonance or negative feedback 
(hi) Methods incorporating resonant circuits (iv) Circuits involving feedback (v) Re- 
generation due to negative resistance characteristic. 

(i) General remarks 

Bass boosting, either for tone compensation or tone control, implies that the gain 
of the amplifier at 1000 c/s must be reduced sufficiently to permit the full gain to be 
available for amplifying bass frequencies. For example, if the maximum amplifier 
gain is 56 times (35 dbvg*), and a maximum bass boost of 15 db is required, then the 
gain at 1000 c/s cannot be more than 20 dbvg*. 

Bass boosting for tone control purposes may be used to provide better tonal balance 
at acoustical levels lower than the original sound, and is generally controlled man- 
ually — for automatic control see Section 10, Bass boosting increases the power 
output from the power valve and loudspeaker at low audio frequencies, and therefore 
tends to cause overloading if used at maximum volume ; this effect does not occur 
at lower volume levels. When using bass boosting, the apparent loudness at which 
overloading occurs is less than that without bass boosting. For this reason, bass 
boosting should be used with discretion except in amplifiers having ample reserve of 
power. 

For general tone control purposes in typical radio receivers and amplifiers, a bass 
boost variable from zero to -h 6 db is a good compromise. This involves, at maximum 
bass boosting, four times the power without bass boosting. Any increase beyond 
6 db would involve a careful analysis of the whole design. 

The bass boost should reach its maximum value at some suitable frequency, say 
75 c/s, and should fall fairly rapidly below this frequency. There should be zero 
boost or even attenuation at the minimum frequency which the amplifier and loud- 
speaker are capable of handling without distortion. 

Bass boosting should not extend appreciably above a frequency of 250 c/s at maxi- 
mum volume, or the male voice will sound unnatural. When the boosting is only 
used at lower levels this limitation does not hold. 

Some of these limitations are removed by the use of automatic frequency-com- 
pensated tone control (Sect. 10). 




Fig. 15.3. Conventional bass boosting circuit 
(plate shunt compensation). 



(ii) Circuits not involving resonance or negative feedback 
(A) Conventional bass boosting circuit (Fig. 15.3) 
(also known as plate shunt compensation) 
The bass boosting is due to the increasing impedance of C2 as the frequency is 
lowered. It is assumed here that the reactance of C is negligibly small compared with 
i?4 j in praaice the value of C may be selected to give attenuation below a specified 
frequency. R2 should be at least 20 times and preferably higher. The top limit 
is the maximum grid circuit resistance permitted for V2 if is a resistance coupled 
stagCj see Chapter 12 Sect. 2(iii)E and Sect. 2(iv) for triodes, or Sect. 3(iv) and Sect, 
3(v) for pentodes. If V2 is a power valve, R2 will usually be limited to 0.5 megohm 
for cathode bias. 

* Decibels of voltage gain — see Chapter 19 Sect. lCvi)A. 
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The resistor Ri is intended to reduce distortion through low a.c. load impedances 
connected to the plate circuit of Vi ; it may be omitted if the stage is operating at a 
low level or if 4 is not less than twice the plate resistance of Ki. A suitable value is 
not less than 2rp in the case of a triode or not less than 2/?^ in the case of a pentode. 
The resistor Ri also has the effect of decreasing the gain at high frequencies more 
than at low frequencies, thereby increasing the ratio of gains at low and high fre- 
quencies. 

It may be shown that 
Gain at high frequencies 



(1 



where R' = R^RJiR^ 
Gain at zero frequency == 



+ r,/Rj){l + RJR') + r,/R' 



(1) 



(2) 



- RJR2 \ 
+ 1 / 



(3) 



(1 + r,/Rj)(l + RJR^ + T^/R^ 
„ . f ■ , , ^af d/r^ + l/ Rj)Ri + 1 
B ^ rauo of gams = 1 + ^,| a/r, -f l/R^. + R 

As a sufficiently close approximation, RJR^ may be taken to have a value as indicated 
below : 

Boost 6 10 15 20 db 

RJRt 0.1 0.05 0.02 0.01 approx. 

Using this approidmation, we may determine the value of i? 4 to provide any desired 
ratio of gains, that is the bass boost expressed as a ratio (B) 
'(1/rp + l/RdRi + 1 



RJRt \ 
+ 1 / 



B - 1 l(l/r, + \/Rj){R^ + R,) 
where B = ratio of amplification at zero frequency 
quendes. 

Typical values of resistors are given below 



(4) 

to amplification at high fre- 





General case 


Valve type 6J5 


Valve type 6AV6 


Plate resistance 




7 700* 


62 500*ohms 


Rl 




50 000 


220 000 ohms 


Ri 


2 r. 


20 000 


120 000 ohms 


R. 


20 


500 000 


1 000 000 ohms 


4 for 6 db boost 


2.4 


25 000 


140 000 ohms 


i?4 for 10 db boost 


1.1 r. 


11 600 


67 000 ohms 


i?4 for 15 db boost 


0.53 


5 500 


30 000 ohms 


Gain at high frequencies 








6 db boost 


0.36 ^ 


7.6 


30 times 


10 db boost 


0.22 M 


4.7 


19 times 


15 db boost 


0.13 fi 


2.6 


10 times 



A typical example incorporating a pentode is Fig. 15.37A (Sect, 8). 
The procedure in design is 

(1) to determine the desired total bass boost in db from high frequencies to zero 
frequency. 

(2) to select a suitable valve type. 

(3) to assume suitable values for J?^.* -'^i ^a* 

(4) to calculate the value of R^, to give the desired boost, using eqn. (4). 

(5) to determine a suitable value for C (this may be done by following Chapter 12 
Sect, 2(ii)j assuming Ri + R2 to be the effective value of R^i), 

(6) to determine the value of Ca to give the required position of the boosting curve 
on the frequency characteristic, as described below. 

Frequency characteristics 

The shape of the frequency characteristic is determined solely by the amount of 
the total boost in db (Fig. 15.4), It is convenient to consider the frequency at which 
each characteristic reaches half the total boost in decibels, and to call this the " half- 

•A» nornial Class Ai amplifier. Higher values are to be anticipated for rcsistancc-couplcd conditions. 
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Frc<iucncy c/t (Adjustabk Scale) 



20 30 40 50 60 60 100 
FIG. 15.4 



Fig, 1 5,4, Bass boosting frequency characteristics. These are quite general and may 
be applied to any r.c, boosting provided that the value of the total boost in db is 
known. See text for value R/X (Ref. 10). 



boost point." It will be seen that the frequency of the " half boost point ' 
creases as the total boost increases. 



Total boost 


20 


15 


10 


6 


3 


Half-boost 


10 


7.5 


5 


3 


1.5 


Boost ratio (B) 


10 


5.62 


3.16 


2.0 


1.41 


R/X for half-boost* 


3.16 


2.37 


1.78 


1.41 


1.19 


Cat 


3.16/ o)/? 


231 /oiR 


1.78/a>/? 


\M/wR 


1.19/ 



(/o) in- 

db 
db 



* {R/X) = \/B zt half-boost point. 

t C2 = l/(a>X) = {R/X)/{wR) and a> = l-nf^ 

where R ^ [rji^/{r^ + Rj)] + /?i + (Fig. 15.3) 

and /o — frequency at half-boost point. 

The slope of the frequency characteristic at the half-boost point, which is 
very nearly the point of maximum slope, is approximately : 
Total boost 20 15 10 6 3 db 

Slope at half-boost point 4.9 4.1 3.0 2.0 1.0 db/octave 

If a tangent is drawn to the curve at the half-boost pointj it will be seen that the 
slope of the frequency characteristic does not fall off to any appreciable extent from 
the half-boost point to the three-quarters boost point (i.e. 75% of the total boost in 
db). The falling off in slope does not cause a difference of more than 1 db between 
the curve and the tangent up to 90% of the total boost in db, the reading of 90% being 
taken on the tangent. 

This circuit may be applied to continuously variable bass boosting by using a variable 
resistor in place of R^y but this has the effect of varying the amplifier gain at the middle 
audio frequencies and hence varying the apparent loudness. One possible alternative 
which avoids this defect, is to put a high variable resistor (say 0.5 megohm logarithmic 
taper) across Cg. This method gives a variation in total boost without much change 
in level of the middle frequencies, but the shapes of the frequency characteristics 
are not the most desirable for tone control purposes — Fig. 15.5 ; see also (D) below. 
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Several values of Cg may be selected by means of a tapping switch, leaving the total 
boost unchanged, but this merely moves the frequency characteristic horizontally 
and is not satisfactory, on its own, for tone control purposes. 

FIG. 15.5 




FREQUENCY C/S 



Fig. 15.5. Frequency characteristics with conventional bass boosting circuity having 
variable resistor across (Ref. 9). 

A modification which has some advantages is shown in Fig. 15.6. Here Rz has been 
moved from the grid circuit of to reduce the shunting effect on Rt and Cz. The 
total grid circuit resistance of Fg is (R^ + Rz). Ref. 11. 

References to conventional bass boosting circuit — 9, 10, 11, 20, 23, 38, 51, 55. 

(B) Plate series compensation (Fig. 15.7) 

This is a simple method of providing a fixed amount of bass boosting which uses 
the plate decoupling circuit. It is generally limited to use with r.c.c. pentodes. 
With the values of components shown, the frequency response curves for two values 
of C are given in Fig. 15.8. 

References to plate series compensation : 38, 52, 53. 




B-l- 

Fig. 15.6. Modified form of Fig. 15.7. Bass boosting — plate 
Fig. 15,3. series compensation. 

(C) Grid series compensation 

This is the same in principle as plate series compensation (Fig. 15.7) except that 
Ci is taken to a tapping point on R^ instead of on R^. This is often preferred ih 
wide-band amplifiers as Ci will be smaller for the same frequency characteristic than 
with plate scries compensation. 

Reference to grid series compensation : 38. 
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FREQUENCY (C/S) 



I^OOO 



tqpoo 

FIC. tS.S 



Fig. 15.8. Frequency characteristics with the circuit of Fig, 15,7, = 6J7, 
Rj^ - 0.05 MQ, Ri = 0.2 MQ, Rj, = 2000 - 25 fxF, R, = 1.5 MQy 

Cs = 0.1 imF, C = 0.02 fxF, R, = 1 MQ, 

(D) Improved variable bass boost 

A method for obtaining continuously variable bass boost having improved shape of 
the frequency characteristics^ is incorporated in the bass and treble boost circuit of 
Sect. 8(x)K and Figs. 15.55 and 15.56A. 

(iii) Methods incorporating resonant circuits 

Resonant circuits give greater flexibility than those incorporating only capacitance 
and resistance. They are limited, however, to values of Q not greater than 1 (Ref. 54) 
and preferably not greater than 0.7 — see Sect. l(ix). 

(A) Parallel resonant circuits 

A parallel resonant circuit, which may be connected in the plate circuit of a r.c.c. 
pentode (Fig. 15.9) provides boosting in the vicinity of its resonant frequency, with 
maximum boost at its resonant frequency. For bass boosting the resonant frequency 
is often between 50 and 120 c/s, although higher and lower frequencies are sometimes 
adopted. 

The inductor Li has to carry the greater part of the plate current of Vi (several 
milliamperes in a typical case) and should have a butt joint or air-gap to reduce the 
effect of the plate current on the inductance. 



FIG. 15.9 




Fig, 15.9. Bass boosting with parcdlel resonant tuned circuit in plate circuit. 
Fig, 15.10. Bass boosting mtn parallel resonant tuned circuit in grid circuit* 

In all circuits of this type, it is advisable to select t high L/C ratio in order to give 
the highest gain for a fixed amount of boosting. 

Q = <"oC/?, (5) 
For the limiting value of Q ^ 1, 
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> 1/woC 



(6) 



where R, = equivalent total shunt resistance in ohms 

/o = frequency of resonance in c/s 
LCcuo^ - 1 

L = inductance in henrys 
and C = capacitance in farads. 

Typical values for a resonant frequency of 70 c/s are : Li = 51.5 Ci = 0.1 /xF, 
Ri = 22 000 R^i = 3900 Si, Rg = 0.47 Mi?, total bass boost 15 db at 70 c/s, 
Q = 0.93. The exact value of Ri will be influenced by the winding resistance of 
Li — the value given above is on the assumption that the winding resistance is zero. 

An alternative arrangement which has the advantage of avoiding direct current flow 
through the inductor is Fig. 15.10 — this has the resonant circuit in the grid circuit 
of As a result, it is possible to use a higher value of L and to shunt the tuned 
circuit by a variable resistor as a control. Typical values for = 70 c/s are : 
Rj^ = 0.1 Mi3, R^ = 50 000 /^^ - 50 000 U = 250 H, d = 0.02 /xF, and 
Ri ~ 0.5 MQ maximum. In this case the winding resistance of must be taken 
into account. 

Let — winding (series) resistance of 

Re = equivalent shunt resistance corresponding to r2 



The total shunting on the tuned circuit is therefore R ^ in parallel with R, in parallel 
with {R^ + /?! + R,\ 

If is 10 000 ohms*, then 
R, = 250/(0.02 X 10-» X 10 000) = 1.25 megohms 
Rs = 0.5 megohm (max.) 
(Rj + /?i + Ri) = 100 000 + 50 000 + 50 000 = 0.2 megohm. 
_ i 1 1 1 

Then - j 25 Mi3 0.5 hAQ 0.2 UQ 
Thus R = 0.13 megohm = total shunting resistance 

and Q = 1.15 at maximum setting of R^ and would normally be below 1.0. 

(B) Series resonant circuits 

A series resonant circuit has a low impedance at the resonant frequency and a gradu- 
ally increasing impedance at frequencies off resonance. These are used in combined 
bass and treble controls (Sect. 8) and in circuits incorporating negative feedback 
(Sect. 9). 

(C) Transformer primary resonance 

When parallel feed is used with an a-f transformer, the coupling capacitance C may 
be made to resonate with the primary inductance of the transformer. By this means 
a limited degree of bass boosting is provided. See Chapter 12 Sect. 4(xii) and Fig. 
12.24. The Q should not exceed unity. 

The same principle holds when an inductor (choke) is used in the grid circuit, with 
parallel feed. 

References to methods incorporating resonant circuits : 51, 54. 

(iv) Circuits involving feedback 

(A) Amplifiers with feedback over several stages 

This is dealt with in Section 9. 

(B) Negative current feedback 

Negative current feedback may be applied by omitting the cathode capacitor on 
the power amplifier valve. This increases the output resistance and provides a close 
approach to a constant current source for the loudspeaker. It has the effects of 
peaking the loudspeaker at the bass resonant frequency, reducing the damping on the 

*This value is typical for a silicon steel core. Very much lower values ar« typical for mu-metal cores. 



then R^ = Lz/C.>r. 



(7) 
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loudspeaker, and decreasing the stage gain. This device is usually avoided on ac- 
count of its short-comings, 

(C) Conventional circuits with decreased negative feedback at bass fre- 
quencies 

One very popular circuit is Fig. 7.33 [Chapter 7 Sect. 2(vi)] which gives feedback 
over two stages — this has been adapted to provide bass boosting in Fig. 15.1 1 (Ref. 58J. 
As explained in Chapter 7, this circuit inherently tends to give a slight degree of bass 
boosting — the boosting is continuously variable from 1.3 db to 12 db using 1000 c/s 
as the reference frequency. Fig. 15,12. As a modification, the feedback may be taken 
from the secondary of the transformer — it is advisable to check experimentally to see 
that the phase rotation due to the transformer does not adversely affect the frequency 
characteristics. 




Fig, 15.11. Two stage 
amplifier with negative 
feedback over both stages 
providing bass-boost tone 
control {typical applica- 
tion). 



Fig. 15.12. Frequency 
characteristics of amplifier 
in Fig. 15.11. Condition 
(1) tone control max. resis- 
tance (2) three quarters 
max, (3) half max. (4) one 
quarter max. resistance. 
The curves have been super- 
imposed to coincide at 
1000 c/s. 



Another possible circuit is Fig. 15.13 (Ref. 36) in which the feedback is taken from 
the plate to the grid through C and Rz. The response is given by 

(1 - a)(l +y^a/^) (8) 
where a>o = a/lCRzil — a)] 

and a = proportion added to the original signal by the setting of VRi. 

Typical values are : R^ = R^ I MQy R = 0.22 Mf?, C = 200 /x/iF, giving 
(dJItt = 250 c/s when a = 0.25. The resistance of VR^ and VR^ should be high, 
preferably with VR^ greater than VRi and R^ = VRi. 

Still another possible circuit is Fig. 15.14A in which feedback is taken from the 
cathode of the second stage to a resistor at the earthy end of the volimie control feeding 
the grid of the first stage (Ref. 65). It is stated that this gives 10 db of negative feed- 
back at middle and high frequencies and 3 db of positive feedback at low frequencies, 
equivalent to 13 db bass boost. 
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Fig. 15.13. Single stage amplifier giving bass boosting with adjustable frequency 

characteristic (Ref. 36). 
Fig, 15.14A. Two stage amplifier giving 13 db effective bass boost (Ref. 65), 

In Fig. 15.14B a capacitance is inserted in the feedback network from the plate 
of to the plate of with r.c. coupling between the stages. This capacitance 
provides a fixed amount of bass boosting which is generally limited to about 6 db maxi- 
mum (Ref. 68). 



Fig, 15.14B, Amplifier with 
0.005 nF condenser in feed- 
back network to provide bass 
boosting. V2 is a power 
amplifier valve (Ref . 68). 




A circuit using an inductor in the feedback network is Fig. 15.54 — -this may be 
used for bass boosting only by omitting C2 and R^, 

A particularly interesting circuit is Fig. 15.15 which incorporates a parallel-T net- 
work in the feedback loop (Ref. 57). In the figure the parallel-T network is tuned 
to 80 c/s, but it may be tuned to any other desired frequency. The frequency charac- 
teristic is shown in Fig. 15,16. 

There have been many other applications of negative feedback to provide bass 
boosting which have appeared in articles and patents, too numerous to give in detail. 
Some are given in the References (Sect. 15), 

See also Sects. 4, 8, 9, 10 of this chapter, and Chapter 17, Sect. 5. 




Fig. 15.15. Single stage amplifier incorporating a parallel-T network in the 
feedback loop (Ref. 57). 
Fig. 15.16. Frequency characteristics of circuit shown in Fig. 15.15 (Ref. 57). 
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Fig, 15.17. Circuit providing 
bass boosting due to a negative 
resistance characteristic of the 
valve {Ref. 2). 



(v) Regeneration due to negative resistance characteristic 

A circuit which has interesting possibilities is Fig. 15.17 (Ref. 2), It is capable of 
very high degrees of bass boosting in the bass without having any appreciable effect 
at frequencies above 300 c/s (Figs. 15, 18A and B). Since the circuit depends on 
the negative resistance characteristics of valves, it is subject to larger variations than 
usual between valves, and is not recommended for quantity production without careful 
investigation in conjunction with the valve manufectxirer. 

The frequency of the peak response is determined largely by the values of C,g and 
Cjm- The greater the capacitance of C,, the sharper will be the bend of the knee 
of the response curve and the lower the gain between 100 and 500 c/s. 
Coupling condenser Cbi may be considered as regulating the amount of coupling 
between Caa and Cgm with some effect on the shape of the lower end of the curve. 




Curve 


Cstf 


Cm 






^F 


mF 


^F 


A 


0.45 


0.1 




B 


0.45, 


0.1 




C 


0.45 


0.1 




D 


0.25 


0.02 




E 


0.25 


0.1 


0,05 


F 


0.25 


0.02 


0.05 


G 


0.45 


0.1 




H 


0.45 


0.02 




J 


0.25 


0.1 


0.05 



c, 








ohms 


ohms 


0.1 


100 000 


7 000 


0.1 


100 000 


100 000 


0.2 


100 000 


7 000 


0.2 


100 000 


7 000 


0.2 


40 000 


7 000 


0.2 


100 000 


7 000 


0.1 


100 000 


7000 


0.1 


100 000 


7 000 


0.1 


100 000 


7 000 



Fig. 15.18 (A and B). Bass boosting characteristics produced by circuit of Fig 

15,17 {Ref 2). 
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SECTION 3 : BASS ATTENUATION 

(i) General remarks {it) Bass attenuation by grid coupling condensers (m) Bass 
attenuation by cathode resistor by-passing (iv) Bass attenuation by screen by-passing 
{v) Bass attenuation by reactance shunting (w) Bass attenuation by negative feedback 
(vii) Bass attenuation by Parallel- T network (viii) Bass attenuation using Constant k 
filters (ix) Bass attenuation using M-derwed filters, 

(i) Geaeral remarks 

It is desirable for any amplifier to have bass attenuation, although the frequency 
at which attenuation commences, and the rate of attenuation, should be carefully 
determined during the design. 

Shortwave receivers are often fitted with about 6 db/octave attenuation below about 
150 c/s. In multi-band receivers the attenuation may be incorporated only on the 
bands where it is desired. A preferable arrangement is to incorporate a choice of 
two or three bass cut-off fSrequendes, say 150, 250 and 400 c/s — ^this is usually only 
practicable in communication type receivers. This extreme attenuation is only usable 
under bad conditions for barely intelligible speech. A slight degree of attenuation 
is helpful in eliminating acoustical feedback to gang condensers and valves and other 
minor receiver troubles, as well as giving better listening under average shortwave 
conditions. 

Conventional table and mantel model receivers may have an ultimate attenuation 
of 12 db/octave below say 100 and 150 c/s respectively. Conventional consoles may 
have a similar attenuation below 80 c/s, but this may be extended down to say 60 c/s 
in the case of those having loud-speakers capable of handling the lower frequencies. 
Fidelity amplifiers should have an ultimate attenuation of 18 db/octave below the 
lowest frequency which the loudspeaker and output transformer can handle at maxi- 
mum power output without distortion. Fidelity amplifiers incorporating negative 
feedback should connect the filter prior to the main amplifier input terminals. 

(ii) Bass attenuatioa by grid coupling condensers 

Every grid coupling condenser introduced some bass attenuation, and it is a mattei 
of good design to select a value to provide the best overall performance of the equip- 
ment. The choice of a capacitance to give a known attenuation at a certain frequency 
is covered in Chapter 12 Sect. 2(ii) and Fig. 12.9A. Each coupling condenser gives 
an ultimate 6 db/octave attenuation. If it is desired to eliminate low frequency inter- 
ference or to reduce hum, the coupling condensers may be designed to have identical 
frequency characteristics, thus giving 12 or 18 db/octave attenuation for 2 or 3 stages 
respectively. Even if the grid resistors differ in resistance, the frequency characteris- 
tics may be made the same by maintaining the same value of time constant RC, This 
method does not apply to the design of feedback amplifiers (see Chapter 7 Sect. 3). 

Communication receivers are usually fitted with a switch giving the choice of 2 or 3 
bass attenuation characteristics — this may operate by changing the value of grid 
coupling condenser, or by any other convenient means. 

Typical attenuation/frequency characteristics for 1, 2, and 3 stages having identical 
time constants are given by curves 1, 2 and 3 in Fig, 15.19. 

(iii) Bass attenuation by cathode resistot by-passing 

The attenuation/frequency characteristics of a resistance-coupled triode with by- 
passed cathode resistor are given in Chapter 12 Sect. 2(iii) and Fig. 12. 3 A for a 
typical case. These frequency charaaerisdcs differ from those for grid coupling 
condensers in that they are limited to a maximum attenuation which is usually less 
than 10 db, typical values for r.c. triodes being from 3.7 to 8 db (Chapter 12). Fre- 
quency characteristics for a typical r.c.c. pentode with by-passed cathode resistor 
are given in Fig. 12.12, the total attenuation being nearly 8 db in this example. 

The shape of a typical attenuation/frequency characteristic is illustrated by Curve 4 
in Fig, 15.19. 
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FREQUENCY (z/Si FIG. 15. 19 

Fig, 15.19. Bass attenuation versus frequency characteristics : (1) Single grid 
coupling condenser (R = I megohm, C = 0.005 fiF) ; (2) Tzoo stages each zvith 
identical values of time constant RC ; (3) Three stages each with identical values 
of time constant ; (4) R.cx, pentode with by-passed cathode resistor (6J7j R^ — 0.25 
MQ, Rk = 2000 Ck — 0.5 ^F) arid screen adequately by-passed. 

(iv) Bass attenuation by screen by-passing 

The attenuation /frequency characteristics of a r.c.c. pentode with a by-passed screen 
are given in Chapter 12 Sect. 3(iii) and Fig. 12.11 A. These characteristics have the 
same general form as those for cathode resistor by-passing, with a maximum attenua- 
tion which is a function of the series screen resistor — with a high resistance series 
resistor a typical maximum attenuation is 24 db (see Chapter 12). Although the 
screen by-pass condenser could be used as a step type tone-control, the use of a low 
capacitance by-pass generally necessitates additional screen filtering for the elimination 
of hum. 

It is possible to design an amplifier so that all grid coupling condensers, cathode 
and screen by-pass condensers have the same attenuation (say 2 db each) at the same 
frequency. In such a case, particularly if there are two or more stages, the rate of 
change of attenuation becomes quite high, although the cathode and screen by-passing 
tends to introduce steps in the characteristic. However, care is necessary with 
tolerances — see Sect. l(x). 

(v) Reactance shunting 

Any inductance, whether a-f transformer or output transformer, causes ultimate 
6 db /octave attenuation below a certain frequency. If the amplifier is to provide 
good fidelity, it is advisable to design so that this frequency is below the lower fre- 
quency limit of the whole amplifier. In other cases, the cut-oflf frequencies may be 
made to coincide for more rapid attenuation — however see Sect. l(x). 

If a transformer primary is resonated with the coupling capacitance, in the case of 
parallel-feed, the ultimate rate of attenuation below the resonant frequency is 12 db/ 
octave. 

Owing to the wide tolerances in inductance normally occurring in quantity pro- 
duction, and to the variation caused by the d.c, and signal currents, it is not con- 
sidered good practice to use the transformer primary resonance for tone control pur- 
poses ; a further contributory factor is the increased valve distortion caused by a low 
impedance load— see Chapter 12 Sect. 4(xii). 
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If it is desired to vary the cut-ofF frequency of an a-f transformer with parallel feed, 
a variable resistor may be inserted to adjust the equivalent soiirce impedance in 
Fig. 15.20). The low frequency attenuation (Ref. 51) is 

attenuation in db = 10 logjo [1 + (i?/^i)^] (1) 
where R = R, + [r^^/{r^ + Rj)] 

Xi == (oLi 
and Li = primary inductance in henrys. 

(vi) Bass attenuation by negative feedback 

A network may be inserted in the feedback loop which reduces the feedback voltage 
at middle and high audio frequencies, thus effectively giving bass attenuation (Fig. 
15.21, Ref. 23). Condenser Ca is merely for blocking the d.c. path, while i?a 
and Ci form a voltage divider across the output voltage of Fj. The voltage drop 
across R^ and Ci is applied across R^, thus applying the feedback voltage between Vi 
cathode and earth. 




FIG . IS.2I 

Fig. 15.20. Amplifier 3 giving variable low-frequency cut-off using a-f transformer 

and parallel feed. 

Fig, 15.21. Amplifier providirjg bass attenuation by negative feedback (Ref, 23). 

(vii) Bass attenuation by Parallel-T network 

The parallel-T network — Chapter 4 Sect. 8(iii) — may be used to provide infinite 
attenuation at one frequency. An example of its application is Fig. 15.22 and the 
frequency characteristic is given in Fig. 15.23. In its simple form the attenuation 
is severe even at frequencies five times the frequency giving infinite attenuation. One 
suggested way of providing a more level charaaeristic is to incorporate bass boosting 
around 200 c/s (Ref. 59). 




Fig. 1 5.22. Amplifier providing bass attenuation by Parallel- T network (Ref. 59) . 
Fig. 15.23. Frequency characteristics of amplifier Fig. 15.22 when = typical 
r.cc. pentode, Ci -= 0.001 fiF, = 0.004 fiF, C3 = 0.02 txF, R^ = R^ =^ 2 MQ, 
R^ =0.2 MQ, Ru =0.5 MO. The frequency for infinite attenuation is 56 c/s. 
Switch position (1) Fidelity (2) Bass attenuation {Ref. 59). 
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(viii) Bass attenuation using Constant k filters 

If it is desired to achieve a rapid rate of attenuation and a sharp cut-off, it is neces- 
sary to use some form of correctly designed filter incorporating both inductors and 
capacitors. The constant k filter [Chapter 4 Sect. 8(vii)] in its simplest form only 
incorporates 2 condensers and 1 inductor. An example of its incorporation in an 
amplifier is Fig. 15.24 (Ref, 60). This filter is fairly non-critical as regards the induct- 
ance of a 2 : 1 variation still giving a reasonable characteristic with, of course, a 
change in cut-off frequency. The frequency characteristic obtained with balanced 
loading is Fig. 15.25 Curve 1 ; when the source impedance is 50 000 ohms and load 
0.5 megohm the frequency characteristic is curve 2, showing the typical rise above 
0 db due to unbalanced conditions i curve 3 shows the effect of increasing the 
resistance of the inductor L, 

If sharper attenuation is required, two or more filter sections may be incorporated. 

FI6.t5.2$ 




200 50O LOOO 

FREQUENCY (C/S"J 



apoo 



Fig, 15.24. Amplifier providing bass attenuation by constant k filter (Ref. 60), 
Fig. 15.25. Frequency characteristics of amplifier Fig, 15.24 token Vi — typical 
rxx, pentode, Ci = = 0.002 ^F ± 5%, C3 = 1 /uF, L 70 H with Q 6 ,* 
Curve (1) = /?a = 0.25 MQ Curve (2) == 50 000 R^ = 0.5 MQ 
(unbalanced) ,* Curve (3) as Curve 2 with additional resistance in inductor to give 

Q - 3 {Ref. 60). 

{is) Bass attenuation using M-derived filters 

One T section of an M-derived filter may be used to provide a more rapid attenua- 
tion than that of a Constant k filter — see Chapter 4 Sect. 8(viii). The filter itself 
is shown in Fig. 15.26 and the frequency characteristics for balanced and unbalanced 
impedances in Fig. 15,27. Here, also, a considerable tolerance is permissible with the 
value of L and in the degree of mismatching. With mismatching, the value of R 
may be taken as \/ R^R^ (Ref. 60). 




FIG. 15.26 








2 




































FUEOUENCY fc/s^ 

Fig, 15.26. One T section of a series M-derived filter. 
Fig. 15.27. Frequency characteristics of filter Fig, 15.26 ; Curve (1) R^ ^ R^ = 
0.25 MQy Ci - 0.0023 /xF, Ca = 0.024 /xF, Z. = 74 H; Curve (2) /?i = 50 000 
/?2 = 0.5 MQ {unbalanced), Cy = 0.0058 ixF, C^ = 0.035 /itF, L - 73 H{Ref, 60). 
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SECTION 4 : COMBINED BASS TONE CONTROLS 

(i) Stepped controls (iV) Continuously variable controls, 

(i) Stepped controls 

A typical stepped control (Fig. 15.28) has 2 positions giving bass boost, 1 giving 
" flat '* response, and 2 giving bass attenuation. The values of capacitance may be 
selected to give the desired frequency characteristics. 

See also Sect. 8 for combined bass and treble tone controls, particularly Figs. 
15.37A, 15.37B, 15.39, 15.40. 

References 17, 50, 54, 55, 64, 




Fig. 15,28. Step-control giving bass boosting and bass attenuation. 



(ii) Continuously variable controls 

Circuits providing only bass boosting or attenuation with a single continuously 
variable control are not widely used. 



SECTION 5 : TREBLE BOOSTING 

(i) General remarks (ii) Circuits not involving resonance or negative feedback 
(Hi) Methods incorporating resonant circuits (iv) Circuits involving feedback. 

(i) General remarks 

Treble boosting, mainly on accoimt of the increased distortion which it causes, is 
usually avoided altogether or else used only for the purpose of equalizing an im- 
avoidablc attenuation in the amplifier at the maximum frequency limit. 

The subject of distortion has been covered in Section l(iv). 

(ii) Circuits not involving resonance or negative feedback 

(A) Conventional treble boosting circuit (Fig. 15.29) 

This is an adaptation of the fundamental circuit Fig. 15.2. It may be shown that 

Gain at low frequcndes = (j^^ + r^r + + j^,^ (D 

Gain at very high frequencies = ^ r 

where R = RjiR^ R2)/(Rj^ + i^i + R2) 
and R' = R2RJ(R2 + Rj). 
Then B = ratio of amplification at very high frequencies to amplification at 
low frequencies 

= ' + R;irR^ (3) 

where ^" = r^^/Cr, + R^). 
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(u) (A) CONVENTIONAL TREBLE BOOSTING CIRCUIT 15.5 



We may determine the value of Ri for any desired value of B from the equation 
R^ = {B- 1)(/?, + (4) 
In the case of pentodes^ approximates to R^. 

The frequency charaaeristics for treble boosting have been plotted (Ref. 51 Fig. 
9.18 ; also Refs. 9^55) but for most purposes it is sufficient to work on the *' half- 
boost '* points as for bass boostings the curves being approximately symmetrical S 
curves about these points. The values of R/X for the half-boost point are identical 
to those for bass boostings and not the inverse as might be expected. 
Total boost 20 
Half boost 10 
Boost ratio (B) 10 
(Ri/Xi) for half boost* 3.16 
Cit _ 3.16/a>i?i 

*(RJXi) = VB at half boost poin 

fCi = l/coXi = (RJXi)/wR^ w = 27r/o 

where Ri and Cj are as shown in Fig. 15.29 
and /o = frequency at half-boost point. 
A variable control may be achieved in various ways (Ref. 9) : 

(a) Varying Ci — This can only be done in steps. The result is to change the 
frequency of the half-boost point (see table), 

(b) Varying Ri — This varies the amplification for middle frequencies^ and is im- 
satisfactory for tone control purposes. 

(c) Adding a variable resistor in series with Ci — This is fairly effective but the shapes 
of the frequency characteristics are not ideal for tone control. It is used in a slightly 
modified form in the combined bass and treble boost circuit of Fig. 15.46. 

References to conventional treble boosting circuit : 9^ 17, 48^ 51j 55. 
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Fig, 15.29. Conventional treble Fig. 15.30. Treble boosting with 
boosting circuit. inductance in grid circuit. 

(B) Using inductance in grid circuit (Fig. 15.30) 

This gives the same shape of frequency characteristics as the conventional treble 
boosting circuit. The same expressions may be used except that in this case 

Xi = wLi and B = R/R^ 
where R = [r^RJ{r^ + Rj)^ + R^, 

If Ri is made variable, it has a very pronoimced effect on the gain at middle fre- 
quencies. A preferred method of tone control is to use a step switch and tappings 
on the inductance (see Sect. 8 and Fig. 15.40). 

References 17, 51. 

(C) Correction for side-band cutting 

The methods which may be used for the equalization of side-band cutting in a 
receiver are described in Refs. 3 and 62. 

(iii) Methods incorporating resonant circuits 

Resonant circuits are rarely used for treble boosting tone control since there are 
other preferable methods which give the required performance (Ref. 17). 
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(iv) Circuits involving feedback 

(A) Cathode resistor by-passing 

If a suitable smali capacitance is used as a by-pass condenser across any cathode 
resistor, a limited degree of treble boosting will be achieved. In the case of resistance- 
coupled amplifiers the maximum boost is not more than 6 or 8 db. Greater boosting 
may be achieved by increasing the cathode resistor and returning the grid resistor to a 
suitable tapping point in the cathode circuit. 

(B) Network in feedback loop 

The same method may be used as for bass attenuation — see Sect. 3(vi) and Fig. 
15.21. 



SECTION 6 : TREBLE ATTENUATION 

(j) General remarks (it) Attenuation by shunt capacitance (Hi) Treble attenuation 
by filter networks (iv) Treble attenuation in negative feedback amplifiers, 

(i) General remarks 

Every amplifier should have a maximum frequency of response, beyond which 
attenuation should be at a rate of not less than a nominal 12 db per octave for con- 
ventional amplifiers or 18 db per octave for fidelity amplifiers. This attenuation 
may be partly prior to the input terminals of the main amplifier or in the early stages 
of the amplifier, and partly (at least 6 db/octave) at the output end. 

Because the simplest methods of treble attenuation have a gradual commencement, 
there tends to occur a rounding of the response curve which may be appreciable at 
the maximum frequency of response. It is suggested that 2 db attenuation at this 
frequency is a reasonable compromise, or even higher attenuation for other than 
fidelity amplifiers, but where an amplifier must be designed within narrow tolerances 
it is generally necessary to use one of the more elaborate methods of attenuation. 

In the case of amplifiers incorporating negative feedback, the filter to provide the 
attenuation must be outside the feedback loop. 



(ii) Attenuation by shunt capacitance 

The theory has been covered in Chapter 4 Sect. 8(ii) under the heading " r.c. low- 
pass filter " with the circuit of Fig. 4.37 ; the attenuation characteristic is given in 
Chapter 4 eqn. (4) and plotted in Fig. 4.38. 



fIG. 15.3) 




Fig. 15.31. Typical ''tone control'* used in 
radio receivers. In a typical case = 0.05 
mF, = 50 000^3 (max.), = power 
pentode with load resistance about 5000 ohms. 



This forms part of the usual " tone-control " in many radio receivers of the less 
expensive class, as illustrated in Fig. 15.31. The control is in the form of a variable 
resistance in series with the capacitance which limits its attenuation. A suitable 
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maximum value for the resistanoe is 10 times the load resistance. In some cases a 
fixed capacitance only is used — typical values are from 0,005 to 0.02 fjiP for a loud- 
speaker load resistance of 5000 ohms. In this application the " effective resistance " 
for the calculation of the attenuation will be the loudspeaker impedance in parallel 
with the output resistance (Rq) of the amplifier. 

Tone control by shunt capacitance, when used with discrimination, is feirly satis- 
factory with a flat amplifier operating from an equalized source. It is far from satis- 
factory in selective radio receivers in which the high audio frequencies are already 
heavily attenuated ; this effect is minimized when variable selectivity i-f amplifiers 
are used, One reason for the popularity of shunt capacitance tone control is that the 
intermodulation frequencies produced by the distortion in the pentode or beam power 
amplifier valve are much reduced, and listening thereby made less fatiguing. If 
methods are taken to reduce the distortion, e.g. by negative feedback, the tone control 
may preferably take the form of bass boosting. 

In order to achieve the desired treble attenuation, a shunt capacitance may be placed 
across the source (radio receiver, pickup or microphone), from any grid to earth, from 
any plate to earth or across the output terminals of the amplifier. In each case the 
effective resistance (R in eqn. 4 of Chapter 4 and Fig. 4.38) is the resultant a.c. re- 
sistance between the points across which the shunt capacitance is connected. In 
the case of a r.c.c. pentode it is approximately the load resistance in parallel with the 
following grid resistor, and it does not make any appreciable difference whether the 
capacitance is shunted across the plate load resistor or the following grid resistor, 
owing to the coupling through the grid coupling condenser. Even if no shunt con- 
denser is added, the output capacitance of the valve plus the dynamic* input capacit- 
ance of the following valve plus wiring capacitances provide appreciable treble attenua- 
tion — see Chapter 12 Sect. 2(xi). The effect on treble attenuation may be reduced 
by reducing the plate load resistance ; it may be increased by increasing the plate 
load resistance or by adding shunt capacitance. A typical r.c.c. pentode followed by 
a similar stage has only slight attenuation at 10 000 c/s when the load resistance is 
less than 0-25 megohm. In the case of a r.c.c. triode the effective resistance is the 
plate resistance of the valve (under r.c.c. conditions) in parallel with the load resist- 
ance and the following grid resistance. 

In the general case the effective resistance is given by 

R = R,-h RtTjiRj: + r,) (1) 
where R^ = resistance in series with C*as part of the tone control, 

Ri =^ load resistance 
Rg = following grid resistance 
and Tp — plate resistance of valve. 

With a high-mu triode such as type 6SQ7 the effective input capacitance is of the 
order of 100 nfMp, If this capacitance is shunted across an effective resistance of 
0.5 megohm, the attenuation is about 10 db at 10 000 c/s. 

The total attenuation at any frequency will be the attenuation at that frequency 
prior to the amplifier plus the sum of the attenuations of the stages in the amplifier 
at that frequency plus the auenuation by the shunt capacitance at that frequency, all 
expressed in db. It is not sufficient to assume an attenuation of 6 db/octave from each 
stage in the amplifier unless all the stages have the same cut-off frequency. In the 
general case it is necessary, for design purposes, to calculate the attenuation of each 
stage or filter for convenient frequencies, e.g. 10 000, 14 000, 20 000, 28 000, 40 000 
c/s and then to add the values in db to determine the overall attenuation characteristic. 
The latter will, eventually, almost reach a slope of 6 db/octave per stage or per shunt 
capacitance, but the knee of the curve will be very rounded unless the cut-off fre- 
quencies are identical. 



•Under operating conditions, including the " Miller Effect " capacitance from the plate. 
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(iii) Treble attenuation by filter networks 
(A) Constant k low-pass filter 

An approximate Constant k low-pass 77 section filter to provide a nominal treble 
attenuation of 24 db/octave with the choice of several cut-off frequencies is shown 
in Fig. 15.32. This is intended to be connected between a pickup or microphone 
pre-amplifier and the main amplifier. For theory see Chapter 4 Sect, 8(vii) and Fig. 
4.49. In reality only has been calculated to give a constant k filter for the correct 
terminating impedances, and Cj and C3 have been calculated merely to give the de- 
sired cut-off frequencies leaving L unchanged. Thus it is only a constant k filter 
on tapping 3 and a sufficiently close approximation on the other tappings. A con- 
siderable degree of mismatching is permissible between and R2 provided that 
V-Ri^a = 0.1 megohm. 

The calculation of the constant k filter is based on the expressions : 
L/C R\(^e Fig. 4.49C for symbols) 
/o = I/ttV^-C where /o = cut-off frequency. 




Fig, 15,32. Approximate constant k 
low-pass n section filter, Ri = source 
impedance. When R^ = R2 = 0.1 MQ, 
L - 5 //, Ci = 0,0001, C2 - 0.0002 
and C3 = 0.0004 /iF, the cut-off fre- 
quencies will be (I) none (2) 10 000 c/s 
(3) 7000 c/s (4) 5000 c/s. 



See 



(B) M-derived filters 

One T section of an M-derived filter may also be used for treble attenuation, 
remarks for bass attenuation. 

(C) Parallel-T network 

The parallel-T network— Chapter 4 Sect. 8(iii) — may be used to provide infinite 
attenuation at one frequency but the rate of attenuation begins very gradually. One 
improvement is described in Chapter 17 Sect. 5(iv) Figs. 17.24B and 24C (Ref. 57). 
See also Sect, ll(iv). 

(iv) Treble attenuation in negative feedback amplifiers 

A network may be inserted in the feedback loop to reduce the feedback voltage at 
low and middle audio frequencies, thus effectively giving treble attenuation. The 
circuit is effeaively the same as for bass boosting (Fig. 15.11) except that the capacit- 
ance is selected to give the required frequency characteristics. See also Ref. 23, 
Fig. 9. 

There have been many negative feedback circuits which give a measure of tone 
control among which are — 

(A) Fig. 15.33. This circuit incorporates a very small condenser C (of the order 
of 10 to 100 /i/iF) to provide some negative feedback at the higher audio frequencies 
without seriously affecting the gain at 400 c/s. This is only fully effective when no 
plate by-pass capacitor iis used. 




Fig. 15.33. Power amplifier valve with small condenser C giving negative feedback 

at high audio frequencies (treble attenuation). 
Fig. 15.34. Power amplifier valve with variable negative feedback at high audio 
frequencies {treble attenuation) , 
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(B) Fig. 15.34 is a development of Fig. 15.33 to provide continuously variable 
tone control. The feedback condenser is larger and a potentiometer is used in the 
grid circuit to control the tone. At maximum treble cut it gives an attenuation of 
28 db at 20 000 c/s (Ref. 39). 




Fig. 15, 35 A. Amplifier with variable treble attenuation due to negative feedback. 
Fig. 15.35B. Amplifier ztnth negative feedback providing treble attenuation or 
treble boosting {Ref, 67). 



(C) Fig. 15.35A is a further variation in which R and C form a potential divider 
across the output from V2. At increasing frequencies a larger negative feedback 
voltage is applied, the amoimt being limited by the variable resistance R, Ci is a 
blocking condenser (Ref. 63). 

(D) For feedback over more than one stage, see Sect. 9. 



SECTION 7 : COMBINED TREBLE TONE CONTROLS 

Treble controls giving a choice of treble boosting or treble attenuation without also 
incorporating bass boosting or attenuation are comparatively rare. Attention is 
directed to Sect. 8 and Figs. 15.37A, 15.37B, 15.39, 15.40, 15.46. 

One example in this class is Fig. 15.35B which provides continuously- variable 
tone control from treble boost to treble attenuation by means of a resistor-capacitor 
network in the feedback circuit (Ref. 67). 



SECTION 8 : COMBINED BASS AND TREBLE TONE CONTROLS 

(j) Stepped controls — general (it) Quality szoitch (Hi) Universal step-type tone 
control not using inductors (iv) Universal step-type tone control using inductors 
(v) Fixed bass and treble boosting (vi) Step-type tone control using negative feedback 
(vii) Continuously-variable controls — general (viii) Single control continuously- 
variable tone controls (ix) Ganged continuously-variable tone controls (x) Dual 
control continuously-variable tone controls. 

(i) Stepped controls — general 

Stepped controls are capable of better performance than continuously variable 
controls, partly because it is possible to vary two or more component values simul- 
taneously and partly because the attenuation at middle frequencies may be adjusted 
so as to avoid an apparent change in volume as the control is moved. For most radio 
purposes it is sufficient to have two control knobs, one controlling the bass and the 
other the treble, with five positions on each — one " flat," two boosting and two at- 
tenuating with alternative degrees of each. 
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(ii) Quality switch 

An alternative arrangement which is very effective with the non-technical public 
is to select suitable values for each type of listening conditions. For example^ one 
manufacturer* has brought out a model with an 11 position tone control as under : 

1. for distant stations, extremely noisy — maximum sensitivity (10% feedback), 
bass normal, treble attenuation severe to counteract static and noise. 

2. for distant stations, noisy — maximum sensitivity, bass normal, treble attenuation 
less severe. 

3. for distant stations, less noisy — maximum sensitivity, bass normal, treble attenua- 
tion still less. 

4. for distant stations, still less noisy— maximum sensitivity, bass normal, treble 
attenuation slight. 

5. for distant stations, slight noise — maximum sensitivity, bass normal, no treble 
attenuation. 

6. for local stations with good fidelity at low volume — reduced sensitivity (25% 
feedback), bass boost, treble boost. 

7. for fidelity at medium volume — slight treble boost, less bass boost. 

8. for fidelity at normal volume — no treble boost, no bass boost. 

9. for fidelity at normal volume but reducing needle scratch — slight treble attenua- 
tion, no bass boost. 

10. as (9) but increased treble attenuation. 
11 as (10) but increased treble attenuation. 




Fig. 15.36. One form of Quality Switch (Ref, 33), 



An alternative form using a 5 position switch is shown in Fig. 15.36 (Ref. 33). The 
switch positions are 

1. heavy bass attenuation and very limited treble attenuation for very distant re- 
ception, no feedback. 

2. normal bass, heavy treble attenuation, no feedback. 

3. bass attenuation, medium treble attenuation, half feedback, 

4. normal bass, slight treble attenuation, half feedback. 

Note : Positions 1 to 4 inclusive are for use with narrow i-f bandwidth. 

5. normal bass, no treble attenuation, maximum feedback, wide i-f bandwidth, 
for fidelity reception of local stations. 

At low settings of the tapped volume control the capacitance in series with the 
induaance provide a dip at middle high frequencies, thus effectively giving bass and 
treble boost. 



•Columbus Radio (Radio Corporation of New Zealand Limited). 
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(iii) Universal step-type tone control not using inductors 

A simple form is shown in Fig. 15.37A where treble boost is obtained by cathode 
by-passing (CJ^ treble attenuation by shunt capacitance (C^), bass attenuation by 
grid coupling condenser (Cs)^ and bass boosting by the conventional method (Cj). 
Each of these may have two or three values— Ci may be 0.01, 0.02, 0.03 ;aF ; 
may be 0.0025, 0.006 /aF ; may be 0.002, 0.005 fiF ; may be 0.02, 0.05, 0.1 /iF. 

l5Mo«.j,^FTrimmtr ^^^^ FIG. 15.37B 




Fig. 15.37A. Simple universal tone Fig, 15.37B. Step-type tone control 
control not using inductors. not using inductors {Ref, 70). 

An improved form is given in Fig. 15.37B and its frequency characteristics in Fig. 
15.37C (Ref. 70). The 15 /a/aF max. trimmer capacitor is for the purpose of com- 
pensating in the " fiat " position for the loss of high audio frequencies caused by stray 
shimt and Miller Effect capacitances when the following stage is a triode. 



FIG, 15. rc 




Fig, 15.37C. Fr$quency response characteristics of the 
eircuit of Pig, 15.37B {Ref. 70). 



Increased rate of boost- 
ing and attenuation is 
obtainable by conneaing 
two or more r.c. filters in 
cascade. A step of 6 
db/octave (nominal) is too 
great for a fiexible tone 
control, so that networks 
giving reduced rates of 
boosting and attenuation 
may be devised (Fig. 
15.38). These may be 
combined to give any de- 
sired steps. A very com- 
prehensive example is Fig. 
15.39 (Ref. 50) which 
uses two six-pole 11 posi- 
tion control switches. Its 
overall gain is zero db at 
500 c/s at any setting of 
the control stvitches. 
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Fig, 15.38. Networks giving selected values of decibels per octave for boosting and 
attenuation {Ref, 50). 
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BASS CONTROL kg. U.» TREBLE CONTROL 




JO zo 50 100 zoo 500 i.ooo 2.000 5J500 4050 too ZOO 500 1,000 zpoo 5,000 iftooo zaooo 

FREQUENCY IN CYCLES FRCOUENCV itt CWLES 



Fig. 15.39. Step-type tone control system not ttsing inductors {Ref. 50). 



RESP, 






CONTACT. 






CURVE, 


7 


8 


9 


10 


11 


12 


T\ 


R 


Z 


AA 


BB 


JVC 


cc 


T2 


S 


JVC 


Z 


BB 


JVC 


cc 


T3 


T 


z 


AA 


NC 


JVC 


BB 


T4 


U 


NC 


Z 


NC 


JVC 


BB 


T5 


V 


Z 


NC 


NC 


JVC 


AA 


T6 


y 


NC 


NC 


NC 


JVC 


Z 


Tl 


X 


NC 


NC 


NC 


z 


DD 


78 


X 


NC 


NC 


NC 


z 


EE 




X 


NC 


NC 


NC 


z 


FF 


no 


X 


NC 


NC 


NC 


z 


GG 


TU 


w 


NC 


NC 


NC 


z 


HH 


RESP. 






CONTACT 






CURVE, 


1 


2 


3 


4 


5 


6 


Bl 


J 


I 


A 


B 


JVC 


c 


B2 


K 


NC 


I 


B 


JVC 


C 


33 


L 


I 


A 


NC 


JVC 


B 


B4 


M 


NC 


I 


NC 


NC 


B 


B5 


N 


I 


NC 


NC 


JVC 


A 


B6 


P 


NC 


NC 


NC 


JVC 


I 


Bl 


P 


NC 


NC 


NC 


/ 


D 


BS 


P 


NC 


NC 


NC 


/ 


E 


B9 


P 


NC 


NC 


NC 


/ 


F 


BW 


P 


NC 


NC 


NC 


/ 


G 


BU 


Q 


NC 


NC 


NC 


/ 


H 



(iv) Universal step-type tone control using inductors 

The treble boosting circuit of Fig. 15.30 may be used, combined with treble attenua- 
tion by shunt capacitance and conventional bass boosting and attenuation. 

A typical example is Fig. 15.40 (Ref. 64 ; see also Refs. 17, 54, 55). The nominal 
slope is 6 db /octave for all positions, but the capacitances and inductances may be 
selected to give any desired frequencies for the commencement of attenuation or 
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Fig. 15.40. Universal step-type tone control using inductors. 



boosting. The inductor may be wound with an air-core as under : Former diameter 
I in. Length between cheeks i in. Winding wire 40 S.W.G. (or 36 A.W.G) SSE. 
Total turns 6740, tapped at 4520 turns. Layer wound. Total radial depth of wind- 
ing say 0.6 in. 

One defect of this method of treble boosting is the tendency for the inductor to 
pick up hum. 

(v) Fixed bass and treble boosting 

When it is desired to incorporate a fixed amount of bass and treble boosting, as 
for example equalizing the response of a pair of headphones, the circuit of Fig. 15.41 
may be used. For headphone equalizing (Ref. 7) suitable values are — 0.0003, 
Ct = 0,015 ^F, = = 0.1 M^^, Rf, = 0 For bass and treble boost for tone 
control suitable values are (Ref. 25) Cj = Ca = 0.0002 ^F, = 0.2 Mi?, 
Rt = 0.3 MQy i?5 = 0, giving 16 db bass boost (20 c/s) and 7 db treble boost (10 000 
c/s) relative to 1000 c/s. If i?5 = 50 000 ohms, other values being imchanged, the 
bass boost is 16 db and treble boost 12 db. 

(vi) Step type tone control using negative feedback 

Circuits providing universal step-type tone control using negative feedback are 
described in Sea. 9 (Fig. 15.58A). 

(vii) Continuously-variable controls — general 

Continuously-variable controls are in two groups, those which have one control 
knob and those which have two or more, A single control knob is obviously limited 
in its capabilities — for example it may be used to provide bass boosting when turned 
in one direction from the centre point, or treble boosting in the other direction, with 
flat response at the centre point. On the other hand, with two control knobs it is 
possible to make any desired combination of bass and treble characteristics. 




Fig. 15.41. Circuit giving fixed bass Fig. 15.42. Single control continw 
and treble boosting {Ref. 7). ously variable tone control (Ref. 22)> 

(viii) Single-control continuously variable tone controls 

(A) A typical example is Fig. 15.42 (Ref. 22). When Ci goes to the grid end of 
potentiometer R^y the bass is attenuated by the grid coupling condenser Ci, limited 
by Ri. When Ci goes to the earthed of R^, the treble is attenuated by the shimt 
capacitance of Ci. 
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Fig. 15.43. More elaborate single control 
continuously variable tone control. Typi- 
cal values are : Vx ~ pentode^ ~ 
5 MQ, ^ R:^^ 0.25 MQ, = 
0,3 MQ, Ci - 0.0001 iiF, = 0.05 
fjLpy C3 - 0.001 fiF (Ref. 62). 



(B) Another example is Fig. 15.43 (Ref. 62) which is capable of giving treble boost 
18 db at 10 000 c/s and bass attenuation 6 db at 50 c/s in one extreme position ; bass 
boost 4 db and treble attenuation 21 db in the other extreme. 

(C) An interesting circuit which gives simultaneous bass and treble boosting, linear 
response, or simultaneous bass and treble attenuation is Fig. 15.43A (Ref. 86). The 

CROSS- COUPLED STAGE 




FIG, I5,43A 



BALANCED 
OUTPUT 



Fig. 15.43A. Tone control circuit using cross coupled input stage (Ref. 86). 




fIG. 15,436 



Fig. 15.43B. Frequency response characteristics of circtnt of Fig, 15.43A, the 
value of Ri being varied {Ref. 86). 
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two twin triodes form the " cross-coupled phase inverter " — see Chapter 12 Sect. 
6(viii) — which is here used to amplify the difference between the input voltages to 
the 6SN7 grids < The frequency response curves are shown in Fig. 15.43B for differ- 
ent values of Ri. The maximum output and the point of zero phase shift occur 
at///o ^) where /o ^ l/lnRC. The frequency of the peak in the curve may be 
determined by choice of R and C ; in the circuit shown, this frequency is adjustable 
from 360 to 4000 c/s by means of a dual I M.Q potentiometer. A choice of/o = 600 
to 800 c/s is pleasing in many cases. 

(ix) Ganged continuously-variable tone controls 

Two or more controls may be ganged and operated by a single knob. One control 
may be the tone control and the other a control of gain so that the apparent output 
level is held approximately constant at all settings. 

(x) Dual control continuously-variable tone controls 
(A) Simple duo-control circuit, Fig. 15.44A (Ref. 22) 

This filter incorporates resistors and condensers only, and R^ controls the bass 
and i?4 the treble. A filter having a similar function is also described in Ref. 3L 

A slight modification of this circuit is Fig, 15.44B which gives either bass or treble 
boosting (Ref, 41). 

FIG, 15,44 6 2S,000n 




Fig. 15.44A. Simple duo-control circuit giving individual control of bass and 
treble. Typical values are : Ri - 0.25 MQ ; R^ = R^ = 0.5 MQ ; R^ = 0.25 
MQ; R, =^ Ro =0.5 MQ ; C, = O.Ol (iF ; - 0.001 fxF (Ref. 22). 
Fig. 15.44B. Simple tone control giving bass and Treble boosting (Ref. 41). 



(B) Duo-control circuit incorporating L and C (Fig. 15.45, Ref. 26) 

In this filter, R^ controls the bass and i?3 the treble. Hum may be troublesome 
on account of L. 

(C) Cutler duo-control circuit (Fig. 15,46, Ref. 26) 

This filter may only be used to feed into the grid of an amplifier valve ; Ri controls 
the bass boost and R^ the treble boost. The maximum boost is 17 db at 40 c/s and 
15 db at 10 000 c/s, relative to 1000 c/s, with the values shown. 

FIG. 15.46 




Fig. 15.45. Duo-control circuit in- Fig, 15.46. Cutler duo-control 
corporating L and C (Ref. 26). circuit (Ref, 26). 
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(D) Paraphase bass-treble tone control (Figs. 15. 47 A, Ref. 56) 

This is an outstandingly flexible circuit which may be designed for any cross-over 
frequency— 400 c/s in Fig. 15.47A and the curves in Fig. 15.47B. The design pro- 
cedure is : 

1 . Choose a cross-over frequency 

2. Choose R 10/2^ where Ri = generator impedance, 

3. Make C = l/(27rf,R), 

4. Make K = 10 ; then KR = lOR and C/K = C/10. 

Example : Choose = 400 c/s. Say generator impedance = 1000 ohms, then 
select 

R ^ S2 000 ohms, from which 

C = l/(27r X 400 X 82 000) - 0.005 ; C/K = 0.0005 ^F. 




Fig. 15.47 A. Paraphase bass- treble tone control (Ref. 56). 

1 TREB. 0 - BASS FULL 4 TREB 0 - BASS 8 TREB BASS 0 

2 TREB 0- BASS V< 5 TREB FULL- BASS 0 9 TREB FULL- BASS FULL 

3 TREB. 0-BASS '-^ 6 TREB. ^- BASS 0 I0 TREB, _ BASS '/j 



7 TREB ^t- BASS 0 




FREQUENCY C.P.S. FIG. 15.47 8 

Fig. 15.47B. Frequency characteristics of paraphase bass-treble tone control (Fig, 

15.47A) {Ref. 56). 
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(E) Two-stage bass and treble tone control (Fig. 15.48j Ref. 41) 

This employs a twin triode with the treble boost control in the coupling from 
to and the bass boost control in the coupling from the plate of Fg to the following 
stage* 

(F) Simple two channel amplifier (Fig. 15.49, Ref. 22) 

Owing to the separate amplifier valves, this circuit does not require the series re- 
sistors /?5 and /?9 used in Fig. 15.44 and has thereby less anenuation in the filter 
network. 



FlC. IS.48 




Fig. 15.48. Two-stage bass artd treble Fig, 15.49. Simple two channel 
tone control {Ref. 41). amplifier {Ref. 22). 



(G) Wide-range two-channel amplifier (Fig. 15.50, Ref. 31) 

In this circuit Vi is an amplifying valve common to both channels, 
is a bass amplifier only, while is a twin triode having one grid fed 
from the bass amplifier and the other from Ki through a filter network which 
only passes the higher frequencies. However two plates of are approximately 
equal in amplitude for all frequencies, owing to the common cathode coupling, and 
opposite in phase, so that the output may be applied directly to a push-pull power 
output stage. The bass amplifier Kg is a true bass booster, so that it is not necessary 
to attenuate all except bass frequencies. The two controls provide (1) flat response 
(2) independent treble boost (3) independent bass boost equal to the gain of K2. If 
it is desired to add treble attenuation, the filter circuit of Fig. 15.51 may be used. This 
gives a flat response when the moving arm of the potentiometer is at the centre tap. 




FIG. 15.50 



Fig. 15.50. Wide-range two-channel amplifier {Ref, 31). 

(H) Resonant plate loading (Fig. 15.52, Refs. 26, 54) 

Two parallel tuned circuits, one of which may be tuned to 50-80 c/s and the other 
to 6000-8000 c/s (or any other desired frequencies) are connected in series with the 
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Fig, 15.51. Modification to Fig. 15.50 to provide treble attenuation (JRef, 31). 
Fig* 15.52. Resonant plate loading to provide bass and treble boost {Refs, 26, 54). 

plate load fesistance R^, Control of the bass is given by Ri and of the treble by \R,. 
The Q of each of these circuits should not exceed 1 — see Sea. l(ix). 

(I) Negative feedback incorporating L and C in cathode circuit (Fig. 15.53, 
Ref. 26) 

Feedback provides degeneration across Ri and R^, which determines the gain at 
middle frequencies. With L and C connected directly across Ri and the feedback 
is decreased at low and high frequencies respectively and the stage gain is consequently 
greater at these frequencies. L may require shielding to reduce hum pickup. 




Fig. 15.53. Bass and treble boosting due to negative feedback incorporating 

L and C in cathode circuit {Ref, 26). 
Fig, 15.54. Bass and treble boosting due to negative feedbaok incorporating 

L and C (Ref, 15), 

(J) Negative feedback incorporating L and C (Fig. 15.54, Ref. 15) 

Vi is a power amplifier valve with Lj and Ca and their control potentiometers in 
the feedback network. Li may have an inductance of about 10 hemys and Cj may 
be 0.002 fjF ; R^ = R^ may be 0.1 megohm. 

(K) Patchett tone control (Fig. 15.55, Ref. 9) 

This circuit has been developed to provide continuously-variable independent 
bass and treble boost without variation of the middle frequencies and at the same time 
with frequency characteristics which are close to the ideal for lone control pxirposes. 
Vi is a phase splitter and develops equal voltages across its plate and cathode load 
resistances. The former feeds directly through an isolating resistor to the output ; 
the latter feeds the bass and treble filters and potentiometers which in turn feed the 
grids of the twin triode V2 whose plates are conneaed to the output. The output 
voltage at middle frequencies is about one third of the input voltage. An input of 
2.5 volts r.m.s. may be applied with negligible distortion. Vi may be type 6C5 or 
6J5 ; Vt may be type 6N7 or other twin triode. 
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FIG.IS.55 , r 1— t 0B4 



15.8 




Treble Boost 

Fig. 15.55. Patchett tone control circuit (Ref. 9). 

FIG. I5.56A 




FREOUENCV C/S 




Fig. 15.56A. 



FREQUENCY C/S 

Response characteristics of Patchett tone control circuit with open 
and Si closed, and other control at minimum {Ref. 9). 
Fig. 15.56B. Response characteristics of Patchett tone control circuit with 

closed and open {Ref. 9), 
Curve A Max. bass, min. treble Curve D Min, bass, ^ max. treble 

„ B i Max. bass, min. treble ,, E Min. bass, min, treble 

,, C Min. bass, max, treble ,, F Max. bass, max. treble 

Fig. 15.56A shows the response characteristics without provision for bass or treble 
attenuation ; Fig. 15.56B shows the response with bass and treble attenuation. 

If desiredj step switches may be arranged to give a wider choice of frequency charac- 
teristics by changing the values of the filter condensers. 



(L) Two-stage universal tone 
control (Fig. 15.57A, Ref. 77) 
This is a very effeaive arrange- 
ment incorporating a twin triode, 
which gives entirely independent 
control of both bass and treble 
with control extending over a wide 
range of boosting and attenuation in 
each case (Fig. 15.57B), The 
overall gain of the amplifier of Fig. 
15.57A at 800 c/s is only slight. 



FIG. I5.57A 




Fig, 15. 57 A. Tzoo stage universal tone control 
{Ref, 77). 
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Fig, 15,57B. Response characteristics of Fig. 15.57A (Ref. 77). 



SECTION 9 : FEEDBACK TO PROVIDE TONE CONTROL 

(i) Introduction (it) Amplifiers with feedback providing tone control {Hi) Whistle 
filters using feedback. 

(i) Introduction 

Simple feedback circuits to give tone control have been described above (Figs. 
15.11, 13, 14A, 14B, 15, 35B). See also Ref. 80. Tone control may be achieved 
by incorporating a suitable frequency selective network in the feedback loop, but 
this involves the question of stability if the feedback is over 2 or more stages — in this 
case the design should be based on Chapter 7 Sect. 3. 

The general principles have been covered very fully in the literature e.g. Refs. 16, 
19 (see also References Chapter 7). 

In any amplifier in which negative feedback tone control is to be used, maximum 
freedom in other aspects of the design is desirable. For example it should be possible 
to alter the feedback factor, and a variation in the feedback over the a-f range should 
be acceptable. It is also desirable not to be limited to a specified value of output 
resistance. The feedback should preferably be applied over a small number of stages. 

In the case of fidelity amplifiers, there should be sufficient negative feedback at the 
bass resonant frequency of the loudspeaker to give adequate damping. 

Most tone-control amplifiers are only stable for values of up to a limiting value. 
One good experimental test is to determine the maximum of |3 before instability occurs. 
The working value of j5 should be less than this limiting value by a comfortable margin 
(say 8 to 10 db) to allow for all variable factors and for tolerances in the various com- 
ponents. 

(ii) Amplifiers with feedback providing tone control 

(A) Dual Control continuously variable bass and treble tone control 

A simple but effective circuit is shown in Fig. 15.57C and its frequency characteris- 
tics in Fig. 15.57D (Ref. 91). Figs. 15.57C and 15.57D will be found on page 
1483. The mid-frequency gain is approximately unity, and the output is 4 V r.m.s. 
(or 1 V r.m.s. with low gain valve) with not more than 0.1% total harmonic distortion 
up to 5000 c/s. An Americanized form is given in Ref, 98. 

A more elaborate circuit is given in Ref. 84. 
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(B) Dual control step-type bass and treble tone control 

Fig. 15.58A (Ref. 42). 

This is an example of a well designed amplifier with feedback taken from the second- 
ary of the output transformer over three amplifying stages, having RC networks in 
the feedback loop to provide bass and /or treble boosting. is a Schmitt type phase 
inverter—Chapter 12 Sect. 6(vi)A — Vz is a similar stage but operating with push-pull 
input, Vs and are push-pull beam power amplifiers. The total voltage gain 
from the first grid to push-pull output load is 87.7 dbvg, giving full output with a peak 
input to the first grid of 17 mV without feedback or 0.14 V with feedback = 
— 0.0066). The maximum bass boost is 26 db, and treble boost 11.7 db. The treble 
boost operates at a low impedance level where the effect of stray capacitances is negli- 
gible, while the bass boost, which is less sensitive in this respect, operates at a high 
impedance level. 

Fi and are type ECC32 (approx. 6N7) while and are type KT61 (high 
slope output tetrode). is a miniature screened line-to-grid transformer to match 
25-600 ohms on input. is an output transformer with 22 : 1 turns ratio to match 
10 000 ohms plate-to-plate to 20 ohms voice coil. Total primary inductance not less 
than 60 henrys 



(C) Modified " straight " feedback amplifier to provide bass boosting 

In many cases a " straight " feedback amplifier may have a capacitive impedance 
added to the feedback loop to provide bass boosting. This decreases the feedback 
at bass frequencies, thereby causing the amplifier to lose some of the advantages of 
feedback ; the arrangement is less desirable than a special circuit such as Fig. 15. 58 A 
which has been specially designed for tone control. 

For example, a capacitor of 0.1 ^F may be inserted in series with the 5000 ohm 
resistor in th** feedback circuit in Fig. 7.44 (as in Ref, 69) ,* alternatively a switch 
giving a choice of several values of capacitance may be used. 




Fig. 15.58A. High gain amplifier witk overall feedback giving bass and treble 

boosting {Ref. 42). 
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(D) The use of feedback to provide special attenuation characteristics at 
low or high frequencies 

If an amplifier is designed with a falling low frequency characteristic, possibly 
due (in part) to economy in the output transformer design^ and negative feedback is 
applied over the amplifier, its response can readily be made fiat or, owing to a phase 
shift caused by coupling capacitors and by the inductance of the output transformer, 
the response may rise at those frequencies where it fell without feedback. 

If in such an amplifier one of the grid coupling capacitors (included in portion of 
the amplifier covered by the feedback loop) is replaced by one of smaller capacitance, 
the feedback will tend to counteract the attenuation produced by this capacitor. The 
response will be more or less fiat down to a certain frequency below which the attenua- 
tion will be rapid. 



INPUT 



^ FIG,I5.58B 

Fig. 15.58B. Use of feedback to provide special attenuation characteristics at 
low frequencies. The total effective resistance across Ty primary is taken as 1000 
ohms. Switch Si normal ; S2 tone control (low frequency attenuation). Switch 5' 

controls feedback. 

Some practical response characteristics are described below, based on a theoretical 
analysis of Fig. 15.58B (after E. Watkinson) : 

(a) To provide rapid low frequency attenuation below a specified frequency 

/, (Curves are in Fig. 15.58C) 

1. Design the amplifier so that the response without feedback and without tone 
control is only slightly down at /o, say - 6 db (100 c/s in Curve A). 

2. Design the tone control to provide a total attenuation, without feedback^ of about 
3 db at 10 /o (Curve D). 

3. Apply sufficient negative 
feedback to flatten the re- 
sponse over the desired fre- 
quency range (Curve C) . 
In the example, 20 db of 
feedback is used, and the 
combined effect is to give an 
attenuation of 18 db in the 
octave from 100 to 50 c/s. 



(b) To provide optional 
bass boosting 

If now the tone control is 
switched out of circuit, there 
will be bass boosting as the 
result of phase shift in the 
amplifier (Curve B). 

Thus by a single switch 5 
it is possible to change from 
curve C to curve B, using 
only one additional com- 
ponent. 




500 IpOO 

c/» FIG. is.^ac 

Fig, 15.580. Frequency characteristics of circuit of 
Fig. 15.58B. (A) No feedback, no tone control; 
(B) feedback without tone control ; (C) feedback 
with tone control; (D) no feedback, with tone 
control. 
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(c) To provide high frequency attenuation or boosting 

The same principles apply to the high frequency end of the range. 

(iii) Whistle filters using feedback 

See Figs, 17,24A and 17.24B incorporating a parallel-T network and feedback— 
also Seaion ll(iv) of this chapter. 



SECTION 10 



AUTOMATIC FREQUENCY-COMPENSATED 
VOLUME CONTROL 



(i) Introduction (ii) Methods incorporating a tapped potentiometer (iii) Methods 
incorporating step-type controls (iv) Method incorporating inverse volume expansion 
with multi-channel amplifier, 

(i) Introduction 

Owing to the special characteristics of the human ear, it is necessary for bass boosting 
and (to a less extent) treble boosting to be applied to music or speech when repro- 
duced at a lower level than the original sound, if it is desired to retain the full tonal 
qualities of the original. Provision is therefore often made in the better quality 
receivers and amplifiers for this to be done automatically as the volume control is 
adjusted. For this to be fully effective> the volume with the volume control at its 
maximum setting should be the same as that of the original sound — a condition which 
it is rarely possible to fulfil in radio reception. One possible way of achieving an 
approach to the true condition would be to fit two auxiliary volume controls — one 
with settings for say (1) speech (2) orchestral and (3) solo instrument, and the other 
to be adjusted to bring the reading on some form of level indicator to a predetermined 
value. The first of these auxiliary controls is necessary because the various original 
sounds differ in level, the second control to provide for imperfect a.v.c. in the re- 
ceiver and variations in percentage modulation between stations. These complica- 
tions are not likely to be popular. However the intelligent listener should have a 
second volume control which may be pre-set to give a desired output level for maxi- 
mum volume — this is particularly important in reproduction from records. 

In practice, some form of automatic frequency-compensated volume control 
is found beneficial, in spite of its technical imperfections. One reason for this popu- 
larity is that it permits a considerable degree of bass boosting to be used at low volume 
but not at maximum volume-control setting. It is therefore more fool-proof than 
manually-operated bass boosting, and less likely to cause overloading of the power 
amplifier. 

(ii) Methods incorporating a tapped 

potentiometer 

A typical application is Fig. 15.59 in which L and C 
form a series resonant circuit timed to about 1000 c/s, 
while is a limiting resistance to reduce the by-passing 
at middle frequencies. The tapping point is usually 
about one fifth of the total resistance, being equivalent 
to about 14 db below maximum. With this method 
it is impossible to obtain theoretically correct compensa- 
tion. 

If treble boosting is not desired^ L may be omitted pjg 15.59. Tone-com- 
leaving C and R to provide bass boosting. pensated volume control 

References 71, 72, 89. zoith tapped potentiometer. 



Volume Control 
Pottntromctcr 
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A more satisfaaory result over a wider range of volume levels can be obtained by 
using a volume control with two tappings (e.g. at one sixth and one third of the re- 
sistance) as in Ref. 88. 

A more elaborate type of continuously-variable control has been described (Ref. 79) 
but requires a special volume control. 

Another more elaborate type (Ref. 82) uses three ganged volume controls which 
are not tapped. 




Fig, 15.60. Step-type tone-compensated volume control for bass correction only 

(Ref, 43). 



(iii) Methods incorporating step-type controls 

All the simpler systems with step-type controls ncglea the treble boosting, which 
is only of secondary importance, but they are capable of a fairly close approach to the 
ideal for the lower frequencies. One design is shown in Fig. 15.60 (Ref. 43) which 
uses five 6 db filter sections each divided into two parts, thus giving 1 1 steps with a 
total range of 30 db. This is for use with an amplifier having low output resistance 
(less than 10 000 ohms). The numerical values shown in the figure are for i^i =^ 
50 000 ohms. 

See also Ref. 78 for a design mounted on a single switch assembly, with a greater 
number of positions. 

(iv) Method incorporating inverse volume expansion with multi- 
channel amplifier (Ref. 21) 

In Fig. 15.61 there are three amplifier channels. The centre one is essentially 
fiat over the whole a-f range. The upper (high-pass) and lower (low-pass) amplifiers 
may be adjusted to give zero output at any selected output level (generally the maxi- 
mum) and at any lower level there will be bass and treble boosting which is a function 
of the output level. Each of the boosting amplifiers is brought to zero output at the 
desired output level by adjusting three potentiometers (/2i, R^y Rain the bass-boost 
amplifier). Under these conditions the output voltages of Vt and Ks are equal but 
opposite in phase, hence giving a combined output which is zero. 

SECTION 11 : WHISTLE FILTERS 

(t) Resonant circuit filters (it) Narroto band rejection filter (iii) Crystal filters 
(iv) Parallel-T network (v) Filters incorporating L and C. 

A whistle filter is one which is sharply tuned to eliminate a particular frequency, 
usually 9 or 10 Kc/s, with the least possible effect on adjacent frequencies. 

The same principles may also be applied to the elimination of scratch from a pickup 
when this is peaked, but in this case the maximum attenuation is adjusted to occur 
at the frequency of pickup resonance. 

(i) Resonant circuit filters (Ref. 15 62) 
The ratio of normal gain (An) to gain (Ar) at the resonant frequency of L,C| is 
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TO GRID OF 
NEXT STAGE 



Fig. 15.61 . Inverse volume-expansion circuit with 3 channel amplifier for automatic 
frequency-compensated volume control (Ref. 21). 



given by 

AJAr 
where R' = 



- (/?' + R^)/R^ 
r^R^yir, + i?/) 



For effective filtering, the maximum attenuation 
may have to be 20 db or more. The sharpness of the 
attenuation curve depends upon the Q of the tuned 
circuit, where Q = ojrLJR^, A value of Q = 10 is 
probably the highest practicable value, and under 
these conditions the filter will have a minimum at- 
tenuation of 4 db over a bandwidth of 0.64 or a 
minimum attenuation of 8 db over a bandwidth of 
0.38 fr where fr is the frequency of resonance. 
This is equivalent to an attenuation of at 



FiG. (S.62 




Fig, 15.62. Whistle filter 
using resonant circuit. 
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least 8 db over a frequency range from approximately 8000 to 12 000 c/s when = 
10 000 c/s. Thus the filter cuts such a serious hole in the amplifier frequency charac- 
teristics that it is not a satisfactory solution. It is reasonably satisfactory for a maxi- 
mum attenuation of 6 db, but this may not be sufficient to eliminate the whistle. 
For theory and curves see Refs. 17, 51, pp. 52-54. 

(ii) Narrow band rejection filter 

A more complicated and more effective circuit is Fig. 15.62A (Ref. 81> which, when 
tuned to 9000 c/s, gives an attenuation of 2 db at 8000 c/s, over 40 db at 9000 c/s, 
8 db at 10 000 c/s and 5 db at 20 000 c/s relatively to the level at low frequencies. 
The frequency of resonance may be changed either by adjusting the inductance of 
Lij or by varying the capacitance of both Q and Cg. The attenuation at low frequen- 

A narrow band rejection filter is described 
in Ref. 75 which has the disadvantage of 
reducing the maximum a-f power output. An 
improved form for application to a linear 
reflex detector is Fig. 15.63 in which an attenu- 
ation of more than 40 db is obtained at 9000 c/s 
while the attenuation is only 3 db at 8400 c/s. 
The principle may also be applied to a cathode- 
loaded amplifier by omitting Ci and pro- 
viding the correct bias for amplification. 

The resonant circuit LC3 is tuned approxi- 
mately to the whistle frequency, a vernier 
control for C3 being desirable. The value 
of Ci should be such that its reactance is 
very much smaller than Ri at the lowest signal frequency and should be very much 
larger than R^ at 9000 c/s. The value of C2 should be such that its reactance is 
approximately equal to R2 + at the low frequency limit of the amplifier, say 50 c/s. 
If its reactance is higher, a slight amount of bass boosting will occur. The potentio- 
meter R2R3 is adjusted to give zero output at the whistle frequency (Ref. 74), 
An elaboration of this principle, using two valves, is given in Ref. 83. 



(iii) Crystal filters 

A crystal filter is one of the few really satisfac- 
tory methods of eliminating a whistle, but the 
cost precludes its use in all except the most ex- 
pensive communication receivers. 

(iv) Parallel-T network 

See also Sect. 6(iii)C. 

The circuit of Fig. 4.40 may be inserted be- 
tween two r.c.c. stages with a load resistance of 
say 0.25 megohm and following grid resistor say 
I megohm. Suitable values for a 10 000 c/s 
whistle filter are C, = C2 = 0.0001 /iF, 
Co = 0.0002 fiF, Ri = R2 = 160 000 ohms, 
R^ = 80 000 ohms. 

A special application of the parallel-T network is described in Chapter 17 Sect. 5 
and Figs. 17.24B and 24C where an attenuation of 34 db at 10 000 c/s with almost 
flat response up to 6 Kc/s is obtained by means of a parallel-T feedback loop which 
gives minimum feedback at 6 Kc/s, together with a parallel-T filter across the output 
of the amplifier to give the desired attenuation at 10 Kc/s (Ref. 57). 

The parallel-T network is also used in the equalizer circuit of Fig. 17.35B and in 
the filter unit of Fig. 17.35C. 
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FIG. I5.62A 

Fig. 15. 62 A. Narrow-band 
rejection filter (Ref. 81). 




R,"aapooA c,»ioo^pF- 

R,+ Ri—25MA :|-002hF 
R4-*5MA C,-00lpF 
L-33mHqal5 Ci-O-OinF 

Fig. 15.63. Narrow-band re- 
jection filter for 9 Kc/s (Ref. 74). 
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The frequency of maximum attenuation may be varied by varying one element in 
each of the component T's (see Ref. 85). 

(v) Filters incorparadng L and C 

Constant k and M-derived filters may be used to attenuate a very narrow band of 
frequencies, but the cost precludes their general use. 



SECTION 12 : OTHER METHODS OF TONE CONTROL 

(0 Multiple-channel amplifiers (it) Synthetic bass, 

(i) Multiple-channel amplifiers 

With a three-channel amplifier, or one having more than three channels, it is possible 
to exercise a certain amount of tone control by controlling the volume of the bass and 
treble amplifiers. For this to be satisfactory for tone control, the cross-over fre- 
quencies should be : 

Bass — not higher than 200 c/s. 
Treble— not lower than 3000 c/s. 
In each case the cross-over network may produce an attenuation of 6 or 12 db /octave 
nominal. 

An amplifier in this class is described in Ref. 5. See also Sect. lO(iv) and Ref. 21. 

(ii) Synthetic bass 

In small receivers, in which the loudspeaker is incapable of reproducing the bass 
at all adequately, a device is sometimes used to introduce distortion of the bass fre- 
quencies. The fundamental bass frequency is heavily attenuated to avoid overloading, 
but the harmonics are reproduced and provide " synthetic bass." One such circuit 
is Fig, 15.64 (Ref. 73, based on Sonora Model RCU-208). Positive feedback at low 
frequencies is applied from the cathode of the second valve to the cathode of the first 
by means of the network R^, and Ci. 



Another circuit (Ref. 87) has a supplementary channel with a distorting valve (triode 
6SF5) functioning effectively only below about 100 c/s. Grid distortion is produced 
through zero bias operation. A plate load resistor of 0.5 Mi? is used, and the plate 
i coupled to the grid of the output pentode. It is stated that the loudspeaker bass 
resonance should preferably be less than 60 c/s, and that the results sound unnatxiral 
to the ear on music when the loudspeaker resonance is about 150 c/s. 
The principles of synthetic bass are given in Chapter 14 Sect. 3(viii). 



35L6-CT Output 




Fig, 15.64. Amplifier providing synthetic bass {Ref, 73). 
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SECTION 13 : THE LISTENER AND TONE CONTROL 

Tone control is a controversial subject with very strong confliaing viev^^s held by 
many competent authorities. It is the author's opinion that, in view of the differences 
of opinion, it is only reasonable to provide the listener with some degree of tone control 
to permit him to derive the maximum degree of satisfaction while listening. This 
freedom of choice should not be unlimited, otherwise some listeners will become lost 
in the possible variations. 

1 . The cheapest type of set will probably be fitted with a fixed shunt capacitance 
tone control. 

2. Sets which are somewhat higher-priced will be fitted with a single control. 
This may cover any one of the following : 

(a) Variable resistance and fixed shunt capacitance (this has obvious short- 
comings). 

(b) Bass boosting only (this is quite satisfactory in its class provided that the 
bass boosting is limited to about 6 db total). 

(c) Continuously-variable control giving, say, bass boosting in one direction 
and treble boosting in the other. 

(d) Step-type control in the form of a " quality switch." 

3. The most elaborate radio receivers and amplifiers may be fitted with two controls, 
one for bass and the other for treble. In addition, many equipments in this class 
will be fitted with automatic frequency-compensated volume control, thereby 
limiting the degree of manual bass boosting which is necessary (say 6 db maxi- 
mum). 

Anything which can be done to assist the listener to obtain the best results with the 
least trouble is to be commended. 



SECTION 14 : EQUALIZER NETWORKS 

Equalizer networks for pickups are covered in Chapter 17 Sect. 5 while those for 
microphones are covered in Chapter 18 Sect, l(xii). 
An example of a universal equalizer is given in Ref. 49 
A helpful general article on design is Ref. 92. See also Ref. 102. 



SECTION 15 : REFERENCES 

1. Light, G. S. "Frequency compensating attenuators*' Electronic Eng. 16.195 (May 1944) 520. 

2. Barcus, L. M. " New bass boosting circuit " Elect. 16.6 (June 1943) 216, 

3. Colebrook, F. M. " A note on the theory and practice of tone-correction *' W.E. 10.112 (Jan. 1933) 4. 

4. " Universal equaliser provides a-f amplifier design data " Elect. 16.8 (Aug. 1943) 120. 

5. Widlar, W. L. " Compensating audio amplifier for three channels " Comm. 23.8 (Aug. 1943) 28. 

7. Amos, S. W. " Improving headphone quality ; simple correction circuits for use with conventional 
diaphragm-type earpieces" W.W. 50.11 (Nov. 1944) 332. 

8. Austin, K. B. "A Bass and Treble Booster" U.S. Patent 2,352,931 Radio Craft 16,4 (Jan. 1945) 230. 

9. Patchett, G. N. " A new versatile tone control circuit" (1) Basic principles of tone control W.W. 
51.3 (Mar. 1945) 71 ; (2) "Bass and treble lift without variation of middle frequencies" 51,4 
(Apr. 1945) 106. 

10. Sturley, K. R. " L.F. Amplification (7) Increasing l.f. response " Electronic Eng. 17.207 (May 
1945) 510. 

11. Winget, D. (letter) " A new versatile tone control circuit " W.W. 51.6 (June 1945) 182, 

13. Smith, H. *' Tone compensation amplifier " Australasian Radio World (July 1945) 20. 

14. Shepard " Improved bass for small radios " Elect. 18.7 (July 1945) 224. 

15. Sands, L. G, " More highs— more lows " Radio Craft (1) 14.10 (July 1943) 596 : (2) 14.11 (August 
1943) 662. 

16. Hendriquez, V. C. " The reproduction of high and low tones for radio receiving sets " Philips 
Tec. Rev. 5.4 (April 1940) 115, 

17. Scroggie, M, G, "Amplifier tone control circuits" W.E. 9.100 (Jan. 1932) 3. 

19. Fritzinger, G. H. " Frequency discrimination by inverse feedback" Proc. I.R.E. 26.1 (Jan, 1938) 
207. 

20. Design Data (5) " Low-frequency correction circuit " W,\V. 52.6 (June 1946) 199. 

21. Goodell, J. D., and B. M. H. Michel " Auditory perception " Elect. 19.7 fjuly 1946) 142. 

22. Wortman, L. A. " Tone control circuits " Radio Craft (Aug. 1946) 763. 

23. Reference Sheet "Fundamental Tone Control Circuits " Electronic Eng. 18.223 (Sept. 1946) 278. 



www.pmillett.com 



678 



REFERENCES 



15.15 



25. Powell, H. O. *' Tone control " W.W. 46.14 (Dec. 1940) 491. 

26. Cutler, S. " Audio frequency compensating circuits " Elect. 15.9 (Sept. 1942) 63. 

27. Haines, F. M. " High fidelity bass compensation for moving coil pickups " Electronic Eng. 18.216 
(Feb. 1946^ 45. 

28. ** Cathode Ray " ** Workint? out tone control circuits " W.W. 43 (Sept. 22, 1938) 269. 

29. Najork, J. " Why bass boost " Service 17.6 (June 1948) 18. 

31. Hill, J. M. " Wide range tone control-circuit suitable for correction at low volume levels " W.W. 
52.12 (Dec. 1946) 422. 

32. Case, N. " All purpose F-M A-M receiver " Comm. 7.1 (Jan. 1947) 34. 

33. Beard, E. G. " A quality switch in lieu of a tone control " Philips Tec. Com. No. 2 (Feb. 1947) 8 
Based on Philips C.A.L.M. Report No. 7. 

34. Stevens, P. " The control o! tone " Australasian Radio World 11.8 (Jan. 1947) 13. 

35. Moody, W. "Audio amplifier equalization methods " Service 16.1 (Jan. 1947) 11. 

36. Ellis, J. "Bass compensation— a system using negative feedback" W.W. 53.9 (Sept. 1947) 319. 

37. " Negative feedback tone control used by R.G.D." extract from review Radiolympia 1947, W.E. 
24.290 (Nov. 1947) 335. 

38. Schlcsingcr, K. " Low frequency compensation for amplifiers '* Elect. 21.2 (Feb. 1948) 103. 

39. Banthorpe, G. H. "A simple tone control circuit" Electronic Eng. 20.241 (March 1948) 91. 

40. Winder, N. *' A bass correction circuit for moving-coil pickups " Electronic Eng. 20.244 (June 
1948) 187. 

41. Sugdcn, A. R. " Pre-amplifier tone control" Australasian Radio World 13.2 (July 1948) 11. 

42. Whitehead, C. C. " Quiet high-gain amplifier — tone control by negative feedback " W.W. 54.6 
(June 1948) 208. 

43. Bomb'^rger, D. C. " Loudness control for reproducing systems " Audio Eng. 32.5 (May 1948) 11. 

44. Bonaira-Hunt, N. " Direct-coupled amplifier " W.W. 54.7 (Jrjly 1948) 266. 

45. Dahl, H. M. " RC circuits as equalizers " Audio Eng. 32.6 (June 1948) 16. 

46. Childs, P. A. " A 9 Kc/s whistle filter " Electronic Eng. 20.248 (Oct. 1948) 320. 

47. Gerry, C. C. " Feedback and distortion " W.W. 54.9 (Sept. 1948) 347. 

48. Savory, W. A. "Design of audio compensation networks" Tele-Tech (1) 7 : 1 (Jan. 1948) 24; 
(2) 7 : 2 (Feb. 1948) 27 ; (3) 7 : 4 (AprU 1948) 34. 

49. Mitchell, I. A. " AF circuit equalizer " FM and T. 8,6 (June 1948) 28. 

50. Lurie, W. B. "Versatile tone control" Elect. 21.12 (Dec. 1948) 81. 

51. Sturley, K. R. (book) "Radio Receiver Design" (Part 2) (Chapman and Hall, London, 1948) 
pp. 41-55. 

52. " Bass boosting" Radiotronics No. 73 (February 1937) 14. 

53. Lynch, W. A. " Video amphfier 1-f correction " Comm. 23.4 (April 1943) 16. 

54. Scroggie, M. G. " Flexible tone control" W.W. 41.11 (Sept. 10th 1937) 263. 

55. Cocking, W. T. " Tone control systems " W.W. 44.23 (June 8th 1939) 532. 

56. Jaffe, D. L. " Paraphase bass-treble tone control" Radio 30.3 (March 1946) 17. 

57. Rogers, G. L. " Simple rc filters for phonograph amplifiers " Audio Eng. 31.5 (June 1947) 28. 

58. " Radiotron receiver RC52," Radiotronics No. 117 (Jan./Feb. 1946) 3. 

59. " Applications of a Paral!el-T network," A.R.T.S. and P. Bulletin No. 118 (Jan. 1942) 1. 

60. " The design of high-pass filters for bass tone control " A.R.T.S. and P. Bulletin No. 117 (Dec. 
1941) 1. 

61. Callendar, M. V. " Problems in selective reception " Proc. I.R.E. 20.9 (Sept. 1932) 1427. 

62. " Tone Compensation and tone control " A.R.T.S. and P. Bulletin Nos. 27 and 28 (April and May 
1936). 

63. " Tone control," review in W.W. 46.8 (June 1940) 314 ; British Patent No. 516286, June 20th 1938, 
MuUard Radio Valve Co. Ltd. and R. G. Clark. 

64. "Frequency compensation in audio amplifiers" Radiotronics No. 114 (July 1941) 43. 

65. Gustafson, G. E., and J. L. Rennick " Low cost FM-AM receiver circuit" Tele-Tech 7.10 (Oct. 
1948) 36. 

66. Austin, K. B. "A bass and treble booster" U.S. Patent No. 2,352,931 ; Reviewed Radio Craft 

16.4 (Jan. 1945) 230. 

67. Williams, W. N. " Two high gain amplifier circuits " Radio and Hobbies, Australia (June 1942) 19. 

68. Williams, W. N. "An 807 amplifier" Radio and Hobbies, Australia (April 1947) 42. 

69. Williams, W. N. " Using a new amplifier" Radio and Hobbies, Australia (April 1948) 49. 

70. Williams, W. N. "A new tone control unit " Radio and Hobbies, Australia (March 1949) 25. 

71. Wolff, I., and J. I. Cornell " Acoustically compensated volume control " Elect. 6 (Jan. 1933) 50. 

72. D'Oris, P. A., and R. de Cola " Bass compensation design chart " Elect. 10.10 (Oct. 1937) 38. 

73. " A synthetic bass note circuit" Radio Electronics 20.1 (Oct. 1948) 37, 

74. Childs, P. A. " A 9 Kc/s whistle filter " Electronic Eng. 20.248 (Oct. 1948) 320. 

75. Krauke, J. E. "A 10 KC suppressor" Radio News 37.3 (March 1947) 46. 

76. James, E. J. " Simple tone control circuit " W.W.55.2 (Feb. 1949) 48. 

77. Sterhng, H, T. " Flexible dual control system " Audio Eng. 33.2 (Feb. 1949) 11 ; letter J. J. Faran 
33.6 (June 1949) 31. 

78. Winslow, J, " Full-range loudness control" Audio Eng. 33.2 (Feb. 1949) 24. 

79. Turner, J. W. " Construction details of a continuously variable loudness control " Audio Eng. 
33.10 (Oct. 1949) 17. 

80. Edwards, J., and T, J. Parker " An application of frequency selective negative feedback " Tele- 
Tech 8.12 (Dec. 1949) 30. 

81. Osram Valve Technical Publication TP4 " Radio receiver for use with high fidelity amplifiers " 
(The General Electric Co. Ltd. of England). 

82. Johnson, E. E. "A continuously variable loudness control " Audio Eng. 34.12 (Dec. 1950) 18. 

83. Nevin, R. B. " An effective frequency rejection circuit " Audio Eng. 35.2 (Feb, 1951) 20. 

84. Fling, W. D. " A continuously variable equalizer " Audio Eng. 35.3 (March 1951) 16. 

85. Dunn, S. C. (letter) " Twin-T circuits " W.E. 28.332 (May 1951) 162. 

86. Van Scoyoc, J. N. " A cross-coupled input and phase inverter circuit " Radio News 40.5 (Nov. 
1948) 6. 

87. Exiey, K, A. " Bass without big baffles " W.W. 57.4 (Apr. 1951) 132. Letters 57.7 (July 1951) 
264 i 57.8 (Aug. 1951) 321 ; 57.9 (Sept. 1951) 369; 57.10 (Oct. 1951) 408. 

88. Brooks, W. O. " A two-tap bass and treble compensated volume control " Audio Eng. 35.8 (Aug. 
1951) 15. 

Toth, E. '*The design of compensated volume controls" Audio Eng. (1) 36.1 (Jan. 1952) 13; (2) 
36.2 (Feb. 1952) 14. 

90. Lavin, C. J. "A scratch filter with continuously variable cut-off point " Audio Eng. 35.11 (Nov, 
1951) 6. 

Additional references will be found in the Supplement commencing on page 1475. 

www.pmillett.com 



CHAPTER 16 



VOLUME EXPANSION, COMPRESSION AND LIMITING 

By F. Langford-Smith, B.Sc, B.E. 
with assistance from D, G. Lindsay (Fellow LR.E. Australia) 



Section Page 

1. General principles 679 

2. Volume compression 681 

3. Gain control devices 684 

4. Volume expansion 686 

5. Public address a.v.c. 693 

6. Speech clippers 693 

7. Noise peak and output limiters 694 

8. References 699 



SECTION 1 : GENERAL PRINOPLES 

(j) Introduction (it) An ideal system (iiV) Practical problems in volume expansion 
(iv) Distortion (v) General comments. 

(i) Introduction 

The maximum volume range of any sound reproducer is the difference in decibels 
between the maximum sound output and the level of masking by background noise 
which latter may include hum, random noise, needle scratch or microphone noise. 

The volume range transmitted by a broadcast station may vary from a low value 
up to at least 60 db for a F-M transmitter (F.C.COs the value depending on the type 
of programme. In the case of an A-M transmitter the maximum volume range is 
about 50 db — see Chapter 14 Sect. 7(iv). 

If the original sound has a volume range greater than the maximum volume range 
of the transmitter, it is usual to compress it in some way. The compression may be 
accomplished manually by the control engineer, or automatically by a device known 
as a peak limiter or a volume compressor. 

A similar case arises with recorded music, where the maximum volume range may 
be as low as 35 db for shellac lateral-cut disc records. 

Many types of programme have a maximum volume range less than 35 db, and 
therefore do not require compression. However, most broadcast transmitters have 
an automatic peak limiter permanently operating, while it has even been found bene- 
ficial to use volume compression in F-M broadcasting (Ref. 29). 

If reproduced music is to have the same volume range as in its original form, some 
kind of volume expander is required. But, as will be shown later, volume expansion 
cannot be applied indiscriminately and cannot be perfect. 

One advantage of the use of volume expansion is that it reduces the background 
noise, other than room noise. This is a considerable advantage when the source is 
a disc record. 

A serious shortcoming of automatic volume expansion is that the circuit can never 
duplicate the original volume range because it has no way of knowing what these 

679 



www.pmillett.com 



680 



(i) INTRODUCTION 



16.1 



original levels were — it will make the loud portions louder and the soft ponions softer, 
but always by the same amount for a given input level. Thus the expander Circuit 
might increase every signal that is 10 db above the average volume level to 15 db above 
the average, but the level in the studio might have been higher or lower than this. 

The amplitude ratios of a soft and a loud note when rendered simultaneously can- 
not be compressed or expanded by any system. If the loud note causes a certain 
compression in the transmitter, the soft note will be compressed in the same ratio 
and may fall below the noise level (Ref. 33). 

(ii) An ideal system 

In an ideal system the transmitter would broadcast two separate carrier frequencies, 
one modulated with the music and the other modulated with some signal indicating 
the degree of compression being used at each instant. In the case of disc recorded 
music it would be necessary to have two grooves and two pickups. In each case the 
reproducer would incorporate a volume expander in whidi the degree of expansion 
is controlled by the second (indicating) signal. 

Alternatively, only a single modulated carrier may be used provided that the ex- 
pander characteristic in the receiver is the inverse of the compression characteristic 
in the transmitter. In addition, the time lags of the compressor and the expander 
should be equal. This is an ideal which cannot be reached at the present time owing 
to the lack of standardization and the use of manual controls. 

There are serious technical problems both in the compression and expansion opera- 
tion, but these are considered in Sections 2 and 4 respectively. 

(iii) Practical problems in volume expansion 

At the present time most broadcast stations employ some form of automatic volume 
compression, while compression is also used in recording on discs. The problem 
facing the receiver and amplifier designer is how to make the best use of volume 
expansion under conditions where it is impossible to reach the ideal. 

(A) Orchestral reproduction 

This subject is dealt with in a general manner in Chapter 14 Sect. 7(iv) and (v). 

It is in orchestral reproduction that volume expansion can be employed to its full 
advantage. Experience indicates that the operation of the volume expander in the 
upwards direction should be as rapid as practicable (see Sect. 4) but that the fall 
should be very gradual — up to 1 or 2 seconds or even more, the optimum rate varying 
with the type of music and with the listener's choice. 

Most competent audio-frequency engineers agree that automatic volume expansion 
is capable of giving more realistic reproduction of recorded orchestral music when 
used under the best possible conditions, even though it is known to have many tech- 
nical defects. The usual amount of volume expansion used in such cases is 12 to 20 
db maximum, with the maximum expansion variable at the desire of the listener. 

(B) Average home listening 

The average home radio receiver, used for a variety of purposes including speech, 
background music, drama and miscellaneous programmes, is usually better without 
expansion. Expansion might beneficially be used on orchestral programmes pro- 
vided that the audience is prepared to listen intently, the room noise level is suffici- 
ently low, and the neighbours do not object. These conditions are the exception 
rather than the rule. 

On the other hand, volume expansion with manual control is well worth incorpora- 
tion into a home gramophone amplifier. 

(C) Background music 

Music which is intended to form a background should be compressed and not 
expanded. The maximum dynamic range may be from 25 db down to possibly 10 
db (Ref. 45). 
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(D) Factory music 

Factory music must be heard above a very high noise level without becoming 
inaudible for any appreciable period. It should be compressed and not expanded, 
with a maximum dynamic range from 20 db down to possibly 5 db in exceptionally 
noisy locations. 

References to General Principles : 3, 20, 29, 33, 34, 45, 48, 59. 

(iv) Distortion 

Apart from the harmonic and intermodulation distortion and extraneous noises 
produced by the compressor and expander, which may be kept low by good design, 
there are some special features which require consideration. Some of these are de- 
scribed in Sect. 2(iv) in connection with volume compression. 

(v) General comments 

There is an extraordinarily wide variety of devices for both volume compression 
and volume expansion, but in many cases the information published is too meagre 
to permit comparisons between the different methods. There is the additional pro- 
blem that some of the designs may not be suitable for quantity production, on account 
of unduly critical adjustments and/or critical selection of valves. 

The subject is a very complicated one, and the present unsatisfactory state of the 
** published art " has forced the author to refrain deliberately from giving much 
comment. The methods and circuits described in the following sections have been 
compiled mainly from very limited sources, often from a single article, and the in- 
formation and claims based solely on the articles, to which full references have been 
given. 



SECTION 2 : VOLUME COMPRESSION 

(i) Introduction («) Peak limiters (iii) Volume limiters (iv) Distortion caused 
by peak limiters or volume limiters (v) Volume compression (vi) Volume compression 
plus limiting (vii) Compression of commercial speech. 

(i) Introduction 

In this Section it is intended to approach the subject from the point of view of the 
radio receiver or amplifier designer. 

Volume compressors may be divided into three groups : 

(A) Peak limiters 

A peak limiter is an amplifier whose gain will be quickly reduced and slowly re- 
stored when the instantaneous peak power of the input exceeds a predetermined value 
The output for all inputs in excess of this value is substantially constant. 

(B) Volume limiters 

A volume limiter is an amplifier whose gain is automatically reduced when the 
average input volume to the amplifier exceeds a predetermined value, so that the out- 
put for all inputs in excess of this value is substantially constant. A volume limiter 
differs from a peak limiter in that it is controlled by the average volume instead of 
by the instantaneous peaks. 

(C) Volume compressors 

These are used for the purpose of compression over a substantial part of the entire 
operating range. 
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(ii) Peak limiters 

Peak limiters are used principally in broadcast transmitters. They are intended 
to prevent overmodulation and to increase the average level of the programme. The 
latter result follows automatically if the input is increased and the peak limiter left 
to look after the peaks. 

FIG. 16. r. 
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Pig. 16.1. Compression characteristics (B, C, D) of typical peak limiter or volume 

limiter. 

Some static limiter characteristics are shown in Fig. 16.1. Curve OA is the curve 
of a linear amplifier. Curve OTD is that of an " ideal " limiter, with point T as 
the threshold of limiting. It will be seen that the output does not rise above a level 
of 12 db, no matter how great the input may become. 

Curve OTB is that of a practical peak limiter, the curve TB indicating by its slope 
a compression ratio of 10 to 1 (both being measured in db). The compression in 
db at any point is as indicated by the arrows. 

Curve OC is that of a peak limiter having " over-control " (Refs. 36, 40, 44) which 
does not exceed 100% modulation (line TD) imtil the compression reaches 12 db. 

With peak limiters a volume expander caimot be used to give correct compensation 
for the compression. 

Most of the earlier and simpler forms of peak limiters have a comparatively slow 
'* attack '* time, that is the time taken for the limiter to operate on a sudden increase 
in input level — usual times are 1 or 2 milliseconds. A slow attack time results in 
overmodulation and distortion for short intervals following each transient. More 
recent examples of good design (Refs. 36, 38, 40, 44, 63) claim to have "attack" 
times less than 100 microseconds, while some (Refs. 36, 40, 44) incorporate a time 
delay filter in the signal circuit which is claimed to permit almost instantaneous opera- 
tion. Tests have been carried out under dynamic conditions to demonstrate the 
performance of various types of limiters (Refs. 4, 40, 63). It is good practice for the 
" attack " time of a peak limiter to be less than 200 microseconds, while still shorter 
times (e.g. 100 microseconds or less) are desirable. 

The recovery times in most cases are manually controlled, with times up to 2 or 
even 3 seconds, but automatic control has also been used to lengthen the recovery 
time so as to avoid " pumping " when several programme peaks occur in rapid suc- 
cession (Ref. 36). The recovery time is not made longer than necessary, since it 
causes reduced modulation percentage. 

One design (Ref. 86) has a subsidiary series CR circuit that has only a slight effect 
with a single sharp peak, thereby giving a fairly short recovery time (0.33 sec.) but 
with a sustained peak the recovery time increases to 2 seconds. 

If a fixed value of recovery time is used, the most suitable range is from 0.5 to 1.5 
seconds, and " pumping " may be avoided by restricting the limiting action to 4 or 
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6 db, A preferable arrangement incorporates a double value of recovery time, in 
which ^ longer recovery time occurs on sustained or repetitive peaks, and a short 
recovery time on brief, non-repetitive peaks (e.g. Ref. 72). 

Careful listening tests with modem peak limiters having very short "attack" 
time, indicate that differences in quality can only be discerned when the limiting 
action (compression) reaches 5 db with a good modem type (Rtt 63) or 8 to 10 db 
with the nearly instantaneous type (Ref. 44), 

Some broadcast stations unfortunately abuse the limiter by increasing the percentage 
modulation to such an extent that the distortion is distinctly audible in any good re- 
ceiver. 

References to peak limiters : 4^ 36, 37, 38, 40, 44, 63. 

(iii) Volume limiters 

These are very similar in most respects to peak limiters, and the same general 
remarks hold for both. Examples of volume limiters are Refs. 12, 29. 

(iv) Distortion caused by peak limiters or volume limiters 

(A) Distortion caused by slow attack time 

This is definitely audible in some types of programmes when the attack time is 
greater than 100 microseconds. 

(B) Transient waveform distortion 

This occurs in some types of limiters during hmiting (Ref. 40). It may only affect 
part of one cycle, or it may continue over many cycles. 

(C) Thump 

Control current surges caused by rapid changes in input level may or may not be 
audible as a thump. Careful design is necessary to reduce the trouble. One design 
is claimed to hsx*^ a very high signal /thump ratio (Refs. 36, 40, 44). 

(D) Non-linear distortion 

In the best designs the total harmonic distortion is below 1% and the intermodula- 
tion distortion below 3% under all conditions, over the whole a-f range. 

(E) " Pumping " 

This has already been described above. 

(F) Sibilant speech sounds 

The high frequency components in speech (sibilant sounds) are normally at a much 
lower level than the low frequency components. When volume compression is apphed 
to speech, the control voltage derived from sibilants alone is much less than that from 
vowel sounds. Consequently the amplifier gain is higher for sibilants alone than for 
other speech soimds, leading to accentuation and distortion of the sibilants. This 
trouble may be avoided by incorporating a suitable equalizer in the control circuit 
(Ref. 9). 

(G) Eflfect of pre-emphasis 

Pre-emphasis, as used in certain recording systems and in F-M broadcasting, some- 
times- tends to give overmodulation with high frequency peaks. It is therefore ad- 
visable to place the pre-emphasis network ahead of the limiting amplifier. In such 
cases the limiting should be held to low values such as 2 or 3 db (Refs. 4, 44). 

(v) Volume compression 

Volume compression is distinguished from limiting in that it extends over the whole, 
or a substantial part of, the entire operating range. The compression characteristic 
may either be a straight line (A) or a smooth curve (B) shown typically in Fig. 16.2 i 
in both examples an input range of 60 db is compressed to an output range of 40 db. 
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Either type of compression charac- 
teristic may be used satisfactorily 
in conjunction with an expander 
provided that the expansion char- 
acteristic is the inverse of the com- 
pression characteristic. 

Some examples of volume com- 
pressors are Refs. 2, 31, 66 — see 
also the a.g.c, circuit of Ref. 39. 
The attack time of a volume com- 
pressor should be fairly slow — this 
will permit the attack time of the 
expander to be made the same 
value. A compressor for use with 
recording is described in Ref. 69. 




Fig, 16.2. Compression characteristics of 
volume compressors. 



(vi) Volume compression plus limiting 

In broadcast transmitters it is desirable to adopt both volume compression and 
limiting — volimie compression for use with discretion depending on the type of pro- 
gramme ; limiting for all programmes to permit a high percentage modulation to 
be used without peaks exceeding 100%. 

One combined equipment has been designed (Ref. 39) incorporating a memory 
circuit which holds the gain constant for a predetermined time to preserve the dynamic 
range of the programme. 

References to Section 2 (Volume compression, general) : 2, 4, 5, 9, 12, 29, 31, 32, 
36, 37, 38, 39, 40, 44, 63, 66, 69, 85, 89. 

(vii) Compression of commercial speech 

The comments above apply to good fidelity systems. For commercial speech, 
some form of " level governing amplifier " (W.E. Co.) or " constant volume ampli- 
fier " (British Post Office) is commonly used in complex systems. However, for 
simple systems, it is difficult to improve on an efficient speech clipper (see Sect. 6). 



SECTION 3 : GAIN CONTROL DEVICES 

(i) Remote cut-off pentodes {ii) Pentagrids and triode-hexodes {iii) Plate resistance 
control (iv) Negative feedback (v) Lamps (vi) Suppressor-grid control. 

Gain control devices are used in both volume compressors and expanders to pro- 
vide a gain which is a function of the input signal 

(i) Remote cut-oflF pentodes 

This is an application of audio a.v.c, and remote cut-off pentodes are capable of 
being used in both applications. The predominant (second) harmonic distortion 
does not exceed 1% with valve type 78 having a load resistance of 50 000 ohms, with 
an input of 0.15 volt (Ref. 62). The distortion may be reduced by push-pull opera- 
tion and by limiting the input voltage to a low level. 

A method of testing valves for the preselection of remote cut-off pentodes is de- 
scribed in Ref. 70. 

It is the author's opinion that, despite all the troublesome features, the push-pull 
circuit using suitable selected remote cut-off pentodes, gives the most satisfactory 
control performance. This control stage must be followed by a " combining circuit " 
such as a push-pull transformer or centre-tapped-choke, either in the plate circuit 
or in the following grid circuit — the latter being preferable. See also remarks in 
Sect. 4(iv). 



www.pmillett.com 



16.3 (ii) PENTAGRIDS AND TRIODE-HEXODES 



685 



(ii) Pentagrids and triode-hexodes 

Type 6L7 pentagrids are capable of handling higher input voltages than pentodes 
for the same distortion. The predominant (second) harmonic distortion does not 
exceed 1% with valve type 6L7 having a load resistance of 50 000 ohms, with an input 
of 0.5 volt (Ref. 62). The input signal is applied to the remote cut-off grid (No. 1) 
here operated at fixed bias, and the control voltage is applied to the sharp cut-off grid 
(No. 3). See Refs. 14, 35. 

Type 6A8 pentagrids may also be used, with the signal applied to the oscillator 
grid (No. 1) and the control voltage applied to the signal grid (No. 4). See Ref. 14. 

Type 6K8 triode-hexodes may be used, with the signal applied to No. 1 grid and 
the control voltage applied to No. 3 grid. See Ref. 14. 

Many other types of multi-grid valves may also be used. 

(iii) Plate resistance control 

The plate resistance of a valve is a function of the grid bias voltage. A triode has 
a sharp change from a fairly low value at normal bias voltages to a high value when 
approaching cut-off, and infinity beyond cut-off. This effect has been applied in a 
volume compressor (Ref. 12). 



(iv) Negative feedback 

The gain of an amplifier may be con- 
trolled by means of a negative feedback net- 
work in which one element is the plate re- 
sistance of a valve whose grid is connected 
to the control voltage. One application 
(Ref. 31) gives less than 1.8% total har- 
monic distortion under all conditions, with 
an output of 12 volts. 

Another application of negative feedback 
is Fig. 16.3 which employs a remote cut-off 
pentode with negative feedback provided 
by capacitance Ca from plate to grid. 




Control 
Voltage 



Fig, 16.3. Pentode with negative feed- 
hack used as shunt resistance in an 
attenuator to provide gain control. 

By this means the effeaive plate resistance with feedback becomes approximately 
1/^m* Thus a valve with a range of mutual conductance from 2000 to 2 micromhos 
may be used as a resistance varying from 500 to 500 000 ohms. The ratio between 
output and input voltages is given by 

With the values given in Fig. 16.3, a varia- 
tion approaching 33 db is obtainable when 
Vi has a maximum g^ of 2000 micromhos 
(Ref. 62). The dominant (second) harmonic 




distortion is less than 
voltage of 2 volts. 



0.2% for an input 



O I 3 3 

VOLTAaC ACROSS FILAMENT 

Fig, 16.4. Resistance characteristic 
of typical 4-6 volt 0.04 A metal 
filament lamp used in volume ex- 
panders {Ref, 45). 



(v) Lamps 

Metal filament (dial) lamps may be used as 
control devices in volume expanders. A 
typical tungsten filament lamp has a resistance 
at maximum brilliancy of about 10 times that 
at room temperatiire (Fig. 16.4). See Sect. 
4(ii) for applications of metal filament lamps 
in expanders. 

Note : Carbon filament lamps have a re- 
sistance which is less when at maximimi 
brilliancy than at room temperature. 
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(vi) Suppressor-grid control 

The control voltage may be applied to the suppressor grid of a suitable pentode 
valve. This is used in Figs. 16.11 and 16.12. 
References to suppressor-grid control : 7, 10, 16j 21, 33, 46. 



SECTION 4 : VOLUME EXPANSION 

(0 Introduction (it) Expanders incorporating lamps (Hi) Expanders utilizing 
feedback (iv) Expanders incorporating remote cut-off pentodes (v) Expanders in- 
corporating remote cut-off triodes (vi) Expanders incorporating suppressor-grid con- 
trolled pentodes (vii) Expanders incorporating valves with five grids (viii) Expanders 
incorporating plate resistance control. 

(i) Introduction 

Volume expansion is very similar to volume compression, and the same control 
methods are used for both, but the control voltage is of opposite polarity. In fact, 
an expander /compressor may be designed with a switch to change from one to the 
other (Fig. 16.14). 

The desirable characteristics which a volume expander should have are : 

1. Negligible non-linear distortion. 

2. The degree of expansion should be under control, 

3. The degree and control of expansion should be independent of the volimie level 
at which the amplifier is operated. 

4. The expansion should result in the upwards expansion of loud passages and the 
downwards expansion of soft passages. 

5. The attack time should be short — times from 0.2 to 200 milliseconds are in com- 
mon use, but the shorter times are preferable (say not exceeding 20 milliseconds). 

6. The recovery time should be adjustable from a fraction of a second to 1 or 2 
seconds. 

7. There should be no audible thump or transient distortion with sudden large 
transients. 

8. There should be no appreciable reduction in maximum power output. 

9. The overall gain should not be reduced seriously by the expander. 

10. The shape of the expansion characteristic should provide some expansion at 
low output levels, the amoimt of expansion steadily increasing all the way to 
maximum power output. 

For most purposes an expansion of 10 or 12 db is satisfactory, although some prefer 
up to 15 or even 20 db. 

It is preferable to introduce the expander into the amplifying chain so that mini- 
mxan amplification follows it. It is therefore desirable to select a type of expander 
which is capable of a fairly high output voltage. It is preferable for tone controls 
to precede the expansion unit. 

Electronic methods of volume expansion may be divided into two groups, those 
in which the control voltage is derived from the output voltage,. and those in which 
it is derived from the input voltage, suitably amplified. The former method is cheaper 
and employs fewer valves, but it has a less desirable shape of expansion characteristic 
and may be unstable. The latter method is used in Figs. 16.10 to 16.15 inclusive, 
and is preferable in order to avoid thumps and blocking effects. 

When the control voltage is derived from the input voltage, a ** side-chain " am- 
plifier is used (e.g. Fig. 16.10) with the final stage transformer-coupled to a suitable 
full-wave rectifier and load network. 
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(ii) Expanders incorporating lamps 

Small metal filament lamps are sometimes used in volume expanders^ the variation 
of about 10 to 1 in resistance (see Fig. 16.4) giving sufficient range of control. The 
simplicity and cheapness of some of these volume expanders make a strong appeal^ 
although there are many shoncomings. If the lamps are placed in the voice coil 
circuit there is a loss of something like 50% of the power output. It is difficult to 
find lamps with characteristics suitable for all applications. It is not possible for the 
listener to control either the amount of expansion or the time constant. The degree 
of expansion falls rapidly as the operating level is reduced^ and an appreciable amount 
of expansion can only be achieved at maximum power output. The more complicated 
designs overcome a few of these defects. 

A lamp with a 40 mA current has an attack time of about 30 milliseconds and a 
recovery time of about 150 milliseconds (Ref. 45). 

(A) Lamps in voice coil circuit 

The simplest form is Fig. 16.5 in which the lamp is shunted across the voice coil, 
but this is only effective with a pentode valve without voltage feedback, and the dis- 
tortion due to mismatching is severe except at one level. It is not used in practice. 



FIG. r6.5 FfG. 16.6 




Fig. 16.5. Simplest form of volume Fig. 16.6. Bridge type of volume 

expander using a lamp expander using lamps. 



FIG. 16 7 




Fig. 16.7. Bridge type of volume 
expander using lamps which provides 
bass boosting at low levels. 



The bridge circuit of Fig. 16.6 is quite practical, and may be used with any type 
of output valve. At maximum volume this may possibly have an efficiency of 66%. 
With the addition of two inductors Li and La and two capacitors Cj and Cg (Fig. 16.7) 
it may be used to provide bass boosting at low output levels only (Refs. 50, 51, 52,.61), 
Correct load matching is arranged for maximum output, leaving the low level condition 
to look after itself. 

A suggested application of both carbon and metal filament lamps is Ref. 53. 

(B) Volume expander in stage preceding loudspeaker 

The loss of power caused by lamps in the voice coil circuit may be avoided by in- 
corporating the expander in an earlier stage. This necessitates a low power ampli- 
fier (driver) stage which provides enough power to operate the expander, say 3 watts, 
followed by a step-up transformer to the output stage, which may be a high-power 
push-pull amplifier. The volume control should follow the expander, or else two 
volume controls should be used (Ref. 54). 
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(C) Lamp-controlled feedback 

This is undoubtedly the best form of expander using lamps^ although it suffers 
from most of the limitations of the lamp. An expansion of about 10 db is practicable 
and Fig. 16.8 shows one form which it may take. Refs. 22, 34, 45. 

References to expanders incorporating lamps : 22, 33, 34, 45, 50, 51, 52, 53, 54, 
55, 61. 




Fig^ 16.8. Lamp-oper- 
ated negative feedback 
volume expander (Ref. 22). 



(iii) Expanders utilizing feedback 

Two designs have been developed by Stevens (Ref. 58) and subsequently received 
attention (Ref. 22) but have certain limitations. 

An improved form is shown in Fig. 16.9 which gives an expansion of 29 db, with 
minimum gain of 200 times. The distortion is not visible on a C.R.O. with an out- 
put of 30 volts r.m.s. The attack time is 50 milliseconds and the recovery time about 
1 second ; the latter may be adjusted by varying Riq, For further details see Refs. 
22, 24 and 68. 



(iv) Expanders incorporating 
remote cut-off pentodes 

This is the oldest type of volume 
expander and a very satisfactory one, 
the valves being types suitable for 
use as i-f amplifiers or audio a.v.c, 
stages in receivers. It is possible 
to obtain a good control characteris- 
tic and any reasonable degree of 
expansion, to provide independent 
volume and expansion controls, and 
to arrange the time constants of the 
circuit to give the desired attack and 
recovery times. In order to avoid 
non-linear distortion, the controlled 
stages should operate with input 
voltages not greater than 0.15 volt, 
with a load resistance of 50 000 
ohms. The controlled stages are 
nearly always arranged in push-pull 
— this eliminates even harmonic 
distortion and reduces intermodula- 
tion distortion. Push-pull opera- 
tion is particularly valuable in re- 
ducing " thump '* with large tran- 
sients ; it also reduces any residual 
ripple that may come through from 
the rectifier. A further advantage 
of push-pull operation is that cath- 
ode and screen by-pass capacitors 
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Fig, 16.9. Volume expands using n^ative 
feedback ; (A) amplifier (B) circuit for supply- 
ing control bias to the amplifier (Refs. 22, 24). 
= = Fs = = SP41 5 and K, 
together = 6H6, 
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Fig. 16.10. Volume expander incorporating remote cut-off pentodes {Ref. 23). 
Controls A = balance^ B = volume, C = input level, D = expansion, E = time 

constant. 

may be omitted, thus eliminating time delay in the adjustment of electrode voltages. 
Valves used in each push-pull pair must be very carefully matched for plate current and 
mutual conductance at several points over the operating range of grid bias voltages. 
Owing to the limited input -voltage which may be used, there should be one voltage 
amplifier stage between the controlled stage and the power amplifier. 

An example of good design is Fig. 16.10 (Ref. 23). The minimum attack time is 
about 10 milliseconds and the recovery time of the order of 1 second. The expansion 
curve (db versus voltage) is approximately linear up to a d.c. control voltage of 20 
volts, which gives 10 db expansion. The 6SC7 stage is common to both sections. 
The 6SK7 push-pull stage is the controlled stage ; this is followed by the 6N7 voltage 
amplifier stage which is coupled to the 6V6-GT power amplifier. The signal to feed 
the rectifier is taken from the plate circuit of the 6SC7 stage, amplified in two stages 
(6F8-G), the second being a cathode follower, and rectified by the 6H6. The direct 
voltage from the 6H6 filter circuit is applied to the signal grids of the 6SK7 valves. 

In any expander of this general type, whatever may be the method of controlling 
the gain, it is necessary to prevent the transients in the output of the individual ex- 
pander valves from becoming so large as to cut off the following stage. This can be 
accomplished by transformer couplings by a direct-coupled phase inverter (as in 
Fig. 16,13) or by the use of low values of load resistances and coupling capacitances 
(as Fig. 16.10). With the third method it is necessary to incorporate an equalizing 
network to give a flat overall frequency response. 

Refs. 22 (Part 1), 23. 

(v) Expanders incorporating remote cut-off triodes 

Any remote cut-off pentode may be connected as a triode (screen, suppressor and 
plate tied together) to form a triode which may be used in a similar manner to a pen- 
tode^ except that the gain will be lower. It has been stated that a single valve has 
0.37% tptal harmonic distortion unexpanded^ 0.64% expanded, predominately 
second harmonic^ when the output level is — 25 db (i e. 0.056 volt). For further 
details see Refs. 1, 42. 

(vi) Expanders incorporating suppressor-grid controlled pentodes 

A sharp cut-off pentode of suitable design may be used for controlling the gain — 
the English Mazda AC/SPl and the American 6SJ7 are typical examples. One 
example of this application is Fig. 16.11 (Refs. 7, 10) which has an attack time of about 
1 millisecond, and a variable recovery time of about 1 second maximum.. Resistors 
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Fig. 16.11. Volume expander incorporating push-pull suppressor-controlled pen- 
todes {Ref, 7). = MH^, V^=V^= AC/SP\, V, - KTAl, V,^V^ = AZ3, 

7? 9 and 7?io prevent the suppressor grids from being driven positive. With the 
moving contacts of and R^ at the chassis ends, Ri should be adjusted in con- 
junction with the volume control of the main amplifier so that the latter will just be 
fully loaded with the loudest signal. Ri 7 is then adjusted to give the desired expansion. 
i?i2 is advanced until the loudest signal just causes the suppressors to be at cathode 
potential. Any further alteration in volume level should be made by R^, Some 
suggested modifications are given in Refs. 10, 16. 

A second example is Fig. 16.12 (Ref. 27) in which the need for push-pull operation 
and for a transformer is avoided by an ingenious device. Vi is the suppressor- 
controlled stage while V2 is a " dummy " designed to balance the plate and screen 
currents of Vi so that the current passing through each load resistor is constant. The 
maximum signal input to the expander stage is about 0.25 volt^ and the maximum 
signal output of the expander is of the order of several volts, for low distortion. The 
controlled range is about 15 db. The diode reaifier incorporated in the suppressor 
circuit prevents the suppressor from being driven positive. The time constants 
are such that 75% of final gain is achieved in the fast position in approximately 20 
milliseconds^ and in the slow position 60 milliseconds. The recovery times are 
about 0.5 and 1.2 seconds. 

References 27, 46. fig. i6. 12 
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Fie 16.12. Single-ended surgeless volume expander incorporating suppressor-grid 
control (Ref. 21). 
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(vii) Expanders incorporating valves with five grids 
(A) Incorporating type 6L7 

This valve type has two signal input grids, grid No. 1 having a remote cut-off 
characteristic, and grid No. 3 having a sharp cut-off characteristic. Normally the 
signal is appUed to No, 1 grid which operates at a fixed bias of about — 10 volts, grid 
No. 3 is operated with a static bias of appro ximat^-ly — 18 volts, the screen is main- 
tained at 100 volts and the static plate current is from 0.12 to 0.15 mA. The expan- 
sion available is about 20 db, and the maximimi input is 1 volt, or say 0.5 volt for 
reasonably low distortion. There may be difficulty with himi, owing to the low signal 
amplification with small input voltages. There must be a careful compromise be- 
tween time of ** attack " and suppression of the ripple voltage produced by the bias 
rectifier. Particularly when the input level is low, the transient voltages on No. 3 
grid become audible as clicks or thumps. These remarks apply to the old form of 
single valve design (Refs. 13, 35, 55, 64). 

An improved form is shown in Fig. 16.13 (Ref. 21) which makes use of push-pull 
6L7 control valves and direct-coupling to the following 6SJ7 phase inverter. The 
attack time is 12 milliseconds and the recovery time adjustable from 0.07 to 0,9 second. 

References to 6L7 expanders : 19, 21, 35, 55, 64. 



FIG '6. 13. 
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Fig. 16.13. Volume expander incorporating pmh-pull 6L7 control valves (Ref. 21). 

(B) Incorporating 6A8 

The input signal is applied to Grid No. 1 (oscillator grid) and the amplified voltage 
for control purposes is taken from a volume control in the plate circuit of Grid No. 2 
(anode grid), rectified by a separate rectifier and then applied to Grid No. 4 (control 
grid). Ref. 14 ; also Ref. 56 (incorporating MX40). 

(C) Incorporating triode-hexode (6K8) 

The input signal is applied both to Grid No. 1 of the hexode and to the grid of the 
triode, and the amplified voltage for control purposes is taken from a volimie control 
in the triode plate circuit, rectified by a separate rectifier and then applied to Grid 
No. 3 of the hexode Ref 14. 

(D) Incorporating type 6$A7, 6BE6, or 7Q7 

One possible application is Fig. 16.14 (Ref. 25) in which push-pull 7Q7 valves 
form the controlled stage. The maximum expansion is 18 db, attack time 3 milli- 
seconds and recovery time 0.5 second. The push-pull signal is applied from the phase 
splitter to the No. 3 grids of the 7Q7 valves, while the control voltage is applied to the 
No. 1 grids in parallel. In the original article this expansion circuit is incorporated 
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(vii) (D) INCORPORATING TYPE 6SA7, 6BE6 OR 7Q7 



16.4 



FIG 16 14 




Fig. 16.14. Volume expander /compressor incorporating push-pull 7 Q7 (= 6SA7 ^ 
6BE6) control valves and 7N7 (= 6SN7-GT) as phase splitter and control amplifier 
with lAr34 germanium crystal diode rectifiers (Ref. 25). 



in a complete 30 watt amplifier with 4% total harmonic distortion at zero expansion 
which is increased to 5.5% with maximum expansion. 

(viii) Expanders incorporating plate resistance control 

The plate resistance of a valve may be varied either by varying the grid bias or by 
applying feedback. In either case it may be used to shunt across a network and 
thereby to control the overall gain. 

Some possible applications are described in Refs. 22 (Part 1 Fig. 3), 41 ^ 43 and 55 
(Fig. 6). A good design is Fig. 16.15 (Ref. 43) in which a rapid attack is combined 
with a recovery time which may be varied from 0.5 to 10 seconds. The maximum 
expansion is 12 db, and the intermodulation distortion is always less than 1.75%. 
The expansion characteristic (db versus db) is almost linear. The push-puli 6J5 
valves form a Class Ai amplifier with a normal load of 15 000 ohms across each valve. 
The 6P5 ( =^ 76) valves form the controlling stage and place an additional shunt load 
from a high value to 10 000 ohms per valve. The maximiun input voltage is 3 volts 
peak, grid to grid. If a high impedance input circuit is desired, transformer T^ 
may be replaced by a phase splitter stage (Fig. 6 of Ref. 43). The close approach to 
linearity in the expansion characteristic is obtained by arranging 6 db more expansion 
than necessary, and then reducing the overall gain by 6 db through negative feedback. 

Some alternative applications are discussed in Ref. 13, 
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FIG 16 15 
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8dbl ' 

Fig, 16.15, Volume expander incorporating plate resistance control {Ref, 43). 



SECTION 5 : PUBLIC ADDRESS A.V.C. 

Audio a.v.c. may be applied to an a-f amplifier so as to permit the speaker to move 
his head without causing a serious drop in sound output level from the loudspeaker. 
The usual method is to incorporate into the amplifier a control valve, at such a level 
that the input voltage to the control valve is about 0.5 volt for type 6L7 or 0.15 volt 
for a remote cut-off pentode. Other methods of control can^ of course, be used. 
The control voltage may be derived from a suitable point on the main amplifierj 
preferably through an isolating stage^ with a full wave rectifier and filter in the usual 
way. A typical example is Ref. 65. 

References to public address a.v.c. : 39j 65 j 92. 



SECTION 6 : SPEECH CUPPERS 

In the case of speech it. is practicable to clip the peaks without seriously affecting 
the tonal qualities of the voice^ and with a bearable degree of distortion. With a 
suitably designed speech clipper it is possible to operate at a higher average level than 
with a limiter, owing to the long recovery time which is necessary with the latter. 
A speech clipper is practically instantaneous in its action. 

When peaks have been clipped there should be a minimum of phase distortion in 
the remainder of the amplifierj at least up to 8000 c/s. The response should be flat 
from 200 to 4000 c/s, but there must be treble attenuation above 4000 c/s — at least 
25 db at 10 000 c/s. The treble attenuation may be provided by a single constant 
k section filter, since the harmonics are attenuated sufficiently before they are shifted 
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SPEECH CLIPPERS 



16.6 



far enough in phase to increase appreciably the peak amplitude of the wave. At the 
bass end, satisfactory results are obtained if the response following the clipper stage 
is attenuated 3 db or less. 

The Plex amplifier (Ref, 37, Fig. 3) is capable of 20 db peak clipping before the 
distortion becomes serious. The average increase in power level is about 12 db. 

An alternative design of speech clipper incorporated in a speech amplifier is given 
in Fig. 2 of Ref. 28, 



FIG. t6. 16 




B + 



Fig. 16.16. Simple form of speech clipper suitable for an amateur transmitter. 
The 3.75 H choke must have low dx. resistance and good a-f characteristics (Ref, 28). 

A much simpler form of speech clipper, but one good enough for use with amateur 
transmitters, is shown in Fig. 16.16 (Ref, 28). 

" Infinite " peak clipping has been used successfully, giving articulation from 50 
to 90%, If preceded and followed by suitable frequency-tilting filters, the articu- 
lation may reach 97% with a quality sounding very much like normal speech. See 
Chapter 14 Sect. 11 (ii), also Ref, 71 of this chapter. 

References to speech clippers : 28, 37, 63, 71. 



SECTION 7 : NOISE PEAK AND OUTPUT LIMITERS 



(i) Introduction (ii) Instantaneous noise peak limiters (Hi) Output limiters (iv) 
General remarks. 

(i) Introduction 

Limiters are restrictive devices to mitigate the effects of undesired elearical dis- 
turbances of an impulsive nature 
such as static and ignition noise 
on the output of an A-M re- 
ceiver. 



(ii) Instantaneous noise- 
peak limiters 

(A) Series noise-peak limiters 

These are highly effective in 
radio receivers. Fig. 16.17 is a 
simple series limiter which only 
requires four additional com- 
ponents as shown inside the 
dash-dash rectangle. Threshold 
bias is derived from the rectified 




^ jM£l _ _ _ jp^irE. J 

Fig. 16.17. Simple series limiter (Ref, 30). 
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(ii) INSTANTANEOUS NOISE-PEAK LIMITERS 



695 



When a 6H6 valve is used for 
both diodes, the hum may be re- 
duced by earthing the end of the 
heater which is closer to the 
diode D2. The hum may still 
be troublesome even with this 
precaution. 

A circuit giving lower hum is 
Fig. 16.18 ; if a limiter on/off 
switch is used, two different 
values of Cs will be required. 

(B) Series- type noise limiter 
with thresliold adjust- 
ment 

In this form the limiter thres- 
hold can be varied from about 
65% modulation down to sub- 
stantially zero, on half of the 
modulation cycle (Fig, 16.19). 
Diode D3 may be added to buck 
the thermionic potential of the 
limiter diode and thereby im- 
prove the effeaiveness at low 
carrier levels ; this is at the cost 
of increased distortion. 
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Fig, 16.18. Hum-reduction version of simple series 
limiter with equivalent circtnt to show bridge con- 
figuration {Ref, 30). 



(C) Low-loss series-type noise limiter (Fig. 16.20) 

This provides the a-f amplifier with a higher percentage of the a-f voltage across 
the detector diode load (2 or 3 db improvement). 




Fig. 16.19. Series-type noise limiter with threshold adjustment {Ref, 30). 
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(ii) (C) LOW-LOSS SERIES-TYPE NOISE LIMITER 
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(D) Balanced-detector noise Umiter (Fig. 16.21) 

This functions as a balanced bridge arrangement for detector voltages above the 
limiting threshold, with imbalance at all other times. It must be adjusted manually 
for each carrier level. This is not a very satisfactory form of limiter. 



FIG. I«.3I 



Fig. 16,21. Balanced-detec- 
tor noise limiter (Ref. 30). 
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(E) Automatic balanced-detector noise limiter (Fig. 16.22) 

The additional diode is operated from a tertiary winding on the final i-f transformer. 
Limiting does not take place at modulation depths below 100%. This is an improve- 
ment on Fig. 16.21 but it also is limited in performance. 




Fig. 16.22. Automatic 
balanced-detector noise 
limiter. (Ref. 30). 
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(ii) (F) BALANCING-TYPE NOISE LIMITER 

FIG. 16. 34 
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FIG. 16.23 





A-F 

OUTPUT^ 



Fig. 16.23. Balancing-type noise limiter 
(Ref. 30). 



Fig, 



16.24. Triode shunt- type noise 
limiter (Ref. 30), 



(F) Balancing-type noise limiter (Fig. 16.23) 

This uses a limiter diode with reversed polarity, shunted across the detector diode. 
The modulation distortion is quite high, even on relatively low modulation depths. 
This circuit gives effective limiting of noise peaks. It provides about twice the 
normally obtainable a.v.c. voltage when the direct potential across i?2 is utilized. 

(G) Triode shunt-type noise limiter (Fig. 16.24) 

This circuit employs the plate resistance of a triode shunted across a portion of 
detector diode load, the magnitude of the shunt resistance being controlled by the 
grid and plate voltages, which act in conjunction with differential time-constants. 




The percentage of modulation at 
which distortion begins depends on 
the triode used, the values of R^, Rt 
and i?3, the time-constants involved, 
and the absolute carrier level. The 
higher carrier levels produce no dis- 
tortion and no limiting. Serious 
distortion has been observed with 
10% modulation at low signal levels. 
Effective limiting action is restricted 
to a narrow range of carrier input 
Fig, 16.25. Diode shunt-type noise limiter levels, generaUy above 10 Mc/s in 
{Ref, 30). carrier frequency. 

(H) Simple diode shunt-type . noise limiter (Fig. 16.25) 

This is the simplest form of limiter, but the performance is not very good ; some 
improvement is evident on pulse type interference on signals above 10 Mc/s, 

FIG 16.3* 

(I) Modified shunt-type noise 
limiter (Fig. 16.26) 

This limiter begins to cause dis- 
tortion at about 100% modtilation 
for the values shown. This form is 
much more effective than the simple 
shimt limiter, although not so good 
as the simple series-type limiter at 
the lower carrier frequencies. 
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Fig, 16.26. 



Modified shunt 
(Ref. 30). 



noise limiter 
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(ii) (J) DEGENERATIVE NOISE-LIMITER 



16.7 




Fig, 16.27. Degenerative noise limiter, acting between first and second i-f stages 

(Ref. 30). 

(J) Degenerative noise-limiter (Fig. 16,27) 

Degenerative feed to the i-f amplifier prior to final detection is used in this circuit. 
A ponion of the output from the first i-f amplifier is amplified in the first and second 
noise-limiter amplifiers^ and the resulting i-f output is coupled into a full-wave recti- 
fier having Ri as a load resistance. The direct vx)ltage developed across Ri provides 
the bias for the grid of a 6L7 serving as second i-f amplifier. Front panel control 
Rs provides a positive delay voltage for the diode cathodes, to prevent rectification 
until the signal or noise peaks exceed this bias. This limiter requires manual adjust- 
ment of the threshold of operation, and is useless on fading signals. Modulation 
distortion is determined by the delay bias obtained from i? 3 or by an accessory a.v.c 
bias if provision is made for automatic biasing. 

(iii) Output limiters 

(A) R-F output limiter 

This method, using low voltages on r-f amplifier plates and screens, is mainly used 
for telegraphy (Ref. 30). 

(B) A-F saturation-type output limiter 

This method gives control of the maximum output of the a-f power amplifier by 
suitably adjusting the plate, screen and grid voltages. A low-pass filter filters out 
distortion produced in the output stage. A similar result may also be achieved in 
an a-f voltage amplifier by controlling the screen voltage of a pentode valve. These 
are mainly used for modulated c-w (Ref. 30). 

(C) Logarithmic compressor (Fig. 16.28) 

- This circuit is a two-stage a-f amplifier with negative feedback, having two diodes 
connected in series with the feedback path in such a way as to provide a path for both 
positive and negative half-cycles of the feedback voltage. Potentiometer R^o provides 
bias to the diodes for setting the limiting level. 

Using the diodes in this manner is equivalent to varying the feedback percentage 
from a low value to a maximum as the instantaneous feedback voltage rises, with 
the reverse effect as the instantaneous feedback voltage falls. This circuit produces 
considerable distortion on speech or music but does not destroy intelligibility. Noise 
interference is reduced substantially, and almost as effectively in some cases as with a 
series noise-peak limiter. 
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Fig. 16.28. Logarithmic compressor (Ref. 30). 



(iv) General remarks 

Satisfactory protection against blocking may be provided by arranging for the stage 
preceding the final i-f amplifier to overload before the final i-f amplifier, then for each 
preceding stage to overload in turn. 

A linear detector (or second detector) is desirable when handling a high noise level. 

It is desirable to have control of the a-f gain of the stage following an instantaneous 
li miter — shunt limiters operate better with low following a-f gain. Ref. 30. 
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SECTION 1 : INTRODUCTION TO DISC RECORDING 

(i) Methods used in sound recording (iV) Principles of lateral recording (Hi) Fre- 
quency range (iv) Surface noise and dynamic range (v) Processing {vi) Turntables 
and driving mechanism (vii) Automatic record changers, 

(i) Methods used in sound recording 

There are many methods which have been used for sound recording, but these may 
be arranged in the following principal groups : 

1. Magnetic recording includes magnetic wire and magnetic tape. See Refs. 
258 (Chapter 29), 272, 316, 318. 

2. Sound on film finds its principal application in cinema films. The Philips- 
Miller engraved film system is used to a limited extent for broadcast transcription. 
Film is also used for embossed lateral recording for some special applications. The 
high cost of the film precludes the use of this medium in most other fields. See 
Ref. 258. 

3. Mechanical groove recording is used in various forms including 

(a) the cylinder (e.g. dictaphone) 

(b) the disc, which is the only type of recording considered in this chapter. 
Two methods of recording are used with discs : 

1. Vertical recording (" hill and dale "), which has had only a limited field of 
application, and appears unlikely to be used extensively in the future. 

2. Lateral recording which is the method used most generally, and is the subject 
of this chapter. 

Lateral recording is used with five types of discs — 

(a) The 78 r.p.m. " shellac " pressings, 

(b) The 33-1/3 r.p.m. fine groove, otherwise known as microgroove or long- 
playing (LP) records, 

(c) The 45 r.p.m. fine groove records, 

(d) Lacquer discs used for direct playback— see Sect. 8, 

(e) Discs used principally for broadcast transcription recording, usually operated 
at 33-1/3 r.p.m. — see Sect. 9. 

701 



www.pmillett.com 



702 



(i) METHODS USED IN SOUND RECORDING 



17.1 



The nominal speed of rotation is interpreted for recording as follows : 

Supply frequency 50 c/s GO c/s (R.M.A,) 

78 r.p.m. nominal 77.92 78.26 r.p.m. (R.M.A.) 

33-1/3 r.p.m. nominal 33-1/3 33-1/3 r.p.m. (R.M A.) 

Tolerance in speed of rotation ± 0.5% ± 0.3% (N.A.B.) 
The speed is usually checked by means of a stroboscope illuminated by a lamp 
supplied from a.c. mains. The usual arrangement is : 

Supply frequency 50 c/s 60 c/s (N.A.B.) 

Number of bars on stroboscope 77 92 for 78 r.p.m. 

180 216 for 33-1/3 r.p.m. 

At either 78.26 or 33-1/3 r.p.m. not more than 21 dots per minute in either direction 
may drift past a reference point (N.A.B. for recording). 

See Reference 89 for a " Glossary of disk-recording terms." See Reference 105 
for a " Bibliography of disc recording " (1921 to 1947), 

See References 2, 87^ 237 and 260 for American Recording Standards. . See Sect. 2 
for current English and American practice. 

(ii) Principles of lateral recording 

In lateral recording the groove forms a spiral either from the outside to the inside 
(as with all commercial " home " recordings) or from the inside to the outside (as 
with some transcription discs). The groove undulates horizontally from side to side 
of the mean path so as to deflect the stylus (needle) and armature of the pickup in 
accordance with the recorded sound (Fig. 17.1). The undulation of the groove is 
called " modulation " and the movement to one side of the mean path at any instant 
is called the amplitude of the modulation. The stylus is wedged in the groove by the 
effective vertical pressure due to the weight of the pickup, and moves radially about 
the pivot of the armature (Fig. 17.2). 




Cent-re line of 
Groove 



Fig. 17.1. 



FlC. 17. I FIG, 17. 2 

Unmodulated (left) and modulated (right) groove of lateral recording 
Fig, 17.2. Motion of stylus tip with lateral recording. 



If the recorded sound is of sine-wave form, the maximum transverse velocity of the 
stylus tip will occur at O and zero velocity will occur at B and B', the two extremities 
of travel. This is an example of simple harmonic motion (see Chapter 6 Sect. 4). 
The maximum transverse velocity is 27r//4 where / is the frequency in c/s and A is 
the peak amplitude. The r.m.s. transverse velocity is given by 1.41 -rrfA, 

The recorded level may be specified in terms of r.m.s. velocities at 1000 c/s^ 
or in decibels with a reference level 0 db = 1 cm/sec. lateral r.m.s. stylus velocity. 
The following tables are based on this usage. 
(A) 78 r.p.m.— Cross-over frequency = 500 c/s 

Velocity Peak Comments 
r.m.s. amplitude* 
3.16 cm/sec 0.56 mil R.M.A. Frequency Test Record No. 1(A) 
6.31 cm/sec 1.1 mils \R.M.A. Frequency Test Record No. 1(B) 
7.94 cm/sec 1.4 mils / max. velocity (1000 c/s). 



Level 

10 db 
16 db 
18 db 
22 db 
26.8 db 



12.6 cm/sec 2.2 mils 
22 cm/sec 3.8 mils 



Max. instantaneous programme peak. 



• Over constant amplitude portion. 
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(B) 78 r.p.m. — Cross-over frequency = 250 c/s 



Level 

10 db 
12 db 
15 db 



Velocity Peak 

r.m.s. amplitude* Comments 

3.16 cm/sec 1.1 mils 

3.98 cm/sec 1.4 mils 

5.62 cm/sec 2.0 mils Normal maximum level 

7.94 cm /sec 2.8 mils 



Velocity 
r.m.s. 

5.2 cm/sec 
14.0 cm/sec 
18.0 cm/sec 



Comments 

RCA Test record 12-5-31 (1000 c/s) 
Max. instantaneous programme peak. 
Max. level on R.C.A. Test Record 12-5-37. 



+ 18 db 
N.B. 1 mil = 0.001 inch. 

(C) 45 r.p.m. 

Level 

+ 14.3 db 
+ 22.9 db 
+ 25.1 db 

(D) 33-1/3 r.p.m. (LP) 

Velocity 
Level r.m.s. 

+ 7.5 db 2.4 cm/sec Columbia Test record RD-103 (1000 c/s). 

+ 22.9 db 14.0 cm/sec Max. instantaneous programme peak. 

There are two basic methods of recording sounds of different frequencies — constant 
velocity and constant amplitude. " Constant velocity " refers to the maximum 
transverse velocity of the stylus tip at the zero axis^ this being held constant as the 
frequency changes. A diagrammatic representation of constant velocity recording 
for two frequencies is given in Fig. 17,3. 





Fig, 17.3, Diagram of constant velocity recording for two frequencies f and 2f. 
Fig, 17.4, Diagram of constant amplitude recording for two frequencies f and 2f, 

It may be shown that constant velocity recording has the following characteristics 
for constant power at all frequencies — 

1, The peak amplitude is inversely proportional to the frequency. 

2. The maximum slope of the curve is the same for all frequencies. 

In the general case when the power is changing, the maximum velocity at any fre- 
quency is proportional to the peak amplitude. With an " ideal " electro-magnetic 
pickup, which inherently follows a constant velocity characteristic, the output voltage 
for sine waveform is proportional to the maximum velocity at all frequencies. 

Constant velocity recording is not suitable for use over a very wide frequency ratio, 
owing to the large variation in peak amplitudes. For examplCj over a range of 8 
octaves the ratio of maximum to minimum amplitude is 256 to 1. 

" Constant amplitude " recording indicates that the maximum amplitude is 
held constant when the frequency changes, for constant power output (Fig. 17.4). 
It may be shown that the maximum slope is proportional to the frequency. 

Constant amplitude recording is very suitable for low frequencies, but is not satis- 
factory with large amplitudes at the highest audio frequencies because the transverse 
velocity of the needle tip becomes excessive, leading to distortion in recording and in 
reproducing. On the other hand, constant velocity recording is satisfactory over a 

•Over constant amplitude portion. 



www.pmillett.com 



704 



(ii) PRINCIPLES OF LATERAL RECORDING 



17.1 



limited frequency range of medium or high frequencies. Therefore most recording 
systems employ an approximation to constant amplitude recording at low frequencies 
and an approximation to constant velocity recording for at least part of the medium 
and higher frequency range (see Sect. 5). 

It may be shown (Ref, 146) that the minimum radius of curvature at the peak of 
the curve is given by 

P - 0.025AV^ (1) 
where p = radius of curvature in inches 

A = wavelength of sine-wave curve in inches 
and A = peak amplitude of curve in inches. 
Equation (1) may also be put into the form 

A = 0-025 AVp. (2) 
Any stylus is unable to fit accurately an undulation in the groove with a radius of 
curvature at the point of contact less than its own radius of curvature. We may there- 
fore apply eqn. (2), taking p as the radius of curvattire of the stylus, to give the maxi- 
mum amplitude (called the critical amplitude) for correct operation, 

A,ru - 0.025 AV/> (3) 
where p = radius of curvature of stylus, in inches. 

But since the r.m.s. transverse velocity is equal to 1,41 irfA we can determine the 
critical velocity in cm/sec. 

Critical velocity rm.s. = 11.3 fAcru cm/sec (4) 
where A = critical amplitude in inches. 

(iii) Frequency range 

The maximum recorded frequency in commercial shellac records manufactured 
prior to 1940 was of the order of 6000 c/s. At the present time most new recordings 
are recorded up to at least 8000 c/s, while many manufacturers record up to 10 000 
or 15 000 c/s. Recordings up to ultrasonic frequencies (20 000 c/s) have been made, 
and are claimed to provide improved fidelity even though the higher frequencies are 
inaudible (Refs. 195, 271). 

The lowest recorded frequency is of the order of 30 c/s, although some record 
manufacturers do not publish their recording characteristics below 50 c/s. 

(iv) Siirface noise and dynamic range 

Surface noise (needle scratch) is unavoidable with any method of disc recordings 
but the maximum signal-to-noise ratio may be made quite high. The maximum 
dynamic range will be greater than the measured signal-to-noise ratio on account of 
the nature of the noise, which approaches the characteristics of random noise if there 
are no resonances anywhere in the equipment — see Chapter 14 Sect. 7(v). 

Surface noise is not really objectionable if it is reasonably low in level and if it can 
be described as " silky." This latter criterion can only be attained when the pickup 
and loudspeaker both have smooth response throughout the whole frequency range. 
If the pickup has a prominent resonance within the audible frequency range — even if 
correctly equalized— the noise will not be " silky " and will tend to become objection- 
able. 

In all cases the high frequency range of the equipment should be limited by a suit- 
able filter giving a choice of cut-off frequencies. Filters with very rapid cut-off 
characteristics are undesirable on account of distonion effects, but a combination 
of a *' roll-off" characteristic and a filter with an ultimate attenuation of at least 12 
db /octave appears to be satisfactory. Any other method of achieving a " rounded " 
cut-off characteristic would probably also be satisfactory. 

The maximum signal to noise ratio of shellac pressings varies considerably. The 
older shellac pressings had a maximum signal to noise ratio* of the order of 30 or 
35 db. The most recent English shellac pressings have a maximum signal to noise 
ratio* of 50 db (Ref. 88) for a new record. The best of recent American 78 r.p m. 
shellac recordings have a maximum signal to noise ratio* of 45 or 46 db when new 

•Measured with flat frequency response. 
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(Refs. 255, 254). The average post-war shellac record, taking into account all die 
various types of records on the market, both English and American, has a maximum 
signal to noise ratio* of about 38 db (Ref. 256). 

A new vinyl fine groove record can have an average surface noise, measured on a 
system whose response is flat on a velocity basis from 500 to 10 000 c/s, about 56 db 
below the peak recording level ; if measured on a system whose response is the inverse 
of the recording characteristic, the surface noise is approximately 62 db below peak 
recording level. The B.B.C " J) Channel " recording has a weighted signal to noise 
ratio greater than 60 db (Ref. 297). 

The surface noise increases with the use of the record. After 100 playings with a 
2 ounce pickup some shellac records showed negligible increase in noise level while 
others showed 5 db increase, the average being about 2,5 db (Ref. 181). After 200 
playings of a fine groove vinyl record (LP) the surface noise increased by 2 db (Ref. 
308). 

The cost factor limits the use of polyethylene (Ref. 181) which has a scratch level 
even lower than that of vinyl. See also Sect. 9Cii) for the measurement of noise in 
accordance with NAB standards for transcription records. 

(v) Processing 

The processing of shellac pressings is described in Refs. 7, 10 and 25. The pro- 
cessing of vinyl (LP) records is described in Ref. 308. 

(vi) Turntables and driving mechanism 

Turntables should be strongly constructed, free from flexing, and shoidd run tru?. 
The typical home-type turntable and motor is unsatisfactory for good fidelity on 
account of insufficient motor power, insufficient flywheel action and insufficient 
mechanical rigidity ; it suffers from rumble, wow and (with some pickups) hum due 
to the proximity of the motor. The motor should be as far as possible from an electro- 
magnetic pickup. Motor and turntable vibrations are transmitted through the mount- 
ing board and pickup arm to the pickup head and are finally reproduced in the loud- 
speaker as rumble. Steel turntables may be used without bad effects with crystal 
pickups and high level moving iron types, except that in the latter case the turntable 
should be solid, without perforations. Steel turntables are unsatisfactory with some 
low-level pickups, particularly moving coil types. 

Either rim or centre drive may be used, and first class products using both methods 
are available. In the moderate price class, it seems that (for the same price) the rim 
drive is generally the more satisfactory arrangement. 

The specification for a motor and turntable unit should include — 

1. Type of motor. 

2. Voltage and frequency range. 

3. Power consumption. 

4. Torque to brake the tumuble from the nominal speed to a lower speed 
(e.g. 78 to 77 r.p.m.), the torque being expressed in oz-ins and die applied 
voltage and frequency to be stated. 

5. Turntable diameter. 

6. Form of automatic stop. 

(vii) Automatic record changers 

With most record changers it is important to adjust the vertical an^le between the 
stylus and the record so that the deviation from normal is the same (although opposite 
in direction) at both the top and bottom of a stack of records. 

Care should be taken to minimize the impact of the stylus on to the record surface 
when the arm is released by the changer mechanism. 

There are three types of trip mechanisms, one being the velocity trip in which the 
changer mechanism is triggered by a sudden change in groove pitch. This system has 

'Measured with flat frequency response. 
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the advantage of not requiring adjustments for different inside diameters. It has the 
disadvantage of requiring, in most designs, that the stylus, cartridge and arm operate a 
spring tension as they move inwards. This presses the stylus against the outside wall 
of the grooves and tends to produce differential wear as well as other undesirable 
effects. 

The second type of trip mechanism operates when the stylus reaches a specific inside 
diameter, and the eccentricity of the inside groove has no effect. The disadvantage 
of this arrangement is that there are large differences in the inside diameters of the 
various types of records, so that an adjustable (preferably continuously-variable) 
control is required. This method is used in 45 r.p.m. record changers, where there 
is no eccentric inside groove. 

The third type is the eccentric groove. 

Difficulty is often experienced in an attempt to incorporate automatic record 
changers in high fidelity equipment owing to rumble and. In some cases, hum pickup. 
In addition, some high fidelity pickups are unsuitable for use on any automatic record 
changers. The choice of a pickup for use with an automatic record changer is neces- 
sarily a compromise, and many high fidelity enthusiasts prefer to use a good quality 
turntable with manual operation. 

Automatic record changers for 45 r.p.m. 

The R.C.A. record changer is described in Ref. 263. The tripping mechanism 
requires an extremely small lateral force from the pickup arm, since the work of put- 
ting the mechanism into cycle is supplied by the moving turntable. 



SECTION 2 : DISCS AND STYLI 

(i) General information on discs (ii) Dimensions of records and grooves (Hi) Styli 
(iv) Pinch effect (v) Radius compensation {vi) Record and stylus wear, 

(i) General information on dies 

Shellac discs are used only with 78 r.p.m. standard groove records. The material is 
hard, and has no appreciable elastic deformation under pressure. 

Vinyl* is used for all forms of fine groove discs, and has appreciable elastic de- 
formation under pressure. As a consequence, high peak accelerations are reduced 
as compared with the same recording in shellac. For the effects of elastic deformation 
see Ref. 212. Vinyl has the defect that it becomes electrified and collects a consider- 
able amount of dust. The effect of dust collection on vinyl records through electro- 
static attraction may be avoided by the use of a liquid anti-static agent which may be 
sprayed or wiped on to the surface of the record. 

(ii) Dimensions of records and grooves 
(A) 78 r,p,m. 

The usual nominal sizes of sheUac pressings are 10 in. and 12 in. diameter. Dimen- 
sions and tolerances as recommended by the American Radio Manufacturers* Associa- 
tion and as used by English and American manufacturers are tabulated opposite. 

European continental records do not differ in any significant respect from English 
practice. The outside diameters are 25 cm (9.85 in.) and 30 cm. (11.8 in.) and the 
hole diameter is 0.284 inch- 
On the basis of these dimensions, the ratio of maximum to minimum R.M.A. 
groove diameter is 3.07 to 1 for a 12 inch record, providing a groove speed from 
approximately 3.9 to 1.3 feet per second (47 to 15.3 inches per second). 

*The name vinyl is a general name covering unfilled vinyl co-polymcr resins, which may vary somewhat 
in their physical charaaeristics. 
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The wavelength for 78 r.p.m. is given by 

A = (I.Btt^)// (5) 
where A := wavelength in inches for 78 r.p.m. 

d ^ groove diameter in inches 
and / = frequency in c/s. 

Equation (5) gives the following values- 
Frequency 50 250 500 10 000 c/s 
Wavelength— outermost groove 0.94 0.19 0,094 0.0047 in. 
Wavelength— innermost groove 0.31 0.061 0.031 0,0015 in. 
The effective width of the stylus with diniensions as in Fig. 17.5B is about 4 mils, 
giving a radius of curvature of 2 mils. Using eqn. (3) of Sect. 1, 

A.rit = 0.025 AV0.002 
and for 10 000 c/s the critical amplitude is— 
Acrit = 0.000 28 in. for outermost groove 
Acnt = 0,000 028 in. for innermost groove. 
The critical velocity is given by eqn. (4) of Sect. 1, 

Critical velocity r.m.s. = 31.6 cm /'sec at outermost groove 
— 3.16 cm/sec at innermost groove. 
The critical velocity at the outermost groove is more than sufficient for the highest 
level of recording, but as the groove diameter decreases a point will be reached where 
the peak recorded velocity is greater than the critical velocity — thus leading to dis- 
tortion and loss of high frequency response. 

A slightly higher critical velocity could be obtained by the use of a somewhat smaller 
stylus radius, since the two values are inversely proportional. 

The maximum instantaneous peak recorded velocity is about 15 cm/sec (American 
practice) so that there is every likelihood that the critical velocity will sometimes be 
exceeded on the smaller diameter grooves. The saving feature in practice is that 
maximum amplitude does not normally occur at 10 000 c/s with either speech or music, 
except when cymbals are recorded at maximum amplitude. 
(B) 45 r.p.m.* 

The R.C.A. Victor 45 r.p.m. fine groove records are only made with a nominal 
diameter of 7 inches, and are primarily intended for ready use in record changers. 
The inner portion of the record forms a collar which is thicker than the playing area, 
thus preventing the playing surfaces from touching. The groove dimensions are 

Width across shoulders 3.0 mils +0—0.5 

Angle 92" ± 3° 

Radius at bottom of groove not greater than 0.25 mil. 
The recommended vertical stylus force is 5 ± 1 grams. 

The grooves per inch vary from 178 to 274. The maximum instantaneous pro- 
gramme peak recording velocity is 14 cm/second (about 4 db below 78 r.p.m. records). 



6-875 t oo% OU 



Fig. 17.5A. Cross- 
sectional view of R.C.A. 
1 inch 45 r.p.m. record 
(Ref. 254). 




f^ccord ro b< -ooo ro -ooi thicker or outer 
FIG. 1 7.5 A °' railed porrion rhan at rnner edge. 



The cross -sectional view of a record is shown in Fig. 17.5A. The outermost music 
groove is 6f inch diameter, while the irmermost music groove is 4.875 inches mini- 
mum diameter— the latter gives 10% intermodulation distortion and a gmove velocity 
of 11.5 inches per second. 

The maximum playing time is 51 minutes. A lead-in groove extends from the 
edge of the record and makes from 1 to 1 i turns before entering the first music pitch. 
There are from 1 to 1 i turns of unmodulated music pitch before the start of music. 
There is from 0 to i turn of unmodulated music pitch at the end of music. The 
•For R.C.A. 45 r.p.m. Extended Play records see Supplement. 
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lead-out groove makes from f to H turns from the music pitch to 1-15/16 inch radius, 
beyond which it makes from 1 to 2 turns to the concentric circle (3-13/16 inch dia- 
meter). 

The central hole is 1,504 ± 0.002 inches in diameter. 
References 254, 263, 264, 265. 

(C) 33-1/3 r.p.m. (LP) 

The long-playing microgroove records revolve at 33-1/3 r.p.m. and are made with 
outside diameters of 12, 10 and 7* inches. 

The R.C.A. Victor records are identical to the 45 r.p.m. records with respect to 
groove shape, recording pitch, recorded level and recommended playback stylus. 



Diinensioii 


Coliiiiil>i& 


R.C.A. Victor 


Groove angle 


87° ± 3° 


92° di 3° 


Radius at bottom of groove less than 


0,2 mil 


0 25 mil 

\Jm^^ 1111 A 


VC'idth across shoulders of groove 




0 0025 in 


A^aximiim nmnlitnHp 


0.9 mil 




IViaA. ilia Loll LallCUUa ^ru^iallllllC pCaJv VCiUClLj 










to linpc /in 






1 tf\ 2 




^UU lO DKJKJ 


1 7ft to 27d 

I/O LO ^/** 


Orooves ner inrli valiipQ"^ 


224 260 




Lead-out groove 




^ ffroovpi /iTi 

^ ^LKJKJV^O / Lilt 


Thickness 




0.070 to 0.085 in. 


Thickness depressed label area 




0.060 in. min. 


Maximum diameter (12 in,) 


— 


11-7/8 di 1/32 in. 


(10 in.) 




9-7/8 =b 1/32 in. 


Outer music groove dia. (12 in.) 




11-15/32 + 


(10 in.) 




^-15/32 t ?/64 in. 


Inner music groove dia. 


4-3/4 


4-3/4 in. 


Nomin. dia. of eccentric groove 




4-7/16 in. 


Eccentric groove off-centre 




0.125 ± 0.008 in. 


Centre hole 




0.286 in. 


Label diameter 




4-1/16 in. 


Outer edge, included angle 




80° 


edge radius 




1/64 in. 


Maximum playing time 12 in. 


22-1/2 


— mins. 


10 in. 


15 


— mins. 


7 in. 


5-1/2 


— mins. 


Optimum stylus force -^^ 


6 

0.21 


5 zb 1 grams. 
0.18 oimce 



References to L-P microgroove : 159, 166, 178, 179, 232, 236, 255, 262. 



(iii) StyH 

(A) Styli used with shellac pressings are in five principal groups : 

(1) Ordinary steel needles which are ground to shape by the abrasive in the 
record. The exact shape of the needle point when new is not so important as with 
permanent or semi -permanent styli. For examples of record wear see Ref. 10 Part 4. 

(2) Semi-permanent needles such as chromium plated steel. The needle shape 
is important and " shadow-graph " needles are recommended. For the best results 
these should not be used for more than one playing of a 12 inch shellac record (for 
photograph of wear see Ref. 274). Alloys such as osmium are also used. 

•Columbia only. 
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(3) " Permanent " styli employ a jewel such as a diamond, sapphire or ruby, 
usually in the form of a jewel tip. The tips of permanent needles should be accurately 
ground to shape, and highly polished. Diamond tipped needles have a life of several 
thousands of playings of shellac records for good fidelity. Tungsten carbide is also 
used. For stylus wear see Sect, 2(vi). 

(4) Fibre needles are used by some enthusiasts in the belief that they reduce 
scratch and record wear. While it is true that they reduce scratch they do so by 
attenuating all the higher frequencies^ and they do this no more efficiently than an 
electrical attenuator. The attenuation of a fibre needle at 4000 c/s is 19 db down 
as compared with a loud tone steel needle in a typical pickup (Ref. 7). After the first 
few grooves they wear sufficiently to occupy the whole of the groove and thereby 
spread the weight of a heavy, stiff pickup of old design. If such pickups are used, 
contrary to all good advice, then fibre needles are possibly the best compromise be- 
cause a soft needle damps down the pronounced high-frequency resonance of the 
pickup. There is evidence to indicate that abrasive panicles from the record become 
embedded in the fibre and thereby cause wear, even though the fibre itself is softer 
than the record. With modem pickups having light weight and high lateral and 
vertical compliance the wear from a well polished sapphire point is tmdoubtedly 
less than that from a fibre needle. 

For photographs of new and worn fibre needles see Ref. 274. 

(5) Thorn needles are very much harder than fibre, but the amoimt of needle 
wear is very much dependent upon the pickup compliance and stylus force. With 
suitable lightweight pickups, the needle wear is reasonable up to 6 playings (Ref. 309), 
but some loss of high frequency response is inevitable. If sharpened with the use of 
very fine glasspaper, there is risk of glass dust becoming embedded in the needle^ 
this danger may be avoided by the use of a very fine rotary cutting wheel (Ref. 309, 
April 1951). 

Since thorn needles are normally in contact with the whole of the bottom of the 
groove, they will tend to remove all dust from the groove. It therefore $eems pro- 
bable that the noise from a record which has been played exclusively v^th thom 
needles will be no greater at the bottom of the groove than on the sjdes. 

Fine point thorn needles have also been used with fine groove (LP) records 
(Ref. 309). 

The shape of the stylus tip to give optimum results with most English and 
American recordings may be taken as (RTMA Standard REC-126-A, Ref. 260) : 

Radius of tip Angle 
Metal point 2.7 (+ 0.2 - 0.3) mils 40'' to 50° 

Sapphire 3.0 (+ 0.2 - 0.3) mils 40° to 50° 

A cross-sectional view of a correct size of sapphire stylus point in a typical groove 
is given in Fig. 17.5B. It will be seen that the stylus does not reach to the bottom of 
the groove ; this is very important because the abrasive dust collects at the bottom 
of the groove. In addition, there should be some allowance for the stylus to wea^ 
on the sides without the bottom of the stylus coming too close to the bottom of the 
groove. 

FIG. 17.5 B In some modern records, as well as in trans* 

scription discs, a tip radius of 2 mils may be used, 
but in other (and particularly older) recordings it is 
likely to scrape the groove bottom and suffer from 
" groove skating " and single point contact. 

One interesting suggestion is to combine a 2 mil 
radius with a ** flattened " extremity (aaually a 
3.5 mil radius). Although more expensive to prpi 
duce it seems to have distinct advantages (Ref. 244). 

Fig. 17.5B. Cross-sectional Oval sapphire styli are available with a minor 
view of typical record groove axis of 1.5 to 2.0 mils and a major axis of 2,5 .to 3.5 
and needle tip. mils. These should be used with the major axis 




www.pmillett.com 



17.2 



(iii) STYLI 



711 



at right angles to the centre-line of the groovcj and will permit better response to high- 
amplitude high-frequency recordings. 

The NA.B. " secondary standard " stylus (permanent point) has an angle of 40 
to 55° and a bottom radius of 2.5 ±0.1 mils. It provides a compromise suitable 
for the reproduaion of both transcriptions and shellac discs. 

The use of larger styli (radius 4 mils) is advocated by some engineers (Refs. 223, 225) 
but it does not appear to be the best all-round compromise. 

Needles are made in various sizes. The ordinary steel needles used in mechanical 
reproducers are used in the stiff heavy weight pickups whose frequency response 
does riot exceed about 6000 c/s ; they are also used in some " needle armature " 
pickups. For. the best high frequency response the " loud tone " or " full tone '* 
neiedles should be used, because of their smaller size and weight. " Soft tone " and 
" trailing " needles (as used with acetate discs) cause severe treble attenuation when 
used with typical pickups. Most light weight pickups with a frequency response 
extending to 10 000 c/s or over use miniature needles to enable the armature resonance 
to be at a high frequency. A typical example is the H.M.V. Silent Stylus or Columbia 
90 (chromium-plated long-playing). Thorn needles are also made of similar size. 

Efforts have been made to develop a stylus tip suitable for both 78 r.p.m and fine 
groove (see Refs. 279, 281) but a considerable degree of compromise is necessary 
and the best results are not obtainable from either type of recording. 

(B) Styli for fine groove records 

With a few exceptions, all styli for fine groove records are permanent types — usually 
jewels. Diamond tips are the only really satisfactory ones for long life, although 
expensive to purchase in the first case. Sapphire tips are very common^ 
but wear rather rapidly — see Sect. 2(vi) for stylus wear. Other materials used are 
tungsten carbide, osmium and other metal alloys. 
DitaenslonS of styli for fine groove records 

(RTMA Standard REC-126-A, Ref. 260, for home phonographs) 
Radius of tip 0.001 + 0.0001 - 0.0002 inch 

Included angle of tip 40^ to 50^ 

Note : With a 90° groove angle, a tip with a radius of 0.001 inch has an effective 
radius of 0.0007 at the point of contact. 

(C) Colour codes for styli 

1. RTMA REC-126-A for home phonographs (Ref. 260), Needles with a 0.001 
inch radius shall be colour coded red. 

2. English Gramophone Equipment Panel of the Radio and Electronic Component 
MaiiUfacturers' Federation (Jan. 1951). Red— 0.0010 in. ; lemon— 0.0020 in. ; 
green — 0.0025 in. ; french blue — 0.0030 in. ; orange — 0.0035 in. ; violet — universal ; 
sky blue — oval tip. Material (marked by band on shaft) black — hard metal ; white- 
diamond ; no colour— sapphire. 

(iv) Pinch effect 

Owing to the fact that the cutting is done by a stylus having an effectively flat cutting 
face, the width of the groove measured at right angles to the groove is narrower at two 
places in each cycle (see Sect. 6). As a result of this effect, the stylus tip should rise 
and fall twice in each cycle — only a limited number of pickups, however, make ade- 
quate provision for this movement. 

The flexibility of the stylus, if mounted at an acute angle to the record, together 
with that of the record itself, tends to prevent the needle from riding merely the peaks 
of the vertical undulations. The pinch effect undoubtedly increases needle wear 
and possibly also record wear (Ref. 212), 

Various forms of " bent shank " needles have been developed to provide some 
vertical compliance. All " bent shank" needles tend to give a drooping high-fre- 
quency response the amount of which varies considerably from one make to another ; 
it may, of course, be compensated if desired. 

(v) Radius compensation 

Radius compensation does not appear to be used with shellac discs, although it 
is used with LP discs (R.CA. Victor) and in transcription discs. 
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(vi) Record and stylus wear 

Record wear is a complicated effect depending upon many conditions of operation 
including : 

1. Venical stylus force. 

2. Lateral mechanical compliance at stylus tip. 

3. Vertical mechanical compliance at stylus tip. 

4. Lateral and vertical pivot friction in pickup arm, or lateral spring tension. 

5. Mechanical resonances of pickup and arm. 

6. Tracking error. 

7. ShapCj material and polish of stylus tip. 

8. Maximum transverse velocity of record grooves. 

9. Record material. 
10. Dust. 

It is understood that the turntable is free from vibration and wobble and that the 
record is neither eccentric nor warped ; if notj these are additional causes of record 
and stylus wear. 

The vertical stylus force for use on shellac records should preferably not exceed 
about 1 ounce weight (28.35 grams) and it should be as light as possible to reduce 
record and stylus wear to the minimum. However care should be taken to provide 
sufficient force to ensure satisfactory tracking, otherwise the wear will increase. In- 
creased force, say up to 2 ounces (about 60 grams), causes very little additional record 
wear provided that a well-pohshed jewel point is used and the pickup has high lateral 
compliance. 

The stylus force with fine groove records is quite critical, but is a function of the 
pickup. Forces approximating 6 grams weight are common, bur it is safer to err 
slightly on the high side than on the low side. Some manufacturers give a " minimum 
tracking weight and a " normal " value — the latter is the correct one to use. 

If the required vertical pressure is not known, it may be determined by using an 
intermodulation test record, decreasing the pressure until the distortion commences 
to rise — and then increasing by a margin of, say, 50%. 

High lateral compliance at the stylus tip is one of the most important require- 
ments for low record and stylus wear. In general, high lateral compliance and light 
weight go together. 

Vertical compliance at the stylus ti*^ permits the tip to maintain contact with the 
groove in spite of the " pinch effect." Bent shank styli reduce record wear in cases 
where the pickup has insufficient vertical compliance. 

Mechanical resonances of the pickup are serious causes of record and stylus 
wear. Both the *' arm resonance " (if it comes within the recorded frequency range) 
and the " armature resonance " affect the record and stylus wear, even if electrically 
equalized. 

Tracking error is discussed in Sect. 4 ; if reduced to the usual low values, record 
and stylus wear from this cause are very slight. 

The shape and polish of a jewel stylus tip are of the utmost importance in regard 
to record wear. 
Wear of shellac records 

One example is a record which had been played 1000 times with a 1.35 ounce (38 
grams) pickup and a sapphire stylus and was then demonstrated as giving fidelity 
virtually unaffected (Refs. 128, 131). It may be stated as a rough guide that the limit 
of life of an average shellac record is about 4000 playings under good conditions. 

Unmodulated grooves on shellac records will wear indefinitely with a jewel stylus 
on which the vertical force does not exceed 1 ounce (30 grams). By far the most 
significant cause of wear is the dynamic action of the stylus in the grooves. If the 
dynamic force at any moment exceeds the elastic limit of the record material, the 
shellac crumbles. This permits the stylus to drop down a little deeper in the groove, 
eventually increasing the bearing area of the needle by contact with the bottom of 
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the groove. At this point with a pickup having low stylus force^ the wear apparently 
stops. This wear does not produce any apparent change in quality of the reproduced 
sounds although it can be seen as a light streak on the surface of the record. Both 
lateral and vertical forces must be considered in producing the wear (Ref. 155). Where- 
ever there is excessive stylus wear, it is always accompanied by excessive record wear. 

It is important to distinguish between visible wear and audible wear. Visible 
wear does not necessarily cause any audible defect. It is possible that visible wear 
may occur earlier with a diamond tip, but audible wear, which is caused by actual 
widening of the groove at comers, will occur far more rapidly with a worn sapphire 
or metal tip. The flats on the sides act as scrapers in attempting to negotiate sharp 
bends in the record groove. A well polished spherical diamond or sapphire tip is 
believed to cause less record wear than a metal alloy tip. 

Wear of vinyl records 

Wear of vinyl fine groove records is very slight, provided that the stylus force does 
not exceed about 7 grams, that a pickup of ample lateral and vertical compliance is 
used, that the jewel tip is well polished, that there are no marked mechanical reson- 
ances, and that dust is excluded. Dust is the most important cause of record and 
stylus wear with vinyl records in the home, and care should be taken to reduce it to 
a minimum — see Sect. 2(i). Wear in vinyl records shows itself principally in widen- 
ing of the groove thus leading eventually to distortion and rattles (Ref. 155). 

Wear of sapphire styli 

The wear of sapphire styli is a function of the material of which the pressings are 
made, the lateral and vertical compliance of the pickup at the stylus tip, the dynamic 
mass of the pickup at the stylus tip, the characteristics of the armature (high frequency) 
resonance and the pickup arm (low frequency) resonance, and the stylus force. Ad- 
ditional wear may be caused by " skating " (due to the use of a tip radius which is too 
small for the groove), by insufficient vertical force to maintain the stylus always in 
contact with the groove, and by warped or eccentric records or turntables. When 
using a pickup with high lateral and vertical compliance and low dynamic mass at the 
stylus tip, an increase of stylus force has only a minor effect in increasing the wear on 
the stylus tip. It has been shown (Ref. 282) that with such a pickup (GP20) on a 
heavily modulated shellac record, an increase from 7.5 to 14.5 grams in stylus force 
causes increased flats on the stylus tip resuhing in a drop of only 3 db at 10 000 c/s 
on a test record. Such a stylus and pickup may be used for 800 playings of a 12 inch 
shellac record with reasonably good fidelity, or 2000 playings with fair fidelity ( — 5 
db at 10 000 c/s on a test record). 

On the other hand a typical light-weight pickup with a stylus force of 1 ounce (28 
grams) has been shown to produce wear on sapphire styli on shellac records as follows 
(Ref. 59). 

Wear just noticeable after 50 playings of 12 inch disc. 



It is obvious that this pickup produces much greater wear than the one with high 
lateral and vertical compliance (GP20) described earlier. It is probable that the 
greater wear is due principally to the lower lateral and vertical compliance, although 
the increased stylus force would also be a contributing factor. 

Some excellent photographs of stylus wear are given in Refs. 274 and 290. 

The use of a test record at, say, 10 000 c/s to indicate wear of the stylus tip requires 
careful interpretation of the results. The level of recording of the test record is lower 
than that which may be reached with music, while the effect of wear of the stylus tip 
is shown less prominently towards the outer diameter of the record than it would be 
with a smaller groove diameter. 

It is wise to avoid using sapphire or other permanent stylus tips on records which 
have been played previously with steel needles. For a photograph of wear after 20 
playings under such conditions see Ref. 274. 



1 mil flats after 200 playings 

2 mil flats after 750 playings 
2.5 mil flats after 1500 playings 
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Stylus wear with fine groove records 

Apparently stylus wear is far more rapid on microgroove than on standard groove 
vinyl records ; a rough estimate is about three times faster (Ref. 290), For this 
reason, diamond styli are much to be preferred to sapphire or osmium, even for home 
use, where high fidelity is required. 

In one case, when tested on 12 inch long playing records, with a GE RPX-04I 
pickup having 8 grams pressure, a diamond stylus showed a slight flat after 37 hours 
playing time, whereas a sapphire under similar conditions was badly worn after 
5 J hours (15 playings) — see photographs Ref. 290. 

There appear to be considerable variations on the hardness of the sapphires, which 
are practically all made of synthetic sapphire (Ref. 302), so that it is impossible to 
quote any figures of stylus wear which can be regarded as typical. In all cases the 
stylus life is very much affected by the pickup. 

Osmiimi tipped styli have a life only two fifths (Ref. 290) or one sixth (Shure) that 
of sapphire. This makes the effective life with an osmium tipped stylus, for high 
fidelity, extremely short. 

Method for giving positive indication of stylus condition 

Obtain a lacquer disc with immodulated grooves cut on both sides of it — one side for 
a 3 mil stylus and the other for a 1 mil stylus. Both types of grooves may be on the 
one side of the disc. Whenever in doubt, play two or three grooves on this disc If 
the stylus leaves the grooves unchanged in lustre and smoothness, it is in good con- 
dition. If, however, the groove walls show score marks or any other difference when 
compared with the unplayed grooves, the stylus needs replacement. An ordinary 
magnifying glass will be of assistance (Ref. 298). 



SECTION? 3 : PICKUPS 

(0 General survey (it) Electro-magnetic {moving iron) pickups (Hi) Dynamic 
(moving coil) pickups (iv) Piezo-electric (crystal) pickups (v) Magnetostriction pickups 
(vi) Strain-sensitive pickups (vii) Ribbon pickups (viii) Capacitance pickups (ix) 
Eddy-current pickups, 

(i) General survey 

The performance expected from good quality pickups includes — 

1. Wide frequency response with the minimum of equalizing. No sharp peaks 
over + 2 db. For most applications a slight droop in the high frequency response 
is not undesirable as it may be used to compensate for the pre-emphasis in jnost 
recordings. 

2. Low stylus pressure. 

3. High lateral compliance. 

4. High vertical compliance at stylus tip. 

5. Low effective vibrating mass of armature at high frequencies. 

6. Fairly high output level. 

7. Low distortion. 

8. Freedom from major resonances over the useful frequency range (see below). 
The low frequency (arm) resonance should be below 30 c/s so that it will have a negli- 
gible effect on record wear. The high frequency (armature) resonance should be 
as high as possible — certainly over 8000 c/s~and preferably above the useful frequency 
range. Even so, the resonance should be effectively damped. 

9. Minimum " needle talk " (direct acoustical radiation). 

10. High signal to hum ratio. 

11. Negligibly small voltage generation from vertical movement of the stylus tip. 

12. General ruggedness. 

13. Freedom from the effects of excessive humidity. Pickups having a restricted 
frequency range (say from 70 to 6000 c/s) should meet the same requirements as 
good quality pickups, apart from frequency. 
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Pickups which have sufficient vertical compliance are sometimes fitted with needle 
guards to reduce or prevent damage to the pickup from accidentally dropping it. 

Pickup manufacturers sometimes quote the minimum vertical stylus force to pro- 
vide perfea tracking. It is generally regarding as sound practice to adopt a stylus 
force at least 1.5 times this minimum value, thus making some provision for warped 
and eccwitric records. 

For styli, see Sect. 2(iii). 

Single pxirpose pickups for home use often incorporate a fixed spring counter- 
balance. Dual purpose pickups usually apply a higher stylus pressure for 78 r.p.m. 
than for fine groove records. In some cases the pickup head (or cartridge) includes 
the additional weight for 78 r.p.m., in other cases this is provided by an adjustment 
of spring tension or by a counterbalancing weight. 

It is desirtible in all cases to keep the moment of inertia about both vertical and hori- 
zontal pivots to a minimum. 

Where a spring coimterbalance is used, it should be checked periodically for pres- 
sure ; during weighing, the height of the stylus from the baseboard must be exaaly 
the same as the top of the record. 

Up and down movements of the stylus tip, due to the pinch effect and small record 
surface irregularities should be absorbed by the vertical compliance of the stylus, 
without generating any output noise. . 

Pickups for 78 r.p.m. 

A stylus force not more than 1 oimce (say 30 grams) js desirable, with 2 ounces as 
the upper limit. 

One of the difficult problems with permanent tipped styli is provision for changing 
needles without adding seriously to the armature mass. Certain pickups are designed 
for use with miniature needles pushed into place and gripped by a wedge against 
which they are held by the pressure from the record. There are two troubles which 
may occur. The first is that the needle may rotate about its axis, thus placing its 
" fiats *' at some unknown angle to the groove — such a case is known to the author. 
This may be ehminated by tightening the clutch or by using a little cement. The 
second trouble is " buzz," which is more serious because there appears to be no cure ; 
hpwever it only seems to occur on deeply modulated recordings of complex wave- 
form, and is only apparent when the frequency range is extended. 

Nearly all high fidelity pickups have the stylus permanently fixed to the armature — 
this appears to be essential for the high frequency resonance to occur above 10 000 c/s. 

Pickups for fine groove records 

The maximum desirable needle pressure is 6 grams (0.21 ounce) and high lateral 
comphance is essential. Pickups have been produced by many manufacturers, 
mainly using diamond, sapphire or osmium tips. 

Careful pickup arm design, specifically for fine groove recordings is of paramoimt 
importance. It is inadvisable to use a fine groove pickup head or cartridge on an 
arm other than that designed for it. 

A very simple and effeaive test for the tracking efficiency of a pickup and arm for 
fine groove records is known as the McProud Test (Ref, 314). A 45 r.p.m. record 
is placed on a standard turntable running at 45 r.p.m. with the maximum possible 
eccentricity (U inches swing), and the pickup is required to track the record satis- 
factorily. 

Dual pvuTJOse pickups have been designed which have two opposed needles 180^* 
apartj suitable for playing either standard 78 r.p.m. or fine groove records. 

Pickups employ many principles of operation, but most types are basically either 
constant velocity or constant amplitude. For example both elearo-magnetic (moving 
iron) and dynamic (moving coil) pickups are basically constant velocity, while piezo- 
electric (crystal) types are basically constant amplitude. Since the recording charac- 
teristic includes both constant velocity and constant amplitude seaions, either group 
is satisf^iaory although requiring different equalization. 
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Resonances in pickups 

Most pickups have two major resonances. The arm resonance occurs at some 
frequency below 100 c/s, while the armature resonance occurs at some frequency 
about 3000 c/s. Both resonances have deleterious effects in increasing record wear. 
The arm resonance tends to cause the pickup to jump out of the groove when a high 
amplitude is recorded at the frequency of resonance — the frequency of resonance 
(if undamped) should be well below the lowest frequency for which acceptable track- 
ing is required ; say from 15 to 25 c/s. 

A recent development is the use of pickup arms with high viscosity oil or other 
viscous fluid to damp arm resonance. The damping may be applied as a viscous 
film in a ball and socket (hemispherical) joint between the pickup arm and the mount- 
ing socket, and gives damping in both horizontal and vertical directions. The arm 
is pivoted at a point which is the centre of both ball and socket, and above the centre 
of gravity of the arm. The clearance between the two surfaces is about 0.006 inch. 
By this means the resonant force is greatly reduced, improved resistance to external 
shock is obtained and protection against damage from accidental dropping of the pickup 
head is achieved. The amount of mechanical resistance is not a critical value — 
the upper limit is reached when it interferes with the tracking of records having reason- 
ably small values of eccentricity or warpage. With the usual values of suspension 
compliance and mass, this would occur at several times the amount of resistance neces- 
sary to give critical damping of the arm resonance. Even if the damping is con- 
siderably below critical, it still has quite a beneficial effect. The viscosity of the fluid 
is a function of temperature, but the variation does not seriously affect the performance 
over a reasonable temperature range. Ref. 311. 

The armature resonance has a serious effect on needle scratch (see Sect. I). 
" During operation the needle is subjected to a continuous shower of blows, and 
although highly damped by rubber buffers, it is in a state of perpetual oscillation at its 
own resonance frequency *' (Ref. 229). In any quality pickup, the armature resonance 
with the recommended needle should be over 8000 c/s ; many light-weight pickups 
have the resonance at a frequency over 12 000 c/s — in some cases over 18 000 c/s. 

Pickups tend to be rich in harmonics at frequencies in the region of half the armature 
resonance frequency. In all cases the armature resonance should be effectively 
damped. Damping material used to obtain smooth response characteristics may 
adversely affect the tracking capabilities of the pickup, and therefore should be in- 
vestigated carefully and used judiciously (Ref. 285). 

The frequency of the armature resonance is affected by the record material — for 
example, a change from a lacquer disc to a shellac pressing causes in one case an 
increase in the resonant frequency in the ratio 1 : 2 approximately (Ref. 276). A 
pickup with an armature resonance well outside the a-f range on shellac discs, shows 
a much lower resonance frequency on vinyl — usually inside the a-f range. This is 
an unfortunate characteristic of vinyl. The only pickups known to the author with 
armature resonances above 15 000 c/s on vinyl fine groove recordings are of the ribbon 
armature type. 

There is a third resonance caused by the pickup head and arm rotating about the 
arm. With heavy pickups this resonance occurs at frequencies between 100 and 400 
c/s, but with light-weight pickups the frequency would be higher. This resonance 
does not have any effect on the general tonal balance;, and in any case should be very 
slight with good mechanical design. 

Crystal pickups have a fourth resonance which occurs at a high frequency — the 
resonance of the crystal itself. 

References to resonances in pickups : 10 (Part 2), 17 (second letter), 276, 283, 285, 
311, 331. 

The testing of pickups 

The testing of pickups for frequency response characteristics is covered by R.M.A. 
REC-I25-A which states that the test record sha" be R.M.A. Frequency Test Record 



www.pmillett.com 



17.3 



PICKUPS— (i) GENERAL SURVEY 



717 



No. 1 when available. This is recorded on side A at a r.m.s. velocity of 3.16 cm/sec 
(+ 10 db). Crystal pickups are terminated by a load resistance of 1 megohm (or 
5 megohms for ammonium phosphate crystals) shunted by a capacitance of 100 fifiF. 
Other types of pickups should be terminated as required. The response should be 
stated in decibels (0 db = 1 volt). 

Pickups should be tested under the same conditions with which they will operate 
in normal service. Pickups intended to be used on shellac records should be tested 
on shellac discs ; pickups intended for use on vinyl records should be tested on vinyl 
discs, while those intended for use on either type of disc should be tested separately 
on each. Pickups which are satisfactory on vinyl discs give, in some cases, quite 
poor results on shellac discs owing to the increased stiffness of the material and the 
reduction in damping by the record. This also applies to pickups with very limited 
vertical compliance — while passable on vinyl, they are poor on shellac. 

The variable speed turntable is sometimes used as an alternative to the standard 
frequency records for the calibration of pickups — see Refs. 273, 295. 

In the design and production of pickups it is usual to supply some form of electro- 
mechanical calibrator such as in Ref. 284. 

For distortion in pickups and the procedure for determining the " tracking " 
capabilities of a pickup see Sect. 6(vi). 



(ii) Electro-magnetic (moving iron) pickups 

All " moving iron " pickups have a steady field supplied by a permanent magnet, 
a coil wound over the magnetic circuit, and an iron armature in the magnet gap. 
The old type of heavy pickup of this type used with shellac records weighed about 
3i ounces (say 100 grams) and had low lateral compliance. It will not be further 
described. 

The more recent light-weight models are capable of good fidelity, and some models 
are among the best pickups available. The increased fidelity and higher compliance 
are obtained at the cost of lower output level — very much lower in some cases. 

Electro-magnetic pickups may arbitrarily be divided into three groups, based on the 
output voltage developed across the pickup with recorded velocity 3.16 cm/sec 
(+ 10 db). 

(a) High level — output voltage above 100 millivolts. 

(b) Medium level — output voltage from 20 to 100 millivolts. 

(c) Low level — output voltage below 20 millivolts. 

Some typical representatives in each group are described below. In most cases 
the descriptions are based on published information supplied by the manufacturer. 
The inclusion of certain models should not be taken as indicating their superiority 
over types not included. 

(a) High level pickups 

Decca ffrr pickup type D (English) — standard groove 

This pickup is of the needle armature type, having a hollow armature fitted with 
a sapphire, timgsten carbide or diamond stylus. The armature suspension and damp- 
ing are of rubber ; the stylus, armature and rubber suspension are replaceable as 
one unit. The low frequency resonance is 25 c/s, while the armature resonance is 
about 17 000 c/s. The impedance of the pickup is 4200 ohms at 1000 c/s and the 
output 0.2 volt at the same frequency ; lower impedances are also available. The 
frequency response corresponds to the velocity characteristic of the ffrr record within 
± 1 db. The whole armature including stylus and damping blocks is replaceable 
by the user. The stylus tip is available in both round and oval shapes. 

Lateral compliance 1.1 x 10"* cm/dyne 
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Impedance at arm resonance frequency (approx.) 17 000 dynes /sec. /cm. 
Distortion in pickup less than 2% 

Stylus force 22 to 24 grams (0.78 to 

0.85 ounce). 

Load resistance 100 000 ohms 

(b) Medium and low level pickups 

Connoisseur Super Lightweight pickup (English) — standard and microgroove 

This is a high-fidelity pickup with interchangeable heads. Heads are available 
with 1 milj 2.5 mil and 3 mil radii sapphire tips. The frequency response is level 
± 2 db from 25 to 15 000 c/s. The 25 ohm model gives 10 millivolts output, or 
300 millivolts from a 1 : 50 transformer. The 400 ohm model gives 40 millivolts, 
or 200 millivolts from a 1 : 6 transformer. The armature mass is 20 milligrams, 
and the dynamic mass* is 0.8 milligram. The stylus force is 8-10 grams (standard) 
or 4-6 grams (microgroove). The pressure is automatically corrected by weights 
in the plug-in head. 



Goldring Headmaster (English) — standard and microgroove 

This is a high-fidelity pickup with interchangeable heads. Heads are available 
with 1 mil, 2 mil, 2.5 mil and 3.5 mil radii sapphire tips. The frequency response 
with 2.5 mil needle is level to 7000 c/s, - 1 db at 10 000 c/s, + 1 db at 16 000 c/s, 
0 db at 17 000 c/s and — 5 db at 20 000 c/s ; at the other end it rises smoothly from 
100 to 30 c/s where it is + 3 db. The output is 40 millivolts (from the pickup itself) 
and stylus force 20 grams (0.7 ounce). It has high lateral stylus compliance, low 
inertia, and high vertical compliance. This is a good-all-round pickup for home 
gramophones. 

Pickering cartridges (American) standard and microgroove 

Model S-120M (sapphire stylus), or D-120M (diamond), is for standard record- 
ings, and has a 2.7 mil radius tip. A stylus force of 15 grams is sufficient for tracking. 

Model S-140S (sapphire), or D-140S (diamond), is for microgroove recordings, 
and has a 1.0 mil radius tip. A stylus force of 6 grams is recommended. 

Both models give an output of 70 millivolts with a recorded velocity of 10 cm/sec. 
The frequency response with a load resistance of 27 000 ohms is level from 30 to 
9000 c/s, + 2db at 20 c/s, + 2.5 db at 12 000 c/s and falling above that frequency. 
A lower load resistance attenuates the higher frequencies, while a higher load re- 
sistance reduces the damping on the pickup, decreases the signal-to-noise ratio, and 
is generally undesirable. 

Constants of moving system 

Lateral moment of inertia 11 mg cm^ 

Lateral compliance of stylus 1.0 x 10"* cm/dyne 

Vertical compliance of stylus 0.2 X 10"^ cm /dyne 

Pickering Turn-over pickup (American)— all records 

This model 260 pickup may be turned over for either 78 r.p.m. or microgroove 
operation. It has an output of 30 millivolts at a recorded velocity of 10 cm/sec. 
It is available with diamond stylus only. 



• Dynamic mass (also known as equivalent mass or effective mass) is that mass which, if concentrated 
at ti\e siylus point, would possess the same inertance as that of the moving system. 
See also Refs. 248, 283. 
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G.E. variable reluctance pickup (American) — standard and fine groove 

This is a magnetic pickup having almost ideal characteristics except that the output 
voltage is low (10 millivolts at 4.8 cm/sec). It has no " needle talk " and has con- 
siderable resistance to shock. It has a large degree of vertical compliance^ while 
vertical movement does not cause any electrical output. The suspension is free from 
any deleterious effects such as standing waves or cross-modulation, and the con- 
struction is designed to reduce hum pickup. The frequency response is from 30 to 
15,000 c/s. ± 2 db. The inductance is 520 mH for the home type, and 250 mH for 
the broadcast types (RPX-046 and RPX-047) which also have a lower output (8 mV). 
The normal stylus force is from f to U oz, (1 oz. on home type) with 78 r.p.m., or 
6-8 grams on microgroove. 

Dynamic mass of stylus 8 milligrams 

Suspension compliance (lateral) 0,87 x 10"^ cm/ dyne 

Load impedance, normal 6800 ohms. 

The cartridge is fitted with interchangeable styli, including 1 mil, both diamond 
and sapphire. For a suitable pre-amplifier see Fig. 17.26. 

References 93, 106, 187, 234, Catalogues. 

R.C.A. Light weight pickup — transcription and fine groove 

Model MI-11874 pickup, MI-11875 arm. See Refs. 296, 313 and R.C.A. cata- 
logues. 

A plug-in pickup head is used, permitting immediate change from 1 .0 to 2.5 mils 
without necessitating any adjustment of arm balance. Stylus force is 8 grams for 
1.0 mil and 12 grams for 2.5 mil. Diamond styli are used. Tone arm resonances 
are outside of the operating frequency range The vertical and horizontal pivots 
have very low friction. Frequency response (1.0 mil) at output from filter 50 to 
12 000 c/s ± 1 db, 40 c/s at — 4 db. Voltage output at 1000 c/s on open circuit 
-^11 mV with 6.1 cm/sec. test record. Output from filter — 64 dbm. Test record 
460625-6. Hum level — 139 dbm with magnetic flux density 1 milligauss. Output 
pickup impedance 135 ohms at 1000 c/s. Filter output should be connected to 
unloaded input transformer of amplifier designed to operate from 250 ohm source. 
Intermodulation distortion is low to the point where it is not possible to determine 
accurately whether the distortion is in the record or the pickup. 

E.M.I. Unipivot transcription pickup (English) — standard and microgroove 

This Model 17 pickup has interchangeable styli for standard and microgroove, 
and the arm has an oil damping system. Its impedance is 1 ohm at 1000 c/s, and the 
output at the secondary of the transformer is 30 millivolts (high ratio), or 4 milli- 
volts (600 ohms), or 2.25 millivolts (200 ohms). The frequency response is sensibly 
level from 30 to 12 000 c/s with standard stylus (armature resonance above 15 000 
c/s). Total harmonic distortion at 400 c/s is less than 5% for a recorded level of 
+ 20 db (0 db ^ 1 cm /sec). The stylus force is 6 grams. 

Audak Polyphase (American) — two styli 

This has two separate styli, each with its own vibrating armature. One stylus force 
(6-8 grams) is used for all records. Either sapphire or diamond styli may be used, 
and may readily be replaced. Output is about 20 milh volts, and frequency response 
30 to 10 000 c/s, level ± 1 db from 80 c/s upwards, with gradual rise to + 2 db at 
30 c/s. Armature resonance is at 9000 c/s. 

(iii) Dynamic (moving-coil) pickups 

A dynamic pickup has a coil, with a stylus attached to cause movement of the coil, 
mounted in a magnetic field and operating as a generator. 

With good design this construction is virtually distonionless at low frequencies, 
but the output voltage is very low and a high-ratio transformer is always used in con- 
junction with it. One possible difficulty is hum which may arise either through 
induaion from the turntable motor to the moving coil, or through hum picked up 
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by the transformer ; special mu-metal shielded transformers may be necessary to 
obviate the latter trouble. 

Fairchild dynamic pickup (American) — transcription 

The low frequency resonance is at 18 c/s and the armature resonance is over 12 000 
c/s with only 2 db rise at the latter frequency. Tracking may be obtained on a flat 
and true record with a needle pressure of only 5 grams (say 0.2 ounce) but the normal 
needle pressure has been increased to 25 grams (say 0.9 ounce) for best performance 
under all conditions. The moving coil is supported by two plastic vanes, and a 
diamond point is used. Ref. 57. 

Leak dynamic pickup (English) — home type 

A diamond stylus is standard in the latest moving coil pickup developed by 
H. J. Leak. The height of the pickup is adjustable. The turntable should be non- 
magnetic. Spring loading is used without any counterweight. Gimbal mounting 
is used, with hardened steel pivots. This pickup cannot be used with automatic 
record changers. The frequency response is level ± 1 db 40-20,000 c/s, the high 
frequency resonance being above 27,000 c/s (21,000 ± 2000 for LP). The low fre- 
quency resonance is 20 ± 5 c/s. The output is 11 mV per cm/sec. recorded r.m.s. 
velocity. The playing weights are 5-6 gm. on 78 r.p.m. and 2-3 gm. on long-playing 
records. 

(iv) Piezo-electric (crystal) pickups 

A piezo-electric crystal is one which, when strained, produces electric charges on 
certain of its faces, the magnitude of these charges being directly proportional to the 
strain. In practice, two slabs of a suitable piezo-electric material are usually cemented 
together with one electrode between the slabs and another in contact with both outer 
faces. The slabs are cut in such a manner that a torque (in the case of a " twister ** 
crystal) or a flexure (in the case of a " bender " crystal) will produce a potential 
difference across the electrodes. This assembly is known as a " bimorph," the tor- 
sional variety being used in most crystal pickups. The output from a crystal pickup 
is directly proportional to the amplitude of the stylus displacement. 

The most commonly used crystal is sodium potassium tartrate (Rochelle salt). 
This is seriously affected by both high temperatures (over 125 °F) and high humidity ; 
some units are protected from humidity by a water-tight casing. 

Other materials include ammonium dihydrogen phosphate (Ref. 158) which is not 
affected by high temperature or humidity, and ceramic piezo materials (barium 
titanate etc.). The latter is described on page 72L 

The equivalent circuit of a crystal pickup is a capacitance in series with a generator 
of zero impedance. At 1000 c/s the impedance of many typical pickups is about 
0.5 megohm, indicating a capacitance of about 0.0003 /iF, One manufacturer (W.E.) 
produces pickups with impedances fixtm 0.08 to 0,2 megohm, indicating capacitances 
from 0.002 to 0.0007 /aF respectively. 

Some crystal pickups are fitted with bent styli to provide vertical compliance for 
the '* pinch effect " and to reduce " needle talk," while others make provision for 
vertical compliance inside the pickup. 

Crystal pickups may be divided into general-pxirpose types and light-weight high- 
fidelity types, although there are some with intermediate characteristics. General- 
purpose crystal pickups have fairly high output, about 1 volt at 1000 c/s, with both 
arm and armature resonances within the working frequency range. A simple equal- 
izer circuit is Fig. 17.29, Although these pickups arc frequently used without any 
equalizer. The stylus force of modem types is usually less than 2.5 ounces (70 
grams). Some crystal pickups are available — ^both standard and fine groove — ^with 
a highly compliant drive and capable of tracking with a stylus force of about 8 grams 
(e.g. Shure " vertical drive ")• 

The output from a crystal pickup, which may be 1 volt at 1000 c/s, may rise to 
more than 3 volts r.m.s. at frequencies around 100 to 250 c/s — if no equalizing is used, 
there is danger of overloading the first valve in the amplifier. A resistance attenuator 
may be used to reduce the voltage to any desired value. 
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One manufacturer (Electro- Voice) produces a torque-drive pickup in which vertical 
movement of the needle produces no output voltagCj thereby reducing noise and rumble 
(Refs. 142, 158), 

High fidelity crystal pickups have outputs between 0.5 and 1 volt at 1000 c/s and 
stylus forces between 0.5 and 1.5 ounces (14-42 grams). The frequency response, 
when equalized, is approximately flat from a low limit of 25, 30, 40 or 50 c/s to a top 
limit of 8000, 10 000 or 12 000 c/s Suitable equalizer circuits are given in Figs. 
17.31, 17.32, 17.33. The lateral needle tip impedance of a typical model (Acos 
GP12) is 1300 grams per centimetre (compliance = 0.8 x 10"^ cm. per dyne). 

References to crystal pickups : 81, 106, 120, 142, 158, 301. 

The ceramic pickup described in Ref. 178 uses barium titanate in the form of a 
ceramic. It is free from any appreciable effects from temperature from — 70° to 
+ 70 °C, and is also independent of humidity effects. The output obtained from the 
pickup is 0.75 volt at 1000 c/s and the stylus force is 22 grams (0.8 ounce). The 
dynamic mass at the stylus point is 4 milligrams at 10 000 c/s. The lateral com- 
pliance at the stylus point is 0.5 x 10~" cm. per dyne or better. The equivalent 
capacitance of the pickup is about 900 ^fiF and the optimum load impedance is one 
megohm. The unequalized output voltage curve is free from sharp peaks and extends 
from 50 to 10 000 c/s, maximum output occurring at 200 to 400 c/s and falling by 
6 db at 50 c/s and 15 db at 10 000 c/s. 

A ceramic pickup has been developed for fine groove reproduction with a needle 
pressure of 6 grams, an output voltage of 0.25 volt at 1000 c/s on a standard test 
record, and a lateral compliance of 0.75 x 10~* cm/dyne (Ref. 178). 

(v) Magnetostriction pickups 

Magnetostriction is that property of certain ferro-magnetic metals, such as nickel, 
iron, cobalt and manganese alloys which causes them to shrink or expand when placed 
in a magnetic field. Conversely, if subjected to compression or tension, the magnetic 
reluctance changes, thus making it possible for a magnetostrictive wire or rod to vary 
a magnetic field in which it may be placed. This is true for lateral as well as for 
longitudinal strains, and on this principle the magnetostriction pickup works. 

In the pickup a permanent stylus is fastened at right angles to the centre of a piece 
of nickel wire. Two pickup coils are placed over the magnetostriction wire on each 
side of the stylus, and the wire is given a slight twist and placed between the poles of 
a permanent magnet. This effectively gives a push-pull output. 

The TM pickup described (Ref. 82) has an output of 0.086 volt from the secondary 
of the step-up transformer loaded by 0.1 megohm. The stylus force is 0.7 oimce 
(20 grams). The frequency response (Ref. 76) -is level within ± 2 db from 200 to 
8000 c/s and - 8 db at 15 000 c/s ; it rises to 
+ 5 db at 100 c/s and + 6 db at 50 c/s. The 
design is such that magnetic fields cause very little 
hum pickup. 

References 76, 82. 

(vi) Strain-sensitive pickups 

This pickup is based on the principle that the 
resistance of a conductor changes when the con- 
ductor is strained. Direct current is passed 
through the conductor while in operation. Some 
low impedance designs are described in Ref. 234 ; 
these all require a step-up transformer. 

A recent high-impedance commercial type is 
the Pfanstiehl which has a resistance of about 
250 000 ohms, giving an output of about 10 to 
15 millivolis and a noise level of about 5 micro- 




Fig. 17.6. Pre-amplifier for use 
with strain-sensitive pickup {Ref. 
336) 
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volts. Since the pickup is a constant-amplitude device, special methods are required 
for frequency compensation. The pre-amplifier of Fig, 17.6 gives the required fre- 
quency compensation with continuously-variable controls (see Ref. 336 for settings 
for some American records) and an output of about 2 volts viith types 6AU6 and 12AU7. 
The final stage is a cathode follower. Refs, 96, 303, 336. 

A later model of the pickup has a resistance of 125,000 ohms, an output of 5 
to 10 millivolts, and a compliance of 1.2 x 10"^ cm/dyne, 
(vii) Ribbon pickups 

Ribbon pickups operate on the same general principle as the ribbon microphone, 
and the output is necessarily very low. For this reason a high ratio step-up trans- 
former, magnetically shielded, and a high gain pre-amplifier are required. One 
design is described below. 

Brierley ribbon pickup (English) — home type (Type 4) 

This pickup has two gold ribbons backed by a material selected for its self- 
damping properties. There is, in consequence, no measurable high frequency reson- 
ance and this is largely responsible for an extremely low level of buzz. For vibrations 
in the direction of the groove the damping is independently controlled and very high, 
but for lateral movements the restoring force is extremely low — lower than that of 
any other pickup known to the author. The vertical compliance is high, although 
only half that of the Pickering transcription pickup. The pickup is supplied with 
a transformer in a mu-metal case, the secondary being loaded by a 0.1 or 0.25 megohm 
resistance. This pickup may be used on any type of record, including microgroove, 
without changing tracking force. However the force on microgroove can be 
halved. 

Normal tracking pressure 1/8 ounce (3.5 grams) 

Lateral compliance 13 x 10"^ cm/dyne 

Vertical compliance 0.09 x 10^* cm/dyne 

Arm resonance 5 c/s 

Armature resonance not less than 32 000 c/s. 

Frequency response flat from 30 to 20 000 c/s, rising to + 2 db at 20 c/s. 
Voltage output (across secondary) 10 millivolts 

Dynamic mass about 2 milligrams. 

Stylus tips are either diamond or tungsten carbide, the life of the latter being claimed 
to be much longer than that of sapphire under similar conditions (Refs. 157, 277). 
Stylus tip radii are 1 mil and 2.5 mils. 

It seems likely that the signal to hum ratio of the pickup itself is approximately 
the same as that of a multi-turn moving coil pickup— however see Ref. 312. The hum 
introduced in the pickup leads and the hum introduced by the transformer are more 
significant with the ribbon pickup, but may be reduced to very low values by good 
design. 



(viii) Capacitance pickups 

A capacitance pickup, in which the movement of the stylus causes a change of 
capacitance, provides such a small output voltage that it normally requires a very 
high gain pre-amplifier. However, when it is used to change the frequency of an 
oscillator, and the output from the oscillator is applied to some form of F-M detector, 
the output voltage is ample to operate the usual 2-stage amplifier in a radio receiver. 
In the case of a F-M receiver, the output from the oscillator may be coupled directly 
to the aerial terminal or to some convenient point in the circuit. Care must be taken 
to avoid radiation on any band used for radio communication. 

A simplified arrangement is shown in Fig. 17.7 in which is used as an oscillator 
tuned to resonance by LiCi. The inductor in the grid circuit is made self-resonant 
at a frequency near that of the plate circuit. Conventional grid-resistor biasing is 
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Fig, 17.7. Using a capacitance 
pickup to provide audio frequency 
output from an oscillator {Ref, 119). 



provided by R^C^- The capacitance pickup is connected between grid and plate, 
and any variation in capacitance will affect the amount of feedback and therefore also 
the amplitude of oscillation and the voltage drop across R^, The latter, filtered by 
RFC and Cg, provides the a-f output which is of the order of 1 volt (Ref. 119). 
References to capacitance pickups : 14, 45, 50, 119. 

(ix) Eddy-current pickups 

In this type of pickup the stylus moves a high-resistance vane in proximity to the 
inductor of a resonant circuit in an oscillator. The motion of the vane changes the 
resistance reflected into the timed circuit and thereby produces amplitude modulation 
of the oscillator by varying the losses. The amplitude modulation is detected to 
provide the a-f output voltage. In the Zenith " Cobra '* the total harmonic distortion 
does not exceed 2% and the frequency range extends from 50 to nearly 4000 c/s, 
with a sharp cut-off at 4000. The level from 1500 to 3500 c/s is 8 db below that at 
500 c/s (Ref. 65). 



SECTION 4 : TRACKING 

(0 General survey of the problem (ii) How to design for minimum distortion (Hi) 
The influence of stylus friction. 

(i) General survey of the problem 

With any pivoted pickup arm it is obvious that the angle between the axis of the 
pickup and the tangent to the unmodulated groove must change as the pickup moves 
across the record. This results in (1) harmonic and inharmonic spurious frequencies 
caused by frequency modulation ; (2) side thrust on the record grooves ; (3) increased 
record wear (in extreme cases only). 

It is therefore advisable to take steps to reduce these effects to satisfactorily small 
values. The condition for minimum angular tracking error does not provide mini- 
mum distonion, because the tracking angle is most critical at the innermost groove. 
As a matter of interest, it is possible to design a pickup with an angular tracking error 
not exceeding 2^° with a length of about 7^ inches, but this is not the optimum design. 

References to methods for minimizing angular tracking error : 54 (correction in 
Ref. 55), 56, 85. 

The following simimary is based on the detailed analysis by Baerwald (Ref. 228), 
The subject has also been dealt with in more popular form by Bauer (Ref. 52). The 
frequency modulation effect is a frequency modulation of the signal by itself, which 
produces " side band " frequencies. When the signal is a pure sine- wave of frequency 
/j the dominant " side band " frequency is 2/, which is the same as the second har- 
monic. The distortion may therefore be treated as second harmonic distortion, the 
value being given by : 

Percentage 2nd harmonic = {chAol/V) X 100 (1) 
= (Vo<t/V) X 100 (2) 
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where oj — l-nf 

A — maximum groove amplitude in inches 

a = trackingerror expressed in radians (= angle in degrees divided by 57.3) 
V = longitudinal groove velocity in inches per second, 
and = maximum transverse velocity in inches per second = wA. 
Equations (1) and (2) indicate that 

(1) Distortion is direcdy proportional to the maximimi transverse velocity. 

(2) Distortion is directly proportional to the maximum groove amplitude at any 
one frequency. 

(3) Distortion is directly proportional to the tracking angle. 

(4) Distortion is inversely proportional to the revolutions per minute. For equal 
distortion, more careful tracking angle correction is required with 33-1/3 r.p.m. than 
with 78 r.p.m., other conditions being the same 

(5) Distortion is constant over the " constant velocity " portion of a recording 
characteristic, other conditions being unaltered 

(6) The angular tracking error may be increased in the same proportion that the 
radius is increased, for the same distortion (roughly 3 : 1 ratio over a 12 inch record). 
Example of distortion 

Consider the distortion with a 12 inch 78 r.p.m. record having 2° angular tracking 
at the innermost groove, recorded with a sine wave having a peak amplitude of 0.002 
inch at a frequency of 250 c/s (this being the cross-over frequency), the r.m.s. velocity 
being 6.31 cm /sec. 

Here a = 2/57.3 radians ; A = 0.002 ; co = l-n x 250 ; r = 1.875 inches ; 
V = 27rr(78/60) - 15.3 inches /second. 
From equation (1) 

27r X 250 X 0.002 X 2 x 100 

Percentage 2nd harmomc = — = 0.72% . 

57,3 X 15.3 

If the cross-over frequency had been 500 c/s, with the same recorded velocity 
(i.e. half the amplitude), the distortion would have been the same. Some frequency 
test records are recorded with a velocity less than 6.31 cm/sec, so that the distortion 
due to tracking error would be less than the value stated above. The harmonic 
distortion as determined for sinusoidal signals gives a fair estimate of the relative 
tracking distortion produced by complex signals over the constant velocity 
portion of the characteristic. 




spoo 
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Fig. 17.9. 



IC^OOO 

FIG. 17. 9 ' ' FIG. 17, IC 

Constant velocity recording characteristics showing relative variation of 
groove amplitude with frequency. 
Fig. 17.10. Frequency characteristic of ideal constant velocity pickups for constant 
amplitude of needle point. 

The constant velocity recording characteristic provides a groove amplitude which is 
inversely proportional to frequency (Fig. 17.9). The ideal constant velocity pickup 
(a high-fidelity electro-magnetic type is a close approximation) provides an output 
voltage which is proportional to the frequency, for constant amplitude at the stylus 
point. It follows that with tracking distortion (or any other form of distortion caused 
by the groove, needle, or pickup) the harmonics are accentuated in proportion to 
their frequencies. This effect has been taken into accoimt in the derivation of equa- 
tions (1) and r2). 
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It has been proposed (Ref. 228) that a suitable upper limit for tracking distortion 
is 2% with 0.001 inch peak amplitude as for transcriptions or 4% with 0.002 inch 
peak amplitude as for shellac discs ; it seems that 1 % is a preferable limiting value 
for good fidelity. On this latter basis the maximum tracjsing error for 12 inch discs 
will be 2.8° for 250 c/s cross-over frequency, or \A° for 500 c/s crossover frequency, 
both measured at the innermost groove, or three times these values at the outermost 
groove. 

No additional record wear occurs due to tracking error with permanent needles 
having spherical tips. Additional record wear may occur with steel needles or with 
worn sapphire tips if the tracking error is serious. 

(ii) How to design for minimum distortion 

A straight-arm pickup (not offset) is shown in Fig. 17.11 where D represents the 
distance from the centre of the record to the pivot of the pickup arm, L represents 
the length of the arm measured from the pivot to the needle point while and rz 
represent the radii of the outermost and innermost grooves. In this example the 
pickup is mounted so that the needle point will pass over the centre of the record, 
but this is not the position giving the best results. It is obvious that the axis of the 
pickup is not a tangent to the groove. 

Minimum distortion is always obtained from a straight-arm pickup when it is 
" underhung," that is when the needle point comes short of the centre of the record 
by a small distance J, the optimimi value of which is given below. 




Fig. 17,11. Straight-arm pickup Fig, 17.12. Offset-arm pickup 

on record, on record. 



Straight-arm— not offset (Fig 17.11) 

Optimum underhang = dopt = \ \ — rr- (3) 

"T ) 

For 10 inch discs d^pt = 3.04/L. 
For 12 inch discs daj,t = 3.18/L. 
These are based on the values : 

For 10 inch discs r^ = 4.75 r^ = 1.875 inches. 
For 12 inch discs ^ 5.75 = 1.875 inches. 
With L = 8 inches, = 0.380 inch for 10 inch discs 
= 0.397 inch for 12 inch discs. 
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These values for do pi are critical, and should be measured accurately. It is safer 
to keep below than to go above the optimum overhang. 

The angular tracking error a at any position on the record is the angle between 
the axis of the pickup and the tangent to the groove at the needle point. (Figs 17 11 
and 17.12). 

With a straight araij using any value of underhang (Fig. 17.11), 

^ ^ 57.3(2^ + f ) (4) 

with an error less than 1°, 

The optimum value of underhang is given by eqn. (3) ; using this value and also 
the values of Tj and as for 12 inch discs, with r ^ ra (innermost groove) and L 8 
inches, the corresponding value of tracking error is approximately 18.6 \ The dis- 
tortion is therefore approximately 6.7% at this point, on the constant velocity charac- 
teristic. 

Fig. 17,12 shows a pickup with an offset arm for the purpose of reducing dis- 
tortion due to tracking error. This differs from the straight arm in that there is an 
offset angle /3 between the axis of the pickup and the straight line joining the pivot 
to the needle point. Note that this angle /3 is not equal to the angle of the bend in 
the arm. In this case minimum distortion is always obtained when the pickup is 
" overhung," that is when the needle point passes beyond the centre of the record 
by a distance — the optimum value of which is given below, on the assumption 
that the optimum value of offset angle is used. 

When a pickup is mounted to provide minimum tracking distonion when used 
with ordinary needles, the use of bent-shank or trailing type needles will seriously 
affect the tracking distortion. In cases where either type of needle may be used, a 
compromise may be necessary. When bent-shank needles only will be used, the 
increased length of arm should be allowed for. 

Offset arm (optimum offset ^ngle) (Fig. 17.12) 

Optimum overhang = -d,,, = L[Kr. + r,r.] 

For 10 inch discs -i/<,^e = 3.99/L. 
For 12 inch discs ~doj>t = 4.60 /L. 
When L = 8 inches : 

For 10 inch discs —doj,i = 0.499 inch. 
For 12 inch discs —^d^j^t = 0.575 inch. 
The optimum offset angle (/3 in Fig. 17.12) is given by 
• o ^1^2(^1 + rg) 

For 10 inch discs sin = 2.96/L. 

For 12 inch discs sin ^'opt = 3.26/L. 
When L = 8 inches : 

For 10 inch discs ^^vt = 2VA\\ 

For 12 inch discs ^^vt = 24 °3', 
The harmonic distonion with optimum overhang and offset angle is given for 12 
inch discs approximately by 

Percentage 2nd harmonic distortion ^ , 

\/L^ 11.6 
If L = 8 inches, 2nd harmonic distortion ^ 0.76%. 

(iii) The influence of stylus friction 

The stylus friction gives rise to an undesirable excess pressure on the inner groove 
wall when the optimum offset angle is used. A moderate amount of side- thrust is 
not detrimental, because it helps to overcome pivot bearing friction, but unduly large 
values of side-thrust tend to pull the pickup and needle out of the groove towards the 
centre of the record ; this effect is most pronounced towards the inner groove of the 
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record. In automatic record changers it is sometimes necessary to use an offset 
angle smaller than the optimum value, accompanied by a reduction in " overhang," 
and to put up with the increased distortion. With light-weight pickups, manually 
operated^ the side-thrust is harmless when the design is based on minimum distortion. 
References to tracking ; 52, 53, 54, 55, 56, 85, 228, 249. 



SECTION 5 : RECORDING CHARACTERISTICS, EQUALIZERS 
AND AMPLIFIERS 

(/) Recording characteristics (ii) Pre- amplifiers for use with pickups {Hi) Intro- 
duction to equalizers (iv) High-frequency attenuation {scratch filter) (v) Equalizers 
for electro-magnetic pickups (vi) Equalizers for crystal pickups (vii) Equalizers 
applying negative feedback to the pickup {viii) Miscellaneous details regarding equal- 
izing amplifiers {ix) Complete amplifiers (a) Pickups for connection to radio re- 
ceivers {xi) Frequency test records. 

(i) Recording characteristics 

If a constant input voltage is applied to a recording amplifier, the curve relating 
frequency and the r.m.s. velocities recorded is known as the recording characteristic 
Some ideal theoretical recording characteristics are shown in Fig. 17.13. 




100 200 300 SOO 1,000 3,0OO SpOO \0pOQ 

250 FREQUENCY (C/s) 

Fig. 17.13. [deal recording characteristics. 



The recording characteristic is usually regarded as having three sections— 

1. A constant amplitude characteristic from the lowest recorded frequencies to 
the cross-over frequency. This has a slope of 6 db per octave. 

2. A flat characteristic (constant velocity) from the cross -over frequency to the 
frequency at which high-frequency pre-emphasis commences. 

3. A high-frequency pre-emphasis section. 

When examining recording characteristics it is helpful to be able to convert readily 
from db per octave to db for a frequency ratio of 10* : 
6 db/octave = 20 db/10 times frequency ratio. 
3 db/octave 10 db/10 times frequency ratio. 
The recorded velocity is proportional to the output voltage from an " ideal " electro- 
magnetic pickup. When using such a pickup it is necessary to boost the output 
voltage at frequencies below the cross-over frequency, and to attenuate at frequencies 
covered by the pre-emphasis. This frequency selective amplification is called equal- 
izing. 

*A table of frequency ratios, octaves and decades is given in Chapter 7 Sect. 3(v), page 368. 
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Cross-over frequency 

The most popular cross-over frequencies are 250, 300, 350 and 500 c/s, and these 
are compared in Fig. 17.13 on the basis of equal peak amplitude in the constant 
amplitude sections. For convenience the 250 c/s cross-over point has been taken as 
0 db The constant velocity section of the characteristic with 300 c/s cross-over 
frequency is at a level of -f 1.5 db, while that of the characteristic with 500 c/s cross- 
over frequency is at a level of + 6 db relative to the characteristic with a 250 c/s 
cross-over frequency. 

Thus it is possible to increase the level of recording of the constant velocity section 
of the characteristic without increasing the maximum amplitude, provided that the 
cross-over frequency is increased. This appears very attractive at first sight since it 
increases the signal-to-noise ratio, but for an increase of 6 db above the cross-over 
frequency it involves 

(a) Twice the recorded velocity, 

(b) Twice the tracking distortion, 

(c) At least twice the harmonic distortion from a given pickup, 

(d) An additional 6 db of ** equalizing " amplification of low frequencies, tending 
to cause trouble with hum and rumble. 

There is no " optimum " cross-over frequency because the choice is necessarily 
a compromise. Where distortion is the principal criterion, a low cross-over fre- 
quency from 250 to 350 c/s will be adopted for standard groove 78 r.p.m. Where 
needle scratch is troublesome with 78 r.p.m. a high cross-over frequency of say 500 
c/s may be adopted. With fine groove recordings a cross-over frequency of 400 or 
500 c/s is about the optimum choice. 

In practice the sharp knee between sections 1 and 2 is rounded off ; the cross-over 
frequency is then defined as the frequency of intersection of the two asymptotes, 
provided that the recording characteristic at this frequency is not more than 3 db below 
the point of intersection of the asymptotes. 

If the recording characteristic includes high-frequency pre-emphasis, it is necessary 
to re-draw the curve for the condition without high-frequency pre-emphasis before 
determining the cross-over frequency as described above 
High-frequency pre-emphasis 

The third section of the recording characteristic is the high-frequency pre-emphasis 
cufve. This may, in the ideal case, be taken as a straight line with a slope of, say, 
3 or 6 db/octave as in Fig. 17.13. Of course in practice the sharp junction is rounded 
off and the recording characteristic gradually approaches the " ideal *' straight line. 
Alternatively the pre-emphasis may be specified in the form of a time constant such 
as, say, 100 microsecond pre-emphasis. The latter method is covered in Chapter 15 
Sect. l(vi) ; it is restricted to an asymptotic slope of 6 db/octave, but the time constant 
determines the frequency at which it becomes effective as tabulated below : 
Time constant 40 50 75 100 150 /xsecs. 

Rise of 3 db at 4000 3220 2150 1610 1075 c/s. 

All modem American and some English records use some degree of high-frequency 
pre-emphasis*, although they differ in degree. Assuming that in each case the am- 
plifier is equalized* to provide a level-play-back characteristic, the greater the pre- 
emphasis the greater the possible dynamic range and the lower the scratch level. 

However there are two factors which place a limit on the amount of pre-emphasis 
which may be used. The first of these factors is the radius of curvature of the groove 
which at high frequencies and high amplitudes, especially towards the iimer portion 
of the record, cannot be tracked accurately. The radius of curvature is inversely 
proportional to the maximum amplitude of recording. If the maximum amplitude 
is reduced, the high frequency pre-emphasis may be increased and in the extreme 
case consta nt amplitude recording may be used throughout (Ref. 240). 

♦Any equalizing which is necessary to correct deficiencies of any of the components of the recording 
system is corrective equalization, not pre-equalization. The distortion of the fre<juency characteristic 
from flat (from air to record track) to some other characteristic is pre-cqualization or pre-emphasis 
(Ref. 247). 

There is reason to believe that some record manufacturers who nominally adopt 16 db pre-emphasis 
at 10 000 c/s use pan of this for corrective equalization for deficiencies of their equipment at high 
frequendesi and only the balance for true pre-emphasis (Refs. 247, 256 ; 193 discussion by E. W. 
KcUogg). 



www.pmillett.com 



17.5 



(i) RECORDING CHARACTERISTICS 



729 



The second factor is the peak frequency spectrum characteristic of the music being 
recorded. The effect of the decreased amplitudes at high frequencies in speech and 
music has been investigated (notably Ref. 42) but there is insufficient information 
available concerning the instantaneous distribution of energy within the recorded 
spectrum. Curves based on the work of Sivian, Dunn and White indicate that " no 
large increase in distortion occurs in reproducing the 16db pre-emphasized continuous 
spectrum . . .yet the addition of a few prominent tones to this spectrum in the 
region above 2000 cycles will result in intolerable distortion " (Ref. 42). 

Pre-emphasis on shellac discs 

If the tracking* difficulty could be overcome, it is possible that the N.A.B. pre- 
emphasis characteristic would not be excessive (Ref. 193) but unfortunately it is the 
tracking* problem which is the stumbling block. In one test, three records were cut 
simultaneously with different values of pre-emphasis and played back on a system with 
the maximum de-em*phasis. The record with the 6 db pre-emphasis " reproduced 
more highs and cleaner highs than the one with the 15, indicating that the overload on 
the latter was so bad that it was not being tracked* " (Ref. 193, discussion by J. P. 
Maxfield). 

The use of the full N.A.B. pre-emphasis (16 db at 10 000 c/s) on standard shellac 
discs has come in for much criticism. It is claimed that the cymbals and certain 
brass instruments will overload the system at high frequencies, although this could be 
taken care of by the use of a limiting amplifier which reduces the gain for the short 
period required (Ref. 197). Another writer states that trouble had been experienced 
through overmodulation by second and third harmonics of the soprano voice when a 
rising characteristic between 1000 and 5000 c/s had been introduced (Ref. 174). 
Another writer refers to the " muddiness " and *' smearing " in the high level, full- 
orchestra passages of many records (Ref. 117). Still another writer states that the 
present N.A.B, pre-emphasis curve effectively guarantees excessive distortion and 
he refers to the insufficient attention which is paid to the difference between transient 
response tests and the steady state (Ref. 257). Another refers to the fact that the 
N.A.B. characteristic unduly weights the importance of the signal to noise ratio and 
produces the undesirable condition of signals having high velocity with high amplitude 
(Ref. 189). Another again states " since the pickup stylus can track* the recorded 
high frequencies more clearly without excessive pre-emphasis, the high frequency 
reproduction from such records is notable for its clarity " (Ref. 241). Other criticisms 
have also been published (Refs. 155, 174), 

It is interesting to note that one leading American manufacturer, R. C. A. Victor, 
limits the high-frequency pre-emphasis on home records to a maximum value of 
12,5 db at 10 000 c/s in place of 16 db as with the N.A.B. characteristic, while the 
AES Standard Playb^k Curve provides for 12 db pre-emphasis at 10 000 c/s. 

Pre-emphasis with fine groove recordings 

Owing to the lower recording level, smaller radius stylus tip and more elastic 
material with fine groove records, a higher value of high frequency pre-emphasis 
may be used than with 78 r.p.m. shellac discs, for the same distortion in both cases. 

Measurement of recorded velocities 

The recorded velocities may be measured either by the light-pattern method (see 
(v) below) or by the use of a special high-fidelity pickup. These two methods do 
not give the same result, owing partly to the mechanical characteristics of the record 
material and partly to the finite needle size which causes tracing distortion (see Sect. 6). 
It is current practice to use the special pickup at low frequencies and the light-pattern 
method at high frequencies ; the latter may be checked by the pickup after allowing 
for the loss caused by tracing distortion. It has been stated that the mechanical 
impedance limits at the reproducing point should be included in any standardization 
of frequency characteristic (Ref. 131). 

*It is unfortunate that the word " tracking " should be used both here (meaning that the stylus tip 
is capable of following the modulations in the groove) and also in " tracking distortion " which is due 
to the angle between the axis of the pickup and the tangent to the unmodulated groove (see Sect. 4). 
No alternative nomenclature seems to be in current use. 
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Practical recording characteristics 

There does not appear to be any generally accepted definition of published recording 

characteristics. In most casesj howeverj it is fairly safe to assume that the user is 

expected to provide an equalizer amplifier characteristic which is the inverse of the 
recording characteristic. Of coxirse, some discretion is required in using full equaliza- 
tion for extreme high and low frequencies — this may be provided in the form of tone 
controls. 

The recording characteristics used by English, Australian and the majority of Exiro- 
pean manufactxirers are shown in Fig. 17.14. Cxirve 1 is that used by the E.M.I. 
group of companies for all normal 78 r,p.m. recordings. Curve 2 is that used by the 
Special Recordings Department of E.M.I. Studios Ltd. and is notable in that it 
extends to 20 000 c/s. Curve 3 is that used by Decca ffrr (1949). Curve 4 that used 
by the B.B.C. for transcriptions (Ref. 294). 

The Decca (London) LP characteristic is not shown on the curves, but is — 17.5 
db at 30 c/s, - 14 db at 50 c/s, - 9 db at 100 c/s, — 3 db at 300 c/s, 0 at 1000 c/s, 
+ 14' db at 10 000 c/s and -f 16 db at 15 000 c/s (Jan. 1951). 

The recording characteristics used by most American record manufacturers are 
shown in Fig. 17.15. Curve 1 is that used in the Columbia long playing micro-groove 
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Fig, 17.14. Recording characteristics used by all English, Australian and the majority 
of European record manufacturers for 78 r.p.m,, together with B.B.C. transcriptions. 
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Fig. 17.15. Recording characteristics used by most American record manufacturers. 
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records. Curve 2 is the N.A.B. (lateral 1949) standard for transcriptions. Ctirve 3 
is that used by R.C.A Victor for 78 r.p.m. shellac discs, 45 r.p.m. and 33-1/3 r.p.m. 
fine groove. Curve 4 is that used by Columbia for 78 r.p.m. shellac discs — the cross- 
over frequency is 300 c/s. Curve 5 is that used for Orthacoustic transcription re- 
cording — it follows very closely the N.A.B. curve from 60 to 10 000 c/s but is ex- 
tended down to 30 c/s (— 20 db) and up to 15 000 c/s. 

Standard Playback Curve 

For many reasons it has been impossible to achieve a standard recording character- 
istic, even in a single cavintry and for a specified cross-over frequency. An entirely 
different approach has been made by the Audio Engineering Society of U.S.A. which 
has put forward a Standard Playback Cxirve with the idea of getting this adopted by 
all designers of equipment for reproduction from records (Ref, 307), The onus would 
then be on the record manufacturers to produce records which sound well when 
played with such equipment.. The curve (Fig. 17. 15 A) is based on the frequency 
of 1000 c/s as a reference point, and the de-emphasis at 10 000 c/s is 12 db, being 
less than the N.A.B. de-emphasis at this frequency. However the AES playback 
curve is extended to 15 000 c/s with a de-emphasis of 15.5 db. Both the straight 
portions of the curve have slopes of 6*db /octave, and the interseaions of the extensions 
of these straight portions with the reference axis occur at 400 c/s (the cross-over 
frequency) and 2500 c/s. 

This playback curve may be duplicated on a flat amplifier with two sections of RC 
equalization, as shown in Fig. 17.15B, which is one possible arrangement. Alter- 
natively the network of Fig. 17.15C may be used. 




FREQUENCY — CYCLES PER SECOND 

FIG. 17 !5A 

Fig, 17.15A. AES Standard Playback Curve {Ref. 307). 
See Supplement for new Standard Playback Curve. 



Fig* 17.15B. High impedance network to 
provide standard playback curve in grid 
circuit of amplifier stage (Ref. 307). 




FIG. 17.15 B 
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It seems that this Standard Playback Curve is what is really needed by the designers 
of equipment for reproduction from records. Even if record manufacturers do 
not accept it, the error for any cross-over frequency from 325 to 500 c/s is not more 
than 2 db^ and no problems will be encountered in the reproduction of NAB recording, 
all fine groove records and most 78 r,p,m. discs except those with a cross-over fre- 
quency of 250 c/s and without any high frequency pre-emphasis. The latter may be 
covered by a separate network. 

The C.C.I. R, (Geneva, June 1951) proposed a compromise characteristic with a 450 
/isec. curve below 1000 c/s and a 50 /xsec. curve above 1000 c/s, giving turnover 
frequencies of 360 and 2800 c/s, for radio programmes for international exchange. 
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FIG. I7.I5C 

17.15C. Lozo impedance network to provide close approximation to standard 
playback curve, with total insertion loss 20 db at 1000 c/s (Ref. 307). 

General comments 

It has been shown that the choice of recording characteristic is necessarily a com- 
promise between many factors. 

By careful attention to all aspects of record manufacture, particularly the material 
used for the pressings, it is possible to produce records having extremely fine per- 
formance. 

The best of the fine groove records have demonstrated by results that the per- 
formance obtainable is equal to that from the best shellac discs, and superior as re- 
gards noise. The fact that there are many mediocre recordings of all kinds proves 
nothing from the technical angle. 

Reference to recording characteristics: 62, 63, 88, 131, 155, 156, 174, 197,214, 
240, 247, 307. 

(ii) Pre-amplifiers for use with pickups 

Pickups may be divided into three groups, those of the high impedance type (e.g. 
crystal) normally always used with direct connection to a grid circuit, those of the low 
impedance type normally always used with a step-up transformer, and those which 
may be either used with or without a transformer. 

In all cases, pickups should be loaded by a substantially resistive load of the value 
specified by the manufacturer, or determined expci* mentally — see also Sect. 3. A 
change in load resistance usually results in a change of frequency characteristic. 

The equalizer may be incorporated into the first stage of the pre-amplifier— see 
Sect. 5 : 2(iii), (v), (vi) and (vii)— or it may follow a normal pre-amplifier stage. In 
the latter case its design is quite straight forward and follows the general principles 
of r.c.c. amplifiers — see Chapter 12 Sect. 2 for triodes and Sect. 3 for pentodes ; also 
Chapter 18 Sect. 2 for microphone pre-amplifiers. 

Pre-amplifiers for pickups with high output level (e.g. crystal) may usually be 
designed without special regard to hum or noise. In other cases the pre-amplifier 
should be designed as for a microphone pre-amplifier — see Chapter 18 Sect. 2. 

A modified cathode follower for use as a low-noise input stage for a crystal micro- 
phone or pickup is described in Chapter 18 Sect. 2(vi)D and Fig. 18.6B. 

(iii) Introduction to equalizers 

(A) Low-frequency equalizers 

The amount of bass boosting required by various " ideal " recording characteris- 
tics is given below. It is assumed that a constant amplitude characteristic is main- 
tained below the cross-over frequency. 
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Cheap pickups usually have a peak in the bass region which reduces the amount 
of bass boosting required, and in some cases no bass boosting whatever is provided 
by the amplifier. 

Some practical recording characteristics have an approach towards a constant 
velocity characteristic below some low frequency (e.g. Fig. 17.15 Curves 1, 2 and 5). 
The equalizing circuit should be designed to suit the individual recording characteris- 
tic. The following treatment, however, is based on the 6 db/octave constant ampli- 
tude characteristic as approached by Fig. 17.14 Curve 1 and Fig. 17.15 Curves 3 and 4. 
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Fig. 17.16. Bass equalizer characteristics {A) ideal" characteristic with slope of 
6 db/octave (B) characteristic with single stage r-c equalizer having total boost of 20 db 
and max. slope 4.9 db/octave (C) characteristic with two r.c. stages in cascade, each 
having total boost 10 db and max. slope 3 db/octave (circuit as Fig. 17.17). 

Conventional resistance-capacitance equalizing circuits 

The form of bass boosting which is normally used results in a " saturation " shape 
of curve as in Fig. 15.4. Majtimimi slope is obtained at the point of half total boost, 
the value being a function of the total boost (Chapter 1 5 Sect. 2) : 

Total boost 20 15 10 6 3 db 

Slope at half-boost point 4.9 4.1 3.0 2.0 1.0 db/octave 

The desired slope is 6 db/octave, so that there is an appreciable error even with 
a total boost of 20 db or more. This is plotted in Fig. 17,16 for a total boost of 20 
db with alternative frequency scales for 250 and 500 c/s cross-over frequencies. With a 
cross-over frequency of 250 c/s the error is about — 1 dbat 50 c/s and — 2,5 db at 30 c/s, 
which is generally acceptable, even though there is inevitably some additional loss in 
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the extreme bass, due to coupling condensers. In the case of a cross-over frequency 
of 500 c/Sy however, the error is — 3 db at 50 c/s and — 4 db at 40 c/s, here again 
increased hy the effect of coupling condensers. Some designers adopt a total boost 
of as much as 40 db to provide a satisfactory characteristic for use with high cross- 
over frequencies such as 800 c/s. In either case, it is good practice for the amplifier 
to include a bass tone control which will permit an adjustment to suit the circumstances. 
If no tone control is fitted, it is usually desirable to attenuate the extremely low fre- 
quencies ; a value of coupling capacitance may be chosen to giye, for example, an 
additional 3 db attenuation at 70 c/s and 5 db at 50 c/s. 

In the circuit of Fig. 15.3 suitable values of components would be : 
Vi = 6J5 (half 6SN7-GT) ; R^^ = 50 000 ohms ; = 20 000 ohms ; R^ = 
1 megohm ; jR^ = 2800 ohms ; C = 0.25 /xF for very good bass response or 
0.05 /iF for bass attenuation. Voltage gain at 1000 c/s ===1.5 times + 3.5 db. 
Total boost 20 db. Ca = 0.2 /xF for cross-over 250 c/s or 0 1 /xF for 500 c/s. 

Alternatively the total boost of 20 db could be obtained in two separate stages 
each having a total boost of 1.1 db at the cross-over frequency. By this means a 
maximum slope of 6 db is obtained at a frequency of 100 or 200 c/s with a cross-over 
frequency of 250 or 500 c/s and more accurate equalizing is possible. The frequency 
characteristic obtained is shown with a broken line (C) in Fig. 17.16, and the circuit 
diagram is given in Fig. 17.17. 

Fig. 17.17. Circuit diagram 
of mo stage bass equalizing 
amplifier with bass boosting 
in each stage. Pin 4 of the 
6SN7-GT should be used for 
the input circuit. Total boost 
is 20 db and max. slope 6 
db /octave. C = 0.25 fiF 
for good bass response or 0.1 
fiF for some bass attenuation ; 
C'i = O.l fiF for cross-over 
250 c/s or 0.05 tiFfor 500 c/s. 
Voltage gain at 1000 c/s = 22 
times ^ 26.8 dbvg. 

Instead of having two networks separated by a valve, the complete two-section 
equalizer may be incorporated into a single network as in Fig. 17.18. The maximum 
slope is 7 db /octave which is adjustable down to 3 db /octave by means of control 
which should be tapered ; maximum slope is obtained with maximum value of jR?. 
The plate load resistors may be increased if it is desired to increase the gain. This 
circuit provides 25 db bass boosting with a very close approach to the true 6 db octave 
slope (when jR, is correctly adjusted) and has the additional merit of incorporating 
a tone control providing a total control of 13 db in the region 20 to 50 c/s depending 
on the cross-over frequency. With an input voltage of about 50 millivolts, the output 
will be about 1 volt. 

Frequency-selective feedback to provide equalizing 

A resistance-capacitance network may be used in the feedback loop of an amplifier 
to provide bass boosting which gives a close approximation to the correct degree of 




Fig. 17.18, Two section 
equalizer to provide for 
3 values of cross-over 
frequency and adjust- 
able slope of characteris- 
tic (Ref. 127). Fi + 
= 6SL7 or 65C7 or 
IFl or any high-mu 
triodes. 
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FIG. 17. 19 A 



Fig. 17, 19 A. Circuit diagram of equalizing amplifier using negative feedback to 
provide bass equalizing (1) 250 c/s (2) 300 c/s (3) 500 c/s (4) 750 c/s (5) 1200 c/s cross- 
over frequency. A choice of four high-frequency de-emphasis circuits is provided 
(1) flat (2) ffrr (3) R.C.A. (4) N.A.B. {Ref. 239). 



FIG. 17.19 D 




FIG. I7.I9C 
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Fig. 17.19B, Frequency characteristics of 
circuit of Fig. 17.19A with high frequency 
control in ''flat" position {Ref. 239). 
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Fig. 17.19C. High frequency 
de-emphasis characteristics of 
the circuit of Fig. 17.19A 
{Ref. 239). 



equalizing. The principle is demonstrated in the circuit of Fig. 15,11 and the fre- 
quency characteristics of Fig. 14.12, which are limited to a maximum boost of 12 db. 
Increased bass boosting could, of course, be obtained by increasing the feedback. 
With the value of capacitance used in Fig. 15.11 (0.005 /aF) a satisfaaory compromise 
is obtained for a cross -over frequency of 250 c/s ; half this capacitance would be 
suitable for 500 c/s. 

This same principle is used in the circuit of Fig. 17.19A to produce the low fre- 
quency characteristics of Fig. 17.19B (Ref. 239). The low-frequency control is a 
shoning type, while the 10 megohm resistors are click suppressors. This circuit also 
provides four values of high frequency de-emphasis (curves Fig. 17.19C). 

Another variation of the same general principle is incorporated in Fig. 17,20 (Ref. 
144). It is suitable for use with the GE variable reluaance pickup, or any other low 
level electro-magnetic pickup which has been equalized to give a constant-velocity 
characteristic. The values of components are designed for a cross-over frequency 
of 500 c/s and a high-frequency hinge frequency of 2000 c/s with a slope of 
6 db/octave. 
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Fig. 17.20, Circuit diagram of equalizing amplifier for low-level electromagnetic 
pifkup using negative feedback over the second stage to accomplish equalization (Ref. 144). 

k different form of frequency-selective feedback is used in Fig. 17.21 which pro- 
vides correct equalizing for English (H.M.V.) records from 25 to 8500 c/s within 
2,5 ^b. is the first pre-amplifier valve having a series tuned circuit LiCi (with a 
minimum impedance below 25 c/s) in its cathode circuit so that at higher frequencies 
an increasing proportion of the input signal is fed back. The condenser in series 
with /?3 serves to flatten the response above 1000 c/s ; no provision is made for 
de-emphasis. The level between 250 and lOOjO c/s is flattened by the network LzCr^R^ 
in which and C3 are tuned to 250 c/s. and L2 carry the plate current of the 
valve^ and the value of Ri primarily determines the degree of feedback at 1000 c/s. 



f— |(-VWVVA-| 





INPUT' 



Fig . 17 21. Freq uency. selective negative fee dback 
used to provide equalizing for English records. 
(Ref. 199). Vy - Mm (/x - 40, - 11 000 
ohms), load resistance = 50 000 ohms. 



Fig. 17.22. Bass equalizer 
incorporating L, C and R 
(Ref. 188). 



Bass equalizers incorporating C and R 

A network incorporating C and R may be used to provide a very close approach 
to the 6 db /octave ideal characteristic, or even higher values if desired. The simpli- 
fied circuit is shown in Fig. 17.22 in which is tuned by Ci to the cross-over fre- 
quency, R2 controls the shape of the band and R^ controls the slope of the characteris- 
tic. 

Suggested values for a cross-over frequency of 400 c/s are — = 2.9 henrys ; 
Ci 0.07 /xF ; C3 - 1.0 ^xF ; R^ = 6800 ohms ; R^ 2200 ohms. 

For a slight change in cross-over frequency only Ci and R2 need be altered (Ref. 188). 

References to equalizers (general) : 15, 54, 106, 108, 109, 113, 117, 120, 126, 127, 
133, 144, 187, 188, 197, 198, 199, 209, 220, 226, 239, 240. 
(B) High-frequency equalizers (de-emphasis) 

A shunt capacitance provides for attenuation at the nominal rate of 6 db /octave 
(see Chapter 15 Sect. 6). The attenuation is 3 db when the reactance of the shunt 
condenser is equal to the resistance of the circuit across which it is connected, that 
is when 

C - l/{27Tf,R) (1) 
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or capacitance in microfarads = 157 GOO/(/o-R) (2) 
where C ^ shunt capacitance in farads 

f„ = frequency at which the attenuation is 3 db (it is also the " hinge point " 
of the ideal 6 db/octave line) 
and R =^ resistance of circuit across which C is connected, in ohms. 

If it is desired to limit the attenuation to a specified value, while approaching the 
nominal slope of 6 db/octave, the circuit of Fig. 17.23A may be used. Here 
represents the resistance of the input circuit ; R^ should be as high as is practicable — 
it is assumed to be very much greater than i?2- The maximum attenuation in decibels 
will be given by 

max. attenuation (x db) = 20 logioE^a/C^i + R^] (3) 
Eqns. (1) and (2) may be used with reasonable accuracy for maximum attenuations 
not less than 10 db— at lower values the attenuation at the " hinge point " frequency 
fo will be less than 3 db (the actual values are 2.4 db for 10 db total boost, 2 db for 6 db 
total boost, 1.2 db for 3 db total boost). The frequency characteristic is indicated 
in Fig. 17.23B. 



FIG. 17.23 



® 




O vVvW-t— 

^\ > 

INPUT < '^3< OUTPUT 



Fig, \1 ,25, {h) Circuit providing high-frequency attenuation with a specified limit to 
the attenuation (B) Frequency characteristics. 

If the maximum attenuation is 10 db, the maximum slope (which occurs at half 
maximum attenuation) is 3 db/octave. This may therefore be used to provide a 
3 db/octave de-emphasis characteristic within the limitations of its range. 

High frequency equalizers are incorporated in the circuits of Figs. 17,19, 17.20, 
17.27. 

For general treatment of equalizers see Ref. 258. 

(iv) High-frequency attenuation (scratch filter) 

In addition to the normal manual tone control it is advisable in good amplifiers 
to incorporate a filter which provides very rapid attenuation above a certain frequency, 
say 7000 c/s, so that the upper scratch frequencies on old or noisy records may be 
rendered inaudible. This is provided by the circuit of Fig. 17.24A (Ref. 15) which 
has negligible attenuation at 7000 c/s,— 60 db at 8700 c/s and over 36 db attenuation 
at all frequencies above 8000 c/s. The filter is designed for an impedance of 24 000 



FIG. I7.24A « 



0-30H 0'40H 



50 _ 



•0OIuFX*O012uF„_ 



* Tol«ranc< + 3% 




Fig, 17.24A. Amplifier 
stage incorporating filter 
with 7000 c/s pass-band 
and very rapid attenuation 
at higher frequencies {Ref, 
15). - M//4, = 

40, = 15 000 ohms. 
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17.5 



6Kc/i 




J- FfG, 17.24 B 



Fig. 17,24B. 



Circuit of pre-amplifier and filter circuit with high attenuation at 10 000 
c/s {Ref. 113). 



ohms ; the plate resistance of Vi is increased 
to this value by means of a partially un- 
bypassed cathode resistor, while the out- 
put end is loaded directly. See reference 
for coil winding and other details. 

An alternative method is used in the pre- 
amplifier circuit of Fig, 17.24B to produce 
the response characteristic of Fig. 17.24C 
This is suitable for use with low level 
electro-magnetic pickups. The 10,6 Kc/s 
parallel-T network provides a maximum 
attenuation of 34 db, while the 6 Kc/s 
parallel-T network in the feedback loop re- 
moves the attenuation which would other- 
wise occur at this frequency and thus give 
a sharper knee (Ref. 113). 

There appears to be substantial evidence 
that too sharp a knee on the attenuation 
characteristic gives an unpleasant effect to 
the listener. If the knee is initially too 
sharp, it may be slightly rounded by the 
addition of a "roll-off" characteristic at some 
suitable point — e.g. in the preceding stage. 



=5 



2 



Frequency 



7 e 9 10 15 
- Kilocycki /Sec 

FIG. 

curve of am- 



Fig, 17.24C. Response 
pltfier and filter shown in Fig, 17.24B 
{Ref, 113). 



(v) Equalizers for electro-magnetic pickups 

The general principles of equalizing have been covered in the earlier portion of 
this section, and may be applied direaly to electro-magnetic pickups (Figs, 17.17, 
17.18, 17.19, 17.21, 17.22, together with high-frequency de-emphasis). Fig. 17.243 
is directly applicable. 

With any form of electro-magnetic or dynamic pickup the pickup itself has an 
impedance which, above about 1000 c/s, is almost entirely inductive reactance. If a 
capacitance is connected in shunt with the pick-up, or across the secondary of the 
transformer, this capacitive reactance will resonate with the inductive reactance of 
the pickup at some frequency determined by L and C. As a result, the output voltage 
is boosted at the frequency of resonance and falls rapidly at higher frequencies. If, 
now, a variable resistance is also connected in shunt with the pickup or across the 
secondary of the transformer, there will be found a value at which the resonance peak 
just disappears — this value of shunt resistance is the maximum which can be used to 
permit the condenser to act purely as an attenuator. For an analysis of this effect 
on the E.M.I. No 12 pickup see Ref. 109 and for that on the Pickering and G.E. 
variable reluctance pickups see Ref. 117. The inductance of the E.M.I. No. 12 
pickup is of the order of 1 mH. The inductance of the Pickering pickup is approxi- 
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mately 100 mH and that of the G.E. pickup 120 mH. The correct value of shunt- 
resistance is given by 

R (ohms) = 1.2 fc for the Pickering pickup 
and R (ohms) = 0.9 f, for the G.E. pickup 

where fc is the frequency at which the attenuation is 3 db. Beyond this frequency 
the rate of attenuation is approximately 15 db /octave. 
The shimt capacitance required for various values of the cut-roff frequency is : 
Frequency 4000 5000 6000 7000 c/s 

Capacitance Pickering 0.02 .013 .009 • .0065 /aF 

G.E. 0.03 .019 .013 .0095 fiF 



300n I 




Fig. 17.25. Equalizer for 
use with E.M.I, and Mar- 
coniphone Model 1 2 A 
pickup. Output as shown 
is 200 ohms ; with link 
closed, output is 600 ohms. 
For English E.M.I, re- 
cords join terminals 1 and 
2y also 3 and 4 ; for ~ 
N.A.B. and American records leave unjoined. (E.M.I. Australia). 

Pre-amplifier for E.M.I. and Marconiphone Model 12A 

A suitable equalizer is shown in Fig. 17.25 which gives the following output levels 
at 1000 c/s with Decca Z718 frequency record. 

Termination Equalizer English Equalizer N.A.B 

200 ohms - 49 dbm - 50 dbm 

600 ohms - 54 dbm ~ 55 dbm 

.Pre-amplifier for use with G.E. variable reluctance pickup 

The circuit of Fig. 17.26 is suitable for use with the G.E. variable reluctance pickup. 
This pickup gives an output of about 10 mV (with recorded velocity of 4.8 cm/sec), 
the amplifier has a voltage gain of 35 db at 1000 c/s, so that the output voltage is 
about 0.6 volt. The input shimt resistor of 6800 ohms (which is suitable for the N.A.B. 
characteristic) may be varied to control the frequencv response, a higher value in- 
creasing the high frequency response. A low plate voltage is desirable. A slight 
improvement in response may be effected by shunting the 0.01 condenser by a 
resistance of 180 000 ohms (Ref. 187). See also Fig. 17.34 for input transformer 
arrangement and Fig. 17.24B as an alternative pre-amplifier. 



68,000 (1 o^H^ ^ 

OUTPUT 




Fig. 17.26. Pre-amplifier and equalizer 
for use with the G.E. pickup (Ref. 187). 



Continuously-variable equalizing pre-amplifier 

If a sufficiently flexible equalizer is used, it does not require any additional tone 
control. Such a circuit is shown in Fig. 17.27A in which the additive method of 
equalization is employed. This has three transmission channels, one channel having 
a characteristic which is essentially flat below 1000 c/s, falling off at the rate of 12 
db/octave at higher frequencies ; a second channel having 40 db more gain than the 
basic channel at very low frequencies but with its gain falling off at the rate of 12 db/ 
octave above about 50 c/s ; and a third channel whose gain rises at the rate of 12 db/ 
octave up to 15 000 c/s, above which frequency its gain is 40 db more than the basic 

*Later models of G.E. pickups have inductances of 250 mH (Broadcast type RPX-046) and 520 mH 



fHome type). 
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FIG. 17. 27 A 



GAIN CONTROL LOW FREQUENCY 
CONTROL 



Fig, 17.27. (A) Circuit of 
continuously variable equ- 
alizing pre-amplifier (B) 
Variation in attenuation 
in low frequency control 
(C) Variation in attenua- 
tion in high frequency con- 
trol (Ref 246). 
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FIG. 17. 27B 
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channel. Outputs from the three channels are added in a single valve feedback sum- 
ming amplifier ; potentiometers which add flat loss in the auxiliary channels permit 
control of the resultant transmission characteristic. The input allows for the con- 
nection of two G.E. variable reluctance pick-ups simultaneously. The maximum 
output is of the order of 1 volt, and the pre-amplifier may be -used at a moderately 
remote location, owing to the cathode follower output. 

The frequency characteristics are given in Figs. 17.27B and C (Ref. 246). 
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Equalizers applying feedback to the first pre-amplifier stage 

It has been demonstrated by Ellis (Ref. 209) that the feedback circuit may be made 
frequency-selective to give a close approach to the required equalizing characteristic 
for an electro-magnetic pickup, as in Fig. 17.28. This circuit does not apply any 
appreciable feedback to the pickup itself, owing to the isolating resistor Ri. The 
cross-over frequency may be adjusted by changing either C or J?2> but changing R2 
without making a similar change in affects the gain. This arrangement is said to 
be " the quietest and most stable " (Ref. 287), and a very low hum level is possible 
if the cathode is well by-passed. The input impedance of the stage is low, owing to 
the feedback circuit. The resistor R^ should be at least 10 times the nominal im- 
pedance of the pickup. The normal gain, above the cross-over frequency, is approxi- 
mately (R2/R1), so that unity gain is obtained when R2 = By making R^, > Ri 
this circuit can provide gain as well as bass boosting, but this reduces the available 
increase for low frequencies^ since the upper limit of gain is the normal gain of the 
valve without feedback. 

Fig, 17.28, Equalizer which applies negative feedback 
to an electro-magnetic pickup (Ref. 209). Original 
values were = EF36, R^ = R^ ^ 1 MQ, R^ ^ 0.22 
MQ, R^ - 2.2 MQ, C - 600 fifiF, E^^ = 250 volts, 
unity gain. 

Suggested adaptation for 19 db gain and bass boost of 
26 db is : - 6J7 or 1620, i^i = 0.1 MQ, R^ = 1 MQ, 
R^ = 0.47 MQ, i^a = 3.0 MQ, C = 330 fifiF for 
500 c/s, or 510 fifiF for 300 c/s, or 620 fifiFfor 250 c/s. 
Vi may also be replaced by a high~mu triode {6 AT 6) 
where R^ - 0,1 MQ, R^ = 0.33 MQ, R^ = 0.22 MQ, 
R^ omitted, C - 1200 fifiF for 500 c/s, 2000 fifiF for 
300 c/s or 2400 fifiF for 250 c/s, giving gain of 8 db and bass boost of 26 db (see 
Ref. 287). 

A modification of the circuit of Fig. 17.28 is described in Ref. 280 which gives both 
bass boosting (with a " very low frequency roll-off ") and high frequency de-emphasis. 
Values of components are : R^ = 0.33 megohm, R2 = 1.0 megohm, Ri = 0.22 
megohm, C = 600 /i/iF approx. (adjustable), C2 ^ 25 /x/xF approx. (adjustable) 
shunted across R^, and ^ EF37. 

A different modification of this circuit is given in Fig. 15.13 ; see Chapter 15 
Sect. 2(iv)C This modified circuit enables adjustment to be made for any cross- 
over frequency by means of a continuously variable potentiometer ; unfortunately 
no measured frequency characteristics have been published but this circuit seems to 
be close to the ideal for simplicity and to provide a response characteristic as good as 
that of any other RC feedback amplifier. 

(vi) Equalizers for crystal pickups 

A crystal pickup, when working into a high load resistance of the order of 2 to 5 
megohms gives a practically level response characteristic over the constant amplitude 
section of a gliding-tone frequency test record (A in Fig. 17.30). If the load resistance 
is decreased to 0.5 megohm (Curve B) the output at 50 c/s may fall in a typical case 
by 6 db, the attenuation ratio at other frequencies being inversely proportional to the 
frequency. 

High temperatures cause a reduction in bass response ; an increase from 68 °F to 
104°F causing a decrease of about 5 db at 50 c/s in a typical case (Curve B). 

The output from a crystal pickup is so high that, if it is not attenuated between the 
pickup and the first amplifier stage, it may overload the valve. Unless the equalizer 
provides heavy attenuation, it is advisable to place the volume control between the 
pickup and the first grid. 

Above the cross-over frequency the output voltage from an unequalized high- 
fidelity crystal pickup tends to fall at the rate of 6 db/octave. In popular types there 
is usually a resonance peak which gives some additional lift to the top end of the charac- 
teristic, thus decreasing the amount of equalization required. 
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A simple equalizer for use with crystal pickups is t. 
shown in Fig. 17.29. If i? 2 = 0.5 megohm, Ri may 
be taken as 10/?2 or 5 megohms. This gives an attenua- 
tion at very low frequencies of 20.8 db. The effect of 
variation of Ci is shown in curve C Fig, 17.30 ; these 
response curves are only satisfactory when considerable 
high-frequency de-emphasis is required. 

Better equalization is obtained when 40/?2j 
thus giving a maximum attenuation of 32 db. Suitable 
values are : /?i = 5 megohms, R^ = 0.125 megohm, Q 
response curve is shown in curve D. 

A more flexible equaUzer suitable for use with a high-fidelity crystal pickup is 
shown in Fig. 17.31 (Ref. 127). This gives a choice of three load resistors, thus giv- 
ing some control of the bass, and three values of capacitance suitable for three cross- 
over frequencies. 

An improved equalizing circuit suitable for use with the Acos GP12 high-fidelity 
pickup is shown in Fig. 17.32 (Ref. 120). This gives correct equalization for H.M.V. 
records within + 2.5 db, - 3.5 db from 30 to 8000 c/s. 

An equalizer suitable for use with the Brush high-fidelity pickup is shown in Fig. 
17.33 (Ref. 106). Position (1) is for quiet shellac records with a 500 c/s cross-over 



Fig, n.29. Simple equal- 
izer circuit for a crystal 
pickup. 

= 100 fifiF, The resultant 




IpOO SpOO IQpOO 

FREQUENCY FIG. 17.30 

Fig. 17.30. Response curves of typical crystal pickup. (A) load resistance 2 megohms, 
temperature 68° ; (B) load resistance 0.5 megohm, temperature 68° and 104°f ; 
(C) zvith simple equalizer circuit as Fig. 17.29 having Ro = 0.5 megohm^ Ri ~ 5 meg- 
ohms ; (D) zvith R2 = 0.125 megohm, R^ = 5 megohms, Cy = 100 fifJi-F. Test record 
Audiotone for {A), (B) and (C) ; Columbia Af-10 003 /or (D), Curves based on 

data for Astatic FP-IS. 
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FIG. 17.32 

Fig, 17.31. Flexible equalizer for high-fidelity crystal pickups (Refi 127). 
Fig. 17,32. Equalizer for Acos GP\2 high fidelity crystal pickup Jor 250 c/s cross-over 
frequency (Refi 120). 

frequency ; (2) for scratchy and noisy shellac records ; (3) good Orthacoustic trans- 
criptions and (4) noisy transcriptions. The low frequency filter reduces rumble and 
hum. 

See also Sect. 5(x). 




Fig, 17.33. Equalizer for use with Brush high-fidelity crystal pickup {Ref. 106). 

(vii) Equalizers applying negative feedback to the pickup 

It is advantageous in all cases to apply negative feedback to the pickup, whether 
electro-magnetic or crystal. This may be accomplished in any conventional manner 
and the feedback reduces non-linear distortion and the effects of mechanical reson- 
ances. 

Various possible combinations of CR and LCR in the feedback network of both 
crystal and electro-magnetic pickups are described in Ref. 220. Most of these apply 
a very limited amount of feedback, but the same principle could be applied to a high- 
gain pre-amplifier stage with increased feedback. It is evident that any type of 
pickup may be equalized by this method, with the additional advantages of increased 
damping on the pickup. It seems that more detailed investigation of the subject 
is well merited. 

(viii) 2Viiscellaneous details regarding equalizing amplifiers 

Position of equalizer 

In general it is preferable to place the equalizer following the first stage of the pre- 
amplifier in the case of low level pickups. With high level pickups it may be possible 
to incorporate the equalizer in the main amplifier. 

Input transformers 

Although input transformers are not necessary with electro-magnetic pickups, 
they have some distinct advantages. The step-up ratio provides useful gain, while 
they permit the use of a balanced-to-earth input line which gives improved signal- 
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To Cothod* 



FIG. 17.34 



Fig, 17.34, Low impedance pickup 
with balanced-to-earth input to step-up 
transformer. 

to-noise ratio (Fig. 17.34). With low 
level pickups the transformer improves 
the signal-to-hum and signal-to-noise 
ratios. 

Rumble 

Rumble may be reduced, if necessary, 
by a filter which cuts off sharply below, 
say, 50 c/s. The cut-off frequency and 
attenuation necessary are dependent 
upon the motor, turntable and amount 
of bass boosting in the equalizer and 
tone control. One example is incor- 
porated in Fig. 17.35B. 

(ix) Complete amplifiers 

Complete amplifiers for the repro- 
duction of sound from records may in- 
clude — 

1. A suitable pickup. 

2. An equalizer to provide constant 
velocity output (only required for elec- 
tro-magnetic pickups, and even then 
only when not provided as part of the 
main equalizer). 

3. A first stage pre-amplifier (only 
required in the case of a low level pick- 
up). 

4. A main equalizer, preferably pro- 
vided with adjustable cross-over fre- 
quencies and variable high-frequency 
de-emphasis. 

5. A tone control, preferably com- 
prising separate bass and treble controls. 
If the main equalizer has flexible adjust- 
ments of its characteristics, it may be 
used in place of a separate tone control. 

6. A rumble filter, preferably with 
switch to cut in or out (may be omitted 
if response is attenuated below 70 c/s). 

(Continued on page 748) 

Fig, 17.35A. Circuit of 25 watt ampli- 
fier using G.E. variable reluctance or 
Pickering 120M pickup (Ref. 240), 
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FIG. 17.3SD 



Fig. 17.35B. Williamson pre-amplifier including equalizer and high-pass filter (rumble 
attenuator), Ref, 210, In the original amplifier V^a = 1^14 ^ V^^ type 
and Fi4 may he replaced by type 6J7 or 162a j/ /^ti = 1600 







Type 


Rating 


Tolerance 




. ., .... , . 

Value to suit trans- 


High-stability carbon 








former 






20% 




0.1 MQ 


High-stability carbon 






0.68 MQ 


High-stability carbon 


w 


20% 




0.22 MQ 


High-stability carbon 


w 


20% 
20% 




4700 Q 


High-stability carbon 




^63 


0.22 MQ 


Composition 




10% 


^04 


20 000 Q 


Composition 








22 000 Q 


High-stability carbon 


w 


20% 


-^66 


0.22 MQ 


Composition 




10% 


^67 


0.20 MQ* 


Composition 






^88 


4.7 MQ 


Composition 




5% 


^6 8 


1.0 MQ 


Composition 




20% 




0.22 MQ 


Composition 


\w 


20% 


Ri^ 


2200 Q 


Composition 




20% 


R^2 


2.0 MQ 


Composition 




1% or 








matched 


R73 


2.0 MQ 


Composition 




1% or 








matched 


R,, 


1.0 MQ 


Composition 




1% or 






matched 


Rii 


10 MQ 


Composition 




5% 


R,. 


47 000 Q 


Composition 




10% 


R-., 


1000 


Composition 




20% 


R78 


47 000 13 


Composition 


iw 


20% 


R., 


0.22 MQ 


Composition 




20% 




10 000 


Composition 


iw 


20% 


Rbi 


0.22 MQ 




w 


R»2 


0.22 Aii2 








Rs3 


47 000 i3 








Rsi 


100 Q 









•May require adjustment. 



Ceo 
C51 



0.5 yLF 
50 iiF 



Paper 
Electrolytic 



'{V d.c, 
working) 
250 
12 



20% 
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^62 


16 


Electrolytic 


450 




c.. 


0.02 /zF 


Paper 


350 


10% 
10% 




4000 fifiF 


Silvered mica 


350 


c„ 


100 /i/xF 


Silvered mica 


350 


10% 




50 fM^ 


Electrolytic 


12 


c„ 


50 -iF 


Electrolytic 


12 






0.01 /xF 


Silvered mica 


350 


1% or 
matched 




0.25 (mF 


Paper 


500 


20% 


^60 


5000 Ai/iF 


Silvered mica 


350 


1% or 
matched 


^61 


5000 fiixF 


Silvered mica 


350 


1% or 
matched 


^62 


7000 M/*^ 


Silvered mica 


350 


10% 


^63 


0.5 


Paper 


500 


20% 




16 fiF 


Electrolytic 


450 


C.5 


4 




250 






2 fxF 




350 






0.1 /iF 




350 





5b single pole single throw 
Sq single pole single throw 




FIG. I7,3SC 



Fig, 17.35G. Williamson tone compensation and filter unit (Ref. 270). In the original 
amplifier = Kio = = type EF31, All may he replaced by type 9002^ or by 
type 6AU6 with a slight increase in gain^ or by type 6J7 (or 6J5 triode) with a slight 

decrease in gain. 



Rating 



Tolerance 



Rzi 

Rz7 

Rz& 

R^i 

Rio 
Rii 
R42 
Riz 
Rii 



0.25 MQ log. 
47 000 Q 
47 000 Q 
3300 Q 
0.25 MQ log. 
100 000 Q 
6800 Q 
10 000 Q 
0.1 MQ linear 



IW 
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-^45 
^48 

Rbo 

Rsi 



100 000 Q 
2200 Q 
0,1 MQ 
0.47 MQ 
0.47 MQ 
33 000 Q 
100 000 Q 
3300 13 
1 MP 
0.1 Mr? 
0.1 Mr? 

50 000 Q 

100 r? 



1H7 



10% 
10% 
10% 



1 % or matched 
1 % or matched 
1 % or matched 



All resistors may he rating, tolerance 20% unless otherwise specified. 









Rating 










{V d.c. 


Tolerance 






working) 






50 


Electrolytic 


12 






8 


Electrolytic 


450 






0.25 


Paper 


500 


20% 




150 fi/LiF max. 


Preset 






^21 


0.01 ^F 


Paper 


250 


20% 


C22 


0.05 ^F 


Paper 


250 


20% 


C23 


1000 ^^F 


Silvered mica 




20% 




50 fiF 


Electrolytic 


12 


c« 


0.05 iiF 


Paper 


500 


20% 




100 ft^tF 


Silvered mica 




5% 


c„ 


200 fiftF 


Silvered mica 




5% 


^28 


300 ^fiF 


Silvered mica 




5% 


^29 


500 


Silvered mica 




5% 
5% 


^30 


50 ^AiF 


Silvered mica 




^31 


100 ft/xF 


Silvered mica 




5% 


^32 


250 iJiiiF 


Silvered mica 




5% 


^33 


50 iLiF 


Electrolytic 


12 


20% 


^34 


0.05 ^iF 


Paper 


500 


^35 


8 ^F 


Electrolytic 


450 




^3«) 4 0 


75 fi^F 


Silvered mica 




1% or 
matched 


^375 41 


100 fifiF 


Silvered mica 




1% or ■ 

matched 


^3 8» 42 


150 ^AiF 


Silvered mica 




1% or 
matched 


^39) 43 


200 ^i^iF 


Silvered mica 




1% or 
matched 


C.4 


150 iiiiF 


Silvered mica 




1% or 

matched 


C45 


200 ^^iF 


Silvered mica 




1% or 
matched 


c„ 


300 yniF 


Silvered mica 




1% or 

matched 


c„ 


400 ^A^F 


Silvered mica 








16 aaF 


Electrolytic 


450 




C49 


16 ^F 


Electrolytic 


500 





Choke : CH^ 50 H at 20 mA. Resistance about 1500 Q, 

Mains Transformer — 

Primary : 200-220-240 50 c/j. 

Secondaries: 1. 325-0-325 K, 20 mA d,c, 

2. 6,3 V, 0.6A. 

3. 6,3 K, 13A. 
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Switches — 

51 Single pole single throw. 

52 Double pole single throw. 

53 Single pole single throw. 

Si 5 banky 5 position selector switch. 

7. A high frequency attenuator or fiher for worn or noisy records (may be omitted 
if a sufficiently flexible tone control is fitted). One very effective form of filter is a 
capacitance connected across the secondary of the output transformer — see page 214, 

An example of a complete amplifier is given in Fig. 17.35A. This is a 25 watt 
amplifier suitable for operation from a G.E. variable reluctance pickup, or Pickering 
120M. The total harmonic distortion is under 1%. The pre-amplifier consists of 
a triode with proper compensation in the output circuit. Bass boosting is obtained 
by the use of frequency- selective negative feedback in the second and third stages. 
Hum from the heater is reduced to the vanishing point by making the heaters of 
the first two twin triodes part of the cathode resistor of the output stage. The output 
stage draws approximately 300 mA, which is the correct current for the heaters of 
the 6SL7 valves, and the additional bias required for the output valves is obtained 
by a resistor (Ref. 240). 

Another example of a complete amplifier is that due to D. T. N. Williamson (Ref. 
270) shown in Figs. 17.35 B, C, D, E, F and G. The main amplifier (Fig. 17.35F) 
is a new version of the earlier Williamson amplifier of which one adaptation is Fig. 7.44. 
The circuit differs in minor details only from Fig, 7.44 ; the balancing adjustment 
on Vi and V2 has been omitted as unnecessary, provided that R^R^ R^ and R^^ have 
the specified values and tolerances, while a transitional phase-shift network .^26^10 
has been added to increase the margin of stability at high frequencies. 

Output transformer specifications (3.6 ohm secondaries) — Williamson Amplifier : 

Core : l i in. stack of 28A Super Silcor laminations (M. and E.A.). The winding 
consists of two identical interleaved coils each H in. wide on paxolin formers 11 in. 
X If in. inside dimensions. On each former is wound : 

5 primary sections, each consisting of 440 turns (5 layers, 88 turns per layer) 
of 30 S.W.G. enamelled copper wire interleaved with 2 mil. paper, 
alternating with 

4 secondary sections, each consisting of 84 turns (2 layers, 42 turns per layer) 
of 22 S.W.G. enamelled copper wire interleaved with 2 mil. paper. 
Each section is insulated from its neighbours by 3 layers of 5 mil. Empire tape. All 
connections are brought out on one side of the winding, but the primary sections may 
be connected in series when winding, two primary connections only per bobbin being 
brought out. Windings to be assembled on core with one bobbin reversed, and with 
insulating cheeks and a centre spacer. 

Curves showing the loop gain and phase-shift characteristics of the main amplifier 
are shown in Fig. 17.35G. 

The pre-amplifier Fig. 17.35B has a voltage gain of 250 times from the grid of the 
first valve to the voltage across the output terminals. The input grid voltage must 
not be less than 0.8 mV ; this minimum voltage can readily be provided by a suitable 
transformer from any pickup. Care should be taken to avoid overloading the pre- 
amplifier by too high an input voltage. The overall frequency response, when 
tested with an ideal '* velocity " pickup on an English Decca disc is level within 
1 db from 20 to 14 000 c/s ; below 20 c/s there is attenuation at the rate of 30 db/ 
octave to eliminate rumble. For the English E.M.I, characteristic, switch S^ should 
be opened. Other recording charaaeristics can be handled by the use of the tone 
compensation unit. 

This overall frequency characteristic, which provides bass boosting and high- 
frequency de-emphasis to suit the recording characteristic, together with a rumble 
filter, is provided by a careful combination of 

(1) bass boosting by V^^ together with the feedback network C55 i^ea R^^. 

(2) Attenuation produced by the combined inter-valve couplings. 
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(3) Feedback over ^14, through the parallel-T network. This provides a peak at 
20 c/s which is used to give a sharp knee to the frequency characteristic instead of 
the gradual attenuation produced by the inter-valve couplings. (Note that the 
recording characteristic contributes 6 db /octave to the slope below 20 c/s). 

The final stage Vis is merely a cathode follower to permit the use of long' leads 
between the pre-ampliner and the tone-compensation unit. 

If a high-impedance output is permissible, and an attenuation of 8 db at 10 c/s is 
sufficient to reduce the rumble, stage K13 may be used as a single stage pre-amplifier 
with a gain of 11 times. Under these circumstances Cs^ = 0.05 /xF, C 54 = 4000 
fx(xFy /?64 = 22 000 ohms, i?6c ^ 2.2 MQ, i?67 is omitted, and the output is taken from 
the junction of C53 and R&q. 

In the cathode circuit of K13, closing the switch reduces the gain to zero in about 
1 second for use while changing records. 

The noise level, with i?57 adjusted for minimum hum, is about 3 to 5 /iV at 
grid, excluding the noise due to the pickup transformer and auxiliaries. The total 
harmonic distortion of the pre-amplifier and tone compensation imiis combined^ is 
considerably less than 0.1%. 

The tone compensation and filter unit Fig. 17.35C provides — 




1,000 

FREQUENCY (c/j) 



10,000 3^000 
FIG. I7.3SD 



Fig. 17.35D. Measured overall response of low-pass filter (stage Vn in Fig. 17.35C 
together with network controlled by switch S^. Ref, 270. 




1,000 

FREQUENCY fc/i) 

Fig. 17.35E. Response curves of the tone compensation circuit following in Fig. 
17.35C. Curves are limiting positions for continuously-variable controls {Ref, 270). 
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(1) A universal tone control (switches S^S^ and controls RmRu) with frequency 
characteristics as Fig; 17.35E. The curves may be shifted bodily along the hori- 
zontal axis by modifying the capacitance values shown by the arrows in Fig. 17.35E. 

(2) A low-pass filter with nominal cut-off values of 5000, 7000, 10 000 and 13 000 
c/sj together with a flat position (switch S^) providing response characteristics as 
Fig. 17.35D. This characteristic is provided by a parallel-T network in the feed- 
back loop of Vii which gives a symmetrical valley at the frequency of resonance. 
A capacitor from the grid of to earth introduces a lagging phase shift which gives 




Fig. 17.35F. Williamson main amplifier — nem version (Ref. 270). Voltages under- 
lined are peak signal voltages at 15 watts output. 



«. 
R, 
«a 
R* 

R^y R7 

R. 

Rsi R9 

Rio 

Riu R12 

Rui Ri9 
Riiy Rzti 

Ri(i> Rib 

Rl7i R21 

R22 
R7& 



Cly C23 C5, Cg 

Co, C, 

c. 

T 



1 MQ 
33 000 Q 
47 000 Q 
470 Q 
22 000 Q 

22 000 Q 
0.47 MQ 
390 Q 
47 000 Q 

0.1 MQ 
1000 Q 
100 Q 
100 Q 

150 Q 

1200 Q X \J speech 

4700 Q 
8 \iF 
0.05 /xF 
0.25 y.F 
8 

200 /i/xF 
30H at 20 mA 
lOH at 150 mA 
Power transformer 



i watt ± 
1 watt ± 



20% 
20% 



7o 

i watt ± 10% 
1 watt ± 5% 
(or matched) 
1 watt ± 20% 
i watt ± 20% 

1 watt ± 10% 

2 fyarr ± 5% 
{or matched) 

i watt ± 10% 
i zyarr ± 20% 

1 watt ± 20% 

2 eyarf mrewound variable 

3 ey^JK d= 20% 



coiV impedance 
i watt 

i watt ± 20% 
500 F wkg. 
350V wkg. 
350V wkg. 
600V wkg, 
350V wkg. 



Secondary 425-0-425F, 150 mA, 5K, 3A, 6.3 F, 4/4, centre-tapped 
Fi, Fa 2 X L63 (TT 6J5, 6SN1 or B65 
Fa, F4 do. do. 

F„ F„ Xr66, V, Cossor 53XC7, 5F4. 
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FrtflgcBcif (c/i) FIG.I7.35G 



Fig. 17.35G, Loop gain and phase-shift characteristics of Williamson main amplifier 

(Ref. 270): 

positive feedback below resonance and negative feedback above resonance, thereby 
unbalancing the characteristic and giving a sharp knee before the attenuation com- 
mences. The addition of an independent RC network controlled by gives 
further treble attenuation and leads to the final result in Fig. 17.35D. 

(x) Pickups for connection to radio receivers 

When a separate pickup and turntable unit is used in conjunction with a radio 
receiver, it is often most convenient for the user to operate the device at some distance 
(say up to 15 feet) from the receiver. The most desirable arrangement is a Record 
Player in the form of a small cabinet enclosing the motor, turntable, pickup, and 
(possibly) volume control, pre-amplifier and equalizer, with the top of the cabinet 
about 20 inches from the floor so as to be accessible from an easy chair. 

The design problem hinges on the use or otherwise of a pre-amplifier. If no pre- 
amplifier is permissible, on accoimt of cost or other factors, it is necessary to 
employ a pickup delivering a high output voltage or whose output voltage is capable 
of being stepped up by a high ratio transformer. 

When pickup terminals are fitted to receivers, they usually provide a resistive load 
of the order of 0,5 megohm, with some capacitive shunting. The input voltage 
required to give full power output is usually about 0.25 volt, although some receivers 
require a higher voltage. If a receiver is being designed specially for good perform- 
arice with a pickup, full power output should be obtained with an input voltage 
not exceeding O.l volt. This usually demands a pentode first a-f amplifier, especially 
if negative feedback is used. 

If bass equalization of 20 db is required for use with an electro-magnetic pickup, 
the available voltage must be at least 10 times the input voltage to the amplifier, e.g. 
1 voU md 0.1 volt respectively There is a strong temptation to use a popular pickup 
which provides at least part of the bass boosting by arm resonance, but this is very 
undesirable on accoimt of record wear, distortion and heavy stylus force required. 
There are electro-magnetic pickups capable of providing an output of about 1 voh 
from the secondary of a transformer, which do not employ arm resonance in the vicinity 
of 100 c/s ^ these are much to be preferred to those employing arm resonance. How- 
ever, the high cost of a good quality transformer, and the hum and poor frequency 
response with a cheaper transformer, make this a rather unsatisfactory arrangement. 
The necessary bass boosting may be provided by a resistor and capacitor in series, 
connected across the secondary of the transformer A choice of cross-over frequency 
may be provided by a tapping switch and several values of capacitance. High-fre- 
quency de-emphasis may be provided by one or more values of shunt capacitance. 
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although there is danger of pickup resonance unless an isolating resistor is 
used^ with consequential loss of gain. Volume control may be provided by a potentio- 
meter having a total resistance preferably not exceeding 50 000 ohms. A screened 
cable may be used to link the record player to the pickup terminals of the receiver. 

If a crystal pickup is used^ it is quite satisfactory to incorporate the equalizer 
and volume control in the Record Player. In this case there is no danger of hum from 
the pickup or transformer. With a general-purpose crystal pickup the arrangement 
of Fig. 17.29 may be used in which i?i = 2 megohms^ 0.5 megohm and = 

0.000 25 ;iF for a cross-over frequency of 250 c/s or half this value for 500 c/s. Some 
measure of tone control may be provided by a variable resistance of 1 megohm in 
series with C^. 

With a high fidelity crystal pickupj the circuit of Fig, 1731 or any similar equalizer 
may be used. 

In all cases it is advisable for the listener, if possible, to set the volume control on 
the record player to about half-way, then to adjust the volume control on the receiver 
for satisfactory operation under normal conditions, and to make all adjustments 
(during listening) with the control on the record player. 

There will be some inevitable loss of the higher frequencies due to the screened 
cable. This may be kept within reason by arranging that the total effective impedance 
of the line, under operating conditions, is of the order of 50 000 ohms or less. For 
example, the equalizer of Fig, 17.32 may be modified by changing the 0.1 megohm 
fixed resistor into a volume control. 

If a pre-amplifier is used, both it and the equalizer will normally be incorporated 
into the receiver chassis. A volume control may readily be fitted across the pickup, 
and shunt capacitances may be used in conjunction with a tapping switch for high 
frequency de-emphasis, with due precautions against resonance. With this arrange- 
ment it is difficult to make any adjustment for cross-over frequency in the record 
player. 

Alternatively the pre-amplifier and equalizer may be incorporated into the record 
player, thus giving the maximum flexibility of control. The final stage in the record 
player may be either a cathode follower, or a general-purpose triode with a low ratio 
transformer in its plate circuit. The record player may incorporate a power trans- 
former, rectifier and filter, or it may obtain its plate supply from the receiver. Trouble 
may be experienced with hum owing to the proximity of the motor, transformer and 
pre-amplifier, particularly if a low level pickup is used. However, in spite of these 
design problems, the arrangement is practicable, 

(xi) Frequency test records 

Frequency test records are of two general types — banded tone and gliding tone. 
Banded tone records are recorded with a number of constant frequencies which may 
be played in sequence ; they are generally used when measurements are being made. 
Gliding tone records are useful when it is desired to check for peaks but may also be 
used for frequency response measurements by appropriate timing. These normally 
commence at a high frequency /i, maintain constant velocity characteristics down to 
the cross-over frequency /o, then follow the recording characteristic down to the final 
frequency /a (approximately at the rate of 6 db /octave). In some cases the high- 
frequency response follows the recording characteristic — details are given in the table. 
The frequency response may be checked to a fair degree of accuracy by the optical 
method (see below). Over the constant velocity " range the width of the light pattern 
should be constant, while over the constant amplitude " range the width should 
taper downwards in proportion to the frequency. 

References to frequency test records : Refs. 161, 254, 260 ; record catalogues. 

The optical method of testing frequency test records 

A frequency test record, either of the stepped-frequency or gliding-tone type, 
may be checked optically to indicate the amplitude at all parts of the record, with a 
possible error of about 1 or 2 db. The lamp should have a concentrated filament and 
clear bulb ; it should be at least 8 feet from the record and only high enough above 
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the plane of the record to give a brilliant pattern. The eye should be directed vertic- 
ally downwards on to the side of the record nearer to the lamp> and should be as far 
above the record as possible. 

A pair of dividers may be used to measure the width of tbe reflected light pattern 
for each frequency ; the width of the light pattern is proportional to the voltage 
output from a perfect constant- velocity pickup. This method becomes increasingly 
less accurate below the cross-over frequency, although it is very satisfactory at higher 
frequencies. 

The theoretical analysis and calculation of errors is given by Ref. 243. 
References 25 (Part 5), 99, 219, 243, 258, 293. 



TABLE 1 : GLIDING FREQUENCY RECORDS 



Record 


/i 


/o (cross-over) 


h 


English 








Decca ffrr K1802 


14 000 c/s 




10 c/s 


K1803 


14 000 c/s 


300 c/s 


10 c/s 


American 






R.C.A. 12 in. (12-5-5) 


10 000 c/s 


500 c/s (-1.5 db) 


30 c/s 


London (album LA-32) 




T-4996 12in.78 r.p.m. 


14 000 c/s( + 8db) 


250 c/s (-1 db) 


100 c/s(-5db) 


T-4997 12in.78r.p.m. 


14 000 c/s(+8db) 


250 c/s(-l db) 


10 c/s (-33 db) 


Universal D61B Band 1 


10 000 c/s (0 db) 


500 c/s (0 db) 


Band 2 




500 c/s(-7db) 


200 c/s (-7 db) 


Band 3 




200 c/s(-14db) 


50 c/s(-14db) 


Columbia XERD281 12 




in. 


10 000 c/s 


500 c/s 


50 c/s 



TABLE 2: COMBINED GLIDING FREQUENCY AND BANDED FRE- 
QUENCY RECORDS 



R.M.A. Standard REC-128 78 r.p.m. 
No. 1 Side A 



No. 1 Side B 



10 000 c/s 



/o (cross-over) 



30 c/s 



500 c/s 

Constant frequencies 1000 (4 10 db), 
10 000, 9000, 8000, 7000, 6000, 5000, 
4500, 4000, 3500, 3000, 2500, 2000, 1500, 
1000, 700, 500, 400, 300, 250, 200, 180, 
160, 140, 120, 100, 90, 80, 70, 60, 50, 
40, 30. 

Voice announcements. 
Constant frequency 1000 c/s at levels 
+ 10, +12, +14, +16, +18 db. 
Then alternate gliding and constant fre- 
quencies from 3000 to 30 c/s at level 
+ 16 to +18 db (1000 c/s\ 
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English and Australian 

(78 r.p.m.) 

E.M.I. Australia (EDI 189) 



E.M.I. Australia (EDI 190) 



20 000, 18 000, 16 000, 14 000, 12 000, 10 000, 8000, 
6000, 4500, 3500, 2000, (arbitrary 0 db) j 500 (-1), 
160 (-5,5), 70 (-12 db). 19 000, 17 000, 15 000, 
13 000, 11 000, 9000, 7000, 5000, 4000, 3000, 1000 
(arbitrary 0 db) ; 250 (-3), 100 (-8.5), 50 (-14 db). 



13000 (-1.2 db), 12 000 (-1.3), 11 000 i 0,4), 
10 000 (-0.2), 9000 (-0.2), 8000 (-0.2), 700C v^ O.4), 
6000 ( + 0.2), 5000 ( + 0.2), 4000 (+0.7), 3000 ( + 1.2), 
2000 ( + 0.6),' 1000 (0 db arbitrary. level), 500 (+0.2), 
250 (-2.9), 140 (-6), 100 (-8.9), 70'(-10.4), 50 
(-12.8), 35 c/s (-14 db). 



E.M.I. Studios JG449 (1) 

(2) 



20 Kc/s, 18, 16, 14, 12, 10, 8, 6, 4.5, 3.5, 2 Kc/s (0 db) ; 
500 c/s (-1), 160 c/s (-5.5), 70 c/s (-12 db). 
19 Kc/s, 17, 15, 13, 11, 9, 7, 5, 4, 3, 1 Kc/s (0 db) ; 
250 c/s (-3), 100 c/s (-8.5), 50 c/s (-14 db). 



Columbia LOX-650 



1000 (0 db), 10 000 (-1), 9000 (-1.6), 8000 (-1.6), 
7000 (-1), 6000 (-0.8), 5000 (-0.8), 4000 (-0.8), 
3000 (-0.8), 2000 (-0.8), 1500 (-1), 800 (-0.8), 
500 (-0,8), 300 (-3.4), 200 (-5.2), 150 (-7.1), 
100 (-9.4), 70 (-11.2), 50 (-13.6 db). 



Decca Z718 



/ 50, 70, 100, 160, 250, 500, 1000, 2000, c/s 
\ -14 -11 -8 -4 0 0 0 0 db 
+ 3000, 3500, 4000, 4500, 5000, 6000 c/s 
\0 0 0 0 0 Odb 



Decca K1804 



14 000 to 400 c/s (constant velocity) 250 to 30 c/s 
(constant amplitude); in steps. Level +10 db at 
1000 c/s. 



American 

R,M,A. Standard'l No. 2(A) 
REC-128 y 
78 r.p.m. J No. 2(B) 



R.C.A. (12-5-19) 12 in."^ 
78 r.p.m. 

Unfilled vinyl, SF 



R.C.A. (12-5-25) 

( = 460625-6) 12 in. 33-1/3 
r.p.m. Unfilled vinyl, SF 



R.C.A. (12-5-31) 7 in. 45 
r.p.m. 
Unfilled vinyl, D.F. 
(Opposite side of 12-5-29) 



Constant frequency bands at same frequencies as 
No. 1 Side A without announcements. 
8000, 6000, 4000, 2000 (+10 db) ; alternate gliding 
and constant frequencies 3000 to 30 c/s ( + 16 to 18 
db); 8000, 6000, 4000, 2000 ( + 10 db). 
Approx. const, vel. 10 000 ; 9000 ; 8000 ; 7000 ; 
6000 ; 5000 ; 4000 ; 3000 ; 2000, 1000 ; (0 db = 
8.6 cm/sec. approx.) 800 c/s ; 500 ( - 1 .5 db) ; Const, 
ampl, 300 ; 200; 100; 50; 1000 ( -2 db); 10 000, 
12 000 (-2.5 db); 11 000 (-3); 10 000 (-1.5); 
approx. const, vel. down to 700 (—0.5 db) ; 400 (1.2 
db below const, ampl.) ; 300 (0.6 db below const, 
ampl.). Also 400 and 4000 c/s tone for intermodula- 
tion testing. Groove has bottom radius less than 0.5 
mil. Max. stylus radius 3 mils. 
Approx. const vel. 10 000 ( -0.5 db) ; 9000 ; 8000 ; 
7000 ( - 1) ; 6000 ; 5000 ( - 1 .3) ; 4000 ; 3000 
(-1); 2000 ; 1000 (0 db = 5.2 cm/sec); 700 
(-0.5); 400 (-1.5); approx. const, ampl. 400 ; 
300 ; 200 ; 100 ; 50 ; 1000. Velocity at 1000 c/s 
= 5.2 cm/sec. 
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Columbia 

TL-1 LP microgroove 
33-1/3 r.p.m. 



TL'2 LP microgroove 
33-1/3 r.p.m. 



RD-103 LP microgroove 
33-1/3 r.p.m. 
12 in. Bands 



RD-103A LP microgroove 
33-1/3 r.p.m. 
12 in. Bands 



(10003-M) 78 r.p.m. 
12 in. shellac 



(10004-M) 78 r.p.m. 

12 in. shellac 
Audiotone 

78-1 78 r.p.m. 

London Gramophone 

T4998 12 in. 78 r.p.m. 



Clarkstan 

(2000S) 78 r.p.m. 

(20002 S) LP microgroove 
Cook 

Series 10, 10 in. Plastic 
DF. Side A 78 r.p.m. 



10000 ( + 12 db); 9000 ( + 12) ; 8000 ( + 11.5); 7000 
( + 11); 6000 ( + 11); 5000 ( + 10); 4000 (+7.5) ; 
3000 ( + 5.5) ; 2000 (+3) ; 1500 ( + 2) ; 1000 (0 db = 
1 cm/sec. r.m.s.); 800(-l); 500(-2.5); 400(-4); 
300 (-6); 200 (-8.5); 150 (-10); 100 (-11); 
70 ( — 12); 50 ( — 13). This record is cut with the 
microgroove recording characteristic including high- 
frequency pre-emphasis. 

10 000 ( + 5.5 db) ; 9000 ( + 5,5) ; 8000 (+5) ; 7000 
(+5.5); 6000 (+5); 5000 ( + 7); 4000 (+7.5) ; 3000 
( + 7); 2000 (+4.5); 1500 (+6.5); 1000 ( + 7.5) ; 
800 (+7.5) ; 500 ( + 7.5) ; 400 ( + 6) ; 300 ( + 3.5) ; 
?00 (-0.5); 150 (-3.0); 100 (-6); 70 (-7.5); 
50 (-10.5) ; 30 (-12 db). 0 db = 1 cm/sec. r.m.s. 
10 000 ( + 5 db) ; 9000 ; 8000 ; 7000 ; 6000 ( + 5) ; 
5000; 4000 ( + 7); 3000; 2000 ( + 5) ; 1500; 1000 
( + 7.5); 800 ; 500 ( + 7.5) ; 400 ; 300 ; 200 (0 db) ; 
150; 100 (-6); 70; 50; 30c/s(-12); 0 db = 
1 cm/sec. Essentially flat over constant- velocity 
portion, with cross-over 500 c/s. 
10 000 ( + 12 db) ; 9000 ; 8000 ; 7000 ; 6000 ( + 10 
db); 5000; 4000; 3000 ( + 5); 2000; 1000 (0 db) ; 
800 ; 500(-2.5) ; 400 ; 300(-6) ; 200 ; 100 (-11) ; 
70; 50 c/s (-13 db). 0 db = 1 cm/sec. Levels 
arranged to reproduce ± 2 db of ** flat " on correctly 
equalized LP reproducing system. 
1000 c/s ; • 10 000 (-7 db) ; 9000 ; 8000 ; 7000 ; 
6000; 5000; 4000; 3000; 2000; 1500; 1000 
(-1 db); 800; 500; 300; 200; 150; 100; 70; 
50 ( — 17 db). Cross-over 300 c/s. Level approx. 
4.8 cm/sec. at 1000 c/s. 

As (10003-M) but with cross-over frequency 500 c/s. 



50 to 250 c/s (peak amplitude 0.0017 inch) ; 250 c/s 
upwards (constant velocity). 

14 000 c/s (0 db) ; 13 000 ; 12 000 ; 11 000 ; 10 000 
9000 ; 8000 ; 7000 ; 6000 ; 5000 ; 4000 ; 3000 
2000; 1000; 400 (0 db) ; 250 (-2) ; 100 (-6) 
55 ; 30 c/s (-16 db). 

50 to 500 (constant amplitude) 500 to 10 000 c/s 
(constant velocity) in 17 steps. 

One side recorded flat, other side with NAB curve. 

Constant velocity (9 cm/sec.) above 500 c/s. with 3 db 
knee at crossover. Bands 1000 c/s ; 20 000 ; 17 000 

15 000; 12 000; 10 000; 9000 ; 8000; 7000 
6000 ; 5000 ; 4000 ; 3000 ; 2000 ; 1500 ; 1000 
700; 500 ; 350; 250 ; 125; 62.5; 40; 35; 1000 
c/s. 

Side B : 33-1/3 r.p.m. ; Band 1-LP spot check for 
standard LP pre-emphasis— 100 ; 1000 ; 3000 ; 6000 ; 
10 000 c/s. Band 2—100 and 7000 c/s intermodula- 
tion test, with 7000 c/s 12 db lower than 100 c/s, on 
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I flat basis. No pre-emphasis. Band 3 — slow sweep 
I frequencies from 1000 c/s to 35 c/s with 350 c/s 

crossover. Both sides cut for use with 1 or 3 mil 

reproducer stylus. 



TABLE 4 : SPECIAL TEST RECORDS 



R.C.A. Victor 

(12-5-1) 10 in. 78 r.p.m. 
Shellac DF 

(12-5-3) 12 in. 78 r.p.m. 

Shellac DF 

(12-5-7) 12 in. 78 and 

33-1/3 r.p.m. Shellac 

DF 

(12-5-9) 12 in. 78 r.p.m. 
Shellac SF 

(12-5-11) 12 in. 78 r.p.m. 
Shellac DF 



(12-5-13) 10 in. 78 r.p.m 
Shellac DF 

(12-5-15) 12 in. 78 r.p.m. 
Unfilled vinyl DF 

(12-5-17) 10 in. 78 r.p.m. 
Shellac DF 

(12-5-21) 12 in. 78 r.p.m. 
Unfilled vinyl DF 



(12-5-23) 12 in. 78 r.p.m. 
Unfilled vinyl DF 

(12-5-29) 7 in. 45 r.p.m. 
Unfilled vinyl DF 
(12-5-35) 7 in. 45 r.p.m. 
Unfilled vinyl DF 

(12-5-37) 7 in. 45 r.p.m. 
Unfilled vinyl DF (RL- 
419) 



(12-5-39) 12 in. 78 r.p.m. 
Unfilled vinyl DF (RL- 
420) 



Unmodulated grooves at normal recording pitch with 

lead out and eccentric. Same both sides. 

Unmodulated grooves at normal recording pitch with 

lead out and eccentric. Same both sides. 

On 78 r.p.m. bands 2300 ; 1000 c/s. On 33-1 /3 r.p.m. 

1000 ; 433 c/s. Frequencies constant within 0,2% 

instantaneous (12-5-5 on opposite side). 

Band 1— silent ; 2—400 c/s at 5.9 cm/sec. ; 3—1000 

c/s at 9,6 cm/sec ; 4 — silent. Frequencies constant 

within 0.2% instantaneous. 

Landing area with no lead-in spiral ; at least one un- 
modulated normal pitch groove ; steep blank spiral ; 
normal pitch inside groove ; lead out and eccentric 
Same both sides. 

As for (12-5-11). Same both sides. 



Warble frequency bands, sweep rate 5.5 c/s. 
(1)500— 2500 c/s ^ (2) 750— 1250 c/s; (3) 1250- 
c/s ; (4) 1800 -^2600 c/s. Same both sides. 
As (12-5-15). Same both sides. 



Band 
-1750 



For checking automatic record changers. Three 
modulated bands with large eccentric groove. Bands 
define standard 10 and 12 in. landing areas without 
lead in grooves. Inner band 936 c/s (1 minute) for 
checking wow. 

Various modulated bands joined by spiral grooves to 
indicate limits of standard recording dimensions 
(12-5-21 on other side). 

For checking landing and tripping action of changer 
mechanisms. Bands 1000 ; 400 ; 1000 c/s. 
For checking landing and tripping action of changer 
mechanisms ; for checking pickup sensitivity^ turn- 
table flutter and rumble. 

Bands of 400 and 4000 c/s signals combined^ the 
4000 c/s being 12 db below the 400 c/s level. Peak 
velocities from 3.8 to 18 cm /sec. in approx. 2 db steps. 
0 db - - 6 cm/sec. Intermodularion distortion in the 
record is less than 4%. For testing pickup *' track- 
ing " at various levels and stylus forces (Ref. 285). 
Bands of 400 and 4000 c/s signals combined^ the 4000 
c/s being 12 db below the 400 c/s level. Peak re- 
corded velocities run from 27 to 4.4 cm/sec. in approx. 

2 db steps. 0 db ^- 9.1 cm/sec. Intermodulation 
distortion in the record is less than 3%. Groove has 
small bottom radius suitable for testing with 1.0 or 

3 0 mil styli. Same use as 12-5-37, 
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(12-5-41) 12 in. 33.3 or 78 
r.p.m. Unfilled vinyl DF 



Clarkstan 

1000 A 12 in. 78 r.p.m. 
vinylite SF 



1000 D 12 in .78 r.p.m. 
vinylite SF. 



For routine testing of record changer operation with 
1.0 or 3.0 mil styli. Standard R.M.A. landing areas 
for 10 and 12 inch records are defined by short inter- 
rupted tones. Short bands of 400 and 1000 c/s tones 
are included for routine pickup sensitivity measure- 
ments. 



Sweep frequency record for oscillographic observation 
of equipment response. Frequency range 70 to 
10 000 c/s, flat within =b 1 db. Sweep frequency rate 
20 times/sec. Crossover 500 c/s. 
Sweep frequency record as lOOOA but covering range 
from 5000 to 15 000 c/s. 



E.M.I. Studios 

JH138 10 in. 78 r.p.m. 
for use with 2.5 mil 
radius stylus. 



Side 1 : 400 c/s (+22.5 db) with approx. 4000 c/s 
( + 10.5 db) superimposed additively for I.M. testing of 
pickups. Peak lateral velocity of combined wave is 
equal to that of a sine wave at a level +24.5 db. The 
succeeding 10 bands have levels of both tones reduced 
2 db below those of the foregoing band. 
Side 2 : 60 c/s ( + 8.6 db) with 2000 c/s ( + 10.3 db) 
superimposed additively. When the 2000 c/s is 
reduced in the pickup bass correction equalizer by the 
correct amount relative to 60 c/s (i.e. 13.7 db), its 
effective level will be —3.4 db, i.e. 12 db below the 
60 c/s tone. On a velocity basis, the peak lateral 
velocity of the combined wave is equal to that of 
a sine wave at a level + 15.5 db. The peak combined 
amplitude is equivalent to that of a 60 c/s sine wave 
having a level of +10 db. The succeeding 10 bands 
each have the level of both tones reduced by 2 db below 
those of the foregoing band. 0 db = 1 cm/sec. r.m.s. 
(Ref. ,310). 



See Supplement for additional Frequency Test Records. 



SECTION 6: DISTORTION* AND UNDESIRABLE EFFECTS 

(0 Tracing distortion and pinch effect (ii) Playback loss (Hi) Wowy and the effects 
of record warping (iv) Distortion due to stylus wear (v) Noise modulation (vi) 
Pickup distortion {vii) Acoustical radiation (viii) Distortion in recording. 

(i) Tracing distortion and pinch effect 

Tracing distortion (also known as playback distortion) is non-linearity introduced 
in the reproduction of records because of the fact that the curve traced by the centre 
of the tip of the reproducing stylus is not an exact replica of the modulated groove. 

Detailed mathematical analyses of tracing distortion have been made (Refs, 41 and 
213, 42, 224, 264) and some popular articles have been written (Refs. 40, 146). The 
distonion arises from the shape of the cutter, which has a chisel edge, so that a spherical 
tipped needle follows a different path— in other words it introduces harmonic dis- 
tortion. Odd harmonics are shown up in the lateral movement of the needle, while 
even harmonics make their presence felt through vertical movement of the needle— 
the "pinch effect." 

• See also Chapter 37 Sect 1 (vi) N for I.R.E. tests on phonograph combinations. 
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Harmonic tracing distortion 

It had earlier been believed (Ref. 42) that the dominant harmonic was the third, 
but a more recent analysis (Ref. 264) has proved that the higher harmonics also should 
be considered. The values of the fundamental and harmonics up to the seventh may 
be calculated from the equations below. The harmonic distortion, when reproducing 
with a constant velocity pickup, is given by the ratio of the harmonic to the funda- 
mental, multiplied by the harmonic number (e.g. 3 for third harmonic). 



Fundamental amplitude = A ~ ^R^A^-^l - iA^ + - . . + 



768 

Third harmonic amplitude = - ~^R^A^-^l - lA^ -\- - . . .j^ + 

^2^M3{l -iA^+. .} - J^,R'A^{l -...}+... (2) 

Fifth harmonic amplitude = f^^^^^^fl - + . , . + 
25/5 " 1 625 / \ 

Seventh harmonic amplitude — — {^24^^^^ ~ * ' '1^ ~ 



-gg^RM'^ I - ...I- - ^^^R'A^^ (4) 

where A = l-rra/X 
R = 27rr/A 

a = amplitude of lateral modulation of groove, measured in the plane of 

the record 
r = stylus radius 

and A = wavelength of sinusoidal modulation measured in the direction of an 
unmodulated groove. 
These formulae only hold when RA does not exceed V 2. 

Example : Groove velocity 10 inches/sec, lateral groove velocity 2 inches/sec 
for / = 4000 c/s, 
r = 2.3 mils. 
Wavelength = A = 10/4000 - 0.0025 inch. 
Amplitude = a = 2/27r(4000) = l/40007r inch. 
A = 27T a/A 0.2. 
R - 277(0.0023)(400) = 1.847r. 
From (1) : Fundamental amplitude = 0.1839 (this is 91.9% Of the groove ampli- 
tude). 

From (2) : Third harmonic amplitude = — 0.0113. 
Percentage third harmonic with constant velocity pickup = 

3 X 0.0113 X 100/0.1839 = 18.4%. 
From (3) : Fifth harmonic amplitude = + 0.0035. 
Percentage fifth harmonic with constant velocity pickup = 

5 X 0.0035 X 100/0.1839 = 9%. 
Total r.m.s. distortion = 20%. 

Intermodulation tracing distortion 

The harmonic distortion so far discussed implies the existence of intermodulation 
distonion which causes the most distressing effects on the listener and is still audible 
when the offending harmonics are inaudible. The ratio of intermodulation distortion 
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groove diameter 
6.1 inches 
4.9 
6.5 
10,1 



to total harmonic distortion may be as high as 10 times (Ref. 110). Intermodulation 
distortion may, in severe cases, be audible as a buzz. 

Since the higher order harmonics are substantial, the most convenient method of 
comparison for different conditions is given by intermodulation distortion (Ref. 264) 
and four curves for selected operating conditions are given in Fig. 17. 37 A. Under 
these operating conditions the upper limit for good reproduction is 10% intermodula- 
tion — this does not hold for other conditions. 

The minimum groove diameters for reasonable fidelity (less than 10% calculated 
intermodulation distortion as given by Fig, 7.37A) are : 

R.P.M. Stylus radius Min. 

78 3.0 mils 

45 1.0 
33-1/3 1.0 
33-1/3 2.3 

Fortunately, owing to the smaller amplitudes which usually occur in both speech 
and music at the higher frequencies, the actual distortion under the prevalent listening 
conditions is usually less than the values given above. In addition, the yield of the 
record material reduces the distortion (Ref. 265) ; this is appreciable with vinyl, 
but negligible on shellac records. A further effect is the translation loss which may be 
about 6 to 8 db at 10 000 c/s at 
the inner radius with 78 r.p.m. 
standard groove, whereby both 
fundamental and harmonics are 
reduced. All these subsidiary 
effects tend to decrease the actual 
tracing distortion. 

However, the deterioration in 
both frequency response and 
fidelity is plainly audible to a 
critical listener as the groove 
radius decreases towards the end 
of a record ; this applies to 78 
r.p.m., transcriptions and all 
types of fine groove recording. 

The effect of recording char- 
acteristics on tracing dis- 
tortion 

Over the range of constant 
velocity recording, the tracing 
distortion is proportional to the 
square of the frequency 

With high-frequency pre-em- 
phasis followed by the correct 
amount of de-emphasis, at the 
rate of 6 db/octave above a 
" hinge frequency " /i (P in Fig 
17.37B) the third harmonic trac- 
ing distortion at a recorded fre- 
quency /i will be one third of the 
value calculated by the procedure 
outlined above provided the con- 
stants are the same in both cases. 
This relationship will, however, 
not hold at any other point. For 
example, at frequency /j where 
fi = 2/i, the amplitude at Q' 
will be twice that at Q and the 




12 14 

NCHES 

FIG. 17. 37A 



Fig. 17.37A. Variation of calculated inter- 
modulation tracing distortion with record diameter 
{based on Ref. 292\ 
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Fig, 17.37B. Ideal recording char- 
acteristic for calculating tracing 
distortion. 




distortion will therefore be four times as great with pre-emphasis : de-emphasis 
as at point P. This may be expressed in the general form 
Hz% (constant amplitude) 

~H^% (constant velocity) ~ 3~ ^^-^ 
where m = fz/h 

/a = recorded frequency • 
/i = hinge frequency of pre-emphasis 
and the pre-emphasis and de-emphasis are both at the rate of 6 db /octave above /i 

If /2 = /i m = \ Ratio oi = 1/3 

h li^ m = 2 Ratio of = 4/3 

A = 4/i m = 4 Ratio of = 16/3 

Other distortion effects 

In the foregoing treatment it is assumed that the pickup stylus and armature are 
able to follow ideally all the sharp and sudden changes in the modulation of the groove 
which occur with complex sounds. In many cases this is obviously not the case, so 
that additional causes of spurious intermodulation products (mainly inharmonic) 
arise. These are reduced by the use of a really good pickup but in most cases it is 
probably true that the best available pickup will introduce distortion additional to 
the theoretical tracing distortion. 

The distortion arising from overmodulation at high frequencies due to a high value 
of pre-emphasis has already been covered in Sect. 5(i). Similar effects may occur 
at low frequencies with organ music, but may be avoided by the use of a low frequency 
li miter in the recording amplifier. 

The effect of finite size of needle tip on the reproduction of the fundamental re- 
corded frequency is covered in Sect. 2(i)j also translation loss. 

The pinch effect has already been mentioned. It causes increased combination 
products, forced vibration of the armature at its high resonant frequency, increased 
noise in the output voltage and needle talk. Fortunately these bad effects may be 
considerably reduced by the introduction of vertical compliance either in the needle 
(bent shank or trailer type) or in the pickup itself. 

References to tracing distortion, intermodulation distortion and pinch effect : 
11, 40, 41, 42, 47, 110, 146, 193, 212, 213, 223, 224, 225, 248, 264, 265, 285 

(ii) Playback loss 

Playback loss has been defined as the difference between the recorded and the re- 
produced level at the very same point of a record. It is due to the physical properties 
of the record material, being evident as a loss of the higher frequencies. A com- 
paratively stiff and hard material such as is used with shellac pressings has very little 
playback loss ; vinyl and lacquer are very much more flexible and exhibit appreciable 
playback loss. It is also a function of the pickup used. Reference 227. 

(iii) Wow and the effects of record warping 

Wow is a low-frequency modulation effect caused by spurious variations in groove 
velocity, either in recording or in reproduction. In recording, the American N.A.B. 
recommends that the maximum instantaneous deviation from the mean speed of the 
recording turntable shall not exceed ± 0.1% of the mean speed. The B.B.C. "D 
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channel" limit is ± 0,05% (Ref. 297). In reproduction^ most turntables used in 
combination sets suffer from an appreciable slowing down on heavily recorded pas- 
sages. This effect is reduced by the use of a light-weight pickup with high lateral 
compliance. The effect may be noticed^ in severe casesj by a movement in the pattern 
produced on a stroboscopic disc at the commencement and end of a heavily recorded 
passage. 

A warped disc or wobbling turntable will produce greater wear and eventually 
gteater scratch level on the high portions of the record. This is much less with well- 
designed light-weight pickups than with older models. However^ it is important 
that the stylus force should be considerably more than the minimum for correct 
tracking on a perfectly flat record. A record with warp in excess of 1/16 inch is 
likely to cause trouble. 

An eccentric disc or turntable will tend to cause wow ; a very small amount of eccen- 
tricity is sufficient to be noticeable in recording (max. ± 0.002 inch N.A.B, ; also 
English — Ref. 235). This will produce a tonal pitch variation of 0.1% on reproduc- 
tion (10 or 12 inch records). 

Flutter is similar to wow but at a high frequency ; the ear is very sensitive to this 
form of distortion. This also may occur both in recording and in reproduction. 

References to wow etc. in recording : 84, 90^ 193^ 231. 

Reference to tests on wow in phonograph combinations : 267. 

See also Chapter 37 Sect, 1 (vi) N for I.R.E. tests on phonograph combinations, 
(iv) Distortion due to stylus wear 

All theoretical work on disc reproduction assumes that the needle point is perfectly 
spherical. A jewel or other form of permanent tip suffers wear on two opposite faces. 
The wear is usually measured in terms of the width of the nearly flat portion. The 
distortion arising from the worn stylus is independent of amplitude, and consists 
principally of odd harmonics. The distortion is a function of d/l 
where d = width of flat on needle 



and / = v/avelength of recorded tone. 

The following table has been calculated from published data (Ref. 59) for standard 
groove constant velocity recording : 











at innermost groove 


d/l 


fundamental 


















/ - 1000 c/s 


/ = 10 000 c/s 


0.16 


- 1 db 


4-8% 


6.6% 


d --= 1.5 mil 


d = 0.15 mil 


0.22 


- 2 db 


10% 


12% 


d = 2A mil 


d --- 0.24 mil 


0.275 


- 3 db 


20% 


17% 


d - 3.3 mil 


d - 0.33 mil 


0.36 


- 5 db 


44% 




d = 4.1 mil 


d = 0A\ mil 


0.5 


-10 db 











The distortion becomes very severe before there is any appreciable attenuation of 
the fundamental caused by the needle wear. Although the harmonics of the higher 
frequencies may be outside the frequency range of the equipment:, the intermodulation 
products will be apparent. 



If the recording characteristic is constant amplitude (6 db /octave high frequency 
pre-emphasis followed by de-emphasis) the values of distortion in the table should 
be divided by 3 and 5 for and respectively. In this case pre-emphasis : de- 
emphasis shows to considerable advantage over constant velocity, in that styli last 
longer before requiring replacement, for the same distortion. 

It is obvious that, for high fidelity, no observable stylus flat is permissible. This 
seriously limits the life of sapphire styli, even when using a good quality pickup with 
high lateral and vertical compliance — see Sect. 2(vi). 

(v) Noise modulation 

The noise level is usually measured as the high-frequency noise developed by an 
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unmodulated groove. When a high degree of noise is present and the groove is 
modulated by a single-frequency signal, it is found that the signal tends to modulate 

the noise. The noise modulation reaches a maximum twice each cycle, and the peak 

amplitude may be over ten times the peak amplitude of the measured noise in an 
unmodulated groove. The use of pre-emphasis : de-emphasis is to reduce the noise 
itself but to increase noise modulation. This effect is not apparent when the inter- 
modulation is less than 4%. 

This effect may be minimized during recording, by special means suggested in the 
article. 

Reference 145. See also Ref. 193 (proposed standards). 

(vi) Pickup distortion 

Non-linear distortion in a pickup may vary from practically nil in the best high- 
fidelity types to over 5% total harmonics in some types. The total harmonic dis- 
tonion v^^ith a well designed crystal pickup is well vmder 2% (Ref. 120). 

The usual method to test harmonic distortion is to use a suitable frequency 
test record, check it for distortion with a pickup which is known to have very low 
distortion, then measiu*e the distortion with a wave analyzer. A simple test is to use 
a C.R.O., but this is not capable of indicating less than about 2% or 3% total har- 
monic distortion. The distortion is always a fvmction of frequency, so that it should 
be checked at all practicable frequencies. " The minimum stylus force for a given 
pickup to track a given frequency recorded at a given level can be determined . . 
by the observation of waveform on an oscilloscope. The waveform produced by 
failure to track has a characteristic * spiked * appearance, and a very small trace of 
this form of distortion is easily detectable "~Ref. 310(b), 

Intermodulation distortion is preferable to total harmonic distortion as a general 
indication of pickup performance. Recommended test frequencies are 400 and 4000 
c/s, with the latter 12 db lower than the former. Test records are available with bands 
recorded at different levels, from below normal level, increasing by 2 db steps to 
+ 10 db (e.g. R. C. A, Victor RL-419, RL-420, E.M.I. JH 138). 

In most cases the intermodulation distortion of a pickup increases very gradually 
up to a certain level, and then rises very rapidly as the level is fiurther increased. 
This " knee " should occur at a level of about +6 db, on record RL-420, that is at 
about 18.2 cm/sec. A high fidelity pickup, tested on record RL-420 shows about 
2.5% intermodulation distortion at a level of +6 db ; most of this distortion is due 
to the record (Ref. 291). Other modern lightweight pickups give up to 8% inter- 
modulation at 0 db (9.1 cm/sec). 

The *' tracking " capability of a pickup may be checked by plotting a curve of inter- 
modulation distortion against recorded level, for selected values of vertical stylus 
force (for details see Ref. 285). 

Intermodulation distortion may be measiured either as the r m.s. sum or as the 
arithmetical peak sum — see Chapter 14 Sect. 3(ii) and (v). An intermodulation 
analyser using the peak sum method is described in Ref. 291. 

(vii) Acoustical radiation 

Acoustical radiation or needle chatter varies considerably among pickups. Some 
pickups have no audible radiation. In other cases the radiation may be reduced, 
if desired, by the use of a bent-shank needle or trailer type (Ref. 225). 

(viii) Distortion in recording 

If the distortion in the cutter head includes, say, 1 % third harmonic distortion, this 
will result in 4% third harmonic distortion if both the fvmdamental and the harmonic 
frequencies are recorded and reproduced at constant velocity. On the other hand 
pre-emphasis followed by de-emphasis will reduce this form of harmonic distortion, 
although intermodulation products will still be present (Ref. 189). 

See also Sect. 9(i) for distortion on original recordings. 

Proposed standards for the measurement of distortion in sound recording : 

Ref. 193. 
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SECTION 7 : NOISE REDUCTION 

(0 Analysis of noise (ii) High-frequency attenuation (Hi) High-frequency pre- 
emphasis and de-emphasis (iv) Volume expansion (v) Olson noise suppressor (vi) 
Scott dynamic noise suppressor (vii) Price balanced clipper noise suppressor, 

(i) Analysis of noise 

Noise in the reproduction of sound from records may be divic^id into two distinct 
groups, low frequency noise such as hum and rirnible, which has already been dealt 
withj and surface noise (scratch) which is the subject of this section. 

Surface noise, when reproduced with a high fidelity pickup, covers the whole 
audible frequency range and beyond, but is most distressing to the ear at frequencies 
from about 1500 to 15 000 c/s. The surface noise per 1 c/s increases with increasing 
frequency. 

When a pickup is used which has a pronounced peak in the region of 3000 to 6000 
c/s, the noise in the output appears to have a peak at this frequency. Thit effect is 
due partly to the increased response of the pickup at the frequency in question (which 
could be removed by equalization) and partly to shock excitation of the pickup arma- 
ture. The remedy is to use a better quality pickup. 

References 15, 21. 

(ii) High-frequency attenuation 

The distressing effects of surface noise on the listener may be reduced by any form 
of high-frequency attenuation. Soft needles, such as fibre, thorn, bent shank or 
trailer type, introduce attenuation of this kind but it is not controllable and, in the 
case of fibre and thorn needles, variable. 

Electrical attenuation is to be preferred, although it may be combined with the 
use of, say, a bent shank needle. Best results are obtained with a combination of 
two attenuation characteristics— 

1. A very rapid attenuation above a fixed frequency (say 7000 c/s, or a choice be- 
tween 4500, 7000 or 10 000 c/s) for use with old or noisy records. A suitable circuit 
is Fig. 17.24A. 

2. A gradual attenuation characteristic with a hinge point at about 1500 c/s with 
variable rate of attenuation up to at least 6 db /octave, in addition to any de-emphasis 
as such. Some possible circuits are described in Chapter 15 Sect. 6. See also 
Figs. 17,19, 17.23 and 17.27. Crystal pickups used without an equalizer give an 
attenuation approaching 6 db /octave. 

If it is not practicable to have two independent attenuation characteristics, a single 
characteristic may be used provided that it is capable of giving an attenuation of at 
least 30 db at 7000 c/s, for use with worn records 

(iii) High-frequency pre-emphasis and de-emphasis 

This method has already been described, and reduces the noise by approximately 
half the amount of pre-emphasis at 10 000 c/s (for characteristics which follow the 
time-constant roll-off). 

(iv) Volume expansion 

Volume expansion provides an increase in the dynamic range and, effectively, 
reduces the surface noise level with reference to the maximum power output. Full 
details are given in Chapter 16. On account of the limitations of available types of 
volume expanders, a maximum expansion of 8 db is suggested as a satisfactory com- 
promise. 

A combined volume expander and scratch suppressor is described in Ref. 211. 

(v) Olson noise suppressor 

The Olson noise suppressor works on the principle of the threshold effect. If the 
noise is below a certain low threshold value it is not amplified. The output versus 
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input voltage characteristic is approximately horizontal for an input up to, say, 0.5 
volt ; this may be accomplished by means of a network incorporating voltage-delayed 
diodes (such as 6H6) or germanium crystal diodes. The distortion products (all 
harmonic and most of the intermodulation) are eliminated by splitting the high fre- 
quency part of the amplifier into channels each covering only one octave. Some 
possible combinations are 

1. 0-3000 c/s ; 3000-6000 c/s (2 channels). 

2. 0-2000 c/s ; 2000-4000 c/s ; 4000-8000 c/s (3 channels). 

3. 0-1500 c/s ; 1500-3000 c/s ; 3000-6000 c/s ; 6000-12 000 c/s (4 channels). 
Filters are used which provide attenuation at the rate of approximately 30 db/octave 

at both ends of each channel, except the low frequency end of the first channel. A 
filter network for two channels is given in Ref. 115, while one for fom- channels is 
given in Ref. 138. 

The only known defects are that signals below the threshold value are lost, and 
that there are some intermodulation products. 

(vi) Scott dynamic noise suppressor 

The Scott dynamic noise suppressor controls the bandwidth of the amplifier by 
means of separate high-frequency and low-frequency tone controls which are auto- 
matically controlled by the signal. Fig. 17.38 shows one simple application suitable 
for home use (Ref. 251 based on Ref. 114). Vi is an amplifying stage which also 
provides the voltage for application to both high-frequency and low-frequency control 
circuits which in turn control the grid voltages of and Kg. The parallel resonance 
between Lj and Ci provides an attenuation at high frequencies and a high attenuation 
above the normal operating range ; it may also be used as a whistle filter. is 
used as a reactance valve providing variable capacitive reactance which, together with 
C2 and its companion series condenser, forms a series resonant circuit with L2. The 
low-frequency gate including is quite readily understood. Switch 5^ allows the 
suppressor to be opened, providing maximum frequency range when no suppression 
is desired. When Si is closed, R3 controls the amount of suppression. For bad 
records, switch 5*2 allows restriction of the maximum frequency range. Switch S3 
closes the high-frequency gate and leaves the low-frequency gate open. 

The frequency characteristics of an experimental model built in our Applications 
Laboratory is given in Fig, 17.39 (Ref. 251). Scott recommends that should be 



INPUT AMPLIFIER 



HIGH-FREQUENCY GATE 



LOW- FREQUENCY GATE 



Cryttol 
Pickup 




CONTROL FILTER 



HIGH-FREQUENCY 
■CONTROL CinCUjT 



LOW- FREQUENCY 
CONTROL CIRCUIT 



FIG. 17. 3B 

Fig. 17.38. Simple Scott dynamic noise suppressor {Ref, 251 based on Ref. 114). 
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adjusted for minimum output at 9000 c/s, but it was found preferable to tune Ci and 
Li for minimum output at 7500 c/s to avoid too great a rise in output between the two 
frequencies of maximum attenuation. This simple circuit cannot provide a response 
extending above about 6000 c/s. 

A more recent model with minimum output at 10 000 c/s is described in Ref. 184. 

Performance data of a more flexible dynamic noise suppressor built into a complete 
amplifier are given in Ref. 173. 

+'01 — I — I I I I 1 1 1 1 — I — I I I I 1 1 I I I I I I I n 




10 so 100 '500 1^000 5^000 10,000 

Frtqucncy c/i FIG. 17,39 



Fig, 17.39. Frequency characteristics of circuit of Fig. 17.37 (Ref. 251). 

A modified circuit for home use is that used in the Goodell radio-phonographs 
(Ref. 133 Fig. 1). This includes provision for a switch to short-circuit the high- 
frequency filter (LiCi in Fig. 17,38) ; the sharp cut off is at a frequency from 10 000 
to 16 000 c/s. This and the Scott amplifier (Ref. 173)^ are to be preferred to the earlier 
circuit of Fig. 17.38. 

A more elaborate circuity which also includes a pre-amplifier suitable for use with 
a low-level electromagnetic pickup, a 3 stage power amplifierj frequency- compensated 
volume control and bass and treble tone controls, is described in detail in Ref. 250. 
See also Ref. 188 for further information. 

A simpler modification is described in Ref. 165 in which a combined equalizer 
suitable only for use with low-level electro-magnetic pickups (such as G.E. or Picker- 
ing). This uses one 12SG7 valve and two 12SL7 twin triodes, with dx. heater supply. 

Much more elaborate dynamic noise suppressors for use in broadcast stations are 
described in Refs 114, 133, 275. 

An analysis of the filter characteristics for the dynamic noise suppressor are given 
in Ref. 140. 

References to Scott dynamic noise suppressor : 83, 114, 133, 165, 173, 184, 188, 
250, 275. 

To obtain the best results from the dynamic noise suppressor requires intelligent 
attention from the operator, using the minimum degree of suppression rather than 
the maximum. The level should be controlled at some point after the suppressor 
(see comments, Ref. 149). 

A comparison between the Scott, Fisher and Goodell versions of the dynamic noise 
suppressor is given in Ref. 182. 

(vii) Price balanced clipper noise suppressor 

This is a modification of the Olson noise suppressor described above. It differs 
from the Olson design in that a push-pull clipper is used in order to eliminate second 
harmonic distortion and thus permit an increase in the frequency coverage of each 
high-frequency channel. Possible arrangements are 0-3500 ; 3500-8000 c s or 
0-3000; 3000-7000; 7000-15 000 c/s (Ref. 150). 

The principle of operation is open to the objection that it will respond to certain 
intermodulation products, more so than the Olson design. 
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SECTION 8 : LACQUER DISC HOME RECORDING (DIRECT 

PLAYBACK) 

(i) General description (iV) Recording characteristic (Hi) Cutting stylus {iv) 
Cutter head {v) Equalization of cutter (vi) Motor and turntable (vii) Amplifier 
{viii) Pickups for use on lacquer discs (ix) Recording with embossed groove. 

(i) General description 

Lacquer discs for home recording usually consist of a thin coating of cellulose 
nitrate on an aluminium disc, but other coating and disc materials are also used. 
There are considerable differences in the performance obtained with the best quality 
discs as compared with others. 

The principal defects shown by some lacquer discs are 

1. High noise level. 

2. Loss of high frequencies on play-back. 

3. Distortion, particularly due to drying out after cutting. 

Lacquer discs can be used either with a standard stylus or a fine groove stylus. The 
following details apply to the standard stylus except where otherwise indicated. 

With a suitable light-weight pickup, as many as 100 playings are possible. The 
discs may be processed for making a large number of pressings (for studio use). The 
signal to noise ratio with the best lacquer discs xmder the best conditions with a 
standard stylus may be between 50 and 60 db, the noise level being lowest at the 
greatest recording diameter and increasing by 2 to 8 db at a recording diameter of 
5 inches. With a fine groove stylus the signal-to-noise ratio may be about 58 to 60 
db at 10 in. recording diameter, 54 to 58 db at 8 in. and 40 to 50 db at 5 in. diameter. 
The signal-to-noise ratio may be less than the values quoted above, owing to the use 
of poor discs and technique ; the difference between a good and a poor disc may 
exceed 10 db The overall distortion imder the best conditions may be less than 5%. 

Discs are available with diameters of 5, 6, 7, 8, 10, 12, 13^ and 16 inches. Discs 
for home recording are usually limited to 12 inches. If recording is made at 33-1/3 
r.p.m. it is wise not to record below a diameter of 8 inches, owing to the loss of high 
frequencies and increased noise. With 78 r.p.m. it is wise not to record below a 
diameter of 5 inches, for good fidelity. 

The thread (swarf) is highly inflammable, and should be disposed of in water or a 
closed metal container. 

References : 9, 163, 189, 218, 230, 274 
Standards fdr " Disc Home Recording " 
(based on R.M.A. REC-105, Aug, 31, 1947) 

Drive pin at radius of 1 in. from centre of turntable. 

Drive pin diameter 0.180 to 0.185 in. 

Drive pin hole 1/4 inch nominal. 

Centre hole of rigid base discs, 0,284 in. min. diameter. 



Cutting stylus length 5/8 in. 

shank diameter 0.0625 in. 

face angle 87 

heel angle 50 

shank flat length 3/8 in. 

shank flat depth 0.010 in. 



Tiax. tip radius (if any) 0.002 in. 
Cutting face to be parallel with stylus axis. 

(ii) Recording characteristics 

The most generally used cross-over frequency is 500 c/s. It is usual to adopt a 
close approach to the N.A.B. pre-emphasis characteristic ( + 16 db at 10 000 c/s) 
followed by de-eh:phasis. The soft coating material causes some loss of higher 
frequencies during playback, so that a smaller amount of de-emphasis is required 
than would be used with hard discs, such as shellac. 
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(iii) Cutting stylus 

The usual cutting stylus has a tip radius of about 2 mils with an included angle of 
about 90°. The depth of cut is usually between 1.5 and 2.5 mils. Steel cutting 
styli are cheap, but give poor performance all round, and only last for about 15 to 30 
minutes of recording. Sapphire cutting styli are very much to be preferred ; they 
may be reground when necessary Some alloys (e.g. stellite) approach the sapphire 
performance, and are readily re-ground. 

The shape of the cutting stylus is vitally important ; it normally has burnishing 
facets to produce a noise-free polished groove (Refs. 95, 222). 

A hot stylus recording technique has been developed to reduce the noise level by 
12 to 18 db while retaining good high-frequency response. No burnishing facets 
are required (Refs. 288, 289, 315). 

(iv) Cutter head 

The cutter head requires an available electrical driving power of at least 10 watts, 
with a higher value preferred. Electro-magnetic cutters with good characteristics 
(Ref. 233) are preferable but expensive. Crystal cutters with reasonably flat charac- 
teristics from about 50 to 9000 c/s are cheaper and satisfactory for home use. 

The cutter head is mounted on a feed mechanism which usually provides 96, 112 
or 120 grooves per inch. 

(v) Equalization of cutter 

Equalization is required, firstly to correct any shortcomings in the cutter itself, 
and secondly to provide the desired recording characteristic. In home recorders 
using electro-magnetic cutters it is usual to omit the first, and to limit the second to 
high-frequency pre-emphasis. The cross-over frequency is thus fixed by the cutter 
design. 

High-frequency pre-emphasis (treble boosting) may be provided in a conventional 
manner to give any desired characteristic. Home recorders usually limit the maxi- 
mum frequency to 8000 c/s or less, with a maximum boost from 10 to 14 db. 

If a crystal cutter is directly connected to the secondary of the output transformer, 
and if the output resistance of the amplifier (reflected on to the secondary) is less than 
the capacitive reactance of the crystal at the highest frequency^ the recording charac- 
teristic will be constant amplitude. The Brush RC-20 crystal cutter has a capacitance 
of 0.007 fjF, with a reactance of about 2500 ohms at 9000 c/s. The maximum signal 
voltage across the cutter (RC-20) shouW be about 50 volts ; the step-down ratio of 
the transformer should be calculated to provide this voltage at maximum power 
output. The English Acos cutting head requires an input of the order of 150 volts 
for 1 mil amplitude. This method is only satisfactory with triode valves. 

If pentode valves are used it is necessary to connect a suitable shunt dummy load 
to provide correct matching at about 500 c/s. 

The conventional constant velocity characteristic above a specified cross-over 
frequency may be achieved with a crystal cutter by designing so that the impedance 
of the driving source is equal to the capacitive reactance of the cutter at the cross-over 
frequency. With a low impedance source it is necessary to use a series loading re- 
sistance. 

(vi) Motor and turntable 

Motors and turntables for recording purposes must be specially designed for rhe 
purpose J as higher power, less vibration and more constant speed are required than 
with play-back alone. Some equipments are designed for 78 r.p.m. alone, while 
others are designed for either 33-1/3 or 78 r.p.m. 

(vii) Amplifier 

The amplifier should be capable of an output of at least 10 watts, with low dis- 
tortion and good frequency response. The noise and hum level should be at least 
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45 to 50 db below maximum power output (40 db is an extreme limit for poor re- 
cordings). The amplifier should preferably have push-pull triodes with negative 
feedback, although triodes without feedback or beam power valves with feedback may 
be used. 

(viii) Pickups for use on lacquer discs 

The pickup must be a light-weight type, preferably well under 1 ounce (28 grams) 
needle pressure. The play-back needle should be of the permanent type, usually 
sapphire, with a point radius of about 3 mils. The needle or pickup must have 
vertical compliance, and a trailer type of needle is frequently used. 

Reference 252. 

(ix) Recording with embossed groove 

An embossed groove in place of a cut groove has, so far at least, had very limited 
use. One application (Ref. 103) makes use of 33-1/3 r.p.m. discs with 220 grooves 
per inch which provide 15 minutes playing time on each side of a 7 inch disc. The 
frequency range is from 150 to 4000 c/s, being suitable for dictation machines. 
Smaller discs provide 7^ minutes playing time. A special application called for 330 
grooves per inch with 30 minutes playing time on each side of a 7 inch disc, working 
at 22 r.p.m. 

See also Refs. 63, 210, 242. 
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SECTION 9 : REPRODUCTION FROM TRANSCRIPTION DISCS 

(i) Introduction (ii) Characteristics of record material, wear and noise (Hi) Sound 
track (iv) Recording characteristics and equalization (v) Translation loss and radius 
compensation. 

(i) Introduction 

Reproduction from transcription discs follows the same general principles as other 
disc reproduction, and will only be dealt with briefly. The special features of trans- 
scription disc recording and reproduction have been adequately covered in the litera- 
ture, to which a number of references have been given. 

The principal characteristics of N.A.B. (Ref. 237) and B.B.C. (Ref. 214) 16 inch 
33-1/3 r.p.m. transcription discs are given below : 



Detail 


N.A.B. (1949) 


B.B.C, 


Outer diameter 


15-15/16 ± 3/32 


16 ins. 


Outermost groove diameter 


15-1/2 ± 1/16 


15-1/2 ins. 




(for inside start, 






15-9/16 ins max.) 




Innermost groove diameter 


7-1/2 ins. min. 




Grooves per inch 


96, 104, 120, 128, 


120 




136 etc. 




Width of groove at top 


< 4.0 mils 




Radius at bottom of groove 


1.5 mils max. 


1.5 mils 


Angle of groove 


88° ± 5° 


90° 


Turntable speed 


33-1/3 + 0.3% 


33-1/3 r.p.m. 


Wow factor 


> ± 0.1% 




Reproducing stylus : Angle 


40° - 55° 




Bottom radius (primary standard) 


2.0 i 0.1 mils 


2.5 mils 


(secondary standard*) 


2.5 ± 0.1 mils 




Recorded levelj (1000 c/s) 


Peak velocity 






7 cm/sec. 




Direction of recording 


either 


outside-in 



Some 10 inch and 12 inch discs are also used, but these have been covered in Sect. 2. 

The pickups to be used with transcription discs should have a stylus force not 
exceeding 1-1/2 ounces (42 grams). Only permanent points should be used. 

The total harmonic distortion on an original recording at 1000 c/s or lessj in accord- 
ance with good practice, would be less than 2% (Ref. 219), 

Intermodulation distortion measured on recordings made by three recording headsj 
with low frequency peak amplitudes of 2.5 mils and high frequency velocity 12 db 
lower, were approximately 1.0, 9.2 and 52% (Ref. 269), The first head is one giving 
exceptionally low distortion, while the second is representative of good practice. 
The readings were very little affected by the choice of low or high frequency. When 
the level was reduced 6 db, the I.M. distortion was reduced to 23% with the third 
recording head (say 6% harmonic distortion). 

References to transcription recording (general) : 4, 7, 63, (92, 99, 163), (135, 205, 
146), 189, 214, 216, 218, 219, 230, 237. 

Standards : Refs. 2, 87, 214, 237 : Specifications : 185 ; Bibliography : 105. 

(ii) Characteristics of record material, wear and noise 

Most processed transcription disc are made of vinyl. Vinyl records will reproduce 
up to 1000 playings with a suitable light-weight pickup and permanent tip. For the 
effects of elastic deformation see Ref. 212 

•Compromise for reproduction of both lateral transcriptions and 78 r.p.m. shellac discs. 
fThis is the deflection of a standard volume indicator. Programme peaks up to 21 cm/sec. would 
be anticipated. 
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Wear of stylus tips is covered in Sect. 2(vi). 

The N.A.B. (1949) standard for signal to noise ratio states that the noise level 
measured with a standard volume indicator (ASA Standard C.16.5-1942) when re- 
producing a record on a flat velocity basis over a frequency range between 500 and 
10 000 c/s shall be at least 40 db below the level obtained under the same conditions 
of reproduction using a tone record of 1000 c/s having a peak velocity of 7 cm/sec. 
Response of the system at 500 c/s shall be 3 db below the response at 1000 c/s,. and 
the response shaU fall at the rate of at least 12 db/octave below 500 c/s. Response 
of the noise measuring system at 10 000 c/s shall be 3 db below the response at 1000 
c/s and the response shaU fall at the rate of at least 12 db/octave above 10 000 c/s. 

The standard N.A.B. pre-emphasis wiU increase this value by approximately 
8 dbj resulting in an effective signal to noise ratio (under minimum conditions) of 
48 db. The peak signal to noise ratio will be at least 10 db better than this figure, 
with nonnal progranune material — say 58 db. Lacquer discs (direct recordings) 
under similar conditions may have peak signal to noise ratios up to 68 db or even higher 
(Ref. 63). 

(iii) Sound track 

The ratio of maximum to minimom groove radius (N.A.B.) is 2.07 : 1. The groove 
speed varies from 27 to 13.1 inches per second. As the groove diameter approaches 
7-1/2 inches there is a progressive loss of high frequencies and increase in harmonic 
distonion during both recording and play-back. For an analysis of the radius of 
curvature see Ref. 146, For tables giving groove/land ratios see Ref. 205. 

(iv) Recording characteristics and equalization 

The recording characteristic standardized by N,A.B. (1949) is given in Fig. 17.15 
Curve 2, while that used by the B.B.C. is given in Fig. 17.14 Curve 4, The Orthacous- 
tic recording characteristic is given in Fig. 17.15 Curve 5. 

Equalization has been covered in Sect. 5. De-emphasis of the high frequencies 
(N.A.B.) may be accomplished by a capacitor connected across a resistive network. 
The value of the capacitance is given by 

c = m/R (1) 

where C — capacitance in microfarads 

R = total circuit impedance (supply resistance and load resistance in parallel) 
across which C is placed 
and 100 = time constant in microseconds. 

This provides de-emphasis of approximately 16 db at 10 000 c/s. 

(v) Translation loss and radius compensation 

Translation loss is defined as the loss in the reproduction of a mechanical recording 
whereby the amplitude of motion of the reproducing stylus differs from the recorded 
amplitude in the medium (N.A.B. 1949). The translation loss is a function of the 
record, the needle tip radius and the pickup. Usual values are from 8 to 16 db at 
10 000 c/s at *the inner groove. 

Radius compensation (diameter equalization) 

In order to reduce the loss of high frequencies during play-back some recording 
organizations boost the higher frequencies during recording, the degree of boosting 
increasing as the stylus approaches the innermost groove. It is important to re- 
member that the purpose of radius compensation is to give, as nearly as practicable, 
constant output at all frequencies and at all positions along the groove, when played 
by a pickup with the recommended needle tip dimensions. 

The R.C.A. automatic recording equalizer MI-lllOO provides two degrees of 
radius compensation. The low setting gives 10.8 db at 8 inches diameter and 8 db 
at 9 inches, both for 10 000 c/s. The high setting gives 13.5 and 9.9 db respectively 
under the same conditions. 
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The B.C.C. have a maximum radius compensation of 10 db, but the frequency at 
which it reaches 10 db is decreased as the diameter becomes smaller (minimum 8-3/4 
inches). 

There is no doubt that with certain kinds of music it is impossible to apply the 
full N.A.B. pre-emphasis of 16 db at 10 000 c/s together with the necessary amount 
of radius compensation to provide a nearly level frequency charaaeristic without 
serious over-modulation and distortion. The only answer seems to lie in the use of 
fine groove recording. 

References 4, 99, 189, 214, 227. 
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MICROPHONES, PRE-AMPLBFIERS, ATTENUATORS AND 

MIXERS 

By F. Langford-Smith, B.Sc, B.E, 

Section 

1. Microphones 

2. Pre-amplifiers 

3. Attenuators and mixers 

4. References 

SECTION 1 : MICROPHONES 

(0 General survey (it) Carbon microphones (Hi) Condenser microphones (iv) 
Crystal and ceramic microphones (v) Moving coil (dynamic) microphones (vi) Pres- 
sure ribbon microphones (vii) Velocity ribbon microphones (viii) Throat microphones 
(ix) Lapel microphones (x) Lip microphones (xi) The directional characteristics 
of microphones (xii) The equalization of microphones (xiii) Microphone transformers 
(xiv) Standards for microphones. 

(i) General survey 

Microphones may be divided into two basic groups, pressure- and velocity-oper- 
ated. Any microphone that his its diaphragm exposed to sound waves on one side 
only, is a pressure-operated type—that is, the displacement of the diaphragm is 
proportional to the instantaneous pressure developed in the sound waves. At low 
frequencies a pressure-operated microphone is non-directional, that is to say it re- 
sponds uniformly to sounds from all directions. As the frequency increases, however, 
the response becomes more and more uni-directional and there is a peak in the ) :gh 
frequency response for sound impinging directly on the diaphragm ; this peak may 
be reduced or eliminated by placing the diaphragm at an angle of 45° to 90° to the 
direction of the sound. 

Examples of pressure-operated microphones are carbon, crystal, moving coil and 
pressure-ribbon microphones. 

A velocity-operated microphone is one in which the electrical response corres- 
ponds to the particle velocity (or pressure-gradient) resulting from the propagation 
of a sound wave through the air. Examples are the free-ribbon velocity microphone 
and pressure-gradient microphones. There are also combinations of pressure- 
operated and velocity-operated microphones. 

For good fidelity a microphone should have a wide frequency response without 
peaks, low distortion and good transient response. For public address a microphone 
need not have such a wide frequency response, particularly at the bass end, and a 
slight peak in the 3000 to 5000 c/s region is not usually considered detrimental, while 
distortion requirements are less stringent. 

The output voltage from a microphone is approximately proportional to the sound 
pressure. 

The peak r.m.s. sound pressure at a distance of 1 foot from a man's mouth is 
of the order of 10 dynes/cm* with conversational speech. It decreases 6 db each 
time the distance is doubled. When speaking with the mouth as close as possible 
to the microphone, the peak r.m.s. sound pressure is about 100 dynes/cm''. 

General references A5, D3, D4, D7, Dll. 
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Microphone ratings 

Microphones may be rated in terms of either voltage or power, as described in 
detail in Chapter 19 Sect. l(ir). Ratings in common use include 

Voltage ratings 

A. Open circuit voltage (0 db 1 V) for sound pressure 1 dyne/cm expressed in 
dbv*. 

B. Open circuit voltage (0 db = 1 V) for sound pressure 10 dynes /cm ^, expressed in 
dbv. 

C. Volume units (as read by a standard Volume Indicator) for sound pressure 1 
dyne/cm'', expressed in vu. 

D. High impedance grid circuit voltage (0 db = 1 V, Z = 40 000 ohms) for sound 
pressure 1 dyne/cm^, expressed in dbv. 

Power ratings 

E. Output powerf (0 db = 1 mW) for sound pressure 1 dyne/cm^, expressed in 
dbm.t 

F. Output powert (0 db — 1 mW) for sound pressure 10 dynes /cm 2, expressed in 
dbm. 

G. Output power (0 db = 6 mW) for sound pressure 1 dyne/cm'*. This rating is 
now rarely used. 

H. Output power (0 db = 6 mW) for sound pressure 10 dynes/cm^. This rating 
is now rarely used. 

J, Output power (0 db = 1 mW) for sound pressure 0.0002 dyne /cm 2. This is 
the R.M.A. Microphone System Rating (R.M.A. Standard SE-105 ; see 
Chapter 19 Sect. l(iv)D). 

Voltage ratings — To convert from A to B, add + 20 db. 

To convert from B to A, add — 20 db. 
If a voltage rating is used for a low impedance microphone, the impedance across 
which the voltage occurs should be specified. 

Volume units — This is not an official microphone rating, but is sometimes used 
as a convenient method of measurement. The Volume Indicator is effectively a 
voltmeter in which 0 vu =^ 0,77 volts r.m.s. across 600 ohms. To convert vu (Rating 
C) to voltage (rating A), add — 2 db. When the output from a low impedance micro- 
phone is quoted in terms of vu, it may be inferred that this is equivalent to the power 
output in milliwatts (Rating E). 



Power ratings—The power rating is the power developed in a load of specified 
value. Power ratings E, G and H may be calculated one from the other as under : 



To convert from 


add 


To convert from 


add 


To convert from 


add 


E to F 


+20 db 


F to J 


- 94 db 


H to G 


- 20 db 


E to G 


- 8 


G to E 


+ 8 


H to J 


- 86 


E to H 


4-12 


G to F 


+ 28 


J to E 


-h 74 


E to J 


-74 


G to H 


+ 20 


J to F 


+ 94 


F to E 


-20 


G to J 


- 66 


J to G 


4- 66 


F to G 


-28 


H to E 


- 12 


J to H 


-h 86 


F to H 


- 8 


H to F 


+ 8 







Relationship between voltage and power ratings J 

Provided that the sound pressure is the same in both cases : Microphone rating 
in dbv (0 db 1 volt) = microphone rating in dbm (0 db = 1 milliwatt) + correction 
factor (db) 



*dbv indicates a voltage, expressed in decibels, with 0 db = 1 volt. 
tAlso applies to effective output level. 

^In calculations involving Power Rating J there may be an error, not greater than 2,5 db, due to 
the Rating impedance d'iffeiing from the actual impedance. 
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where the correction factor (C.F.) is given by. 

Z - 25 50 150 250 600 25 000 40 000 ohms 

C.F. - -16 -13 -8 -6 -2 +14 +16 db 

Crystal and condenser microphones cannot be rated in terms of power, while other 
types of microphones can only be compared directly with crystal and condenser types 
on the basis of the voltage on the unloaded grid circuit. To make this comparison 
it is here assumed that the nominal secondary impedance of the transformer is 40 000 
ohms and that the voltage across the secondary is the voltage that would occur across 
a resistance of 40 000 ohms which was dissipating a power equal to the output rating 
of the microphone. This voltage is here called the high impedance grid circuit 
voltage (Rating D). 



To convert from 


add 


To convert from 




add 


A to D (crystal mics.) 


0 db 


F to D 




4 db 


B to D (crystal mics.) 


-20 db 


G to D 


+ 


24 db 


C to D 


- 2 db 


H to D 


+ 


4 db 


E to D 


+ 16 db 


J to D 




90 db 



Typical microphone ratings (db) 



Rating 


A 


B 


D 


E 


Type 


0 db - 1 V 


0 db = 1 V 


0 db = 1 V 


0 db - 1 mW 








Z - 40 000 Q 






1 dyne /cm ^ 


10 dynes /cm ^ 


1 dyne/cm 2 


1 dyne/cm^ 




dbv 


dbv 


dbv 


dbm 


Carbon (S.B.) 


-50* 


-30* 


-23 


-39 


Condenser 


-50 to -60 


-30 to -40 


-50 to -60 




Crystal (sound 










cell) 


-54 to -76 


-34 to -56 


-54 to -76 




Crystal (dia- 










phragm) 


-46 to -65 


-26 to -45 


-46 to -65 




Moving coil 






-49 to -70 


-65 to -86 


Pressure ribbon 






"61 to -65 


-77 to -81 


Velocity ribbon 






-58 to -67 


-74 to -83 



*Measured across microphone (approximate resistance 100 ohms). 

F G H 





0 db = 1 mW 


0 db = 6 mW 


0 db - 6 mW 


0 db - 1 mW 


Type 








0.0002 




10 dynes/cm^ 


1 dyne /cm 2 


10 dynes/cm^ 


dyne /cm ^ 




dbm 


db 


db 


db 


Carbon (S.B.) 


-19 


-47 


-27 


-113 


Moving coil 


-45 to -66 


-73 to -94 


-53 to -74 


-139 to -160 


Pressure ribbon 


-57 to -61 


-85 to -89 


-65 to -69 


-151 to -155 


Velocity ribbon 


-54 to -63 


-82 to -91 


-62 to -71 


-148 to -157 



(ii) Carbon microphones 

An example of the single button type is the modem telephone inset, which gives 
an output of about 1 mW with close speaking. The frequency response is seriously 
peaked, while non-linear distortion and noise level are very high. 

The double button (push-pull) type has a wider frequency range (70 to 7000 c/s 
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in one example), and the second harmonic distortion is considerably less, but the 
output is about 10 db lower than that of the single button type. 

Carbon 'microphones require a source of low voltage to pass a current of from 10 
to 50 mA through each button. When the circuit is broken by a switch there is a 
tendency for the carbon granules to cohere — this may be reduced by connecting two 
condensers and three inductors as shown in Fig. 18.1. 

All carbon microphones have a tendency to blasting, while their other defects in- 
cluding high noise level limit their application. The principal advantage is the high 
output level. 

References A5, A21, A23, Dl, D3, D4, D7, D13, D14. 

(iii) Condenser microphones 

A condenser microphone consists of a stretched diaphragm and a back plate, with 
a polarizing voltage between them. Owing to the high impedance, the pre-amplifier 
must be mounted very close to the microphone. A possible circuit arrangement is 
shown in Fig. 18.2. The response may be made almost flat from 30 to 10 000 c/s 
with an incident angle of 90° — on the axis there is a high frequency peak of about 8 
db as with all pressure microphones. The average response is about — 60 dbv across 
the microphone itself (0 db = 1 volt per dyne/cm''). 

References A5, A7, A23, Dl, D3, D4, D7, Dll, D13, D14. 

The high frequency peak which occurs with microphones of standard size may be 
reduced by making the diaphragm smaller. A miniature condenser microphone with 
a diaphragm having the area of a himian ear drum has been introduced with non- 
directional pickup characteristics (Refs. A 18, A26). The output level from the pre- 
amplifier is — 50 dbm in a sound field of 10 dynes /cm 2, 

(iv) Crystal and ceramic microphones 

Crystal microphones are of two types, directly-actuated and diaphragm types. 
Directly-actuated (sound-cell) microphones, as a class, have lower sensitivity but 
flatter frequency characteristics and they are almost non-directional. Uniform re- 
sponse up to 17 000 c/s can be obtained. There is a resonance at the high frequency 
limit causing a rise of response (-f 12 db in a typical case) — this should be equalized 
or else high frequency attenuation provided. 

The frequency response of diaphragm type crystal microphones is less uniform 
than with the sound-cell type, and varies from 80 to 6000 c/s for speech only (with a 
pronovinced peak in the 3500 c/s region) and from 50 to 10 000 c/s (± 5 db) for 
improved fidelity. The diaphragm type is more directional at high frequencies 
than the sound-cell type. There are also cardioid directional crystal microphones — 
see (xi) below. 



Fig. 18.1- Circuit diagram of double button carbon microphone with filter {optional) 
to reduce cohering (L 0,0014 H, C = 0.02 /aF, E = 4.5 to 6 V), 
Fig. 18.2. Circuit diagram of condenser microphone. 
Fig, 18.3. Circuit diagram of crystal microphone. 

All crystal microphones using Rochelle salt or similar materials tend to be affected 
by excessive humidity and temperatures above 125°F. Most of the crystals are now 
coated to provide considerable protection against humidity, although their use under 
tropical conditions appears to be risky. 

A crystal microphone is effectively a capacitance, of the order of 0,03 (xF for a dia- 
phragm type or 0.0004 to 0.015 ^tF for a sound-cell type. This is effectively in series 
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with the generated voltage and following grid resistor. The following-g^d resistor* 
{R in Fig. 18.3) should be from 3 to 5 megohms for a sound cell type, or 1 to 5 megohms 
for a diaphragm type. A low resistance causes attenuation of low frequencies. 

A long connecting cable will result in loss of output voltage, but will not affect the 
frequency response. The loss is given by 

db loss - 20 log [1 + (L X C^)/C^f] 
where L = length of cable in feet 

~ capacitance of cable in microfarads per foot 
and = capacitance of microphone in microfarads. 

A few crystal microphones are equipped with step-down transformers for use in 

V impedance circuits. 

Ceramic piezo-electric microphones have advantages over crystal types as regards 
high temperature and humidity. These have substantially similar performance to 
that of crystal microphones. One model has a nearly flat response from 30 to 10 000 
c/s with an output level of — 62 dbv (0 db = 1 V per dyne/cm^). 

References to crystal and ceramic microphones : A5, A2I5 A23, Dl, D3, D4j D7, 
D13, D14. 

(v) Moving coil (dynamic) microphones 

A dynamic microphone is, in essence, a small version of a dynamic loudspeaker, 
and some are even used in a dual capacity. It is pressure-operated and there is the 
usual tendency towards a rise in the high-frequency response for soimd waves im- 
pinging directly on the diaphragm. It may be mounted vertically to make the micro- 
phone non-directional for horizontal sound waves, but this causes some attenuation 
of the higher frequencies. 

In its simplest form the level frequency range is limited but in the more elaborate 
types it may extend from 60 to 10 000 c/s. It is a general-purpose good-quality 
microphone widely used for public-address and indoor and outdoor broadcasts. 

References A5, A21, A23, A32, Dl, D3, D4, D7, Dll, D13, D14, 

(vi) Pressure ribbon microphones 

The pressure ribbon microphone has a ribbon, suspended in a magnetic field, that 
is exposed on one side and terminated in an acoustical resistance on the other. It is 
non-directional but has the characteristic, in common with all pressure types, of a 
high frequency response that is a funaion of the direction of the incident sound. The 
distortion may be around 2% or 3% at low frequencies and 100 dynes/cm^. 

This construction is generally combined with a manual control of the size of an 
aperture on the enclosed side which gives control of the directional characteristics 
(e.g. R.C.A. 77-D). 

A small unobtrusive pressure type ribbon microphone has been produced (R.C.A. 
BK-4A) which employs a small angle horn coupled to a cylindrical tube which in rum 
is coupled to the front of the ribbon by means of a round-to-rectangular connector 
of constant cross-section. The back of the ribbon is coupled to the damped folded 
pipe or labyrinth by means of a rectangular-to-round connector. This is non-direc- 
tional, has a frequency response from 70 to 15 000 c/s and an effeaive output level of 
- 61 dbm (soimd pressure 10 dynes/cm^). (Refs. A25, A21, D3.) 

(vii) Velocity ribbon microphones 

This is a free ribbon type in which the ribbon resonance is usually below the audible 
limit. With good design it is capable of a very wide frequency response (e.g. 30 to 
15 000 c/s for response ± 5 db), while over the most useful part of the range the varia- 
tions of level are very slight and gradual. It is strongly bi-directional. This is im- 
doubtedly the best type of microphone for high fidelity, particularly for transients, 
but it is not suitable for general use outdoors. The distortion in one case is less than 
0.33% at 80 c/s and 1000 dynes/ cm^ When a velocity microphone is placed very 

*For maximum values of grid resistance see Sect. 2(vi). 
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close to the source of sound, the low frequencies are strongly accentuated. For this 
reason, a good, quiet studio and correct placement of speakers at a reasonable distance 
is necessary if a normal velocity microphone is used for speech. The bi-directional 
characteristic is useful where there are two speakers, or two groups, arranged on op- 
posite sides of the microphone. 

One model incorporates a switch and compensating reactor to reduce the accentua- 
tion of low frequencies with close speaking (R.C.A. KB-2C, Ref. A27). 

A modified form incorporates a large amount of acoustical resistance to give a nearly 
flat response at all frequencies when speaking very close to the microphone (1 to 6 
inches away), and noise cancellation for sounds originating at a distance. This is 
particularly suitable for outdoor public address (R.C.A. KB-3A, Ref. A28). 

References A5, A21, A23, A27, A28, Dl, D3, D4, D7, Dll, D13, D14. 

(viii) Throat microphones 

A throat microphone is one which is actuated by direct contact of the diaphragm 
with the throat. The high frequency response must be accentuated to obtain in- 
telligible speech. Both carbon and magnetic types have been used (Refs. A19, D3). 

(ix) Lapel microphones 

Normal types of carbon, crystal, dynamic and velocity microphones have been used 
for this application (Refs. A21, D3). 

(x) Lip microphones 

The velocity ribbon microphone has been used for this application (Ref. A5). 

(xi) The directional characteristics of microphones 

Pressure microphones are non-directional (Curve A Fig, 18.4) for low frequencies 
but at high frequencies the response is a function of the angle of sound incidence — 
this effect becomes smaller as the diaphragm diameter is reduced. 

Velocity ribbon microphones are bi- 
directional (Curvi B) and the sound 
source should be on one, other or both 
sides. 

There are various types of uni-direc- 
tional microphones, among which the 
cardioid (Curve C) is most popular. This 
characteristic may be achieved by a care- 
fully designed combination of a velocity 
and a pressure microphone. Similar char- 
acteristics may be achieved by the use of 
acoustical delay systems in combination 
with any pressure microphone such as 
dynamic or crystal. A reduction of re- 
sponse of about 15 db at the back of the 
microphone with respect to that at the 
front is obtainable with a typical cardioid 
microphone. A single-element ribbon 
type microphone has been developed which 
has a reduction of 20 to 25 db at the back 
of the microphone (Ref, .A22). A com- 
plete survey of directional microphones is 
given by Olson (Refs. A17, D3). 

Polydirectional microphones provide a choice of two or three directional 
characteristics or a continuously variable characteristic. A typical example is the 
R.C.A. 77-D ribbon type. 

The correct use of directional characteristics in microphone placement minimizes 
room reflection and reduces acoustical feedback and background noise. 

References to directional microphones A 17, A21, A23, D3, D13. 
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Fig. 18.4. Polar diagrams showing 
directional characteristics of microphones 
(A) Non-directional ; (B) bi-directional : 
(C) cardioid. 
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(xii) The equalization of microphones 

It is usualj both in broadcasting and recording, to provide frequency equalization 
in the microphone or in its pre-amplifier to give a flat or any other desired characteris- 
tic. In other applications it is advisable to equalizCj or at least to attenuate any high 
peaks in the response characteristics, so as to reduce acoustical feedback and other bad 
effects. 

It is sometimes desirable to reduce the low-frequency response of a microphone 
(e.g. velocity type) to reduce the effects of accentuated low frequency response due to 
close talking " or to reduce building rumble." 

(xiii) Microphone transformers 

There is at present a very unhappy state due to the lack of accepted standards for 
microphone transformer output impedances. The American R.M.A. Standard for 
broadcasting is 150 ohms (Ref. A16). See also (xiv) below. 

Most microphones are designed to work into an unloaded transformer. The best 
quality microphone transformers have special provision for reducing hum, such as 
outer steel shields, inner alloy shields and hum-bucking core construction. By this 
means it is possible to reduce hum to a level far below the level of random noise. 

(xiv) Standards for microphones 
(A) Microphones for sound equipment 

The following summary is based on R.M.A. Standard SE-105 (Ref. A20). 

A microphone is defined as an electro-acoustical transducer which converts 
acoustical energy into electrical energy, the waveform in this conversion remaining 
substantially unaltered. 

The field response of a microphone at a given frequency is defined by 
20 log.o ifitP) 

where E is the open circuit voltage generated by the microphone at its accessible 
terminals and p is the undisturbed sound pressure in dynes/cm^ at the specified 
frequency . . . . , the microphone being placed at a specified angle with respect to the 
wave front. 

The electrical impedance of a microphone at a given frequency is equal to the 
complex quotient at the specified frequency of the alternating voltage applied to the 
accessible terminals divided by the resulting alternating current when the microphone 
is placed in a free air field .... It shall be expressed in terms of its magnitude and 
phase angle and plotted as a function of frequency. 

The nominal microphone impedance is the electrical impedance at 1000 c/s. 
The nominal impedance of low-impedance microphones shall lie between 120 and 
180 ohms, or between 19 and 75 ohms. The nominal impedance of high impedance 
magnetic microphones shall lie between 20 000 and 80 000 ohms. The nominal 
impedance of any other microphone shall be specified. 

The microphone system rating G^^ (sensitivity) is described in Chapter 19 
Sect. l(iv)D. 

The microphone rating impedance (Rj^jt) is a pure resistance to be taken from 
the table below 

Magnitude of nominal microphone impedance Rating impedance 

19 to 75 ohms 38 ohms 

75 to 300 ohms 150 ohms 

300 to 1 200 ohms 600 ohms 

1 200 to 4 800 ohms 2 400 ohms 

4 800 to 20 000 ohms 9 600 ohms 

20 000 to 80 000 ohms 40 000 ohms 

80 000 ohms or more ohms 100 000 ohms 

The directional pattern of a microphone at a specified frequency is the variation 
in the field response at that frequency for different angles of sound incidence measured 
from a specified zero position. Zero position refers to that microphone orientation 
in which the directio.-i of the wave propagation lies along the axis of normal usage .... 
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This pattern shall be plotted in the form of a polar diagram as a function of the angle 
of incidence. The electrical output at any one angle. Eg , shall be referred to the output 

at the zero position, E^y by the relation 20 logxo (Eg/Eo). 

The direaional characteristic of a bi-directional microphone shall be at least 

— 20 db for all frequencies of a specified frequency range for sounds arriving from 
any point in a plane perpendicular to the axis of normal usage. For a uni-directional 
microphone the angle of minimum response .... shall be on an average of at least 

— 10 db, the average to be based on minimum values for a number of frequency bands. 
Standards for microphones : Refs. AS, A15, A16, A20. 

(B) Microphones for radio broadcasting 

Extract from R.M.A. Standard TR-105-B (Ref. A16). The nominal impedance 
of all microphones intended for broadcasting service shall be 150 ohms ± 10% when 
measured at a single frequency of 1000 c/s ± 10%. 



SECTION 2 : PRE-AMPLIFIERS 

(t) Introduction (it) Noise (m) Hum (iv) Microphony (v) Valves for use in 
pre- amplifiers (vi) Microphone pre- amplifiers (vii) Pickup pre-amplifiers (viii) 
Gain-controlled pre-amplifiers (ix) Standard pre-amplifiers for broadcasting (x) 
Standard pre-amplifiers for sound equipment. 

(i) Introduction 

A pre-amplifier is a voltage amplifier suitable for operation with a low level input 
and whose output is intended to be connected to another amplifier operating at a 
higher input level. Pre-amplifiers are commonly used with low-level microphones 
and pickups. When a pre-amplifier has to feed the a-f amplifier in a typical radio 
receiver, the output voltage is usually taken for design purposes as 1 volt r.m.s. across 
a high impedance. This allows for a volume control between the pre-amplifier and 
the main amplifier. In some cases it is necessary to incorporate the volume control 
in the pre-amplifier itself in order to avoid overloading with abnormally high input 
levels. In such cases this volume control is usually placed between the first and 
second stages of the pre-amplifier — with very high input levels it may be necessary 
to incorporate either a volume control or a fixed attenuator prior to the first grid. 

A pre-amplifier follows the same general principles of design as any other voltage 
amplifier (see Chapter 12) except that particular attention has to be paid to hum, noise 
and microphony, all of which tend to be troublesome. 

(ii) Noise 

(A) The characteristics of random noise 

Random noise includes both thermal agitation noise and valve noise. The 

energy of such noise is distributed uniformly over the frequency spectrum, ^ The 
distribution of amplitude with time has been covered in Ref. Bl — occasional peaks 
exceed four times the r.m.s. value. 

Random noise voltages must be added in quadrature — that is to say as the root of 
the sum of the squares, 

(B) Circuit noise 

The thermal agitation noise of resistors has been covered in Chapter 4 Sect. 
9(1)1 and in Chapter 23 Sect. 6. 

When two or more resistances are in parallel, the total thermal agitation noise is 
that corresponding to the resultant resistance. For example, if a microphone having 
a d.c. resistance of 30 ohms is loaded by a resistance of 100 ohms, the noise voltage 
is that corresponding to 23 ohms. 

When a resistance R is shunted by a capacitance d the thermal agitation voltage 
is decreased, and at 30°C (80°F) is given by 
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e = 1.29 X 10-WRFo[tan-KFJFo) - tan-W^o)] (D 
where R = resistance in ohms 
C = capacitance in farads 

Fo = l/(27r/?C) 

Fi = upper frequency limit 
and F2 = lower frequency limit. 

(See Reference B19, also B8 giving chart and B45 giving theory). 

In any network comprising L, C and R it is only the resistive elements which gener- 
ate noise voltages. 

References to circuit noise : A23, B8, B13, B2S, B40, B44, B45, B51, Dl, D2, D9, 
D12. 

(C) Valve noise 

Valve noise has been covered in a general way in Chapter 23 Sect. 6. In this 
chapter we are only concerned with its effects in pre-amplifiers. 

It is convenient to express the shot-effect noise of a triode in terms of an equiva- 
lent noise resistance (Rea) at room temperature, coimected from grid to cathode 
in a noiseless valve. The value of R^^ for triodes is given approximately by 

Re, ^ (2) 
where R^g = equivalent noise resistance in ohms 
and gm = mutual conductance in mhos at operating point. 

Pentodes produce additional noise due to the random partition of the cathode 
current between screen and plate^ known as partition noise. In general^ the noise 
energy from a pentode will be from 3 to 5 times as great as that from a triode producing 
the same amplification. 

There are other^ but minor, sources of noise in valves. The flicker eftect produces 
low frequency variations, while any gas in the valve causes ionization noise. 

References to valve noise : B2, B7, B13, B17, B40, B44, B51, Dl, D2, D9. 

(D) Methods used in the design of amplifiers to ensure low noise level 

Noise in low level amplifiers is due to three principal causes — noise in the plate load 
resistor of the first stage, valve noise, and noise in the grid (input) circuit. If the 
stage gain is of the order of 20 or more, the effect of noise in the following stage may 
usually be neglected. Obviously any unnecessary loss of signal voltage through any 
form of attenuator between the signal source and the grid should be avoided. 

Noise in the plate load resistor (current noise) may be avoided by using some 
form of special low-noise resistor, such as a high-stability cracked carbon resistor 
described in Chapter 4 Sect. 9(i)m. The plate supply voltage may be from 100 to 
180 volts — if, as is usual, a higher supply voltage is available, it is merely necessary 
to incorporate sl RC filter to drop the voltage and by-pass any noise and hum com- 
ponents. Such components are frequently required for decoupling in any case. 
Composition resistors may be used as screen resistors with pentode valves, because 
the noise voltage is by-passed to earth. Current noise, however, occurs in the grid 
circuit due to the negative grid current of the valve. Cathode bias resistors (if used) 
should be wire wound. 

Valve noise may be made low, if necessary, by the use of a r.c.c. triode valve in 
the first stage. The equivalent resistance for shot-effect valve noise is inversely 
proportional to the mutual conductance (see eqn. ^) so that a high mutual conductance 
at the operating point is desirable if reduction of shot-effect noise is the principal 
object. Triodes in common use have published values of mutual conductance from 
1000 to 5000 /imhos giving calculated values of noise resistance from 2500 to 500 ohms 
respectively under published conditions. The noise resistance of a resistance loaded 
valve is greater than that for the same valve under published conditions. For example 
type 6J5 operating with a plate current of 1 mA has ^„ = 560/imhos and a calculated 
noise resistance of 4500 ohms, which is about 4 times the value under published con- 
ditions. 

The calculated values of noise resistance for three typical r.c. pentodes are given 
below : 
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Operating conditions: Ebb = 180 volts; i?^ = 0.1 megohm. 
Type 6J7 or 1620 6SJ7 6AU6 

g,r, (working)* 1000 1200 1700 pmhos 

Noise resistance 8000 6000 2000 ohms 

♦Actually the slope of the dynamic characteristic. 

There are two other possible sources of valve noise. Leakage in the valve from 
the grid to any other electrode, and particularly to any positive potential electrode, 
is a possible source of valve noise. Reverse grid current is another source of valve 
noise. It is advisable to use valves which have been tested and selected both for low 
leakage and reverse grid current, if a very low valve noise level is desired. Under all 
circumstances the d.c. resistance from grid to cathode should be as low as possible, 
and no composition resistors should be used in the grid circuit. 

If the input source, whether microphone or pickup, is of low impedance and is 
coupled to the grid by means of a step-up transformer, it is usually not necessary 
to design for minimum valve noise. It is then only necessary to design the input 
circuit so that the impedance of the microphone reflected on to the grid is at least 
twice, and preferably four times, the valve noise resistance. With a low impedance 
microphone and transformer this may readily be accomplished by selecting a trans- 
former secondary impedance of the order of 25 000 or 40 000 ohms. Valve noise will 
then have a negligibly small effect on the total noise, and pentodes or high-mu triodes 
may be used satisfactorily. 

It is usual to employ as high a ratio in the microphone transformer as is possible, 
consistent with the frequency response required — very high step-up ratios can be 
used where the frequency response is not very important. Even in *' high fidelity " 
applications (with a frequency range from 30 to 15 000 c/s) by using nickel-alloy 
cores, it is practicable to obtain a reflected secondary impedance up to 100 000 ohms, 
although somewhat lower values are more common. 

For the measurement of noise in amplifiers see page 829. 

(iii) Hum 

The general features of power supply hum filtering and neutralization have been 
covered in Chapter 31 Sections 4 and 5, Hum due to conditions within the valves 
and hum due to circuit design and layout have been covered in Chapter 31 Sect. 4. 
Hum in voltage amplifiers has been covered in Chapter 12 Sect. lO(vi). 

In pre-amplifiers the permissible hum voltage on the grid of the first valve depends 
on the maximum signal level at this point. If a high ratio transformer is used, with 
a reflected secondary resistance of 25 000 ohms or more, the signal level will be high 
and an extremely low hum level will not he necessary. On the other hand, if a low 
level pickup is coupled directly to the grid circuit without a step-up transformer, 
extreme care and ingenuity will be required to make the hum inaudible. 

Some of the precautions which may be necessary in certain cases to reduce hum to 
a sufficiently low level are given below — 

1. Complete electrostatic shielding of first pre-amplifier valve and associated 
components and wiring. The grid and plate circuits should be separately screened, 
so that there is negligible capacitive coupling between them— in the case of single- 
ended valves this requires care in wiring and either a shield or its equivalent between 
grid and plate. 

2. Electromagnetic and electrostatic shielding of microphone transformer (if any). 
The more elaborately screened microphone transformers may include two or three 
concentric magnetic shields of permalloy or equivalent, with copper shields between 
(Ref. D2). For the lowest hum levels, hum-bucking is sometimes also provided in 
the transformer, 

3. It is usual for the pre-amplifier to be built on a separate, preferably non-magnetic, 
chassis situated a considerable distance from the main amplifier chassis carrying the 
power transformer and filter chokes. If this is not possible, the power transformer 
should be designed to have low leakage flux and be mounted independently of the 
chassis, with the laminations vertical, and all a-f transformers should either be avoided 
or elaborately screened. 
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4. If insufficiently screened a-f transformers are used in the pre-amplifier, they 
should be oriented experimentally to the position giving least hum pickup. 

5. With very low level pre-amplifiers it sometimes happens that less hum is ob- 
tained with a direct earth connection to a metal stake in damp soil than to a water pipe 

6. The leads from the power transformer to the valve heaters should be twisted, 
mounted as far as possible from all hum-sensitive components and wiring, and covered 
with earthed metal braid (for details see Ref. B42). 

7. The loop formed by the valve, grid connection, input source and return lead 
to cathode should include as small an area as possible. Single-ended valves are pre- 
ferable to double-ended types in this respect. 

8. Metal valves are less sensitive to magnetic fields than glass types— they may 
sometimes be used with advantage if magnetic fields are unavoidable (Ref. B42). 

9. If glass valves are used in a magnetic field they should be mounted so as to pro- 
duce the minimum hum. This occurs when the flux vector is perpendicular to the 
valve axis and normal to the plane of the grid side rods. The ratio of maximum to 
minimum hum voltage is of the order of 30 to 40 db. Similar results occur with metal 
valves but the ratio is only from 10 to 20 db. Glass types may be fitted with a metal 
shield if desired (Ref. B42). 

10. The waveform of the heater current should be closely sine wave, to eliminate 
capacitance coupling effects with harmonic frequencies, 

11. A low leakage socket (e.g. isolantite or polystyrene) may be used to reduce 
leakage. With single-ended valves, leakage causing hum may occur from the heater 
pins to the grid or to the plate— the latter is normally the more serious because the 
grid pin is protected from hum leakage by adjacent pins. With double-ended valves 
the only possible socket leakage is from the heater pins to the plate. Valves with 
synthetic resin bases may have appreciable base leakage — for this reason, valves of 
the all-glass type (e.g. miniature) are preferable to those with separate bases. 

One way of avoiding this trouble is to use a pentode valve with the plate, or plate 
and suppressor, earthed or returned to the cathode. The screen then is used as the 
anode, and the valve is thus effectively a triode with approximately the same charac- 
teristics as with the screen connected to the plate. The screen dissipation should be 
checked to see that it does not exceed the maximum, but it may be reduced, if neces- 
sary, by increasing the grid bias. See (v) below for application to type 6AU6. 

12. A low resistance potentiometer may be connected across the heater supply, 
with the moving arm earthed — this may be adjusted for minimum hum. In some 
cases less hum may be obtained with the moving arm returned to a point of positive 
(or sometimes negative) voltage of the order of 5 to 50 volts (see Fig. 17.19A). Mini- 
mum hum may be obtained by optimum adjustment of both potentiometer and volt- 
age. 

13. A low resistance potentiometer may be used to inject heater voltage in anti- 
phase to the hum at some convenient point such as the suppressor of a pentode valve. 
In this case a single heater winding is satisfactory with one potentiometer as in (12) 
above, together with one anti-phase control for each low level stage (Ref. B26). 

14. In very low level stages the heaters are sometimes supplied with direct current. 
However, with good design (including the use of a high step-up ratio transformer) 
it is possible to achieve, with a.c. heating, a hum level which is entirely inaudible with 
a frequency range up to 15 000 c/s. Thus a d.c. heater is not really necessary, but 
rather an alternative method of achieving a similar result. If the frequency band of 
the amplifier is 5000 c/s or less, the hum usually dominates the noise, even with the 
best design — in such a case d.c. heater supply may be desirable. 

There are many possible methods of providing the d.c. STippiy for the heaters, in 
eluding 

(a) Connecting the heaters of the low level valves in series at the low voltage end of 
the plate supply, with a shunt— if necessary— across either the heaters or the 
plate circuit. This method is most convenient when a heavy plate current is 
drawn by the amplifier, so tliat no power is wasted by a shunt across the plate 
circuit (e.g. Fig. 17.35A). It has the disadvantage that the heater current of the 
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low-level valves is dependent upon the total plate current of the amplifier^ 
which is liable to vary. Ref. B52. 

(b) The heaters may be connected in series^ and supplied from a separate full-wave 
rectifier and filter, using a thermionic or seleniimi rectifier — alternatively a 
selenium bridge circuit may be used. Refs. B25, B52. 

(c) The heaters may be connected in parallel, and supplied from a selenium or other 
suitable rectifier, using either a full-wave or bridge circuit. Refs. B25, B52. 

All methods employing rectified and filtered heater supply have a ripple component 
which may be large enough to cause audible hum, 

15. A r-f oscillator with a frequency of 30 or 40 Kc/s may be used as an alternative 
to d,c. heater supply (Ref. B25). 

16. If a.c. is supplied to the heater of the first stage, the voltage of this stage alone 
may be decreased to about 70% to 85% of normal. This is only permissible with a 
limited number of valve types and even so may require selection of valves. A cathode 
current well under 1 mA is essential (Ref. B20). 

17. The cathodes of all pre-amplifier valves should preferably be earthed directly 
to the chassis. However, in practice this is sometimes inconvenient and it may be 
found that a minimum capacitance of 100 shunted across the bias resistor from 
cathode to chassis is satisfactory. High resistance grid-leak bias has not been found 
satisfactory for low level operation. 

18. An electrostatic shield in the power transformer is essential, even where the 
transformer concerned supplies only heaters. 

19. The pre-amplifier valves may be de-magnetized in a decreasing a.c. field. This 
is only useful when the valves have become magnetized by some means. 

20. Magnetic shielding of power leads and all conductors carrying a.c. may be ac- 
complished by the use of an iron pipe, flexible conductor or — most effective — a per- 
malloy wrap similar to that used for continuous loading of submarine cable (Ref. B51). 
Additional notes on hum with pentode valves 

1. Hum due to lack of sufficient filtering in the plate supply may be neutralized by 
some suitable form of neutralizing circuit (e.g. Fig, 12.57), 

2. The hum voltage caused by a magnetic field decreases more rapidly than the 
gain as the load resistance is decreased, A low load resistance is therefore desirable 
if there is a strong magnetic field (Ref. B42). 

3. Hum caused by heater-to-plate leakage is also reduced more rapidly than the 
gain as the load resistance is decreased. 

4. In pentode valves operating with low input levels there is a further source of 
hum in that the magnetic field of the heater varies the partition of current between 
plate and screen and so introduces hum. This hum is worse with remote cut-off 
valves than with those having sharp cut-off characteristics. This form of hum may 
be made zero by a suitable adjustment of grid or screen voltage (Ref. B46). See also 
Refs. B23 (Jan. 1949) and B50. 

(iv) Microphony 

There are very large variations between valves with regard to microphony, and 
special low^-level types are recommended. Individual selection is, however, desirable 
in addition if the valves are required to operate at very low levels. In all cases some 
improvement may be made by a cushion socket and a diick rubber pad around the 
valve. 

(v) Valves for use in pre-amplifiers 

It is generally desirable to use valve types manufactured and tested for low level 
operation (e.g. types 12AY7, 1620 and 5879) but even with any one of these types 
there are large variations in hum, noise and microphony. If a particular pre-amplifier 
is required to meet stringent test conditions it is advisable to select valves to meet its 
requirements, and to use the balance of the valves in other less -stringent pre-amplifiers, 
or in later sockets of the same pre-amplifier. 

A choice is possible in the American range between pentode types 1620 and 5879. 
The former is very much more expensive than the latter, and its use can generally 
be avoided by careful design. 
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If the designer decides to use ordinary radio valves for the first stage in a pre- 
amplifier, it is advisable to test and select the valves in accordance with the following 
procedure. A sufficient number of valves should be operated for about 48 hours 
under the same electrode voltages as in the pre-amplifier. They should then be 
tested for reverse grid current, and only those with reverse grid currents less than 0.1 
/xA should be used in very critical positions. If a sensitive microammeter is not 
available, a 1.0 megohm grid resistor may be cut in and out of circuit and the change 
in plate current measured --see Chapter 3 Sect. 3(iv)A. Low reverse grid current 
not only reduces the noise, but also permits a higher grid resistor to be used. The 
valves with low reverse grid currents should then be tested in the first socket of the 
pre-amplifier for noise, hum and microphony. 

Some single-ended pentodes have one heater pin adjacent to the plate, and very 
high leakage resistance is required to avoid hum (except when this heater pin 
is earthed). 

Type 6AU6 may be used as a triode with earthed plate and suppressor, using the 
screen as the anode, to reduce hum from leakage between heater and plate. 

This device is only suitable for the first stage in the pre-amplifier owing to the 
limited screen dissipation rating (0.65 watt). The following operating conditions 
are suggested with a plate supply voltage of 180 volts (Ref. B48) : 
Load resistance 0.05 0.1 0.25 megohm 

Cathode bias resistance 450 750 1600 ohms 

Plate current 2.4 1.3 0.59 mA 

Stage gain* 21 23 21 

*With following grid resistor 0.5 megohm. 

Characteristics of some special low-noise valve types 

Type 5879 is a 9-pin miniature low-noise pentode with published ^ 1000 /:tmhos 
at a plate current of 1.8 mA. The grid resistor (pentode or triode .operation) may 
be up to 2.2 megohms under maximum rated conditions, while the voltage gain with 
180 volts supply is 87 with Ri = 0.22 megohm and following grid resistor 0.47 meg- 
ohm. As a pentode, the noise referred to No. 1 grid with a bandwidth of 13 000 c/s 
is of the order of 7.2 with grid resistor* 0.1 megohm, with only 10% exceeding 
16 /iV. It may also be used as a triode having ^ = 21, = 1530 /imhos and I b = 
5.5 mA 3X Ej, = 250, E , =^ ~ % volts. As a triode, the noise under the same con- 
ditions as for the pentode is of the order of 6 /xV with only 10% exceeding 12 /xV. 

Conditions : Triode operation Hum 

1. One side of heater earthed, cathode by-passed (40 /xF), zero grid 
resistance— median value 9 ^v 

2. One side of heater earthed, cathode unbypassed, zero grid resistance 

— median value 100 /xV 

3. One side of heater earthed, cathode by-passed (40 /aF), grid resistor 

0.1 mQ — median value 13 

4. Centre-tapped resistance across heater supply, returned to fixed bias 
point (-(- 20 to +50 volts) will reduce hum on most valves to less 

than 20 /xV 

5. Centre- tapped resistance across heater supply, returned to voltage 
to give minimum hum, cathode by-passed (40 /xF), grid resistor 0.1 
megohm — median value 3.5 

—less than 10% exceeding 8 /xV 

When adjusted for minimum hum, this feeds a small hum bucking signal into the 
grid to oppose other minor sources of hum in the amplifier (Ref. B16). 

Type 12AY7 is a low noise twin triode (Ref. B17) with /a 40, =■- 1750 /xmhos 
and /(, = 3 mA at £■(, = 250, ~ 4 volts. The following tests were made with 

a grid resistor 0.1 megohm and plate load resistor 20 000 ohms. Shot-effect noise 
(40 to 13 000 c/s) referred to the grid— median valve 4.7 /aV, maximum limit 8 /xV. 

*The noise due to the grid resistor alone is about 3.8 fJiW. 
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Hum referred to the grid — median valve 3.9 fxVy maximum limit 12 fiW with cathode 
resistor by-passed (40 fxF). 

When used in a typical circuit, placed with the electron Stream in a magnetic field* 

of 1 gauss, the hum voltage on the grid is about 10 fxW. 

With a grid resistor of 30 000 ohms^ approximately 4 fxW of hum per volt of heater 
potential per fMfxF of capacitance between heater circuit and grid circuit will appear 
at the grid. If the heater voltage is 6.3, this will give approximately 25 fxV per txfxF 
of coupling. For applications see Figs. 18.7A, 18.7B. 

(vi) Microphone pre-amplifiers 

The limit on practicable amplification is placed by the noise level caused by the 
thermal agitation noise in the grid circuit of the first stage together with some valve 
noise. The thermal agitation noise alone is at a level of about — 129 dbm with a 
matched load (Ref. B28), or — 132 dbm without loading, for a bandwidth of 15 000 
c/s. If the effective microphone level is taken as — 60 dbm, with an unloaded micro- 
phone the maximum possible signal-to-noise ratio will be 72 db, or 69 db with a 
loaded microphone. In practice with multiple mixers and other contributing factors 
a broadcast station overall noise can be considered satisfactory if within 10 db of the 
thermal noise. 

If the valve noise is at least 3 db below the thermal agitation noise, it may be ne- 
glected as an approximation since the resultant is given by the root of the sum of the 
squares, and the additional noise will be less than 1 db. This may be put in the alter- 
native form, that the equivalent valve noise resistance should be less than half the 
effective thermal agitation noise resistance. 

In the case of crystal microphones the whole of the microphone noise arises from 
the grid resistor, but the signal-to-noise ratio is worst for values of about 0.1 megohm, 
and improves as the grid resistor is made smaller or larger than this value. For low 
noise the resistor should be at least 5 megohms, but better signal-to-noise ratio is 
obtained with 50 megohms and even bener with no grid resistor at all (Ref. B19). 

However, for ordinary applications, a resistance of 5 megohms is a good compro- 
mise, giving a noise voltage of about 4 /^V or ~ 108 dbv (0 db ^ IV). The noise 
resistance of a triode or pentode valve is negligibly small in comparison. This 
permits a signal-to-noise ratio of at least 60 db with all diaphragm types and the more 
sensitive sound cell types. With the less sensitive sound cell types a very high grid 
resistance may be necessary. 

Values of grid resistor greater than 1 megohm may only be used satisfactorily in 
low -level pre-amplifiers where the valve is one specially manufactured or tested for 
this class of. service, under a specification which ensures that the reverse grid current 
is very low. With a maximum reverse grid current of 0,2 fjA and with fx not greater 
than 40, a grid resistor up to 5 megohms may be used provided that the plate load 
resistor is not less than 0.05 megohm from a plate supply of 150 volts, or proportion- 
ately higher than 0.05 megohm for voltages greater than 150 volts. 

Hum from the plate supply may be made as small as desired by filtering, neutraliz- 
ing, and possibly the use of a triode in the first stage. Hum from other sources, 
including a.c, heaters, may be made completely inaudible in wide frequency range 
amplifiers (up to 15 000 c/s) by careful design, using some of the methods in (iii) above. 

Pre-amplifiers for use with crystal microphones 

The pre-amplifiers described below (A, B and C) have an output level of about 1 
volt r.m.s. and are suitable for use with a diaphragm type crystal microphone. 

(A) Single stage pentode pre-amplifier (Fig. 18.5) 

This is the simplest possible pre-ampliner, with a voltage gain of 118 (41 dbvg|). 
The input voltage to provide the specified output level is — 41 dbv (0 db = IV). 
It may therefore be used with an average diaphragm-type crystal microphone with a 

♦Flux densities from 1 to 3 gauss are found quite frequently as far as 7 inches from a typical radio 
power transformer. 

fThe effective noise bandwidth of a studio amplifier is usually wider than 15 Kc/s. 
idbvg --^ decibels of voltage gain— See Chapter 19 Sect. l(ii). 
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Fig. 18.5. Single s tage 
pentode pre-amplifier for 
use -with diaphragm-type 
crystal microphone. 



-6 ' 

B- 



FIG. 18.5 



sound pressure of 10 dynes/cm^ allowing a margin of 5 db for attenuation by the 
volume controls. 

This is reasonably satisfactory for simple public address systems, home recording 
and amateur transmitters, although the margin of gain is small. It may also be used 
to feed the pickup terminals of any normal radio receiver. 

Higher gain (45 dbvg*) may be obtained by the use of a selected type 6AU6 with 
Ri ^ 0,22 megohm, = 0.43 megohm and R^ = 1700 ohms. Under these con- 
ditions VC2 may be adjusted to give about 10 db attenuation, VCi set to provide the 
desired output level under average conditions, and VC^ then used as the control — 
this will prevent overloading of the valve. 

The recommended maximum value of KCi is 1 megohm. Higher values may be 
used without damage to the valve, on account of the plate and screen resistors, but the 
operating point may be seriously shifted by reverse grid current, leading to distortion 
and loss of gain. Normally VC^ would be set at maximum, and only reduced for 
very close working. 

This arrangement has many limitations, and the noise level is high, but it is good 
enough for the simplest and cheapest applications mentioned above, 

(B) Single stage pentode pre-amplifier followed by cathode follower (Fig. 



This circuit has the advantage over Fig. 18.5 that the pre-amplifier may be some 
distance from the main amplifier, the two being linked by a low impedance line, 
and that low impedance mixing may readily be applied. The gain and performance 
are very similar to those of Fig. 18.5 except that the second volume control would 
normally be incorporated in the low impedance line (reflected impedance about 400 
ohms). 



This circuit has the disadvantage that the cathode follower stage may give rise to 
audible hum. It should therefore be restricted to use with a sensitive type of crystal 
microphone or to applications where a low hum level is not essential. 

(C) A preferred arrangement is a good transformer in the cathode circuit of the 6J5, 
stepping down from 20 000 ohms primary impedance to any desired line impedance. 

(D) Cathode follower as low-noise input stage 

Fig. 18. 6A shows the conventional cathode follower, and Fig, 18.6B shows the modi- 
fied circuit for use as a l ow-noise input stage in connection with crystal microphones 
♦dbvg = decibels of voltage gain— see Chapter 19 Sect, ICU). 



18.6) 



Fig. 18.6, Single stage 
pentode pre-amplifier fol- 
lozved by cathode follower, 
for use uith diaphragm-type 
crystal microphone. 




FIG, 18.6 
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or pickups. It has been shown (Ref. B53) that the modified circuit will have the 
same stability as the conventional circuit if 4 = (1 + G)Ri, where G is the voltage 
gain of the valve defined as ±e ratio of the voltage across ^3 to that across R,. If 
is high, as it will be if coupled to another valve grid, then G will be approximately 
constant and a real number. In a properly designed circuit R 4 can be made con- 
siderably higher than R^. 





FrG.18,6 A 



FrG. 18.6 B 



Fig, 18. 6 A. Conventional cathode follower circuit. 
Fig, 18,6B. Modified cathode follower for use as low-noise input stage with crystal 
microphone or pickup. {Ref. S53). 

The circuit of Fig. 18.6B shows an improvement in signal to noise ratio compared 
with that from the conventional circuit, the ratio being \^{R ^/Ri) for thermal noise 
produced by R^ and R 4. For noise generated in R^ and R^^ noise from the power 
supply, valve noise and hum and microphony voltages other than those due to capacit- 
ance coupling or resistance leakage into the grid circuit, the noise ratio is 



i?i Zs + R, 

When Zs is large compared with this represents an improvement by a factor 
RJRi. When = R^ the ratio is 1/2 or 6 db. When Z, = jR^ it is approximately 
l/\/2 or 3 db. When Z, is small the ratio is negligible. 

Thus if Zs is a crystal microphone or pickup, its impedance will rise as the frequency 
is reduced, and in the conventional circuit this causes an increase in noise level at 
low frequencies. The modified circuit shows a distinct improvement \mder these 
conditions. 

Great care should be taken with the insulation of the grid circuit. 

Pre-ampliiiers for use with low-impedance microphones 

In broadcast stations it is usual to have a gain of about 30 or 40 db in the pre- 
amplifier, and for this to be followed by mixing (with a loss of about 18 db for four or 
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Fig. 18.7. Two stage broadcast station microphone pre-amplifier with gain qf 29 dh. 
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five channels) and by a second amplifier with a gain of about 40 db followed by a 
master gain control with a minimum loss of 6 db and a third amplifier with a gain of 
40 or 50 db with an output level of + 18 dbm. The total gain is sufficient for full 
output to be obtained with the lowest possible input level (say — 70 to — 80 dbm). 
The minimum signal-to-noise ratio is usually 60 db at — 60 dbm (alternatively 65 db 
at - 50 dbm). 

A pre-amplifier gain of 40 db may result in- over-loading of the pre-amplifier and 
distortion if used with very high microphone input levels — a device may be incorpor- 
ated to give an optional attenuation of 10 db in the pre-amplifier and thus reduce its 
total gain to 30 db when there is danger qf overloading. 

A typical microphone pre-amplifier with a gain of 29 db is shown in Fig. 18.7. Both 
valves are connected as triodes, the first stage using the screen as the anode, and the 
gain without feedback is 47 db. When operated with an input level of -- 60 dbmj, 
the signal to noise ratio is 62 db. The maximum power output is 10 mW ( + 10 dbm) 
at which the distortion is less than 1% — for this level to be reached^ the input level 
must be — 29 dbm. The frequency response is from 30 to 10 000 c/s with less than 
0.5 db variation. This circuit may be criticized on the choice of valve type for the 
first stage of a low level pre-amplifier. Type 5879, 1620 or Z729 could be used to 
advantage in the first stage. 

by a separate resistor, duly by- 
passed. This would reduce the 
noise from the plate load resistor. 
Secondly the choice of valve type 
is not the most generally satis- 
factory for the first stage of a low 
level pre-amplifier. Type 5879 
or 1620 could be used to advan- 
tage in the first stage. 




" FIG. ie.7 A 

Fig. 18.7A. Two-stage pre-amplifier 
using twin triode type \2AY1 (Ref. B17). 



A two-stage pre-amplifier using type 12AY7. twin tri©de is showh in Fig. 18.7A. 
This has a total gain of 50 db, and the average noise and hum levelTeferred to the input 
grid is* 11 ftV(Ref. B17>. 

A balance4 ^>re-amplifier employing cross -neutralization and negative feedback is 
shown in Fig. 18.7B, using a.c. on the heaters. The frequency response is flat from 




Rtiiitori 1/2 Watt unltii Sptclflc<l 

Fig, 18.7B. 



6b + 250 V.D.C. 



Three-Stage balanced cross-neutralized pre-amplifier using two \2AY1 
valves and \2AU1 (Ref, B\l), 
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30 to 20 000 c/Sj the average noise is 87 db down from the + 24 dbm level and the 
distortion is 0.55% at 24 dbm output. The combined hum and noise voltages are 
only 7.6 db above the theoretical value on the poorest valves, and only 2.2 db on the 
average (Ref. B17). 

The essential amplifying and attenuating circuits of the four pre-amplifiers and one 
" A" amplifier of a single unit equipment for studio use are shown in Fig. 18.7C. 
Each pre-amplifier has a 3-position key. In the pre-amplifiers, type 6AU6 is used as 
a triode with earthed plate and suppressor, and negative feedback is applied from 
plate circuit to grid. Each pre-amplifier has a separate attenuator normally " hold- 
ing " 6 db. The " A " amplifier uses type 6AU6 as a high gain pentode followed by 
the master gain control normally " holding " 20 db. 

The " B " amplifier of the same equipment is shown in Fig. 18.7D, and has negative 
feedback from the secondary of the output transformer to the cathode of V^. 

With all controls set at maximum, an input of — 86 dbm gives an output of 4- 8 
dbm. The distortion is less than 1% at 18 dbm output. The noise level through 
any one channel is 60 db or more below output level with input — 60 dbm. output 
+ 8 dbm. 

A pre-amplifier circuit used by the B.B.C. is described in Ref. B41. A special 
low-noise microphone amplifier for acoustical measurements is described in Ref. B54. 

A pre-amplifier for the Western Electric type 640AA condenser microphone, using 
subminiature valves, is described in Ref. B43. Extremely high insulation resistance 
is required in the network between the microphone and the first grid, particularly 
in the coupling capacitor. 

PRE-AMPtrFIER *A' AMPLIFIER 




Fig, 18.7C. Essential amplifying and attenuating circuits of pre-amplifiers and ** A'' 
amplifier of single unit equipment for studio use {Ref, BIB), See also Fig, 18.7D. 
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References to microphone pre-amplifiers : A16, A24, B19, B28, B41, B43, B48, 
B53, B54. 




FIG. 18.7 D 



Fig, 18.7D. " B " amplifier of same equipment as Fig. 18.7C (Ref, BIS). 



(vii) Pickup pre-amplifiers 

This subject has been covered in Chapter 17 Sect. 5. 

(viii) Gain-controlled pre-amplifiers 

This subject has been covered in Chapter 16 Sect. 5. 

(ix) Standard pre-amplifiers for broadcasting 

(Extracts from R.M.A. Standard TR-105-B, Ref. A16.) 

Standard input signal is 2.45 millivolts r.m.s. in series with 150 ohms (for pur- 
poses of calculating insertion gain this corresponds to an input level of — 50 dbm). 

Standard output level for feeding telephone lines is + 18 dbm ; for feeding 
radio transmitters is + 12 dbm. The equivalent " complex wave " level is 10 db 
lower than these sine wave eqmvalent testing level values (i.e. -f 8 vu and + 2 vu 
respectively) to provide a margin of 10 db for peaks. 

Source and load impedances — 600/150 ohms. 

Frequency range and harmonic distortion — see Ref. A16. 

Signal to noise ratio (noise below standard output) — minimum 65 db (50-15 000 

c/s). 

(x) Standard pre-amplifiers for sound equipment 

(Extracts from R.M.A. Standard SE-lOl-A, Ref. A30.) 

To operate from a source impedance of 150 ohms and into a load impedance of 
600 and/or 150 ohms. 

Noise level — for measmrement see Chapter 19 Sect. 6. 

Amplifier gain is defined as the ratio, expressed in db, of the power delivered to 
the load to the power which would be delivered to the same load if the amplifier were 
replaced by an ideal transformer which matches both the load and source impedances. 
Frequency response, distortion and power output — see Ref. A30. 
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SECTION 3 : ATTENUATORS AND MIXERS 



(t) Potentiometer type attenuators (volume controls) (ii) Single section attenuators — 
constant impedance (Hi) Single section attenuators — constant impedance in one direc- 
tion only (iv) Multiple section attenuators (v) Electronic attenuators (vi) Mixers 
and faders—general (vii) Non-constant impedance mixers and fader s (viii) Con- 
stant impedance mixers and faders. 

An attenuator is a resistance network used for the purpose of reducing voltage, 
current or power in controlled (and usually known) amounts. An attenuating net- 
work is sometimes called a " pad." 

In this section only a brief outline is given of the most popular audio frequency 
applications of attenuators. Additional information is available from the references. 

(i) Potentiometer type attenuators (volume controls) 

The continuously variable volume control is widely used in radio receivers and a-f 
amplifiers (Fig. 18.8). The voltage ratio is proportional to the resistance ratio only 
when the load across the output terminals is very much greater than R. Characteris- 
tics commonly used include-linear and several types of logarithmic characteristics 
of resistance versus angular rotation— see Chapter 38 Sect, 3(viii), The input loading 
is constant (R) only when the output load resistance is infinite. When the output 
terminals are connected to the grid of a valve which does not draw grid current, the 
input capacitance together with strays will bring about some change in frequency 
characteristics as the setting is varied. Direct current through R and through the 
moving contact should be avoided if a composition type resistor is used, to avoid noise. 



The step-type volume control (Fig. 18.9) has some advantages over the continuously 
variable type — it is more reliable, has lower noise as the contact is being moved, and 
the degree of attenuation is definitely known. In all the best designs, wire-wound 
resistors are used. It is usually designed with logarithmic characteristics so that there 
is a constant step (in decibels) between successive tapping points, e.g. 2 db. The 
method of calculating i?oj etc. is given below. 

Let R = total resistance of attenuator (Fig. 18.9) 

N = voltage ratio corresponding to the decibel step between successive 
tapping points (N less than unity) 
and M - (1 ^ N), 

Then Ro = MR; R^ - MNR ; R^ = MN^ etc. 

Rn = MN^R ; Rf = R - Ro - Ri - R2 • ' • - Rn* 
As a practical case take R = 100 000 ohms with 2 db steps. 

Then N - 0.794 and M = 1 - 0.794 = 0.206. By simple calculation Rq = 20 600 ; 
R, = 16 340 ; - 12 980 ; R^ ^ 10 300 ; R, ^ S 190 ; R, = 6 500 ; R^ ^ 5 170 ; 
Rt = 4 \00 ; R, 3 260 ; Rs = 2 590 and i?io = 10 000 ohms (all values correct to 
three significant figures). 

SUde rule or logarithm accuracy is sufficient for most purposes ; for greater accuracy 
see Ref. C9. 



Fig, 18.8. Con- 
tinuously variable 
volume control 
(potentiometer). 




INPUT R 



O- 




nC. 18.9 

Fig. 18.9. Step-type 
volume control. 
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(ii) Single section attenuators — constant impedance 

It is assumed that it is required to maintain constant input and output impedances 
(Z)i that the attenuator is terminated at both ends with resistive impedances Z, and 
that all impedances are purely resistive. The T type section in Fig. 18:10 may be 
designed to provide any desired attenuation. 

Let K ^ Bi/Eoy this being the voltage or current ratio corresponding to the 
desired attenuation in db {K being greater than unity). 

(j^ 2ZK 
and R, = (1) 

It is possible to select any desired values of attenuation in a single T section by 
varying the values of the three resistors by means of a tapping switch. Values of 
Ri and i?2 are given in Table 1 on page 796. 

The 17 type section in Fig. 18.11 is equivalent to the T type section in Fig. 18.10 
provided that the values of the resistances are given by 

^» - = 

Values of R^ and R^ are given in Table 1 on page 796. For formulae giving trans- 
formations from T to 77 or from 77 to T forms see Ref. C12. 

Both T and 17 sections may be arranged in a " balanced *' form for use with an 
earthed centre- tap — in this case the series resistors R^ and R3 are divided into two 
halvesj one on each side of the centre (for table of formulae see Ref. D6). They may 
also be designed to match unequal source and load impedances (see Refs. CI 3 C12j 
D6, Dll). 

For the derivation of the equations above^ see Ref. CI 3, 

If the output impedance is increased beyond the design value^ the input impedance 
wiU be increased (although to a less extent) and the attenuation will be reduced — 
see Refs. C6, C12, D6. 

There are many other forms of constant impedance attenuators, but none does more 
than the T or 77 section — they may be preferred for practical reasons in certain 
applications. See Refs. Cl2y D6, D8, Dll. 

(iii) Single section attenuators — constant impedance in one direction 
only 

The L section of Fig. 18.12 may be used when it is not necessary for the loo king- 
backwards output impedance of the attenuator to be constant. In this case 

i?5 = Z(K ~ \)/K and R^ = Z/(K - 1) (3) 
For further information see Refs, CI 2, D2. 

The values of R^ and R^ have been tabulated for steps from 1 to 10 db (Table 1 
on page 796). 




H^. 18.10. Constant im- Fig, ISM. Constant im- Fig. 1HA2, The L 
pedance T section at- pedance 11 section at- type single section 
tenuator. tenuator. attenuator. 

The values of resistances given in Table 1 are for Z = 100 ohms. For any other 
value of Zy the tabulated values of resistances should be multiplied by (Z/100). See 
Figs. 18.10, 18.11 and 18,12. 
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TABLE 1 (SINGLE T, 77 AND L SECTIONS) 







T section 


n section 


L section 


db 




Ri 


R2 


R3 


R. 


Rs 


R. 


\ 


1.122 


5.76 


866 


11.6 


1740 


10.9 


819 


2 


1.259 


11.46 


430 


23.2 


874 


20.6 


386 


3 


1.413 


17.10 


284 


35.2 


585 


29.3 


242 


4 


1.585 


22.6 


210 


47.6 


443 


36.9 


171 


5 


1.778 


28.0 


164 


61.0 


357 


43.8 


129 


6 


1.995 


33.2 


134 


74,6 


302 


49.9 


100.5 


7 


2.239 


38.2 


112 


89.3 


262 


55.4 


80.7 


8 


2.512 


43.1 


94.6 


106 


232 


60.2 


66,1 


9 


2.818 


47.6 


81.2 


123 


210 


64.5 


55,0 


10 


3.162 


51.9 


70.3 


142 


193 


68.4 


46.2 



The following references will be found helpful in supplying further general in- 



formation on attenuators : 

Periodicals C6, C12 (the most comprehensive of all), C13, C17 (the basic treatment). 
Books D2, D6, 08, Dll (brief treatments are given in several other books). 

(iv) Multiple section attenuators 

Any convenient number of 17 sections may be connected in tandem, and the effec- 
tive resultant is the *' ladder " attenuator of Fig. 18.13 in which the two parallel re- 
sistors at the end of each section and the commencement of the next are drawn as a 
single equivalent resistor (R^/l). The values of R3 and are calculated as for a 
single n section (eqn, 2 and Table 1) to provide the desired attenuation per stage. 
The value of is given by R^ Z/{R^ + Z). The minimum attenuation is 3,5 db 
on tapping point Pi. The input impedance varies considerably as the tapping point 
is changed but may be made constant, if desired, by inserting resistors at the points 
marked X. The output impedance also varies, although less so than the input im- 
pedance. This device may also be used when the impedance of the source differs 
from Z. 




RC. 18. O PIG- 

Fig. 18.13. Ladder attenuator 18,14. Modified form of ladder 

( n section). attenuator. 

A modified form of ladder attenuator is shown In Fig. 18.14 which has a minimimi 
attenuation of 6 db but whose input impedance is nearly constant except for high 
values of attenuation and whose output impedance is nearly constant except for low 
values of attenuation. This can only be used when the impedance of the source is 
equal to Z. The values of R^, R^ and R^ are the same as in Fig. 18,13. This is the 
commonest type for broadcast station " mixer " control equipment. 

A form of ladder attenuator suitable for connecting a low impedance line to a high 
impedance grid circuit is shown in Fig. 18.15. This is built up from three L sections 
and the input impedance is equal to Z under all conditions but the output impedance 
varies (this being unimportant). The values of Rr^ and R^ are given by eqn. (3) and 
Table 1, while R, is given by ZRJ{Z -| R^^ As an example take Z - 600 ohms 
and 2 db steps. Then the voltage ratio corresponding to 2 db is .SC 1.259. From 
eqn. (3) 

R^ 600 X 0,259/1.259 = 123.6 ohms 
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Fig, 18.15. Ladder attenuator for connection to 
high impedance grid circuit {L section). 



Ro - 600/0.259 - 2316 ohms 
while /?7 = 600 x 2316/2916-477 ohms. 

References to multiple section attenuators : Cll, C12 (Part 6) ; C14, D2, D6j Dll. 
References to non-imiform sections, Cll, C14. 

A multiple T section attenuator is shown in Fig. 18.16. This has the advantage 
of no loss in the zero attenuation position, and is suitable for use in positions where 
no power loss is permissible, such as an attenuator on a tweeter loudspeaker. The 
values of resistors for 1 db steps for Z = 100 ohms are tabulated below — ^for any other 
impedance multiply the resistances by (Z/100), 



Loss 


Series arm 


Shunt arm 


Loss 


Series arm 


Shunt arm 


(db) 


(each) 




(db) 


(each) 




1 


5,8 ohms 


867 ohms 


6 


33.2 ohms 


134 ohms 


2 


11.4 


430 


7 


38.2 


112 


3 


17.1 


284 


8 


43.0 


94.5 


4 


22.6 


209 


9 


47.6 


81.3 


5 


28.0 


164 


10 


52.0 


70.2 






(total J 






(total) 



(v) Electronic attenuators 

For some purposes an electronic attenuator may be advantageous, and one practic- 
able circuit is a cathode follower in which the screen voltage may be varied, while in 
addition the desired value of cathode resistor may be selected by means of a tapping 
switch (Fig, 18.17), Any sharp cut-off pentode valve is suitable, but one with high 
mutual conductance will limit the maximum attenuation. A valve with ^ 2000 
jamhos has an attenuation range from 4 to 74 db with values of cathode resistors from 
1000 ohms to 0.1 ohm ; this may be extended by about 10 or 20 db by screen voltage 



o o 




Fig, 18.16. Multiple T section Fig. 18,17. Electronic attenuator 

attenuator. using cathode follower (Ref. CIS). 



adjustment provided that the input level is not too high. Fixed grid bias must be 
used. A universal design curve is given in Fig. 18.18 (Ref. C15). 

A circuit using type 6BE6 as a fader-mixer is shown in Fig. 18.18A. This has a 
voltage gain of 62 from grid 1 input, and 25 from grid 3 input. The distortion for 
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•001 



'I 

9mR 



K) 10 
FIG. le.lB 

Fig, 18.18. Universal design curve for electronic attenuator (Ref. C15). 

an output of 5 volts is 0.19% with input to grid 1, and 1.4% with input to grid 3, A 
plate load resistor of 50 000 ohms gives lower gain and distortion. For electronic 
gain control purposes^ it is advisable to apply the signal to grid 3 and the control 
voltage to grid 1 (Ref. C20). 




Input Input 



FIG. I8J8A 



Fig. 18.18A. Fader-mixer 
circuit using type 6 BE6 
(Ref. C20). 



(vi) Mixers and faders — general 

When more than one input source is employed^ some form of control is necessary 
to enable the operator to change from one to the other^ or to mix the outputs of two 
or more sources. A properly designed mixer and fader system enables these objects 
to be achieved without perceptible jumps. 

Mixers (as the complete system will here be called) may be divided into high im- 
pedance and low impedance ; constant impedance and non-constant. In addition 
there are those that have sources at approximately the same level and those with 
sources having a considerable difference in level. To achieve correct functioning 
of mixersj it is necessary to provide for the control of the level of individual input 
sources. Any frequency equalization of input sources is applied prior to the mixer, 

(vii) Non-constant impedance mixers and faders 

These are commonly used in public address systems, amateur transmitters and other 
applications which do not require precise adjustment to a predetermined level. The 
controls are of the continuously variable potentiometer type, and the mixing is usually 
carried out between a pre-amplifier and a subsequent amplifying stage— under these 
conditions there is no necessity for maintaining either constant input or output im- 
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pedance. In some cases the mixing is carried out between the input sources and the 
grid of the first amplifier stage, and here the load impedance presented to each source 
must be maintained constant. 

The simplest type of fader which does not provide mixing, is shown in Fig. 18.19. 
It is only suitable for high level pickups, or the secondaries of step-up transformers^ 
since the noise from the moving contact is appreciable. The control is a centre- 
tapped potentiometer with a total resistance 2R, The value of R should be that 
reconrunended for each pickup. 

Fig. 18.20 shows a series network mixer which may be used as a fader, but it has 
serious drawbacks. Both sides of input source A are above earth, and any hum picked 
up in this channel is fed without appreciable attenuation to the following grid. More- 
over stray capacitances to earth of channel A tend to by-pass the high frequency signal 
voltages of channel B. This arrangement is not recommended. 

A modified series network mixer is shown in Fig. 18.21 in which one side of each 
channel may be earthed, but a transformer must be used to couple the outputs to the 
grid. This may be used for fading and mixing. 






Fig, 18.19. Simple type 
of fader for two pickups. 



Fig. 18.20. Series 
network mixer. 



Fig. 18.21. Modified 
series network mixer. 



The parallel network mixer is shown in Fig. 18.22 where three input sources are 
provided for, although any number may be used. The value of may be made equal 
to or greater than and similarly with the other channels. If the mixer is con- 
nected between two amplifying stages, all resistances may be equal (say 0.5 megohm) 
and the maximum insertion loss will be 6 db for 2 channels, 9.5 db for 3 channels or 
12 db for 4 channels. The insertion loss varies when the controls are moved — the 
maximum variation in insertion loss caused by any one potentiometer is 2.5 db for 
two channels but less for more channels. This interaction is less if the source im- 
pedance is considerably srtialler than the resistances in the mixer, so that triode valves 
are preferable to pentodes in the preceding stage. 

The circuit of Fig. 18.22 may also be used when the sources 
are microphones or pickups, but R2 and R3 should be the 
correct load resistance in each case. The isolating resistors 
i?4, Rs and R^ may be made equal to the highest of the load re- 
sistances. This arrangement is only practicable with fairly 
high source levels, on account of the insertion loss and its 
effect on the signal-to-noise ratio. 

One application of the parallel network mixer is 
given in Fig. 18.23 — this general set-up may be modi lied to 
suit any practical case when there is a considerable difference 
in level between the two sources. 

Probably the most popular of all mixing circuits in this 
class is the method using a common plate load for two or more 
valves. When two valves are used with a common 

♦The word ''fader " is here used in the sense of fading out one input source and fading in another. 
The fading of a single source is here called attenuation. Mixing is the combination of two (or :riore) 
sources so that both are amplified simultaneously ; a mixer may however be used also for fading. 




Fig. 18.22. Parallel 
network mixer. 
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<l80to400v) 
" " 25.000A 




Fig. 18.23. Complete pre-ampUfier in- 
corporating parallel network mixer, for 
use with high level crystal microphone 
and crystal pickup. Rj^ = I to 5MQ ; 
R2 = 03MQ or higher. Gain in 
is 30 dbvg. 



plate load resistor, the plate resistance of each valve acts as a shunt load on the other, 
thereby reducing the gain and the output voltage for a limited distortion. With 
triodeSj the gain is equal to the normal gain for a single valve multiplied by 
(rp + Rj)/{rj, + 2/?^). If R^ is considerably greater than r^, the gain is slightly 
greater than half that for a normal valve. With pentodes, the loss of gain due to shunt- 
ing is slight^ and may be neglected in most calculations. The effect of the shunting 
on the maximum output voltage is much more severe than on the gain. The output 
voltage for limited distortion is approximately equal to the normal output voltage 
multiplied by rp/(rp + R^). If R^ =^ 5rp as for a typical triode, then the output 
voltage is reduced to one fifth of its normal value. For this reason it is suggested that 
Ri ~ 2rp would be more suitable, giving a reduction to one third of the normal value. 
Here again, the effect on pentodes is small. 

One simple but very effective mixer incorporating 
common plate load mixing is Fig. 18.24. Vi may be any 
twin triode, may be determined as outlined above, 
while the plate supply voltage may be about 250 volts, 
or higher if a high output voltage is required with low 
distortion. If desired, a second twin triode with a 
further two input channels can be added. Alternatively, 
two r-f pentodes may be used in place of Vi to provide 
increased gain. Various combinations may be devised 
incorporating one or more common plate load mixers 
with other types of mixers or faders to meet almost any 
possible requirements. Fig. 18.25 is one example — 
Vi and V2 may be any suitable twin triodes> Ri pro- 




Fig. 



18.24. Simple 
mixer using twin triode 
with common plate load 
resistor. 

vides fading for the two microphones and R2 is a combined microphone volume control, 
Ri and R^ provide fading and mixing for the pickups while /?3 is a master volume con- 
trol, V2 has a common plate load resistor. 

One of the problems with mixers of the common plate load type is the control of 
volume without introducing noise or circuit complications. This problem may be 
overcome by the use of 6L7 type valves in which the amplification is controlled by 
varying the voltage on the third grid (Fig. 18.26). This mixer is intended for use 




Fig, 18.25. 



Mixer for two microphones and two pickups. 

T/, V. ^ 6SN1-GT. 



Values of resistors are for 
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FIG. ie.26 



Fig. 18,26. Three channel mixer with electronic volume control {Ref, C4), 

with three high-level crystal microphones ; the volume controls operate on d.c. and 
may therefore be placed some distance from the mixer (Ref. C4). 
References to non-constant impedance mixers : C3, C4, DIO. 

(viii) Constant impedance mixers and faders 

Constant impedance* attenuators may be used to provide both attenuation and 
mixing, and are widely used in studio equipment. In such equipment they usually 
work out of and into 600 (sometimes 500) or 150 (sometimes 200) ohm circuits. 

The constant impedance attenuators may be of the T, bridged T, TJ, ladder, bridge, 
or any other form, together with their balanced equivalents. They may be arranged 
in parallel, series, series-parallel or bridge circuits. 




Fig, 18.27. Constant impedance 
mixer using three T type attenua- 
tors in parallel. 



(A) Parallel type mixers 

Fig. 18.27 shows a three channel mixer using T type attenuators in parallel — the 
same principle may be applied for any number of channels. Since the attenuators 
are of the constant impedance type with input and output impedances and the 
mixer output is loaded by the same impedance R, in this case Ri = R2 ~ ^R and the 
mixing loss is 9.5 db. In the general case 

=: = R(^n _ !)/(„ 4. 1) and Mixing loss = 20 logioW 
where n is the number of channels. Values are tabulated below : 
n = 2 3 4 5 6 

/?i - i?2 - (l/3)R iR {3/5)R {2/y)R {5/7)R 

Mixing loss 6.02 9.54 12.04 14.0 15.56 db. 

An alternative form omits R2 and thereby obtains lower mixing losses, but the out- 
put impedance of the mixer and hence the input impedance of the master attenuator 
will be 7?^ instead of R^, the values being given below : 

•Constant impedance indicates that both the input impedance and the looking-backwards output 
resistance are maintained constant under all conditions. 
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Ri = R(n - R2 = 0 

Rj^ = R{2n - Mixing loss = 10 logio (2n - 1) 

n - 2 3 4 5 6 

i?i = 0.50i? 0,67i? 0.75i? O.SOi? 0.83i? 

Ri^ 0.75R 036R 0.44/? 036R 0.31R 

Mixing loss - 4.77 6.99 8.45 9.54 10.41 db. 

If it is desired to maintain all input and output impedances constant and equal to 

R, it will be necessary to insert a matching 

transformer or to add a matching pad, the "-^ 

latter introducing loss. o- 

(B) Series type mixers 

Fig. 18.28 shows a three channel mixer *'"*"|'^'' ^| Co" | ''ouTPLrr 

using T type attenuators in series. Only 

one of the channels can be earthed, so that 

there tends to be some cross-talk although 

this may be kept low by good design. The 

output impedance at terminals D is given U mixer - 

by R^ where R^ =^ Rn^/(2n - 1), and the Fig. 18.28. Constant impedance mixer 

mixing loss up to terminals D is 10 logio ^^'"^^ ^ attenuators in series, 

(2n — l)j where n is the number of channels. Values are tabulated below : 
n ' 2 3 4 5 6 

Rs - 2.00 1.50 1.33 1.25 1.20 

Rj) = 1.33 1.80 '2,29 2.78 3.27 

Mixing loss = 4.77 6.99 8.45 9.54 10.41 db. 

If this mixer is followed by a transformer there is no further loss, but if it is followed 

by a taper pad as in Fig. 18.28 there must be added the loss in the taper pad, the value 

of which is given by 

N = 20 logio (Rz + VRz^ - 1) decibels 
where Rz^ ~ impedance ratio (greater than unity) 
- MV(2n - 1). 

n = 2 3 4 5 6 

impedance ratio = 1.33 1.80 2.29 2.78 3.27 

loss in pad (N) = 4.77 6.99 8.45 9.54 10.41 db. 

(C) Series-parallel type mixers 

Fig. 18.29 shows a four channel mixer using T type attenuators in series-parallel. 

The input and output are both balanced. The values of R^, and Rq are given by 
R, = R{n - 3)/n and R^ = 4i?(2« - 3)/n« 

where n is the total mamber of input channels. 

If n - 4 6 8 

then R, = 0.25R 03R 0.625i? 

R^ - 1.25i? R 0J5R 

and loss in mixer = 7.0 9.5 11.1 db. 

With six channels, the output resistance is equal to R and the taper pad will not be 

required. In other cases its loss should be added to that in the mixer. 

(D) Bridge type mixers 

Fig. 18.30 shows a bridge type mixer with four input channels. This can only be 
earthed at one pointy but is otherwise satisfactory for four input sources. The output 
resistance is equal to Ry so that no taper pad or matching transformer is required — 
the mixing loss is 6 db^ which is less than that of any other 4 channel resistance mixer. 

(E) Coil mixing (Ref. C18) 

Coil mixing refers to the use of a special transformer (Fig. 18.31). The loss is the 
theoretical minimum and is given by 10 logio n where n is the number of input sources 
— it is 6 db when n ~ 4. The value of Rq is given by 
R, - mn - 1) 

and is equal to R when n = 4. The secondary transformer impedance is equal to nR. 
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Fig. 18.29. Constant 
impedance mixer using 
four T type attenuators 
in series-paralleL 



■TAPER PAO*| 



Coil mixing appears to be very little used. 

(F) Choice of mixer circuit 

The parallel circuit has the very important advantage that one terminal of all (un- 
balanced) attenuators can be earthed. Other circuits in which one or more attenuators 
are above earth nearly always suffer from, cross-talk and variation of frequency response 
at high attenuations. There are thus two features on which the choice of a mixer 
circuit must be based — the earthing of all attenuators^ and minimum mixing loss. 
Many engineers insist on the earthing even at the expense of increased mixing loss in 
some cases. 



Fig. 18.30. Constant 
impedance mixer using 
four T type attenuators 
in bridge connection. 



O -X- O R O » O * ^MASTER ^ 

O 1 6 O— — ♦— — O - CONTROL 



■o o 

MASTER 
CAIN 
CONTROL 
O O 



The following comments are based solely on minimum mixing lossj and are there- 
fore to be applied with discretion— 

1. When the impedance of the input circuit is required to be higher than that of 
the output circuity a parallel mixer should be used. 

2. When the impedance of the output circuit is required to be higher than that of 
the input circuit, a series or coil type mixer should be used, 

3. When the input and output circuits are required to be nearly the same im- 
pedance, a series-parallel or bridge type mixer should be used. 

References to constant impedance mixers : 
CI, C2, C3, C12 (parts 7 and 8), C16, C18, DIO, 
Dll. 

(G) Precautions with studio type mixing 
systems 

Under any possible operating conditions, the 
level at any stage should be kept at lea^t 6 db and 
preferably 10 db above the critical pre-amplifier 
level of — 60 vu. 

With mixer controls turned right off, and a 
normal level applied to each input in turn, the 
fatio of " leakage " at 10 000 c/s to normal pro- 
gramme level should be better than 70 db. 

Cross-talk between two different circuits may 
be reduced by using twisted leads for all speech 
circuits with an electrostatic screen around each 
pair. 




OUTPUT 
fiR-« »-nfl 



Cn-4) 



Fig. 18.31. Constant impedance 
mixer using coil mixing tmh 
four input sources. 
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Where there are long circuits between pre-amplifier outputs and mixer outputs, 
it is usually considered wise to use balanced transformer inputs to avoid the possi- 
bility of cross-talk or noise affecting the programme. 
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UNITS FOR THE 2V1EASUREMENT OF GAIN AND NOISE 



By F. Langford-Smith, B.Sco B.E. 
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SECTION 1 : BELS AND DECIBELS 



(i) Power relationships expressed in bels and decibels (ii) Voltage and current re- 
lationships expressed in decibels (Hi) Absolute power and voltage expressed in decibels 
(iv) Microphone output expressed in decibels (v) Pickup output expressed in decibels 
(vi) Amplifier gain expressed in decibels (vii) Combined microphone and amplifier 
gain expressed in decibels (viii) Loudspeaker output expressed in decibels (ix) Sound 
system rating (x) Tables and charts of decibel relationships (xi) Nomogram for 
adding decibel-expressed quantities (xii) Decibelsy slide rules and mental arithmetic. 

(i) Power relationships expressed in bels and decibels 

If a sound is suddenly increased in magnitude, the listener receives an impression 
of increased loudness which is roughly proportional to the logarithm of the ratio of 
the two acoustical powers. In mathematical form 

loudness oc log (P2/P1) (1) 
This is quite general, and holds for a decrease in power as well as for an increase in 
power. Now the ultimate effect of any change of electrical power in a 
transmitter, receiver or amplifier is to produce a change of acoustical power from the 
loudspeaker^ so that it is convenient to adopt a logarithmic basis for indicating a change 
of electrical power. 

The common logarithm of the ratio of two powers gives their relationship in bels— 
N, = logUPJPi) (2) 
where Pi is the reference power 
and Pa is the power which is referred back to Pj. 

The more commonly used unit is the decibel, which is one tenth of a bel. ThuSj 
the difference in level between Pi watts and Pg watts is given by 

Nrfb = 10 logio (P2/P1) decibels (3) 

If P2 is less than Pi the value of N^b becomes negative. A negative value of » 
thus indicates that the power in which we are interested is less than the reference power. 

Note that these relationships (1, 2 and 3) are independent of any other conditions 
such as impedance. 

Applications and examples 

Suppose for example that a power valve driving a loudspeaker is delivering 1 watt 
which is then increased to 2 watts. To say that the power has " increased by one 

806 
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watt '* is misleading unless it is also stated that the original level was 1 watt. A far 
more satisfactory way is to state that a rise of 3 db has occurred. This may be cal- 
culated quite simply since the gain in decibels is 

10 logio (2/1) - 10 logio2 = 10 X 0.301 = 3.01 db 
or approximately 3 db. 

In a similar manner a decrease from 2 watts to 1 watt is a change of approximately 
- 3 db. 

It has been found that a change in level of 1 db is barely perceptible to the ear, 
while an increase of 2 db is only a slight apparent increment. For this reason variable 
attenuators are frequently calibrated in steps of 1 db or slightly less. In a similar 
manner an increase from 3 watts to 4.75 watts is only a slight audible increment, being 
an increase of 2 db. 

In order to simplify the understanding of barely perceptible changes the follow- 
ing table has been prepared, and it will be seen that a move from one column to the 
nearest on left or right is equivalent to a change of 2 db. In this table 0 db is taken 
as 3 watts. 

db : -10 -8 -6 -4 -2 0 +2 +4 +6 +8 +10 +12 

watts : 0.30 0.47 0.75 1.2 1.9 3.0 4.75 7.5 12 19 30 47.5 

In addition to the application of decibels to indicate a change in level at one point, 
they may also be used to indicate a difference in level between two points such as the 
input and output terminals of a device *such as an amplifier or attenuator. For ex- 
ample, consider an amplifier having an input power of 0.006 watt and an output power 
of 6 watts. The power gain is 6/0.006 or 1000 times, and reference to the tables 
shows that this is equivalent to 30 db. The amplifier may therefore be described 
as having a gain of 30 db, this being irrespective of the input or output impedance. 

References 1, 8, 9, 16 (Chap. 32). 

(ii) Voltage and current relationships expressed in decibels 

Since = EJ^ = EiVRi = 
and Pa = Eih = E^''/Rz = li'Rz 
where ~ resistance dissipating power Pi 
and P2 = resistance dissipating power P^, 

it is obvious that the decibel relationship between and E^ or between /j and /g must 
involve the resistance. 

If R^ = =. R, then PJP^ = E,yE,^ = AVA' and the difference in level is 
given by 

Nrf, = 10 logioC^aV^i') = 20 logio(^2/£i) decibels, (4) 
or Na, 10 logio(/2V/i=) = 20 logio(/2/A) decibels, (5) 
provided that R remains constant. 

If R does not remain constant the difference of level is 
N^, ^ 20 logioCfg/fi) + 10 logio(i?i//?2) (6) 
or Nat =^ 20 logUh/Ix) + 10 log^oWRi) (7) 
In the general case with an impedance Z = + which is the same for both 
Pi and Pa, equations (4) and (5) also hold. 

When the two impedances are not identical, the difference in level in decibels is 
Na, = 20 logioC^a/^i) + 10 logioCZi/Za) + 10 logUh/k^) (8) 
= 20 logioCA/Zi) + 10 logio(Za/Zi) + 10 logio(^2/^i) (9) 
where = power factor of Zi =^ Ri/Z^ = cos 
and power factor of = R./Z^ = cos .^j. 

References 7, 8, 9, 16 (Chap. 32). 

(iii) Absolute power and voltage expressed in decibels 
(A) Power 

Although the decibel is a unit based on the ratio between rwo powers, it may also 
be used as an indication of absolute power provided that the reference level (or zero 
level is known. There have been many so-called "standard" reference levels, 
including 1, 6, 10, 12.5 and 50 milliwatts, but the 1 miUiwatt reference level is very 
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widely used at the present time. As an example, a power of 1 watt may be described 
as 

30 db (reference level 1 mW) 
or 30 db (0 db - 1 mW). 
or 30 dbm*. 

The abbreviation db 6m is sometimes used to indicate a level in decibels with a 
6 milliwatt reference level. 

To convert from a reference level of 1 mW to 6 mW, add — 7.78 db. 

To convert from a reference level of 1 mW to 10 mW, add — 10.00 db. 

To convert from a reference level of 1 mW to 12.5 mW, add — 10.97 db. 

To convert from a reference level of 6 mW to 1 mW, add + 7.78 db. 

To convert from a reference level of 10 mW to 1 mW, add + 10.00 db. 

To convert from a reference level of 12.5 mW to 1 mW, add + 10.97 db. 

With any reference level, a power with a positive sign in front of the decibel value 
indicates that this is greater than the reference power, and is spoken of as so many 
" decibels up.'* A negative sign indicates less power than the reference power, and 
is spoken of as so many " decibels down." 0 db indicates that the power is equal to 
the reference power. 

A statement of power expressed in decibels is meaningless unless the reference 
level is quoted. 

References 1, 5, 8, 9, 10. 

(B) Voltage 

A reference level of 1 volt has been standardized in connection with high impedance 
microphones. The abbreviation dbv has been standardized (Ref. 38) to indicate 
decibels referred to 1 volt. 

(iv) Microphone output expressed in decibels 

The output of a microphone may be expressed either in terms of voltage or power. 
(A) In terms of output voltage 

The response of a microphone at a given frequency may be stated in decibels with 
respect to a reference level 0 db =^ 1 volt (open-circuit) with a sound pressure of 
1 dyne per square centimetre (Ref. 36). The abbreviation dbv is used to indicate a 
voltage expressed in decibels, with reference level 1 volt (Ref. 38). 

For example, the output of a microphone may be stated as 74 dbv with a sound 
pressure of 1 dyne per square centimetre. This is the open-circuit voltage developed 
without any loading such as would be provided by the input resistance of the amplifier. 
Table 1 [Section l(x)] may be used to determine the corresponding open-circuit 
voltage, which for the example above is approximately 0.0002 volt r.m.s. (Column 1). 
If the input resistance of the amplifier is equal to the internal impedance of the micro- 
phone (here assumed to be resistive as the worst possible case) the voltage across the 
input terminals will be only half the generated voltage, giving a loss of 6 db or an 
effective input voltage of — 80 dbv. 

FIG. I9J 




Fig, 19.1. Amplifier with 
source of input voltage E 
having internal resistance R. 



In the general case, the input voltage to the amplifier will be (Fig 19.1) : 

E, = ERJ{R -'r Ri) 
where E = open-circuit voltage developed by the microphone 

i?i ^ input resistance of amplifier 
and R internal resistance of microphone (here assumed purely resistive). 

(B) In terms of output power 

Alternatively the output of a microphone may be given in terms of outpui: power 
for a stated soun d pressure. 

*dbm indicates a power expressed in decibels with a reference level 1 mW. 



www.pmillett.com 



19.1 (iv) MICROPHONE OUTPUT EXPRESSED IN DECIBELS 809 



For example, the output of a microphone may be stated as — 65 dbm into a load 
of 150 ohms, with an input sound pressure of 1 dyne per square centimetre. From 
Table 3 — Sect. l(x) — the power is 3.2 X 10-' milliwatt. If desired this may be 
converted into voltage across 150 ohms. 

(C) In terms of effective output level 

When a microphone is connected to an unloaded input transformer, its output cannot 
be expressed in terms of power delivered, as no appreciable power is delivered by 
the microphone. For this reason, microphone output ratings are sometimes given 
in terms of effective output level, expressed in dbm. The effective output level is 
so calculated that when the amplifier power gain in db is added to the microphone 
effective output level in dbm the correct output level from the amplifier (in dbm) will 
be obtained. The effective output level rating is based upon the assumption that the 
microphone works into a load impedance equal to its own rated impedance. The 
voltage corresponding to this effective output level is actually 6 decibels below that 
which is actually obtained when the microphone is worked into a high impedance 
pre-amplifier input. This 6 db difference is a function of the pre-amplifier input 
termination and not of the microphone itself. The " power gain "* ratings of pre- 
amplifiers take into account this 6 db increase in gain where it occurs, so that it is not 
necessary to apply any coupling factor. 

If the effective output level of a microphone is not known, it may be derived from 
available data : 

(1) The output power may be converted to dbm, or 

(2) Where the microphone open-circuit voltage output is known in dbv (0 db = 1 
volt), this may be converted to volts (Eq) and the effective output level in milliwatts 
is given by 

1000 EoVi^Rj^) miUiwatts 
where is the nominal microphone impedance. The power in milliwatts may then 
be converted into dbm. 

(D) R.M.A. microphone system rating (RMA Standard SE-105) 

This is particularly useful when it is desired to calculate the combined " system 
gain ** of a microphone, amplifier and loudspeaker. The R.M.A. microphone system 
rating is defined as the ratio in db relative to 0.001 watt and 0.0002 dyne per square 
centimetre of the electric power available from the microphone to the square of the 
undisturbed sound field pressure in a plane progressive wave at the microphone 
position. 

The R.M.A. microphone system rating (Ref. 35) is given by 

==(l0 logao ^^^Y^) -"^^^ (10) 
which reduces for practical applications to 

G^, =(20 logio {E/p) - 10 logio Rmr) - 50 db (11) 
where G^^ = microphone system rating 

E = open-circuit voltage generated by the microphone 
p = sound pressure in dynes per sq. cm. 
Rj^fj^ = microphone rating impedance — see Chapter 18 Sect, l(xiv). This 
may differ from the actual microphone impedance. 

The R.M.A, Microphone System Rating is essentially the same as expressing the 
microphone output in terms of Effective Output Level, except that the acoustical 
pressure at the microphone is 0.0002 dyne/cm^ (the limit of audibility). To convert 
from R.M.A. Microphone System Rating to the Effective Output Level Rating, it is 
only necessary to allow for the change of acoustical pressure. For example, if a micro- 
phone has an R.M.A. Microphone System Rating of — 154 db, the Effective Output- 
Level Rating for an acoustical pressure of 10 dynes/cm^ will be — 60 dbm, and for 
1 dyne/cm^ will be — 80 dbm. 



♦ An amplifier is normally tested as described in Chapter 37 Sect. 3(ii)C with an input voltage from 
a generator applied through a constant impedance attenuator, which combination effectively applies a 
cor^tant voltage through a resistairce equal to the rated source impedance of the amplifiei as in Fig. 19.3. 
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Microphone system ratings are most commonly used in a complete sound system — 
sound, microphone^ amplifier, loudspeaker, soimd — see (ix) below. 

See Chapter 18 Sect. 1 for the relationships between various forms of microphone 
ratings. 

(v) Pickup output expressed in decibels 

Although many pickups are rated on the basis of output voltage, some are rated on 
a power basis with respect to a specified reference level. The procedure is the same 
as for microphones. 

Reference 9. 

(vi) Amplifier gain expressed in decibels 

Much confusion has been caused by the incorrect or careless use of decibels to 
indicate the gain of a voltage amplifier. Decibels may be used in various ways to 
indicate the gain of an amplifier— 

(A) In terms of voltage gain (Fig. 19.4) 

This is really an arbitrary use of decibels, but it is so convenient that it cannot be 
suppressed. 

Gain in decibels of voltage gain = 20 log EJE-^^ (12) 
where £2 = voltgge across output terminals of voltage amplifier 
and £i = voltage across input terminals of amplifier. 

It is important to distinguish these decibels from decibels of power, which have 
an entirely different meaning. The abbreviation dbvg is suggested as indicating 
decibels of voltage gain. 

Some engineers express the gain of an amplifier in terms of voltage by taking E-^ 
(eqn. 12) as the open circuit generator voltage (£ in Fig. 19.1). If the load resistance 
(i^i in Fig. 19.1) is equal to the generator resistance {R)y the indicated gain by this 
method will be 6 db less than that given by eqn. (12). If i^i is greater than lOi?, 
both methods give approximately the same result. If the generator impedance has 
an appreciable reactive component, the difference between the two methods will be 
less than indicated above. 

(B) Amplifier gain in terms of power 

Amplifier gain is defined as the ratio expressed in db of the power delivered to the 
load, to the power which would be delivered to the same load if the amplifier were 
replaced by an ideal transformer which matches both the load and source impedances 
(R.M.A. Standard SE-lOl-A, Amplifiers for sound equipment— Ref. 35), 

In Fig. 19.1 the power delivered to the load is 

= E,yR, (13) 

The power which would be delivered to the same load if the amphfier were replaced 
by an ideal transformer which matches both the load and source impedances is 

Pi = E,VR, (14) 
.Therefore gain in decibels = 10 logUPi/Pi)- (15) 

If the input resistance of the amplifier is made equal to the internal resistance of 
the source, 

i.e. i?i = R, 
then £1 = E/2 and A = Ey4R, - Ey4R. 
Gain in decibels = 10 log^o (^E,y_R,E^) _ 

- 20 log. = ^ + 2^ fjh ^''^ 

If, in addition, R2 = Ri = R> then 

gain in decibels = 6 + 20 log^o (EJE) (17) 

(C) Gain of a bridging amplifier 

A bridging amplifier is one whose internal input impedance is such that it may be 
connected across a circuit without appreciably affecting the circuit performance in 
any respect. Its function is to operate into programme circuits or similar loads 
(Ref. 33). 
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Bridging gain is the ratio, expressed in dh, of the power delivered to the bridging 
amplifier load to the power in the load across which the input of the amplifier is 
bridged (Ref. 33). 

The commonest case is that of tlie input to an amplifier having a load of 600 ohmSj 
with the input terminals of the bridging amplifier connected across it. The output 
load of the bridging amplifier is most conmionly 600 ohms. 

(vii) Combined microphone and amplifier gain expressed in decibels 

(A) When a microphone, rated in terms of voltage, is connected to a voltage 
amplifier which is rated in decibels of voltage gain (dbvg), the output may be 
calculated as under : 

Output in dbv* = microphone rating in dbv* + coupling factor + amplifier gain 
in decibels of voltage gain (dbvg). (18) 

The coupling factor = 20 log [RJ(R + R,)] (Fig. 19.1). (19) 

Typical values of the coupling factor are tabulated below : 

R,/(R + R,) = 0.5 0.56 0.63 0.71 0.79 
Coupling factor = —6 —5 —4 —3 ~2 

Example : Microphone —54 dbv* 

Amplifier + 80 dbvg 

R,/{R + R,) = 0.5 

Output -54 - 6 + 80 = + 20 dbv* = 10 volts. 

It should be noted that the calculated output applies for the rated sound pressure, 
for example 1 dyne per square centimetre. At other soimd pressures the voltage 
will be proportional to the sound pressure. 

(B) When a microphone, rated in terms of effective output level, is con- 
nected to an amplifier having its gain expressed in terms of power in accord- 
ance with R.M,A. Standard SE-lOl-A : 

The amplifier power gain is measured effectively with a constant input voltage in 
series with a resistance equal to the rated source impedance of the amplifier as in 
Fig. 19.3. UnacjL these conditions no correction factor is necessary and the output 
from the amplifier in dbm is equal to the sum of the microphone effective output 
level in dbm and the amplifier power gain in decibels. This output level will only be 
attained when the pressure at the microphone is equal to the rated pressure — e.g. 
10 dynes /sq. cm. 





FIG. 19.3 




FIG. 19.4 
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19.3. Method of 
amplifier for gain. 



testing 



Fig. 19.4. Voltage 
amplifier showing input 
and output voltages. 

For example, a ribbon microphone has an effective output level of —59 dbm with 
an acoustical pressure of 10 dynes/cm 2. If this is connected to an amplifier with a 
power gain of 40 db, the output level will be - 59 + 40 - 19 dbm with an acoustical 
pressure of 10 dynes/cm^. 

(C) When a microphone, rated in accordance witli the R.M.A. microphone 
system rating is connected to an amplifier having its gain expressed in terms 
of power in accordance with R.M»A. Standard SE-lOl-A : 

For general remarjks see (B) above. 

The output from the amplifier in dbm is equal to the sum of the R.M.A. micro- 
phone system rating, the amplifier power gain in decibels, and the sound pressure in 
decibels. 

For example, a ribbon microphone with a R.M.A. system rating (G^) of —153 db, 
operating with a sound pressure of 10 dynes /sq. cm. (i.e. +94 db) and connected to 



•0 db 



1 volt 
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an amplifier with a power gain of 40 db will give an output level —153 +40 -f 94 ^ 
— 19 dbm. The microphone amplifier and sound pressure in this example are the 
same as for (B) above. 

(viii) Loudspeaker output expressed in decibels, in terms of acousti- 
cal pressure 

In accordance with the American R.M.A. Standard SE-103 (Ref. 29) the loud- 
speaker pressure rating is the difference between the axial sound pressure level (re- 
ferred to a distance of 30 feet) and the available input power levels and is expressed in 
db. 

It is expressed by the following forms (equations 20, 21, 22, 23) : 

10 log.o [(Ps/Poy/(\^As/^o)] (20) 
= 44 + 20 logio Ps - 10 logio W^^^ (21) 
^sp =- 44 + 20 logio Ps - 20 logio + 10 logic ^sr 

+ 20 log.o [1 + (Rsg/^sb)^ (22) 
(pressure in db above po) =' G^p + (power in dbm) (23) 
where G^p =^ loudspeaker pressure rating in db 

Ps = axialj free-space, r.m.s. sound pressure at 30 feet, in dynes/cm^ 
Pa = reference r.m.s, sound pressure = 0.0002 dyne/cm^ 
W s = electrical power available to the speaker, in watts, and is equal to 

Eg'Rsr/(Rsg + (Fig- 19-5) 

Wq = reference power = 0.001 watt 

Eq = r.m.s. value of the constant voltage of the source, in volts 
^SR ^ loudspeaker rating impedance, in ohms* 
R^Q = speaker measurement source impedance, in ohms* 
and dbm power in decibels referred to 1 milliwatt. 




Fig. 19.5. Loudspeaker 
testing conditions (R.M.A. 
Standard SE-103). 



The sound pressure (p a) at any distance d feet may be used to compute the pressure 
pg at 30 feet by the relation 

p, = (d/3Q)p, (24) 
See also Ref, 34. 

Example : If the loudspeaker pressure rating (G^p) is 46 db, what is the axial 
sound pressure level at 30 feet, with an available power input of 10 watts, using a 
standard test signal ? 

Gsp 46 db ^ watts - 40 dbm 

From equation (21), 

20 logio Ps - 46 - 44 + 10 logio 10 - 12 db. 
Therefore p^ = 4 dynes/cm^ (i.e. 86 db above po). 

The same result may be derived more directly from equation (23), pressure = 
46 + 40 86 db above p^. 

(ix) Sound system rating 

The total gain of a system from sound, through microphone, amplifier and loud- 
speaker to sound again may be calculated by adding the system ratings of the several 
sections and coupling factors (if any). 

(A) Using the American R.M.A. system ratings for microphone, amplifier 
and loudspeaker we may put 

SR ^ Gj^ + G + Gsp (25) 
where SR = sound system rating (gain in db) 

= R.M.A. microphone system rating (equations 10 and 11) 
G = amplifier power gain (equation 15) 
and Gsp = louds peaker pressure rating in db (equations 20, 21 and 22). 
'See Chapter 2CrSect. 6(x)B for definitions of RsR and Rsg- 
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A system rating of 0 db indicates that the sound pressure 30 feet from the loud- 
speaker is the same as that at the microphone. Similarly a system gain of x db in- 
dicates that the sound pressure 30 feet from the loudspeaker is x db greater than that 
at the microphone. 

(B) Proposed method of rating microphones and loudspeakers for systems 
use by Romanow and Hawley (Ref. 11) 

This proposed method has not been adopted generally in the precise form ex- 
pounded^ but the article gives a most valuable analysis of the whole subject of system 
gain. This method is also described in Ref. 34. 

(x) Tables and charts of decibel relationships 
Table 1 : Decibels expressed as power and voltage or current ratios 

Note that the Power Ratio columns give power values in milliwatts when the re- 
ference level is 1 mW. The Power Ratio columns also give power values in milli- 
watts when the centre column represents dbm*. 

The Voltage Ratio colunms also give values in volts when the centre column re- 
presents dbv.t 



id 



jpoo 



O -l-tO +30 +40 + 50 +40 

DECIBELS 



Fig, 19.6. Gain ratio plotted against decibel gain. This chart may also be used for 
attenuation by inverting the ratio and making the decibels negative. 

Interpolation : If it is required to find the power ratio corresponding to 22,5 db^ 
or any other value which is not included in the table^ the following procedure may be 
adopted ; — 

1 . Take the next lowest multiple of 20 db (in this case 20 db), and note the corres- 
ponding power ratio (in this ca;se 100). 

*dbm is unit of power expressed in decibels with 0 db = 1 mW. 
fdbv is unit of voltage expressed in decibels with 0 db = 1 vott. 
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2. Take the diiference between the specified level and the multiple of 20 db (in 
this case 22.5 — 20 = 2.5 db) and note the corresponding power ratio (in this 
case 1.778). 

3. Multiply the two power ratios so determined (in this case 100 x 1.778 = 177.8). 



TABLE 1 : DECIBELS EXPRESSED AS POWER AND VOLTAGE RATIOS 



Voltage 


Power Ratio 




Voltage 


Power Ratio 


or Current 


( = mW to Reference 


db 


or Current 


( = mW to Reference 


Ratio 


Level 1 mW) 




Ratio 


Level 1 mW) 


1.000 0 


1.000 0 


-0 + 


1.000 


1.000 


.988 6 


.977 2 


0.1 


1.012 


1.023 


.977 2 


,955 0 


0,2 


1.023 


1.047 


.966 1 


.933 3 


0.3 


1.035 


1.072 


.955 0 


.912 0 


0.4 


1.047 


1.096 


.944 1 


.891 3 


0.5 


1.059 


1.122 


.933 3 


.8710 


0.6 


1.072 


1.148 


.912 0 


.831 8 


0.8 


1.096 


1.202 


.891 3 


.794 3 


1.0 


1.122 


1.259 


.841 4 


.707 9 


1.5 


1.189 


1.413 


.794 3 


.631 0 


2.0 


1.259 


1.585 


.749 9 


.562 3 


2.5 


1.334 


1.778 


.707 9 


.501 2 


3.0 


1.413 


1.995 


-631 0 


,398 1 


4 


1.585 


2,512 


.562 3 


.316 2 


5 


1.778 


3.162 


.501 2 


.251 2 


6 


1.995 


3.981 


.446 7 


.199 5 


7 


2.239 


5.012 


.398 1 


.158 5 


8 


2.512 


6.310 


.354 8 


.125 9 


9 


2.818 


7.943 


.316 2 


.100 0 


10 


3.162 


10.000 


,281 8 


.079 43 


11 


3.548 


12.59 


.251 2 


.063 10 


12 


3.981 


15.85 


.223 9 


.050 12 


13 


4.467 


19.95 


.199 5 


.039 81 


14 


5.012 


25.12 


.177 8 


.031 62 


15 


5.623 


31.62 


.158 5 


.025 12 


16 


6.310 


39.81 


.141 3 


.019 95 


17 


7.079 


50.12 


.125 9 


.015 85 


18 


7.943 


63.10 


.112 2 


.012 59 


19 


8.913 


79.43 


.100 0 


.010 00 


20 


10.000 


100.00 


.089 13 


.007 943 


21 


11.22 


125.9 


.079 43 


.006 310 


22 


12.59 


158.5 


.070 79 


.005 012 


23 


14,13 


199.5 


.063 10 


.003-981 


24 


15,85 


251.2 


.056 23 


.003 162 


25 


17.78 


316.2 


.050 12 


.002 512 


26 


19.95 


398.1 


.044 67 


.001 995 


27 


22.39 


501.2 


.039 81 


.001 585 


28 


25.12 


631.0 


.035 48 


.001 259 


29 


28.18 


794.3 


.031 62 


.001 000 


30 


31.62 


1 000 


.028 18 


7.943 X 10-* 


31 


35,48 


I 259 


.025 12 


6.310 X 10-* 


32 


39.81 


1 585 


.022 39 


5.012 X 10-* 


33 


44.67 


1 995 


.019 95 


3.981 X 10-* 


34 


50.12 


2 512 


.017 78 


3.162 X 10-* 


35 


56.23 


3 162 
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Voltage 


Power Ratio 




Voltage 


Power Ratio 


or Current 


( = mW to Reference 


db 


or Current 


( = mW to Reference 


Ratio 


Level 1 mW) 




Ratio 


Level 1 mW) 


.015 85 


2.512 X 10-* 


36 


63.10 


3 981 


.014 13 


1.995 X 10-* 


37 


70.79 


5 012 


.012 59 


1.585 X 10-* 


38 


79.43 


6 310 


.011 22 


1.259 X 10-* 


39 


89.13 


7 943 


.010 000 


1.000 X 10-* 


40 


100.0 


10 000 


.008 913 


7.943 X 10-5 


41 


112.2 


12 590 


.007 943 


6.310 X 10-« 


42 


125.9 


15 850 


.007 079 


5.012 X 10-« 


43 


141.3 


19 950 


.006 310 


3.981 X 10-5 


44 


158.5 


25 120 


.005 623 


3.162 X 10-5 


45 


177.8 


31 620 


.005 012 


2.512 X 10-5 


46 


199.5 


39 810 


.004 467 


1.995 X 10-5 


47 


223.9 


50 120 


.003 981 


1.585 X 10-5 


48 


251.2 


63 100 


.003 548 


1.259 X 10-5 


49 


281.8 


79430 


.003 162 


1.000 X 10-5 


50 


316.2 


100 000 


.002 818 


7.943 X 10-« 


51 


354.8 


125 900 


.002 512 


6.310 X 10-« 


52 


398,1 


158 500 


.002 239 


5.012 X 10-« 


53 


446.7 


199 500 


.001 995 


3.981 X 10-« 


54 


501.2 


251 200 


.001 778 


3.162 X 10-« 


55 


562.3 


316 200 


.001 585 


2.512 X 10-« 


56 


631.0 


398 100 


.001 413 


1.995 X 10-« 


57 


707.9 


501 200 


.001 259 


1.585 X 10-« 


58 


794.3 


631 000 


.001 122 


1.259 X 10-« 


59 


891.3 


794 300 


.001 000 


1.000 X 10-« 


60 


1 000 


1 000 000 


8.91 X 10-* 


7.943 X 10-' 


61 


1 122 


1.259 X 10® 


7.94 X 10-* 


6.310 X 10-' 


62 


1 259 


1.585 X 10* 


7.08 X 10-* 


5,012 X 10-' 


63 


1 413 


1.995 X 10® 


6.31 X 10-* 


3.981 X 10-' 


64 


1 585 


2.512 X 10® 


5.62 X 10-* 


3.162 X 10-' 


65 


1 778 


3.162 X 10« 


5.01 X 10-* 


2.512 X 10-' 


66 


1 995 


3.981 X 10® 


4.47 X 10-* 


1.995 X 10-' 


67 


2 239 


5.012 X 10® 


3.98 X 10-* 


1.585 X 10-' 


68 


2 512 


6.310 X 10* 


3.55 X 10-^ 


1.259 X 10-' 


69 


2 818 


7.943 X 10® 


3.16 X 10-* 


1.000 X 10-' 


70 


3 162 


1.000 X 10' 


2.82 X 10-* 


7.943 X 10-s 


71 


3 548 


1.259 X 10' 


2.51 X 10-* 


6.310 X 10-8 


72 


3 981 


1.585 X 10' 


2.24 X 10-* 


5.012 X 10-8 


73 


4 467 


1.995 X 10' 


1.99 X 10-* 


3.981 X 10-« 


74 


5 012 


2.512 X 10' 


1.78 X 10-* 


3.162 X 10-8 


75 


5 623 


3.162 X 10' 


1.58 X 10-* 


2.512 X 10-« 


76 


6 310 


3.981 X 10' 


1.41 X 10-* 


1.995 X 10-8 


77 


7 079 


5.012 X 10' 


1.26 X 10-* 


1.585 X 10-8 


78 


7 943 


6.310 X 10' 


1.12 X 10-* 


1.259 X 10-8 


79 


8 913 


7.943 X 10' 


1.00 X 10-* 


1.000 X 10-« 


80 


10 000 


1.000 X 10® 


8.91 X 10-^ 


7.943 X 10-3 


81 


11220 


1.259 X 108 


7.94 X 10--^ 


6.310 X 10-» 


82 


12 590 


1.585 X 108 


7.08 X 10-^ 


5.012 X 10-» 


83 


14 130 


1.995 X 108 


6.31 X 10-^ 


3.981 X 10-» 


84 


15 850 


2.512 X 10» 


5.62 X 10-^ 


3.162 X 10-« 


85 


17 780 


3.162 X 108 


5.01 X 10-5 


2.512 X 10-« 


86 


19 950 


3.981 X 10« 


4.47 X 10-^ 


1.995 X 10-» 


87 


22 390 


5.012 X 10« 
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Voltage 


Power Ratio 




Voltage 


Power Ratio 


or Current 


( ^ mW to Reference 


db 


or Current 


( mW to Reference 


Ratio 


Level 1 mW) 




Ratio 


Level ] 




3.98 X 


10-^ 


1.585 X 


io-» 


88 


25 120 


6.310 


X 


108 


3.55 X 


10-^ 


1.259 X 


10-^ 


89 


28 180 


7.943 


X 


10^ 


3.16 X 


10-5 


1.000 X 


io-» 


90 


31 620 


1,000 


X 


10* 


2.82 X 


10-5 


7.943 X 


10-10 


91 


35 480 


1.259 


X 


10* 


2.51 X 


10-5 


6.310 X 


10-10 


92 


39 810 


1.585 


X 


10« 


2.24 X 


10-5 


5.012 X 


10-10 


93 


44 670 


1.995 


X 


10« 


1.99 X 


10-5 


3.981 X 


10-10 


94 


50 120 


2.512 


X 


10* 


1.78 X 


10-5 


3.162 X 


10-10 


95 


56 230 


3.162 


X 


10« 


1.58 X 


10-5 


2,512 X 


10-10 


96 


63 100 


3.981 


X 


10* 


1.41 X 


10-5 


1.995 X 


10-10 


97 


70 790 


5.012 


X 


10« 


1.26 X 


10-5 


1.585 X 


10-10 


98 


79 430 


6.310 


X 


10* 


1.12 X 


10-5 


1.259 X 


10-10 


99 


89 130 


7.943 


X 


10* 


1.00 X 


10-5 


1.000 X 


10-10 


100 


100 000 


1.000 


X 


10i« 
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TABLE 2 : POWER AND VOLTAGE OR CURRENT RATIOS EXPRESSED 

IN DECIBELS 





db 


db 




db 


db 


Ratio 


(Power 


(Voltage* 


Ratio 


(Power 


(Voltage* 




Ratio) 


Ratio) 




Ratio) 


Ratio) 


1.0 


0 


0 


5.7 


7.559 


15.117 


1.1 


0.414 


0.828 


5.8 


7.634 


15.269 


1.2 


0.792 


1.584 


5.9 


7.709 


15.417 


1.3 


1.139 


2.279 


6.0 


7.782 


15.563 


1.4 


1.461 


2.923 


6.1 


7.853 


15.707 


1.5 


1.761 


3.522 


6.2 


7.924 


15.848 


1.6 


2.041 


4.082 


6,3 


7.993 


15.987 


1.7 


2.304 


4.609 


6.4 


8.062 


16.124 


1.8 


2.553 


5.105 


6.5 


8.129 


16.258 


1.9 


2.788 


5.575 


6.6 


8.195 


16.391 


2.0 


3.010 


6.021 


6.7 


8.261 


16.521 


2.1 


3.222 


6.444 


6.8 


8.325 


16.650 


2.2 


3.424 


6.848 


6.9 


8.388 


16.777 


2.3 


3.617 


7.235 


7.0 


8.451 


16.902 


2.4 


3.802 


7.604 


7.1 


8.513 


17.025 


2.5 


3.979 


7.959 


7.2 


8.573 


17.147 


2.6 


4.150 


8.299 


7.3 


8.633 


17.266 


2.7 


4.314 


8.627 


7.4 


8.692 


17.385 


2.8 


4.472 


8.943 


7.5 


8.751 


17.501 


2.9 


4.624 


9.248 


7.6 


8.808 


17,616 


3.0 


4.771 


9.542 


7.7 


8.865 


17.730 


3.1 


4.914 


9.827 


7.8 


8.921 


17.842 


3.2 


5.051 


10.103 


7.9 


8.976 


17.953 


3.3 


5.185 


10.370 


8.0 


9.031 


18.062 


3.4 


5.315 


10.630 


8.1 


9.085 


18.170 


3.5 


5.441 


10.881 


8.2 


9.138 


18.276 


3.6 


5.563 


1L126 


8.3 


9.191 


18.382 


3.7 


5.682 


1 1 .364 


8.4 


9.243 


18.486 


3.8 


5.798 


11.596 


8.5 


9.294 


18.588 


3.9 


5.911 


11.821 


8.6 


9.345 


18.690 


4.0 


6.021 


12.041 


8.7 


9.395 


18.790 


4.1 


6.128 


12.256 


8.8 


9.445 


18.890 


4.2 


6.232 


12.465 


8.9 


9.494 


18.988 


4.3 


6.335 


12.669 


9.0 


9.542 


19.085 


4.4 


6.435 


12.869 


9.1 


9.590 


19.181 


4.5 


6.532 


13.064 


9.2 


9.638 


19.276 


4.6 


6.628 


13.255 


9,3 


9.685 




4.7 


6.721 


13.442 


9.4 


9.731 




4.8 


6.812 


13.625 


9.5 


9.777 


19.554 


4.9 


6.902 


13.804 


9.6 


9.823 


19.645 


5.0 


6.990 


13.979 


9.7 


9.868 


19.735 


5.1 


7.076 


14.151 


9.8 


9.912 


19.825 


5.2 


7.160 


14.320 


9.9 


9.956 


19.913 


5.3 


7.243 


14.486 


10.0 


10.000 


20.000 


5.4 


7.324 


14.648 


100 


20 


40 


5.5 


7.404 


14.807 


1000 


30 


60 


5.6 


7.482 


14.964 


10000 


40 


80 



To find the decibels corresponding to ratios above 1 0, break the ratio into two factors 
and add the decibels of each. For example — 

Voltage ratio = 400 = 4 x 100. Decibels = 12,041 40 
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TABLE 3 : DECIBELS ABOVE AND BELOW REFERENCE LEVEL 6 mW 

INTO 500 OHMS 



Note that the power in watts holds for any impedance, but the voltage holds only 
for 500 ohms. 



db 


down 


Level 
db 


db 


up 


Volts 


Watts 


Volts 


Watts 


1.73 


6.00 X 10-^ 


-0 + 


1.73 


.006 00 


1.54 


4.77 X 10-3 


1 


1.94 


.007 55 


1.38 


3.79 X 10-=^ 


2 


2.18 


.009 51 


1.23 


3.01 X 10-2 


3 


2.45 


.012 0 


1.09 


2.39 X 10-3 


4 


2.75 


.015 1 


.974 


1.90 X 10-3 


5 


3.08 


.019 0 


.868 


1.51 X 10-' 


6 


3.46 


.023 9 


.774 


1.20 X 10-3 


7 


3.88 


.030 1 


.690 


9.51 X 10-* 


8 


4.35 


,037 9 


.615 


7.55 X 10-* 


9 


4.88 


.047 7 


.548 


6.00 X 10-* 


10 


5.48 


.060 0 


.488 


4.77 X 10-* 


11 


6.15 


.075 5 


.435 


3.79 X 10-* 


12 


6.90 


,095 1 


.388 


3.01 X 10-* 


13 


7.74 


.120 


.346 


2.39 X 10~* 


14 


8.68 


.151 


.308 


1.90 X 10-* 


15 


9.74 


,190 


.275 


1.51 X 10-* 


16 


10.93 


,239 


.245 


1.20 X 10-* 


17 


12.26 


.301 


.218 


9.51 X 10"^ 


18 


13.76 


,379 


.194 


7.55 X 10-^ 


19 


15.44 


.477 


.173 


6.00 X 10-^ 


20 


17.32 


.600 


.097 4 


1.90 X 10-* 


25 


30.8 


1,90 


.054 8 


6.00 X 10-« 


30 


54.8 


6.0 


.030 8 


1.90 X 10 


35 


97.4 


19,0 


.017 3 


6,00 X 10-' 


40 


173 


60.0 


.009 74 


1.90 X 10-' 


45 


308 


190 


,005 48 


6.00 X 10-« 


50 


548 


600 


,003 08 


1.90 X 10-« 


55 


974 


1 900 


.001 73 


6.00 X lO-** 


60 


1 730 


6 000 


.000 974 


1.90 X 10-« 


65 


3 080 


19 000 


.000 548 


6.00 X 10-10 


70 


5 480 


60 000 


.000 308 


1.90 X 10-^° 


75 


9 740 


190 000 


.000 173 


6.00 X 10-1^ 

i 

1 


80 


17 300 


600 000 



References ; Nomographs Refs. 3, 6 ; Tables Ref, 9. 
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TABLE 4 : DECIBELS ABOVE AND BELOW REFERENCE LEVEL 6 mW 

INTO 600 OHMS 



Note that the power holds for any impedance^ but the voltage holds only for 600 
ohms. 



db down 


Level 
db 


db up 


Volts 


Watts 


^ Volts 


Watts 


1.90 


6.00 X 10-3 


—04- 


1.90 


006 00 


1.69 


4.77 X 10-3 


1 


2.13 


.007 55 


1.51 


3.79 X 10-3 


2 


2.39 


.009 51 


L34 


3.01 X 10-3 


3 


2.68 


.012 0 


L20 


2.39 X 10-3 


4 


3.01 


.015 1 


L07 


1.90 X 10-3 


5 


3.37 


.019 0 


.951 


1.51 X 10-3 




3.78 


.023 9 


.847 


1.20 X 10-3 


7 


4.25 


.030 1 


.775 


9.51 X 10-* 




4.77 


.037 9 


.673 


7.55 X 10-* 


9 


5.35 


.047 7 


.600 


6.00 X 10-* 


10 


6.00 


.060 0 


.535 


4.77 X 10-* 


11 


6.73 


.075 5 


.477 


3.79 X 10-* 


12 


7.55 


.095 1 


.425 


3.01 X 10-* 


13 


8.47 


.120 


.378 


2.39 X 10-* 


14 


9.51 


.151 


.337 


1.90 X 10-* 


1 ^ 


10.7 


.190 


.301 


1.51 X 10-* 


1 fk 


12.0 


.239 


.268 


1.20 X 10-* 


1 7 


13.4 


.301 


.239 


9.51 X 10-5 


xo 


15.1 


.379 


.213 


7.55 X 10-5 


1Q 

xy 


16.9 


.477 


.190 


6.00 X 10-^ 




19.0 


.600 


.107 


1.90 X 10-5 


25 


33.7 


1.90 


.060 0 


6.00 X 10-" 


30 


60.0 


6.0 


.033 7 


1.90 X 10-« 


35 


107 


19.0 


.019 0 


6.00 X lO-'' 


40 


190 


60.0 


.010 7 


1.90 X lO-'' 


45 


337 


190 


.006 00 


6.00 X 10-« 


50 


600 


600 


.003 37 


1.90 X 10-8 


55 


1 070 


1 900 


.001 90 


6.00 X 10-« 


60 


1 900 


6 000 


.001 07 


1.90 X 10-» 


65 


3 370 


19 000 


.000 600 


6.00 X 10-i« 


70 


6 000 


60 000 


.000 337 


1.90 X 10-10 


75 


10 700 


190 000 


.000 190 1 


6.00 X 10-11 


80 


19 000 


600 000 
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TABLE 5 : DECIBELS ABOVE AND BELOW REFERENCE LEVEL 1 mW 

INTO 600 OHMS 



Note that the power holds for any impedance, but the voltage holds only for 600 
ohms. 



db down 


Level 
dbm 


db 


up 


Volts 


Milliwatts 


Vohs 


Milliwatts 


0.774 6 


1.000 


-0 + 


0,774 6 


. . 

1.000 


0.690 5 


.794 3 


1 


0.869 1 


1.259 


0.616 7 


.631 0 


2 


0.975 2 


1.585 


0.548 4 


.501 2 


3 


1.094 


1.995 


0.488 7 


.398 1 


4 


1.228 


2.512 


0.435 6 


.316 2 


5 


1.377 


3.162 


0.388 2 


.251 2 


6 


1.546 


3.981 


0.346 0 


.199 5 


7 


1.734 


5.012 


0.308 4 


.158 5 


8 


1.946 


6.310 


0.274 8 


.125 9 


9 


2.183 


7.943 


0.244 9 


.100 0 


10 


2.449 


10.000 


0.218 3 


.079 43 


11 


2.748 


12.59 


0.194 6 


.063 10 


12 


3.084 


15.85 


0.173 4 


,050 12 


13 


3.460 


19.95 


0.154 6 


.039 81 


14 


3.882 


25.12 


0.137 7 


.031 62 


15 


4.356 


31.62 


0.122 8 


.025 12 


16 


4.887 


39.81 


0.109 4 


.019 95 


17 


5.484 


50.12 


0.097 52 


.015 85 


18 


6.153 


63.10 


0.086 91 


.012 59 


19 


6.905 


79.43 


rv C\T1 




20 


7,746 


100.00 


0.043 56 


.003 16 


25 


13.77 


316.2 


0.024 49 


.001 00 


30 


24.49 


l.OOOW 


0.013 77 


,000 316 


35 


43.56 


3.162W 


0.007 746 


.000 100 


40 


77.46 


lO.OOW 


0.004 356 


3.16 X 10-5 


45 


137.7 


31.62W 


0.002 449 


1.00 X 10-5 


50 


244.9 


lOOW 


0.001 377 


3.16 X 10-« 


55 


435.6 


316.2W 


0.000 774 6 


1,00 X 10-« 


60 


774.6 


1 OOOW 


0.000 435 6 


3,16 X 10-' 


65 


1 377 


3 162W 


0.000 244 9 


1.00 X 10-' 


70 


2 449 


10 OOOW 


0.000 137 7 


3.16 X 10-» 


75 


4 356 


31 620 W 


0.000 077 46 


1.00 X 10-» 


80 


7 746 


100 OOOW 
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TABLE 6 : WATTS, DBM AND VOLTS ACROSS 5000 OHMS 



Watts 


aDiil 


volts 
across 

J\J\J\J AC 


•11* 
milli- 
watts 


□bin 


volts 
5000 


watts 


dbn\ 


mi Hi 
volts 

5000O 


on 




'^1 '\ 




i" lo 


17.8 


1.0 


—30 


71 


1 s 
ID.O 


_L 40 


own 


TtU 




14 0 


0.63 


—32 


56 


iz.o 






0*\ 

Z-7 


4- 1 d, 


1 1 9 


0.40 


—34 


45 


in 


_L 4n 


01 


1 /\ 


J- 1 0 
i" IZ 




0 25 


—36 


35 


7 0 


i- 


onn 


in 


4-10 


7.1 


0.16 


—38 


28 


O.J 




1 7Q 


O.J 


+ o 


3.0 


n 10 


40 


01 
Zl 


D.U 


A 17 




A. n 


+ 0 


4 *\ 
ft. 3 


0 Ofi'^ 


49 


17 ft 


4.U 






0 *\ 
Z.3 




J. 3 


n n4n 


— 44 

— **** 


14 n 


3.10 


-r3D 


1 OA 

IZO 


1 A 
J .0 


J_ 0 

+ z 


O ft 
Z.O 


o no*; 


4fi 


1 1 0 
1 1 .z 




A 'XA 


1 1 o 
Hz 


1 n 


A 
V 


0 

Z.i J 


n ni 


4R 


ft 0 


z.U 


+ 3J 




n 

U.OJ 


— Z 


1 7Jl 
1 , /O 


o Ai n 


*;n 

— 3U 


7 1 


1 


1 io 


on 


n An 


A 

— 4 


1 An 


n (\C\fy % 
U.UUO D 


— 3Z 


3.0 


1 OA 


+ Jl 


70 

/y 


U.Zj 


— 0 


110 
1 .IZ 


A nn4 0 


— *;4 


4 


1 n 

1 .u 


J 1A 

+ 3U 


71 


A 1 A 


Q 

— 0 


n fto 


n nno *^ 


— 30 


J>.3 


V. /V 




Oj 


n in 


in 


n 71 


0 001 


JO 


9 ft 


0.63 


+ 28 


56 


63 


-12 


0.56 


0.0010 


-60 


2.13 


0.50 


+ 27 


50 


40 


-14 


0.45 


0.000 63 


-62 


1.78 


0.40 


-f 26 


45 


25 


-16 


0.35 


0.00040 


-64 


1.40 


0.32 


+25 


39 


16 


-18 


0.28 


0.000 25 


-66 


1.12 


0.25 


+ 24 


35 


10 


-20 


0.213 


0,000 16 


-68 


0.89 


0.20 


+23 


31.5 


6.3^iW 


-22 


0.178 


0.000 10 


-70 


0.71 


0.16 


+22 


28 


4.0 ^iW 


-24 


0.140 


3.2x10-5 


-75 


0.39 


0.13 


+21 


25 


2.5^W 


-26 


0.112 


1.00x10-^ 


-80 


0.21 


0.10 


f 20 


21.3 


1.6^W 


-28 


0.089 


3.2x10-'' 


-85 


0.13 



(xi) Nomogram for adding decibel-expressed quantities 

Two or more sounds combine to give a total sound whose acoustical power is the 
sum of the powers of the individual components. This nomogram* (Fig. 19.6A) 
may be used to determine the resultant level in db when the two component sound 
levels are also expressed in db, or for adding any decibel-expressed quantities. 

The difference between the two component values in decibels is iirst determined 
by algebraic subtraction, and this difference value is found on Scale A. The corres- 
ponding figure on Scale B then indicates the number of decibels to be added to the 
greater original quantity to give the required resultant. 

For example take two sound levels of 35.2 db and 37.0 db. The difference is 1,8 db 
v/hich, when located on Scale A, indicates 2.2 db on Scale B. This value is then added 
to 37.0 db to give the resultant sound level of 39.2 db. 

When the difference in level exceeds 20 db, disregarding the smaller quantity pro- 
duces an error of less than 1%. 

The nomograph scales are based on the formula : 

B = [lO log,o(l + logio-^^)]- A (26) 
where A and B correspond to points on the respective scales. Ref, 37. 



♦For Nomogram see page 822. 
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(xii) Decibels, slide rules and mental 
arithmetic 

The following holds for power calculations 
under all conditions , and for voltage and 
current calculations when the impedance is 
constant* 

Use of log-log slide rule 

For voltage ratios, set the cursor to 10 on 
the log-log scalcj and set the C scale to 20 
on the cursor. Then set the cursor to the 
required voltage ratio on the log-log scale 
and read the decibels on the C scale. To 
obtain good accuracy it is advisable to use the 
section of the log-log scale between 3 and 100, 
dealing with powers of 10 separately. 

For power ratios^ set cursor to 10 on the 
log-log scale, set the C scale to 10 on the 
cursor and then proceed as before. 

Decibel calculations by mental arith- 
metic 

For occasions when a rule is not available, 
it is useful to be able to perform conversions 
mentally. It is possible to memorize a con- 
version table, but this is unnecessary because, 
starting with the knowledge that an increase 
of two times in a voltage ratio is equivalent 
to 6 db, and 10 times to 20 db, it is com- 
paratively simple to build up such a table 
mentally as required. The backbone of the 
table is as follows — 

db 0 2 6 8 12 14 18 20 
factor 1 1.25 2 2.5 4 5 8 10 

This is built up simply by adding 6 db 
for each two times increase from a ratio of 
unity, i.e. 2, 4 and 8 times represent 6, 12 
and 18 db, and by subtracting 6 db for each 
halving of a multiplying factor of 10 times 
i.e. lOj 5, 21 and 1^ times are represented 
by 20, 14, 8 and 2 db. 

The next step in the table can be built up 
from noticing that a 2 db decrease represents 
a multiplying factor of 0.8 times. From this 
fact we can add the values for 4, 10 and 16 
db— 

db 4 10 16 

factor 1.6(2x0.8) 3.2(4x0.8) 6.4(8x0.8) 

To complete the table we need values for 
each of the odd numbers of db. Noticing 
that 2 db down is equivalent to multiplying 
by 0.8 we can assume that the error in 
taking 1 db down as 0.9 is small, and the 
table can then be wrinen in full. 




19.6^. 
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Accurate values are recorded in the third line for comparison. 

0 123456789 10 
factor — ■ 

1 1.12 1.25 1.4 1.6 1.8 2 2.3 2.5 2.9 3.2 
true factor — • 

1.00 1.12 1.26 1,41 1.59 1.78 2.00 2.24 2.51 2.82 3.16 



db— 

11 12 13 14 15 16 17 18 19 20 
factor — 

3.6 4 4.5 5 5.8 6.4 7.2 8 9 10 
true factor — ■ 

3.55 3.98 4.47 5.01 5.62 6.31 7.08 7.94 8.91 10.0 

Comparing the multiplying factors computed in this manner with the true factors 
it will be seen that the greatest error (at 15 db) is just over 3% which is negligible for 
the type of calculation intended to be performed by this method. 

When working with " db down," the number of db can be subtracted from 20 and 
the multiplying factor from the table can be divided by 10, e.g. 7 db (20-13) down is 
equivalent to a multiplying factor of 0.45. A small amount of practice at such mental 
conversions soon results in many of the factors being memorized (or else becoming 
immediately obvious) without any conscious effort in this direction. 



SECTION 2: VOLUME INDICATORS AND VOLUME UNITS 

(t) Volume indicators (it) Volume units, 

(i) Volume indicators 

When an instrument is required merely to measure power under steady conditions, 
no particular difficulties are encountered and the scale may be calibrated in decibels 
with respect to any desired reference level. In studio programmes, however^ the 
power is constantly fluctuating and the indication of the instrument will depend upon 
its speed of response and damping. 

Volume is here applied to the indications of a device known as a Volume Indicator, 
which is calibrated and read in a prescribed manner. 

The Volume Indicator is a standardized instrument (Ref. 19) which has been 
developed primarily for the control and monitoring of radio programmes. The 
Volume Indicator is a root-mean-square type of instrument with a full-wave copper- 
oxide type of rectifier. The rectifier law is intermediate between linear and square- 
law, having an exponential of 1.2 ± 0.2. Its dynamic characteristics are such that, 
if a sinusoidal vohage of frequency between 35 and 10 000 c/s and of such amplitude 
as to give reference deflection under steady-state conditions is suddenly applied, the 
pointer will reach 99% of reference deflection in 0.3 second (± 10%) and should 
then overswing reference deflection by at least 1.0% and not more than 1,5% (Ref. 19). 
It will give a reading of 80% on an impulse of sine wave form as short as 0.025 second 
(Ref. 18). 

It is fitted with two scales, a vu scale marked 0 (" reference deflection ") at about 
71% maximum scale reading, extending to + 3 (maximum) and — 20 (minimum) 
and a percentage voltage scale with 100% corresponding to 0 vu reading, calibrated 
downwards to 0%. 

The instrument is available with the scales marked differently : With " Scale A " 
the vu scale is made more prominentj being situated above the percentage scale — 
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this is for use in measuring instruments etc. where the reading of the meter together 
with the reading of an associated attenuator (where necessary) give the actual power 
level. With " Scale B " the percentage scale is made more prominent being situated 
above the vu scale — this is for use in studio controls etc. where the operator is non- 
technical and is not interested in actual levels. 

The sensitivity shall not depart from that at 1000 c/s by more than 0.2 db between 
35 and 10 000 c/s at an input level of 0 vu, nor more than 0.5 db between 25 and 
16 000 c/s (Ref. 19). 

The instrument is calibrated by connecting it in shunt with a resistance of 600 ohms 
through which is flowing 1 milliwatt of sine- wave power at 1000 c/s, when a reading 
shall be 0 vu (or n vu when the calibrating power is n db above 1 milliwatt). 

If the instrument is connected across any impedance other than 600 ohms, the 
volume indicated n^ust be corrected by adding 10 logio (600/Z), where Z is the actual 
impedance in ohms. 

The total impedance of the volume indicator is usually about 7500 ohms, of which 
about 3600 ohms is external to the instrument. 

The Volume Indicator is intended to be read as deviations from the reference volume 
(0 vu), after making allowance for the sensitivity control (attenuator) which is also 
calibrated in vu. The reading is determined by the greatest deflections occurring 
in a period of about a minute for progranmie waves, or a shorter period (e.g. 5 to 10 
seconds) for message telephone speech waves, excluding not more than one or two 
occasional deflections of unusual amplitude. 

References 18, 19, 39, 49. 

(ii) Volume units 

The volume unit (abbreviated vu and pronounced " vee-you ") is a unit to express 
the level of a complex wave in terms of decibels above or below a reference volume as 
defined below, A level referred to as x vu means a complex wave power reading on 
a standard vu meter. Volume units should never be used to indicate the level of a 
sine-wave signal — the latter should always be referred to as so many dbm. Even if 
a vu meter is used to read the level of a steady single-frequency sine-wave signal, 
which is quite permissible, the reading should be referred to as so many dbm, 

A volume unit implies a complex wave — a progranmie waveform with high peaks. 
The usual convention is to assume that the peak value is 10 db above the sine- wave 
peak.* For this reason an amplifier for radio broadcasting systems is tested with 
sine-wave input at a level 10 db above the maximum vu level at which it is intended 
to be used. For example, a system working at a level of + 12 vu would be tested 
for distortion at a level of + 22 dbm sine- wave. 

Reference volume is defined as that strength of elecirical speech or progranmie 
waves which gives a reading of 0 vu on a volume indicator as described above, and 
which is calibrated to read 0 vu on a steady 1000 c/s wave whose power is 1 milliwatt 
in 600 ohms. Care should be taken to distinguish between this definition of reference 
volume, which is arbitrary and not definable in fundamental terms, and a reference 
level of 1 milliwatt used for power measurements under steady conditions with a 
single frequency. 

References 18, 19, 39, 49. 



* Occasional peaks under certain conditions may be somewhat higher. 
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SECTION 3 : INDICATING INSTRUMENTS 

(i) Decibel meters (it) Power output meters (in) Volume indicators (iv) Acoustical 
instruments, 

(i) Decibel meters 

A decibel meter is usually a reaifier type of instrument calibrated in decibels, with 
0 db situated somewhere near the centre of the scale. The scale is usually marked 
to indicate the reference level and the line impedance, e.g. *' 0 db = 6 mW ; cali- 
brated for 500 ohm lines." 

These instruments are frequently provided with attenuators to extend their range 
and are then sometimes called power-level indicators. They are actually volt- 
meters intended to be connected across a line of known impedance. 

If a decibel meter is connected across a resistance other than the correct value 
the error will be 

error in db = 10 logio (RJR) (1) 
where = resistance across which the meter is connected 
and R = correct resistance for which the meter is calibrated. 
A chart of corrections based on equation (1) is given in Ref, 4, 

(ii) Power output meters 

These differ from decibel meters in that the instrument dissipates and measures 
power. The input impedance is usually variable by means of a selector switch, 
and the scale of the instrument may be calibrated both in milliwatts and decibels, 

(iii) Volume indicators 

See Section 2 above. 

(iv) Acoustical instruments 

Sound level meters — see Section 5 below. 
Noise meters — see Section 6 below. 

References to indicating instruments— 1, 4, 9, 17, 18, 19, 20, 21, 23, 25, 26, 27, 39. 



SECTION 4 : NEPERS AND TRANSMISSION UNITS 

(i) Nepers (ii) Transmission units, 

(i) Nepers 

Just as there are two systems of logarithms in general use, so there are two logarith- 
mic units for the measurement of difference of power levels. The bel and the decibel 
are based on the system of Common Logarithms (to the base 10). 

The neper is based on the system of Naperian Logarithms (to the base e). 

Nepers are not commonly used in English-speaking countries, but are used by some 
European countries. 

Equation (1) below should be compared with Section 1, equation (2) above : 

= i log, (P,/P,) (1) 

where N„ is the ratio of two powers expressed in nepers 

Pi = reference power 
and Pg = power which is referred back to Pi. 

When the impedances relating to P^ and P^ are the same, 
N„ = log, (E,/Ei) = log, ih/h) (2) 

Equation (2) should be compared with equations (4) and (5) in Section 1 above. 
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Relationship between decibels and nepers 

1 neper = 8.686 db 

1 db = 0.1151 neper 

Power ratio 1 1.259 1.585 3.162 10 100 10* 

db 0 1 2 5 10 20 50 

nepers 0 0.1151 0.2303 0.5757 1.151 2.303 5.757 

References 1, 9. 

(ii) Transmission units 

A transmission unit was the early name of the decibel, but is no longer used. 
1 TU = 1 db 



SECTION 5 : LOUDNESS 

(i) Introduction to loudness (ii) The phon (Hi) Loudness units. 

(i) Introduction to loudness 

The loudness of any tone is a function, not only of its intensity, but also of its fre- 
quency. This is indicated by the contour curves of equal loudness as shown in Fig. 
19.7. 




FREQUENCY IN CYCLES PER SECOND 
FIG. If?. 7 



Fig. 19.7. Contours of equal loudness level (0 db = 10"" watt/cm^) — Ref. 28, after 
Fletcher and Munson (Ref. 40). 

(ii) The Phon 

The phon is the unit of loudness level. The loudness level, in phons, of a sound 
is numerically equal to the intensity level in decibels of the 1000 c/s pure tone which is 
judged by the listeners to be equally loud. The reference intensity is lO"" watt 
per square centimetre*, which is near the value of the threshold of audibility for a 
1000 c/s pure tone (Ref. 22). 

When listening to a 1000 c/s pure tone, the loudness level in phons is equal to the 
number of decibels above the reference intensity, but with any other frequency the 
loudness level in phons will normally differ from the intensity in decibels (Fig. 19.7). 

*The eqiaivalcnt reference pressure for sound pressure measurements is 0.0002 dyne per square centi- 
metre. The equivalent reference velocity for sound velocity measurements is 0.000 005 centimetre 
per second. 
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(iii) Loudness units 

For purposes of noise measurement^ the loudness unit has been standardized (Ref. 
28), and is based on the principle that doubling the number of loudness units is equiva- 
lent to a sensation of twice the loudness. The relation between loudness level in 
phons and loudness in loudness units is given in Fig. 19.8. 

References 40, 41, 28. 

See also Supplement. 




20 3 0 4 0 50 60 70 60 90 100 
LOUDNESS LEVEL IN PHONS FIG. 19.8 



Fig, 19.8. Relation between loudness and loudness level ; ref erence frequency 1000 c/s— 
Ref. 28, after Fletcher and Munson {Ref. 41). 



SECTION 6 : THE MEASUREMENT OF SOUND LEVEL AND 

NOISE 

(0 Introduction («) The sound level meter (iii) The measurement of noise in 
amplifiers (iv) The measurement of radio noise. 

(i) Introduction 

Sound includes wanted sound — music or speech — and also unwanted sound- 
noise. Noise may be measured acoustically, as for example by a sound level meter, 
or electrically. Acoustical methods of measuring noise and other sounds are de- 
scribed in (ii) below. Electrical noise may be measured either with or without a 
weighting network. If a weighting network is used, there will be appreciable attenua- 
tion of the lower frequencies, including hum frequencies. It is normally assumed in 
good engineering practice that the hum components have negligible effect on the 
noise reading ; if this is not so, they should be filtered out before the noise voltage is 
applied to the measuring equipment. 
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(ii) The sound level meter 

Sound measurements, when made with an American standard soiond level meter 
(Ref. 23) are determinations of sound intensity levels and are expressed in decibels— 
the reference sound pressure level is 0.0002 dyne/cm^ at iOOO c/s. The standard 
sound level meter has a scale calibrated in decibels, and the readings should be re- 
ferred to as e.g. " 60 decibels sound level " or " sound level of 60 decibels." A sound 
level meter may provide a choice of frequency response characteristics : 

(A) The 40 diecibel equal loudness contour* 

(B) The 70 decibel equal loudness contour* 

(C) Flat frequency response. 

In all cases the frequency response should be stated in connection with any measure- 
ments. If only one frequency response is provided, this should be (A) above. Curve 
(A) is recommended for measurements up to 55 db, curve (B) for measurements 
from 55 to 85 db, and curve (G) for very loud sounds (85 to 140 db). 

Within certain tolerances the sound level meter will indicate the sum of the equival- 
ent 1000 c/s intensities of the different single frequency components in a complex 
wave — that is the power indicated for a complex wave will be the sum of the powers 
which would be indicated for each of the single frequency components of the complex 
wave acting alone. 

The dynamic characteristics of the indicating instrument are specified in detail 
(Ref. 23). 

The American sound level meter is a very simple instrument giving only approxi- 
mate indications of loudness levels. However the ear does not judge the loudness 
of wide-band noises in the same way that it judges the loudness of pure tones. Con- 
sequently the use of the equal-loudness contours based on pure tones introduces 
errors which may be as great as 22 phons between the readings of an American sound 
level meter and subjectively measured loudness levels in phons (Ref. 42). 

British objective noise meter 

A more accurate acoustical noise meter has been designed by King and associates 
(Ref, 42) which includes a phase-shifting network, a peak-indicating meter and a 
larger number of weighting networks. See also Ref. 34 (pp. 894-896). 

References to sound level meters : 12, 23, 24 (pp. 392-393), 34 (pp. 888-896), 42. 

TABLE 7 : TYPICAL SOUND LEVELS 
measured with American Standard Sound Level Meter 
(after H, F. Olson, Ref. 24, by kind permission of the author and publishers — copy- 
right by D. Van Nostrand Company, Inc., New York, U.S.A.) 

Noise Level 



Source or Description of Noise in Decibels 

Threshold of Pain 130 

Hammer Blows on Steel Plate 2 ft. 114 

Riveter 35 ft. 97 

7-passenger sedan carf 87 

Factory 78 

Busy street traffic 68 

Large office 65 

Ordinary conversation 3 ft. 65 

Large store 63 

Factory office 63 

Medium store 62 

Restaurant 60 

Residential street 58 

Medium office 58 

Garage 55 



♦Each modihed by the differences between random and normal free field thresholds, 
tData from G. L. Bonvallet ** Levels and spectra of transportation vehicle noise '* J. Acous. Soc. Am. 
22.2 (March 1950) 201. 
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Small store 

Theatre (with audience) 

Hotel 

Apartment 

House, large city 

House, country 

Average whisper 

Quiet whisper 

Rustle of leaves in gentle breeze 
Threshold of hearing 



4 ft. 

5 ft, 



52 
42 
42 
42 
40 
30 
20 
10 
10 
0 



(iii) The measurement of noise in amplifiers* 

(A) Amplifiers for sound equipment 

(based on R.M.A. Standard SE-lOl-A— Ref. 35). 

This is an interim standard for the measurement of steady-state noise, and of pulse 
noise waves having a peak factor (ratio of peak to r.m.s.) approximating the maximum 
obtainable in speech (20 db). 

Noise level is the level of any noise signals appearing at the output terminals with 
no signal applied to the input. 

The weighted noise level is the noise level weighted in accordance with the 70 
decibel equal-loudness contour of the human ear and expressed in dbm. The weighted 
noise level shall be measured under test conditions specified in Ref. 35, The measur- 
ing amplifier shall be one whose a-f response is weighted with the 70 db equal-loud- 
ness contour in accordance with Curve B of A.S.A. Specification Z24.3-1944 (Ref. 
23) with a standard vu meter as defined by A.S.A. Specification C16.5-1942 (Ref. 19) 
as an indicator. 

A properly weighted amplifier may be obtained by applying a r.c. network with a 
1 millisecond time constant to an amplifier having a frequency response of ± 1 db 
from 50 to 15 000 c/s. This will give an attenuation of 1 db at 300 c/s, 5.7 db at 
100 c/s and 9 db at 60 c/s. 

(B) Audio facilities for radio hroadcasting systems 

(Based on R.M.A. Standard TR-105-B— Ref. 33). 

Measurement of steady state noise shall be made with a device having an a-f 
response flat within 4: 2 db from 50 to 15 000 c/s and having the ballistic characteris- 
tics of the standard vu meter (Ref. 19) but reading the r.m.s. value of a complex wave. 
Measurement of pulse noise conditions has not been included because of lack of de- 
finition and equipment. 

Measurement made on those instruments incorporating average rather than r.m.s. 
rectifiers will give indications differing in general less than 1 db from the latter due to 
this difference. This is within the overall accuracy ordinarily obtained on this type of 
measurement. 

Audio frequency signal to noise ratio — definition 

The a-f signal to noise ratio is the numerical ratio between the sine-wave signal 
power required for standard output and the noise power measured with zero applied 
signal, received by the rated load impedance from the output of the equipment under 
test, expressed as a power ratio in decibels (Ref. 33). 

(iv) The measurement of radio noise 

Radio noise is any electrical disturbance which excites a radio receiver in such a 
way as to produce acoustical noise, 

'* A major objective of radio-noise-meter design is to provide an instrument which 
will give, for all kinds of radio noise, indications which are proportional to the annoy- 
ance factor or nuisance capability of the noise," Instruments complying with the 
specification of the Joint Co-ordination Committee (Ref. 25) are stated to be very 
satisfactory in this regard (Ref. 21). A useful review of the progress made up to 1941 

* For noise audibility test for radio receivers see Chapter 37 Sec. 1 (vi) K. 
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is given in Reference 26 with an extensive bibliography. The equivalent British 
Standard is described in Ref. 27. 

References to noise— 2^ 9, 10, 12, 15 (Sect. 10-35), 20, 21, 24 (pp. 419-420,483-487), 
25, 26, 27, 28, 33, 34, 35, 42. 

Bibliography : "The measurement of noise" Jour. Acous. Soc. Am. 11.1 Quly 
1939) 117. 
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SECTION 1 : INTRODUCTION 

(0 Types of loudspeakers (ti) Direct-radiator loudspeakers (Hi) Horn loudspeakers 
(iv) Headphones (v) Loudspeaker characteristics (vi) Amplitude of cone movement 
(vii) Good qualities of loudspeakers (viii) Loudspeaker grilles, 

(i) Types of loudspeakers 

In this chapter the point of view is that of the receiver or amplifier designer, not 
that of the loudspeaker designer. 

Loudspeakers are in three principal groups : 

1. Direct radiators — where the cone or diaphragm is directly coupled to the air. 

2. Horn loudspeakers — where the diaphragm is coupled to the air by means of 
a horn. 

3. Ionic loudspeakers— in which no diaphragm is used. See Refs. 212, 227. 

(ii) Direct radiator loudspeakers 

(A) The moving coil or electro-dynamic type is by far the most popular for 
radio receivers. It has a voice-coil mounted in a strong magnetic field ; the a-f 
output power from the amplifier is passed through a suitable matching transformer 
(see Chapter 21) to the voice coil, and the a-f currents in the coil cause a force to be 
exerted in the direction of the axis of the coil. If the voice coil is free, it will move 
in the direaion of the force. The voice coil is loaded by the cone which is (normally) 
firmly fixed to it. 

The magnet may be either an electromagnet or a permanent magnet. In all cases, 
the higher the flux density the greater the efficiency and electro-magnetic damping. 
See Sect. 2 for detailed description. 

(B) The electromagnetic type has two forms, the reed armature and the balanced 
armature. In the former there is a steel reed armature at a short distance from the 
pole piece wound with insulated wire carrying the a-f current, and suppfied with steady 
magnetic flux by means of a permanent magnet. In the balanced armature type, 
only the a-f flux flows longitudinally through the armature. Both types require 

831 
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relatively stiif springs to return the armature to the position of equilibrium, so that the 
bass resonance usually occurs at a frequency above 100 c/s. 
Refs. 13, 14, 15. 

(C) The inductor dynamic type dilfers from the older electromagnetic type 
m that the tvi^o iron armatures are balanced so that they lie at rest without a strong 
spring tension. The natural resonance frequence may be about 70 c/s, and the am- 
plitude of movement is about the same as that of a moving-coil type. Ref. 15. 

(D) The piezo-electric ("crystal") type generally uses Rochelle sah for the 
bimorph elements. It takes two forms, in which the elements either bend or twist 
with the vohage applied between the two electrodes. The crystal has a predominately 
capacitive impedance, the capacitance being of the order of 0.02 /xF. 

The impedance varies considerably with frequency in both scalar value and phase 
angle, so that it is difficult to provide a correct load impedance for the output valve. 
This is not very important with a triode or if another loudspeaker is connected in 
parallel. 

The crystal loudspeaker naturally responds to the higher frequencies, and is some- 
times used as a " tweeter " in a dual or triple speaker system (Sect. 5), In this case 
the response may be maintained roughly constant over the desired band of frequencies 
by a small inductance in series with the primary of the transformer. Crystal loud- 
speakers are not normally used alone. 

Refs. 13, 14, 24, 60. 

(E) The condenser type*of loudspeaker usually takes the form of one large solid 
electrode, and a thin movable electrode which is mounted in such a way that it can 
vibrate (usually in sections) without touching the solid electrode. 

Either the solid or the movable electrode may be corrugated ; the movable electrode 
may be of insulating material with a metal foil coating. An ahemative form has both 
electrodes flexible (Ref, 22). 

The sensitivity is dependent upon the total area ; with 300 to 500 square inches the 
sensitivity may approximate that of an electro-dynamic type. 

The Kyle speaker (Ref. 58) has a capacitance of 0.004 /xF for an area of 96 square 
inches. The impedance is predominately capacitive. A high polarizing voltage is 
required for high efficiency and good performance— 500 to 600 vohs is usual. 

Condenser loudspeakers are little used at the present time. 

Refs. 13, 14, 15, 22, 58. 

(F) Throttled air-flow loudspeaker— this consists of a mechanical valve, actu- 
ated by an electrical system, which controls a steady air stream, the air flow being 
made proportional to the a-f input current. It is normally limited to very large sizes. 

Ref. 14. 

(iii) Horn loudspeakers 

Any type of driving unit actuating a cone or diaphragm may be given greater acous- 
tical loading by means of a horn, thereby improving the efficiency and power output. 
The horn ceases to have any beneficia' effect below a frequency whose value depends 
on the law of expansion and the size of the horn. Horn loudspeakers have considerably 
greater efficiency than direct radiators. For further information see Sect. 4. 

(iv) Headphones 

Headphones (telephone receivers) make use of a diaphragm which is effectively 
sealed to the ear by means of a cap with a central opening. The pressure of the small 
quantity of air enclosed between the diaphragm and the ear drum varies in accordance 
with the displacement of the diaphragm. 

The driving mechanisms of headphones resemble those for loudspeakers. 

(A) Magnetic diaphragm : The a-f force caused by the a-f current in the electro- 
magnet operates directly upon a steel diaphragm. The bipolar type is the most 
popular of all headphones at the present time. A permanent magnet supplies the 
steady flux. At frequencies above the second diaphragm resonance the response 
falls off rapidly. Refs, 13, 14, 59, 62. 
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(B) Moving armature type : The principles are the same as for loudspeakers. 
Ref. 14. 

(C) Moving-coil type : This follows the same principles as the loudspeaker, 
and with careful design is capable of greater fidelity and wider frequency range than 
the magnetic types. One model has a response from 10 to 9000 c/s ± 2 db except 
for a dip of 6 db at 4000 c/s. (Ref. 63). Refs. 13, 14, 63. 

(D) Crystal type : The impedance of one model is 80 000 ohms (predominately 
capacitive) at 10 000 c/s. A high resistance may be coimeaed in series to raise the 
low frequency response relatively to the high frequency response. Refs. 13, 64. 

(E) Ribbon type : The principle is the same as for a ribbon microphone. It is 
only used for high-fidelity reproduction, Refs. 13, 14, 65. 

(F) Inductor type : This has been developed to deliver practically constant 
sound pressure to the ear cavity from 50 to 7000 c/s. It has a V shaped diaphragm 
driven by a straight conductor located in the bottom of the V. Refs. 13, 14, 66, 67. 
Correction circuits for magnetic diaphragm headphones 

A typical magnetic diaphragm unit has a pronounced peak slightly below 1000 c/s. 
A circuit for attenuating this peak and thereby giving reasonably uniform response 
is Fig. 20.1 (Ref. 25). 

Fig. 20.1. Tone correction circuit for magnetic 
diaphragm headphones {d.c. resistance 4000 
ohms) giving 15 db bass and treble boost. 
Secondary impedance roughly 500 ohms 3 
primary load resistance 10 000 ohms {Ref. 25). 



(v) Loudspeaker characteristics 

The amplifier designer is mainly interested in a limited number of characteristics. 
Impedance : See Sect. 2(iv) for moving-coil type, and Sect. 4(v)G for horn type. 
All types of electro-magnetic loudspeakers have a somewhat similar form of im- 
pedance charaaeristic, although the relative values vary considerably. 
Phase angle : See Sect. 2(iv) for moving-coil-type. 

Frequency response characteristic 

This only applies under the strict conditions of the test, panicularly generator 
impedance, and is very often misleading. The most serious defect is the existence 
of sharp upward peaks extending higher than say 5 db above the smooth curve, par- 
ticularly in the region from 1500 to 4000 c/s. These are not always shown by the 
published curves, which frequently show signs of having been smoothed. 

Reflections in rooms may result in changes of 15 db or more iri level at certain fre- 
quencies, and the shape of the frequency characteristic may be altered out of all re- 
cognition by variations in placement of loudspeaker and microphone, or by a change 
of room. 

It is important to know the source impedatice (i.e. the output resistance of the 
amplifier) used in the test. A loudspeaker should always be used with the correct 
source impedance — too low a source impedance may result in loss of low frequency 
response, while too high a source impedance will usually result in over-accentuation 
of a narrow band of frequencies in the vicinity of the loudspeaker bass resonance. 
See Sect. 9(ii) for R.M.A. Standard loudspeaker measurement source impedance. 
Refs. 13, 14, 15, 26 (No. 1), 42, 70. 
Damping 

The source impedance (i.e. the output resistance of the amplifier) also affects the 
damping of the loudspeaker at the bass resonant frequency. One value of source 
impedance will normally (in loudspeakers of high flux density) give critical damping — 
this being the value for no overshoot — while a slightly lower degree of damping may 
be considered as the optimum. Too high a resistance will give insufficient damping 
for good transient response. For further information see Sect. 2(x). 
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Directional characteristics 

The usual frequency response characteristic is measured with the microphone 
on the axis of the loudspeaker, this being the position of maximum high frequency 
response. There is a serious loss of higher frequencies (4000 c/s and above) even 
with the microphone 30° off the axis. 

See Sect. 2(vii) for further information on moving-coil types, and Sect. 4(vii) for 
horn types. 

Refs. 13, 14, 15, 26 (No. 1), 61, 70, 133. 

Non-linear distortion : see Sect. 7(i) and (v). 

Efficiency versus frequency characteristic : see Sect. 2(vi). 

Transient response : see Sect. 7(iii). 

Matching : see Chapter 21. 

Characteristics of cones : see Sect. 2(ii). 

(vi) Amplitude of cone movement 

The peak amplitude of a rigid disc to give an acoustical power output of 0.2 watt 
(equivalent to 6.7 watts amplifier power with a loudspeaker efficiency of 3%) is given 
by the following table. Radiation from one side only is considered (derived from 
Chart No. 61, Ref. 69). 



Diameter 






Frequency (c/s) 






of cone 














1000 


400 


200 


100 


50 


' 30 


13 in. 


0.0003 


0.002 


0.008 


0.03 


0.12 


0.34 in. 


10 in. 


0.0005 


0.003 


0.013 


0.05 


0.21 


0.58 in. 


8 in. 


0.0008 


0.005 


0.02 


0.08 


0.32 


0.90 in. 


5 in. 


0.002 


0.013 


0.051 


0.21 


0.82 


2.26 in. 



(vii) Good qualities of loudspeakers 

A loudspeaker should have the following good qualities — 
Satisfactory sensitivity 
Broad direaivity 

Low distortion over the whole frequency range 
Smooth frequency response 
Balanced response 
Good transient response 

Sufficient damping at the bass resonant frequency 
Adequate power-handling capacity 

Any loudspeaker is necessarily a compromise. It has been demonstrated by Olson 
(Ref. 133) that with cone type loudspeakers, increased sensitivity brought about by 
reducing the thickness of the cone material is accompanied by increased distortion, 
ragged frequency response, bad transient response, and increased " break up " 
effects in the cone. On the other hand, the power output for the same distortion is 
many times greater for the loudspeaker having the more massive vibrating system. 

If increased sensitivity is required, this may be achieved, within limits, by increasing 
the flux density. High flux density has the additional valuable property of increasing 
the damping. 

A prominent peak in the response characteristic at the bass resonant frequency will 
increase the apparent sensitivity of the loudspeaker, particularly with small speakers 
having the bass resonance above 150 c/s. Similarly, prominent peaks in the response 
characteristic above 1000 c/s will also increase the apparent sensitivity, although both 
are features to be avoided for good fidelity. 

When loudspeakers are compared in listening tests, the sound outputs should be 
adjusted to the same level before a comparison is made, because sensitivity is usually 
of secondary importance. Refs. 150, 155, 183. 
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20.1 (viii) LOUDSPEAKER GRILLES 835 

(viii) Loudspeaker grilles 

If the grille cloth is not to reduce sound pressure, its resistance must be small com- 
pared with the radiation resistance of the loudspeaker. The most suitable type of cloth 
is one which is very loosely woven and which has hard threads— cotton or plastic. 
Fuzzy threads increase the resistance of the cloth. Ref. 180. 



SECTION 2 : CHARACTERISTICS OF MOVING-COIL CONE 
LOUDSPEAKERS 

(0 Rigid (piston) cone in an infinite flat baffle (iV) Practical cones (m) Special 
constructions for wide frequency range (iv) Impedance and phase angle (v) Fre- 
quency response (vi) Efficiency (vii) Directional characteristics (viii) Field magnet 
(ix) Hum bucking coil (x) Damping. 

(i) Rigid (piston) cone in an infinite flat baffle 

A rigid cone is one which moves forwards and backwards like a piston — at low 
frequencies a loudspeaker cone approaches this ideal. The air acts as a load on the 
piston at all frequencies when it is set in an infinite flat baffle. The radiation re- 
sistance per unit area of the piston is approximately constant for frequencies above 

/i = 8120/diameter of piston in inches (1) 
In tabular form : 

Diameter of piston 12 10 8 6 4 inches 

Frequency /i 677 812 1015 1353 2030 c/s. 

Below frequency fi the radiation resistance is approximately proportional to the 
square of the frequency. 

For amplitude of cone movement see page 834. 

(ii) Practical cones 

In practical cones the voice coil is mounted towards the apex of the cone and the 
driving force is transmitted through the cone. The cone must be a compromise 
between strength and lightness. A cone for reproducing the low audio frequencies 
should be fairly rigid, and should have a large diameter. If such a loudspeaker is 
tested at high audio frequencies above 1000 c/s it will be found to have a poor response 
owing to : 

1. Large mass, causing poor efficiency at the higher frequencies. 

2. The vibrations tend to take the form of waves radiating from the voice-coil 
outwards through the cone. At the higher frequencies the outer ponion of the cone 
may be out of phase with the inner portion, or there may be a phase difference greater 
or less than 180° 

Cones for reproducing a wide frequency range often are designed with corrugations 
to reduce the effective vibrating area at the higher frequencies. Other designers 
achieve a somewhat similar result by a suitable choice of cone material together with 
changes in the thickness or compliance of the material. It is desirable that the material 
for the cone be no harder than is necessary to maintain response up to the highest 
frequency required, in order to give good reproduction of complex tones and transi- 
ents. 

The cone and voice-coil assembly is usually mounted at two points — an annular 
" surround " and a " spider " or centre mounting. Each of these introduces a re- 
storing force which should increase linearly with the displacement. Actual motmting 
systems introduce a non-linear restoring force which usually increases rapidly when 
the displacement is fairly large. The suspension has two characteristics directly 



www.pmillett.com 



836 



(ii) PRACTICAL CONES 



20.2 



affecting the performance of the loudspeaker — compliance and mechanical resistance. 
Compliance is the inverse of stiffness (e.g. the stiffness of a spring), and controls the 
frequency of the bass resonance. The mechanical resistance of the suspension affects 
the Q of the vibrating system, but usually at the bass resonant frequency the damping 
due to the suspension is much less than that due to the output resistance of the ampli- 
fier, except when a high output resistance is used. There appears to be an optimxmi 
relationship between the stiffness of the cone and the compliance of the rim to 
minimize peaks and troughs in the 1500 to 3500 c/s region. 

Non-linear suspensions are sometimes used with the objea of preventing damage 
to the cone through .overloading. This procedure causes serious distortion at high 
amplitudes, and the quoted value of ** maximimi power output " is that capable of 
being handled without the loudspeaker suffering damage. Loudspeakers for good 
fidelity should be capable of handling their full power without exceeding the limits 
of a fairly linear restoring force. These should be rated on the maximum power 
(within certain frequency limits) which they are capable of handling without the dis- 
tortion exceeding a predetermined value. 

As one result of the suspension system, the whole cone assembly tends to resonate 
at the bass resonant frequency. Below this frequency the cone is stiffness-con- 
trolled by the suspension and the output waveform tends to have flattened peaks 
resulting from the non-linear suspension. 

Most loudspeaker manufaaurers supply at least two alternative types of cone for 
use with each model — one with a nearly flat response up to 6000 c/s or higher (for 
broadly tuned or F-M receivers or amplifiers), the other with a response peaked in 
the 2000 to 4000 c/s region to compensate for sideband cutting in the receiver. It 
is desirable, in each case, to have a choice between a cone for pentode output (without 
feedback), and one for triode output (or pentode with negative voltage feedback). 

Cones are also available with differing bass resonant frequencies (from below 50 c/s 
to about 225 c/s depending on cone size and application) and differing high frequency 
limits (say 4500 to 8500 c/s for single cone units). Most manufacturers also supply 
special cones to order. It is of the utmost imponance for the receiver or amplifier 
designer to investigate the complete range of available models and cones, and to make 
comparative listening tests between different makes, models and cones, 

A loudspeaker using a mttal cone is described in Ref. 225. 

Amplitude and phase measurements on cones are described in Ref. 179. 

References to cones : 1, 13, 15, 16, 19, 23, 40, 54 (Part 4), 84, 133, 179, 225. 

(iii) Special constructions for wide frequency range 

As mentioned above, a simple cone loudspeaker is not capable of giving satisfactory 
performance over a wide frequency range. One solution is to use two or more loud- 
speakers with each designed to cover a limited frequency range or dual or triple 
integral units (see Sect. 5). Another solution is to use some device to extend the 
effective frequency range of a single unit, as described below. 

(A) Multiple single coil, single cone : It is possible to employ two or more 
identical fairly light loudspeakers with fairly small tones, all connected in parallel, 
series or series-parallel and correctly phased. The number to be so connected de- 
pends on the maximum power to be handled at the lowest frequency. All loud- 
speakers operate at all frequencies, and no filter is used. 

(B) Single coil, double cone : This consists of an ordinary voice coil with two 
cones, the smaller cone being firmly fixed to the voice coil, and the larger cone being 
flexibly connected by means of a compliance corrugation. At low frequencies both 
cones move together as a whole, but at high frequencies the small cone moves while 
the large cone remains stationary. 

Refs. 13A, 14, 71. 

(C) Double coil, single cone : This consists of a voice coil in two parts separated 
by a compliance, the smaller being fixed to a single corrugated cone. The larger part 
of the voice coil is shunted by a capacitance to by-pass the higher frequencies. At 
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low frequencies the whole assembly moves together, but at high frequencies the larger 
part of the voice coil remains stationary, and the smaller part drives the cone. The 
corrugations in the cone are designed to decrease the effective cone area at the higher 
frequencies. 

Refs. 13A, 14, 57. 

(D) Double coil, double cone : This consists of a light coil coupled to a small 
cone, the light coil being connected by a compliance to a heavy coil which is firmly 
fixed to a large cone. The heavy voice coil is shunted by a capacitance to by-pass 
the higher frequencies. At low frequencies both voice coils are operative, and the 
whole assembly moves together, but at high frequencies the small cone is driven by 
the light coil, and the large cone and heavy coil remain stationary. This is really 
equivalent to two separate loudspeakers. 

Refs. 13A, 71. 

(E) Duode : This has a light aluminium sleeve as the voice coil former covered 
on the outside by a layer of rubber, over which is wound the voice coil. At high 
frequencies, it is claimed, the relatively heavy voice coil winding remains stationary, 
the aluminium sleeve acting as a one turn coil receiving its power by transformer 
action and driving the cone. Refs. 242, 243. 

(iv) Impedance and phase angle 

The impedance characteristic (e.g. Fig, 20.2) is drawn from measurements made 
on an electrical impedance bridge, or equivalent method, with the loudspeaker mounted 
on a flat baffle. The nominal value is usually taken as the impedance at 400 c/s 
and is reasonably constant from about 200 c/s to about 600 c/s. At lower frequencies 
it rises to a peak at the bass resonant frequency and then falls rapidly to the resistance 

of the voice coil at still lower fre- 
quencies ; at higher frequencies it 
rises steadily throughout. 

The impedance at the bass resonant 
frequency is a function of the damping 
of the cone suspension, the height of 
the peak decreasing as the damping is 
made heavier (see Ref. 13 A, Fig. 6.31), 
It is also a function of the applied 
voltage, owing to non-linearity of the 
cone suspension. 

If the loudspeaker is mounted 
other than on a flat baffle, the imped- 
ance charaaeristic at frequencies in 
the vicinity of the bass resonant fre- 
quency may be modified. For ex- 
ample with a vented baffle there are 

normally two impedance peaks 

Sect. 3(iv). 




Fig. 20.2. Impedance versus frequency 
characteristic of a typical popular loud- 
speaker. 



The impedance at 10 000 c/s is always greater than that at 400 c/s, the ratio varying 
between 1.1 and 10 times. A high ratio is most undesirable with pentode operation, 
with or without feedback, but is of no great consequence with triodes. The im- 
pedance at 10 000 c/s is increased by any leakage inductance in the transformer. 

The equivalent electrical circuit which gives approximately the same imped- 
ance characteristic up to 400 c/s is shown in Fig. 20.3 (Refs. 15, 72). If adjust- 
ments are made in the values of Los ^oj and Ci, the circuit may be extended to 
higher frequencies. The bass resonant frequency is the parallel resonance of L. and 
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Fig. 20.3. Equivalent electrical circuit providing the 
same impedance characteristic up to 400 c/s as a 
moving-coil loudspeaker. Typical values are Lo = 
0.0024 //,i?o = 10 A ohms, = 0.018 = 71.6 
ohms, Ci = 282 ^F, 



FIG. 20.3 




The impedance so far discussed is called the " free " impedance , there is also the 
" blocked " impedance which is measured with the voice coil prevented from moving. 
The " motional " impedance is found by a vector subtraction of the " blocked " 
from the " free *' impedance. The difference between the free and blocked im- 
pedances is small except in the vicinity of the bass resonant frequency, where the 
motional impedance becomes the major portion of the free impedance (Refs 13^ 41). 

Refs. 13, 13A, 14, 15, 26 (No. 2), 36, 37, 41, 47, 70. 

9& 

Phase Angle : The phase angle versus 
frequency characteristic of a typical mov- 
ing-coil loudspeaker is given in Fig. 20.4. 
The impedance is resistive at two fre- 
quencies only, being capacitive between the 
two points and inductive at lower and 
higher frequencies. The resistive and re- 
active components are shown in Fig. 20.5. 
Refs. 13, 13A, 37, 41, 61. 

(v) Frequency response 

When used on an adequate flat baffle, a , frequency c;s 

moving-coil loudspeaker only operates Fig. 20.4. Phase angle versus frequency 
satisfactorily at and above the bass resonant characteristic of a typical popular 
frequency. The upper limit of frequency loudspeaker {same as Fig. 20.2). 
response rarely extends much beyond 6000 c/s for popular 10 or 12 inch single coil, 
single cone loudspeakers. Any further extension adds appreciably to the cost. If 
wide frequency range is required, there is a choice between a complex single unit — 
see (iii) above— and a multiple unit (Sect. 5). Refs. 13, 13A, 14, 15, 26 (No, 1), 42, 
61, 70. 




to 



FIG. 20.5 




Fig. 20.5. 



FREQUENCY C/S ' FREQUENCY C^S 

(A) Resistive and (B) Reactive components of the impedance of a typical 
loudspeaker. Ref. 37. 
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(vi) Efficiency 

Loudspeaker efficiency may be regarded either as the efficiency of the loudspeaker 
itself, or in the form of available power efficiency. 

The efficiency of the loudspeaker itself is the ratio of the radiated acoustical 
power to the electrical input power, and is not influenced by the regulation of the 
power source. The efficiency of moving-coil cone loudspeakers on large flat baffles 
varies from about 2% to 10% at 400 c/s, depending on the design and on the flux 
density, 3% being a typical average. The maximum possible electro-acoustical 
efficiency is given by (Fig. 20.7) 

Imar = + + R^d (2) 

and the electro-mechanical efficiency is given by 

+ + + R^) (3) 

where Rq = blocked (d.c.) resistance of voice coil 

R2 = equivalent radiation resistance 
and Rz = equivalent frictional and eddy current loss resistance. 

The electro-acoustical efficiency is always less than the electro-mechanical efficiency 
owing to the losses represented by /?3. It is possible to measure the electro-mechani- 
cal efficiency fairly readily because {R2 + Rz) \^ the motional resistance, and 

(/?2 + Rz) - free resistance (4) 
but the accuracy is very poor except at frequencies in the region of the bass resonant 
frequency. 

The available power efficiency is usually defined as the electrical power avail- 
able to the load when the loudspeaker is replaced by a resistance equal to the rated 
load impedance with a constant voltage applied in series with the loudspeaker measure- 
ment source impedance (see pp. 812, 874-876). The electrical power H^^^ avail- 
able to the loudspeaker is 

^ A S ^ ^G^R 5/f/(^ SG ^ ^ SR^ 

where E(; = r.m.s. value of constant source voltage 

R sR ^ loudspeaker rating impedance 
and R sG ^ loudspeaker measurement source impedance. 

If R SG ^ of R SR SE-103, see page 874), then the power available to 

the load will be half that when R = 0. Maximum available power efficiency 
occurs at the bass resonant frequency if the baffle is sufficiently large and if the ampli- 
fier output resistance is fairly high, but if the output resistance is low, the available 
efficiency may be less at this frequency than at some higher frequency. The avail- 
able power efficiency /frequency characteristic at low frequencies is affected by the 
type of baffle — see Sect. 3(iii) and (iv). 

FIG. 20.7 Fig. 20.7. Equivalent circuit for power 

considerations, at frequencies above the 
bass resonance. The values of Ro, Ra and 
C„, are not constant with change of fre- 
quency, 

Refs. to efficiency, 13, 13A, l4, 15, 36, 43, 54 (Part 3), 56, 70, 71, 74, 95, 121, 156. 
References to equivalent circuits, 13, 13A, 15 (page 135), 41, 43, 54 (Part 3), 59, 75, 
166, 188. 

(vii) Directional characteristics 

At low frequencies (up to 400 c/s for a 10 inch cone) a cone has only very slight 
directional characteristics. The angle of radiation from a flat disk 10 inches in dia- 
meter for a decrease of 4 db in sound pressure as compared with that on the axis is : 
Frequency 678 1355 2710 5420 c/s 

Angle (approx.) 180° 70° 35° 18" 

In practice it is possible to improve the angle of radiation by various expedients. 
One is to fit a deflector or diffusing lens (Ref, 120) so as to spread the higher frequency 
waves. Another is to use corrugations (compliances) in the cone so that only a small 
central area is vibrating at the higher frequencies. A further expedient is to use two 
co-axial loudspeakers and a frequency dividing network, the high frequency unit 
having some form of deflector. The ordinary popular loudspeaker is highly direc- 
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tional at high frequencies, but the best of the expensive designs are capable of 120° 
radiation up to 15 000 c/s (Refs. 36, 61). 

General references : 13, 14, 15, 54 (Part 2), 70. 

(viii) Field magnet 

Field magnets may be either electro-magnets or permanent magnets. In either 
case the requirement is to provide the greatest possible flux density in the air gap. 
Fidelity loudspeakers should have a uniform field up to the limits of movement of 
the voice-coil ; cheaper models are usually lacking in this respect. Alternatively 
the voice coil may be longer than the gap length (Ref. 15). 

Permanent magnets have advantages in that they have lower heat dissipation, 
leading to a lower ambient temperature for the voice coil, and the voltage drop across 
a suitable choke is less than that across the field coil. 

Increasing the flux density increases the efficiency, the output and the damping ; 
it reduces the rise of impedance at the bass resonant frequency. There is an optimum 
value of flux density to give the most nearly uniform frequency response (Ref, 56, 
Fig. 3), 

(ix) Hum-bucking coil 

Some electro-magnetic fields are fitted with a hum-bucking coil connected in series 
with the voice coil such that the field coil induces equal hum voltages in the voice 
coil and hum-bucking coil. By connecting the hum-bucking coil and the voice coil 
in series opposition, the hum due to ripple in the field is minimized. 

(x) Damping 

Damping on a loudspeaker is partly acoustical, partly frictional, and partly electro- 
magnetic. The electro-magnetic damping is a function of the effective plate resistance 
of the power amplifier. 

With a direct radiator loudspeaker on a flat baffle the 
damping is slight, except in the vicinity of the bass resonant 
frequency, where the electro-magnetic damping may be- 
come quite large. The equivalent circuit at the bass re- 
sonant frequency is given by Fig. 20.8, which is identical 
with Fig. 20.3 except that Lq has been omitted as being 
negligibly small, and Rq has been added to allow for the 
damping effect of the amplifier output resistance. Ri is 
the damping resistance equivalent to the combined effect 
of friction and acoustical loading on the cone. Rq is equal 
to the resistance of the voice coil plus that of the secondary 
of the transformer and leads plus that of the primary re- 
ferred to the secondary. Rq^^ the effective plate resistance 
of the valve referred to the secondary. Any reduction 




FIG. 30. e 

Fig, 20.8. Equivalent 



circuit of loudspeaker 
at bass resonant jre- 
guency, showing damp- 
ing effect of amplifier 
output resistance R 



^' in Rf^ below about one fifth of Rn has only a very small 
effect oil tfie Q of the tuned circuit. 

At the bass resonant frequency, the Q of the tuned circuit is given by- 



Case 1 — Rc is infinite Q = wqCiRi 



Case l—Rc 



0 



Case 3 — general 



Q — WqCi 



RiRq 

Ri + Ro 



R, + Ro + Rc 



where ojq is angular velocity at the bass resonant frequency. 
Critical damping is defined* as given by Q 0.5. 
Hence for critical damping, 

_ R, -\- Rq - 2oJoCiRiRo 
~ " 2woC,R, - 1 



(5) 



•See "American Standard Definitions of Electrical Temis " A.S A. ^42- 1941 (05.05.365) : also 
C E Crede " Vibration and Shock Isolation '* John Wiley & Sons, Chapman & Hall Ltd. 1951, p. 17\ » 
aiid other textbooks on vibration. However some engineers take Q = 1 as cntical damping. 
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From Fig. 20.8 it will be seen that critical damping is only possible with a positive 
value of Rq when Rq is not too high, that is to say with loudspeakers having fairly 
high efficiencies, since the values of and Ci are functions of the flux density. The 
damping of any loudspeaker may be increased by increasing the flux density. 

In general, there is no advantage in using greater than critical damping. 

With enclosed cabinet loudspeakers as a result of the effect on frequency response, 
the value of Q should not fall below 1, and the most desirable all-round condition 
appears to be with Q from 1.0 to 1.5 — see Sect. 3(iii). 

Alternatively, if the impedance is carefully measured and the impedance curve 
plotted over the region of the bass resonant frequency, the frequencies of the two 
half-power points may be notedj and the Q of the loudspeaker may be computed from 
the relation 

where /o = bass resonant frequency 

2Af =^ band width at half power point (3 db below maximum impedance) 
Rq = voice coil resistance 

Z„ = maximum value of the impedance (i.e. at /«) 
and Rq = effective plate resistance, referred to the secondary. 

The measurements of frequency during this test are somewhat critical. The article 
by Preisman (Ref. 146) gives further details, although it does not derive eqn. (6) in 
this form. 

The majority of direct radiator loudspeakers 
have values of O between 8 and 18 with a 
high valve plate resistance, although this may 
be decreased very considerably with a low 
effective plate resistance. Tests have been 
carried out to demonstrate the effect of a low 
plate resistance on the damping of a loud- 

1^ L.^.J speaker at the bass resonant frequency (Refs. 

fS f^.P«por^ Fig. 6.30, 126, 132). 

to vcioeity (./„) ^^-^^ ^^^^^ ^^^^^ ^^^^ desirable 

to achieve a near approach to critical damping, 
the results are very much masked by the 
effects of the listening room which behaves as 
a resonant structure. In one case a room 
showed 8 resonances below 100 c/s, with Q 
values of the order of 12 to 15, and all above 
8 (Ref. 155). 

There are some loudspeakers in which 
the efficiency is too low to permit sufficient 
damping by reduction of the effective plate 
resistance. In these cases improvement 
in the electrical damping is possible by the use of positive current feedback combined 
with negative voltage feedback which can make the effective plate resistance zero or 
negative (Refs. 157, 158, 200, 201). 

Alternatively, the e.m.f. generated by the movement of the cone may be fed back 
' degeneratively to the input of the amplifier. One method of achieving this result is 
to arrange a special bridge circuit (Fig. 20.9) to provide the voltage to be fed back. 
The amplifier must have good characteristics with very low phase shift. This has 
been used satisfactorily over a frequency range from 10 to 1000 c/s, using a standdrd 
12 inch loudspeaker, whose coil velocity was made proportional to input amplitude 
and completely independent of frequency (Refs. 184, 186, 148B, 191^ 198), 



LOUD 
SPEAKER 




>l./lO 



Scaled 
Replica of 
Loudi (Maker 
Imp<danct 



FIG. 20.9 

Fig. 20.9. Bridge circuit to give a 
voltage proportional to the velocity of 
the coney to be fed back to the input, 
(Ref. 184). 
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Another method is to wind a separate feedback coil of very fine wire over the 
existing voice coil in a conventional loudspeaker. The voltage induced in this coil 
by the motion 6f the voice coil is a pure, motional voltage at most frequencies. This 
voltage may be used as a feedback voltage to increase the damping and to reduce 
distortion arising from non-linearity of the cone suspension and from fringing of the 
magnetic field.. 

At very high audio frequencies the mutual inductance between the driving voice 
coil and the feedback coil produces in the feedback voltage a component which is 
dependent on the induction between the coils rather than on the motion alone. This 
difficulty is overcome by incorporating additional mutual inductance equal in value 
but of opposite sign, between the voice coil and feedback circuits at a point external 
to the magnetic field (Ref. 148). 



SECTION 3 : BAFFLES AND ENCLOSURES FOR DIRECT- 
RADLATOR LOUDSPEAKERS 

(i) Flat baffles (ii) Open back cabinets (Hi) Enclosed cabinet loudspeakers (iv) 
Acoustical phase inverter vented baffle ") (v) Acoustical labyrinth loudspeakers 
(vi) The R-J loudspeaker (vii) Design of exterior of cabinet, 

(i) Flat baffles 

The baffle is intended to prevent the escape of air pressure from the front to the 
back of the cone, which is out of phase at low frequencies. In many theoretical 
calculations an infinite flat baffle, is assumed, but in practice a baffle is only made just 
large enough to produce the desired results. When the air distance around the baffle 
from front to back of the cone is equal to the wavelength, there is a dip in the response. 
For this reason, baffles are frequently made of irregular shape or the loudspeaker is 
not mounted in the centre, the object being to produce air distances from front to 
back of the cone which vary in a ratio at least 5:3. For example, with a 4 ft. square 
baffle and a 10 in. cone, the centre of the cone may be 18 inches from each of two 
adjacent sides. 

The size of a square baffle, with the loudspeaker mounted off-centre, for desired 
bass response is given approximately by the following table for a 10 inch diameter 
cone (Ref. 13A) : 

Minimum frequency 300 170 80 c/s 

Side of square 2 4 8 feet 

Below this minimum frequency, and below the loudspeaker bass resonant fre- 
quency, the response falls off at the rate of 18 db/octave. 

The best flat baffle is provided by mounting the loudspeaker in a hole in the wall 
of a room, with the rear of the cone radiating into another room. 

In a very large flat baffle, a loudspeaker which has a sufficiently high Q will have 
a peak in the response characteristic at, or somewhat above, the bass resonant fre- 
quency ; below the peak frequency the attenuation is at the rate of 12 db/octave. 
Refs. 13, 13A, 14, 15 (Part 2), 75, 147, 151, 177. 

(ii) Open back cabinets 

An open back cabinet, as commonly used with radio receivers of the console, table 
or mantel type, has a resonance in the enclosure to the rear of the cone. This resonance 
causes a peak in the response characteristic at a frequency which is mainly a function^ 
of the cabinet although also influenced by the loudspeaker characteristics. For 
e'xample, a cabinet 2 feet x 2 feet x 8 inches depth gave peak response at 180 c/s 
with a loudspeaker having a bass resonant frequency of 20 c/s, while the same cabinet 
gave a peak response at 110 c/s with a loudspeaker having a bass resonant frequency 
of 100 c/s. (Ref. 13A, Figs. 6.19B and 6.20B), The height of the peak is about 
3 to 6 db for shallow cabinets or about 6 to 10 db for deep cabinets. 
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Open back cabinets are undesirable for good fidelity. If unavoidable, they should 
be as shallow as possible, with the minimum of acoustical obstruction, particularly 
at the back of the cabinet. Open back cabinets should be placed at least 6 inches 
out from the wall. 

References to open back cabinets : 13A, 14, 147, 151, 188. 

(iii) Enclosed cabinet loudspeakers 

An enclosed loudspeaker is one which is totally enclosed so that there can be no 
interference between the front and back of the cone. There is no critical value for 
the volume of the enclosure but a large volume is desirable because it reduces the rise 
in resonant frequency above that on a large flat baffle. The increase in resonant 
frequency for Jensen speakers is shown in Fig. 20.10 and may be taken as fairly 
typical There is practically no non-linear distortion caused by the suspension, since 
this only contributes a small part of the total stiffness. 

as i I I ) I I I , 1 — 




Fig. 20.10. Increase in resonant frequency of totally enclosed cabinet loudspeaker 
versus cabinet volume. For each nominal speaker size, the upper limit of the shaded 
area corresponds to speakers with highest compliance, while the lower limit corresponds 
to those with least compliance. (Ref 151). 



The enclosure should be adequately damped by at least i inch thickness of damping 
material all oyer (or double this thickness on one of each pair of parallel surfaces), 
although this is insufficient to eliminate standing waves at low frequencies. 

The ineffectiveness of sound absorbent linings at low frequencies is due to the fact 
that all the absorbent material lies within a small fraction of a wavelength of the inner 
wall, which is a velocity node. Without motion of the air particles, or of the material 
itself, acoustical power cannot be absorbed and dissipated. Shorter (Ref. 135) has 
examined the problem of standing waves, and puts forward the method of damping 
by partitions, concentrating the absorbing material (J inch carpet felt) into one or two 
partitions strategically placed across the cabinet. Those sections of the cabinet which 
are separated from the cone by one or more sound absorbing partitions receive little 
sound at the high frequencies and therefore require very little acoustical treatment. 
The loudspeaker back e.m.f. may be measured by a bridge circuit and should show 
a single peak without subsidiary peaks over the range from 30 to 200 c/s. 
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It is desirable for the enclosure to have appreciably different values of linear dimen- 
sions — typical ratios are 1 : 1.5 : 2.7. However, the longest dimension should be 
less than j of the wavelength at the lowest working frequency. The enclosure should 
have rigid walls — timber at least I inch thick, and braced where necessary. 

One limitation of the enclosed cabinet loudspeaker is the bass attenuation 
which occurs with critical damping, although this only happens with high flux density 
and low amplifier output resistance — see below under Equivalent Circmt. 

Some loudspeakers have been designed specially for use with enclosed cabinets. 
These usually have very low bass resonant frequencies, when measured on a flat 
baffle, so that when loaded by the enclosure, the resonant frequency is still sufficiently 
low. 

The volume of the cabinet is given below for some examples : 
Western Electric 755A 8 in. 70 c/s 2 cubic feet 

„ „ 756A 10 in. 65 c/s 2^ 

„ „ 754A 12 in. 60 c/s 3 „ „ 

Goodmans " Axiom 80 " 9i in.* 3i „ „ 

R.C.A. (Ref. 84) peak at 80 c/s 1.5 „ „ 

Stromberg-Carlson 8 in. 1./ ,5 J, 

12 in. 3.9 „ „ 

Equivalent circuit 

Fig. 20.11 is a simplified electrical equivalent circuit of the acoustical system of the 
loudspeaker (Ref. 135). 

Ljj represents cone mass + effect of radiation reactance. 

represents radiation resistance (which varies with frequency)!, 
represents acoustical capacitance of cabinet volume. 
Cfj represents equivalent capacitance of cone suspension. 

R ^ represents effect of electrical circuit of loudspeaker and driving amplifier 
reflected into acoustical circuit. The mechanical resistance of the cone sus- 
pension may be taken as being included with R 

E ^ constant voltage generator. 

^ alternating air current produced by cone, which is proportional to cone 
velocity. 

Now R . oc --^ at low frequencies 

Kq -t Ko 
where B flux density in gap, 

Rq = output impedance of amplifier referred to voice coil circuit, 
and Rn resistance of voice coil. 

The acoustical response of the loudspeaker is proponional to /^/. 

The voltage Ejjj = Ztt/L^I^ oc I^f oc acou- 
stical response. Therefore the variation with fre- 
quency of Eju3 for any one value of L^, gives the fre- 
quency response of the loudspeaker. Over the 
frequency range for which the equivalent circuit is 
valid, and the wavelength is large compared with the 
size of the cone, the loudspeaker can be reduced — so 
far as frequency response is concerned — ^to a half- 
^'^-20" section high-pass filter working into open circuit. 

Fig 20.1 1 . Equivalent elec- Small values of R 5, resulting from low flux density or 
tried circuit of acoustical ele- high amplifier output impedance, give a resonance 
ments in an enclosed cabinet peak and bad transient response, while large values of 
loudspeaker at low frequencies. ^ sy corresponding to high flux density and low ampU- 
(Ref. 135). output impedance, can give a serious loss of bass. 

Fig. 20.12 shows curves for three values of R ^ 
and hence for three values of Q, for a resonant frequency of 45 c/s. This indicates 
that values of Q less than about 1 result in serious attenuation of low frequencies. 

♦Resonance 17 c/s on flat baffle. 

tNote that is small compared with other impedances in the circuit. 
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Fig. 20.12. Theoretical response of enclosed cabinet loudspeaker for various values 
of the effective damping resistance Rg. Resonance frequency 45 c/s. (Ref. 135). 
References to enclosed cabinets : 13A, 29, 36, 80, 81, 84, 116, 116A, 135, 147, 

151, 166, 168, 188. 

(iv) Acoustical phase inverter (" vented baffle ") 

Also known as a bass reflex baffle. 

This has a vent* or duct in the front of the cabinet which augments the direct 

radiation from the cone at low frequencies (Fig. 
20.13). The box should be at least partially lined 
with sound absorbent material to absorb the 
\^ higher frequencies, but should not be too heavily 
' damped at frequencies below about 150 c/s. 
' \^ The cabinet should be strongly made of heavy 
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timber with adequate bracing to prevent vibration. 
Many cabinets which have been built for 
this purpose are partially ineffective as the 



EQUISPACED ON 




INCH PADDING ON ALL 
INSIDE FACES 



# 



FIG, 20.13 SECTION A-A 

Fig. 20.13. Typical corner cabinet with vented baffle, designed for a Goodmans Axiom 
12 inch loudspeaker with a bass resonant frequency oj 55 c/sy which can be used with 
a speaker resonant at 75 c/s by removing the tunnel. Cubic capacity about 8000 

cu. ins. = 4.6 cu. ft. (Ref. 182). 

♦An alternative form uses several tuned resonators from the inside to the outside of the cabinet (Ref. 18). 
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FIG. 20.14 

Fig. 20.14. Curves showing tunnel length for 10, 12, 15 and 18 inch Goodmans 

loudspeakers with bass resonant frequencies from 20 to 100 c/s. The tunnel length 

should not exceed 1/12 of the wavelength of the speaker bass resonant frequency ; 

points to the right of the broken lines should not be used {Ref, 182). 
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result of wall vibration under the extremely arduous conditions of operation. Other 
materials which have been used satisfactorily include brick and concrete. 

Vented baffles are normally designed so that the loudspeaker bass resonant fre- 
quency is matched to the acoustical resonant frequency of the cabinet ; unmatched 
combinations are, however, also used. 

(A) Matched vented baffles 

The merits of the vented baffle, when correctly applied, include 

(1) improved bass response, 

(2) much reduced amplitude of movement of the cone at the resonant frequency, 
and hence reduced distortion at the same power output or increased power 
handling capacity for the same distortion, 

(3) decreased peak electrical impedance, 

(4) increased acoustical damping over a limited range of low frequencies (not 
including the vent resonance), 

(5) increased radiation resistance and decreased reactance of the loudspeaker 
at low frequencies. 

The vented baffle appears to be preferred by most engineers to the acoustical 
labyrinth, even apart from cost. 

The vent area should normally be the same as the effective radiating area of the 
cone, and the curves in Fig, 20.14 are based on this relationship. Thus the cross- 
sectional area of the tunnel is given by ttR'^ where R is the radius of the piston equiva- 
lent to the speaker cone at low frequencies. The tunnel may have any length from 
the thickness of the timber (i.e. when no tunnel, as such, is constructed) to a maximum 
of approximately one twelfth wavelength, indicated by the broken curves in Fig. 20.14 ; 
consequently the area to the right of the broken curves should not be used. 

A reasonable length of tunnel enables a smaller enclosure to be used, but the space 
between the end of the tunnel and the rear of the cabinet should not be less than R. 
The volume occupied by the loudspeaker must be added to the volume derived from 
the curves to obtain the volume of the enclosure. If the volume of the loudspeaker 
is not known, the following approximation may be used : 

Volume displaced by loudspeaker : 

Loudspeaker dia. 8 10 12 14 16 18 ins. 

Volume (approx.) 250 400 650 1000 1600 2300 cu. ins. 
Also add volume displaced by internal timber bracing. 

Note that no allowance should be made for the thickness of the damping material. 
The curves for the volume of the cabinet are derived from the relationship 



where V = volume in cubic inches, 

R = radius of equivalent piston in inches, 

L = length of tunnel in inches 

and £u = 27r X frequency of vent resonance. 

When corrertly designed a vented baffle loudspeaker has two impedance peaks, 
one above and one below the vent resonance, while the same loudspeaker on a flat 
baffle has only one impedance peak — see Fig. 20.15. In all cases where optimum 
performance is desired, the electrical impedance characteristic below 150 c/s should 
be measured using a constant current source and a voltmeter. The ratio of the two 
peak frequencies should not exceed about 2.4 : 1 nor be less than about 1.5 : 1 and 
any subsidiary peaks caused by standing waves should be removed by the addition 
of damping material (as for the enclosed cabinet above ; see also Fig, 20.17). 

Tests for acoustical output should not be made until the cabinet dimensions and 
damping have been adjusted to give the correct impedance characteristic, m general, 
with a vented baffle the bass range over an octave or more is increased by several 
decibels over either a very large baffle or an enclosed cabinet loudspeaker. 

The power gain may be greater than 3 db since the air loading of the cone may be 
increased appreciably over the lower octave of the frequency range. For about one 
third of an octave above and below the resonant frequency of the system, the, greater 
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lO 20 30 40 60 

FREQUENCY C/S 

Fig. 20,15. Impedance versus frequency characteristics of a 12 inch loudspeaker 
(1) in free air (2) on a flat baffle and (3) in a vented baffle. Curve (4) shows two 
" staggered " vented baffle loudspeakers in parallel (measured), 

part of the energy is radiated by the port. Phase shift occurs suddenly at the re- 
sonant frequency, so that the radiation below this frequency is reduced, being the 
vector difference between the two sources. 

At the resonant frequency, the air in the vent or tunnel moves vigorously while the 
acoustical impedance on the rear of the cone is resistive and reaches a maximum. 

At the frequency of the vent resonance, the motion of the speech coil is so small that 
no appreciable electrical damping can take place and there is no danger of bass attenua- 
tion such as may occur with the enclosed cabinet or flat baffle. The energy dissipated 
by mechanical resistances and by the radiation of sound is generally small, so that the 
vent resonance on which the maintenance of the bass response depends, is quite lightly 
damped. For this reason, when good fidelity is required, the vent resonance fre- 
quency should not be greater than 60 c/s. (Ref. 135). 

A corner speaker cabinet for 15 inch cones is described in Ref. 100, while one 
for 12 inch cones is described in Ref, 105. These both employ a vented baffle arrange- 
ment with the vents on both sides of the cabinet, between the cabinet and the walls. 

Equivalent circuit (Ref. 135) 

The Fig. 20.16 is a simplified electrical equivalent circuit 
of the acoustical system and is based on Fig. 20.11 with the 
addition of representing the radiation resistance of the vent, 
and Ly, the acoustical inductance of the vent plus the effects of 
its radiation reactance. Let fy be the frequency of the vent 
resonance (i.e. the resonance of Ly and C^) and assume that 
the cone resonant frequency is the same. Below the series 
combination LyCu appears as a capacitance and the paralfcl 
combination L^^C^ as an inductance, and the overall effect is to 
produce a series resonance at some frequency /j in this region. 
At frequencies above fy, LjjCy appears inductive and LyCQ 
capacitive, and a second series resonance appears at some fre- 
quency /z. The resonances at fx and /g are responsible for the 
characteristic double hump in the electrical impedance fre- 
quency characteristic of a vented baffle and are subject to the 
circuit damping represented hy R^, 




FIG. 30, 16 

Fj;^. 20.16. Equiva- 
lent electrical circuit 
of vented baffle 
loud-speaker at low 
frequencies, (Ref, 
135). 
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and ly represent the alternating air current flow in the cone and vent respectively, 
originates at the back of the cone and ly must therefore be reversed in phase with 
respect to if the acoustical output of the vent is to reinforce that from the front of 
the cone. At /,/, the frequency of the vent resonance, and ly are approximately 
in quadrature ; above fy the desired reinforcing condition is approached, but below 
fy the two air currents oppose one another. 

The performance of the system is determined by the value of which is normally 
made equal to the loudspeaker bass resonant frequency, and also by the ratio Ly/ C(^. 
With a large cabinet and large vent (C^ large, Ly small) the response can rise to a 
peak in the bass, while a small cabinet and a small vent (Cq small, Ly large) will give 
much the same effect as a completely closed cabinet, i.e. there may be bass loss. 

+ s 



;5! 



IT 



IMPEDANCE 



A 



50 60 IOC 200 
FREQUENCY tC/S) 




SO 80 100 200 
FREQUENCY (C/S) 

FIG. 20. 17 



Fig. 20.17. Free-air axial response of a vented baffle loudspeaker and corresponding 
impedance characteristics (a) conventional damping (b) optimum damping (c) excessive 

damping of partition. {Ref. 135.) 
Between these two extremes, there will be a pair of values for Ly and which gives 
the best approximation to a flat frequency response. The cabinet volume required 
for this last condition depends on the efficiency of the loudspeaker unit and the output 
impedance of the amplifier. Fig. 20.17 shows the response and impedance charac- 
teristics of a 15 inch unit in a 10.5 cu. ft. cabinet. Curves (a) are for the cabinet lined 
with kapok quilt and carpet felt, with internal space left free ; a serious internal 
resonance shows at about 120 c/s. Curves (b) show how this resonance was sup- 
pressed by introducing into the cabinet a partition having a window of area about 
170 sq. ins. covered with three layers of i in. carpet felt. This damping does not 
seriously affect the frequency response but it suppresses the lower frequency impedance 
hump. Curve (c) shows the effect of too many layers of felt on the window. In 
this case the design aimed at a nearly level frequency characteristic down to 50 c/s. 

See also Ref. 211 for other form of equivalent circuit. 
(B) Unmatched vented baffles 

Unmatched vented baffles preferably incorporate a loudspeaker having a very low 
bass resonant frequency. The cabinet is designed quite independently of the loud- 
speaker and may, if desired, be fitted with an adjustable vent. In the latter case 
the maximum vent area may be somewhat greater than the loudspeaker cone area, 
while in the other extreme the vent may be completely closed. Using a cabinet 
2 ft. X 2 ft, X 18 ins. (volume 6 cu. ft.) and a loudspeaker with a bass resonant fre- 
quency of 30 c/s, the frequency of maximum acoustical pressure increases from 40 
to 60 thence to 75 c/s as the vent area is varied from small to medium to large respec- 
tively. The height of the maximum response above that at 400 c/s rises from 4 db 
(small vent) to 6 db (medium vent) thence to 8 db (large vent) (Ref. 13A). 

In other cases a loudspeaker is used which has a bass resonant frequency of con- 
ventional value, but here also the vent frequency is higher than the loudspeaker bass 
resonant frequency. This permits the use of a smaller cabinet while still retaining 
some of the good features of a matched vented baffle, although it is not so good on 
transients. In all cases an adjustable vent area is desirable. Tunnels are not gener- 
ally used, since they give no flexibility of adjustment. 

The vent frequency should not exceed (say) 90 c/s, otherwise the tone will be poor. 
This limits the reduction in cabinet volume to about 2^ cubic feet. 
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The shape of the cabinet, as well as its volume, affect its frequency response and 
impedance characteristics. For example, a change from 30 ins. X 15 ins. X 8 ins, 
to an equivalent volvime 15 ins. x 15 ins. X 16 ins. caused an increase from 45 to 
58 c/s in the lower impedance peak and from 75 to 110 c/s in the higher peak (Ref. 
117). In the cubic shape of cabinet the addition of an internal partition between 
loudspeaker and vent, extending approximately half-way from front to back, causes a 
reduction in the frequencies of both impedance peaks, and is claimed to give improved 
results on both speech and music (Ref. 117). 

Careful attention to damping, along the lines given above for both enclosed cabinets 
and matched vented baffles, would be well repaid. 

(c) Special types of vented baffle loudspeakers— see Supplement. 

Refs. to vented baffles : 4, 9, 12, 13, 13A, 29, 36, 76 rPart 2), 85, 96, 1 13, 116, 116A, 
117, 118, 135, 143, 144, 147, 150, 151, 166, 168, 175, 182, 188, 202, 209, 211, 225, 
229, 230. 

(v) Acoustical labyrintU*^ loudspeaker 

The acoustical labyrinth gives a performance somewhat similar to that of a vented 
baffle. The rear of the cone drives a long folded tube, lined fig. 20.18 

with sound absorbing materials, the mouth of which opens in 
front of the cabinet (Fig. 20.18). The length of the tube is 
approximately 7 feet (measured on the centre-line) for nearly 
linear response down to 70 c/s. The loudspeaker bass re- 
sonance loaded by the labyrinth is preferably at a frequency at 
which the wavelength is four times the length of the tube ; in 
the example this is 40 c/s. If this latter condition is not ful- 
filled, the frequency response will not be linear. ^ The loud- 
speaker resonance frequency in the example was reduced from 
50 to 40 c/s by the loading of the labyrinth. This is the only 
form of baffle which reduces the bass resonant frequency of a 
loudspeaker. The rise of impedance from 400 c/s down to the 
bass resonant frequency is reduced considerably by the acous- 
tical labyrinth — in one case the ratio was reduced from 10:1 to 
4.3 : 1 (Ref. 27). 

References 13, 14, 27, 28, 188, 204, 225 Part 2. 

(vi) The R-J loudspeaker 

The R-J loudspeaker has a particularly compact bass unit, to which any desired 
tweeter can be added. In one design a 15 inch woofer unit is mounted in a cube with 
18 inch sides and fundamental bass reproduction is claimed down to 20 c/s. Only 
the forward radiation is used, but both sides of the cone are loaded. The back of the 
speaker is completely enclosed within a small stiff cavity. The front of the woofer 
works into a carefully designed rectangular duct, and the sound issues from a slot 
extending across the base of the enclosure. 

Refs. 189, 190, 219, 234. See also Supplement. 

(vii) Design of exterior of 

cabinet 

The sharp comers on the usual more- 
or-less box shaped cabinet, particularly 
those of the side in which the loud- 
speaker is mounted, produce diffraction 
effects causing a sequence of peaks and 
valleys up to ± 5 db in the response 
characteristic. The best shaped en- 
closure is a complete sphere, while the 
worst is a cube with the loud-speaker 
in the centre of one side. A rectangu- 
lar parallelepiped (box shaped) with 
the loudspeaker closer to one of the 
short sides than to the other is an im- 




Fig. 20.18. Sec- 
tional view of 
acoustical labyrinth 
loudspeaker. 




6inil-*-lft-»-J 



FIG. 20 19 

Fig, 20.19. Loudspeaker enclosure to 
minimize diffraction effects (after Ref, 193). 



"Acoustical Labyrinth" is a registered tr; 



.Carlson Co. 
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provement over the symmetrical cube, but still far from the ideal. A very close ap- 
proach to the ideal is given by a rectangular truncated pyramid mounted on a rect- 
angular parallelepiped (Fig. 20.19) Ref. 193. 

In all cases it is desirable that the edge of the cone should be flush with the front 
of the cabinet. 



SECTION 4 : HORN LOUDSPEAKERS 

(i) Introduction (it) Conical horns {Hi) Exponential horns (iv) Hyperbolic 
exponential horns (v) Horn loudspeakers — general (vi) Folded horn loudspeakers 
(vii) High frequency horns (viii) Combination horn and phase inverter loudspeakers 
for personal radio receivers (ix) Materials for making horns, 

(i) Introduction 

A horn is used in conjunction with a diaphragm or cone loudspeaker for the pur- 
poses of increasing the acoustical loading on the diaphragm (over a limited frequency 
range) and thereby increasing the efficiency and reducing non-linear distortion. 
With a horn, inside the useful frequency limits, the movement' of the diaphragm is 
much less and the acoustical damping is much greater than on a flat baffle, for the 
same acoustical power output. Thus with a horn, a smaller diaphragm can radiate 
a given acoustical power. 

A horn is essentially a device which transforms acoustical energy at high pressure 
and low velocity to energy at low pressure and high velocity. 

Horns are of various shapes— conical, parabolic, hypex and exponential, but the 
exponential is most widely used. 

A well designed and well executed exponential or hypex horn loudspeaker is capable 
of giving a flatter frequency output characteristic with less distortion than any other 
form of loudspeaker. 

References 13A, 14, 15, 59, 82, 142, 177, 188. 

(ii) Conical horns 

A conical horn is one having straight sides ; it functions in a manner similar to an 
exponential horn but its throat resistance is less than that of an equivalent exponential 
horn, except at high frequencies. Conical horns are sometimes used with cone 
tyipe loudspeakers to give directional characteristics ; the angle of propagation is 
then approximately equal to the angle of the horn. 

Conical horns are sometimes used, for economy, as the first section at the throat 
end, with an exponential horn forming a second seaion at the mouth end. This 
device is frequently used with folded horns. Sometimes an approach to an exponential 
horn is made with a number of conical sections, each with a clifferent degree of taper. 
All such compromises lead to inferior performance. 

References 13A, 14, 15, 142, 175. 

(iii) Exponential horns 

In an exponential horn, the cross-sectional drea (S) at any point distant x feet along 
the axis is giveii by 

5 - 5o€-- (1) 

where *So = cross-sectional area at throat (sq. feet) 

f = 2.71828 (Naperian base) 
and m — flaring constant. 
Equation (1) may be put into the form 

S/Sq = c"*' 

Therefore mx - log. (S/S^) = logio (S/So) x 2,3026, 
If (S/So) = 2 then mx = 0,3010 X 2.3026 = 0.6931. 
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If (S/Sq) = 4 then mx = 0.6020 x 2.3026 - 2 X 0.6931. 
We may therefore deduce that 

(1) the cross- sectional area doubles itself each time the distance along the axis 
is increased by 0.6931/w. 

(2) the value of w (in inverse feet) is equal to 0.6931 divided by the distance along 
the axis in feet for the cross-sectional area to double itself. 

This is shown more clearly below where /' = 0.6931/w : 



Distance along axis 


Cross-sectional area 


X = 0 (at throat) 


5o 




X = r 


5 - 


25o 


X = 21' 


5 = 




X = 3V 


5 = 


85o etc. 



The corresponding diameter and side of circular and square cross sections 
are : 



Distance along axis 




The flare cut-off frequency for an infinite exponential horn is given by 
/o = m X 89.5 
while the corresponding cut-off wavelength is 



where m is expressed in inverse feet. 



(2a) 
(2b) 



FIG. 20. ?0 




Fig. 20.20. Exponential horn of either circular or square cross-section. 



Design on basis of minimum useful frequency 

The characteristics below are given as a function of f\ the lower frequency limit 
for satisfactory horn loading. The value of/' is arbitrarily taken as 1.2 times the 
flare cut-off frequency for an infinite exponential horn ; it isj of course, influenced 
also by the dimensions of the mouth and the length of the horn. 

The value of m, the flaring constant, should then be equal to or less than 
10.5/A' (2c) 
where A' ^ wavelength (in feet) of the minimum useful frequency (/') for satisfactory 
horn loading. 
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Minimum useful frequency (/') 


50 


100 


150 


200 


c/s 


Maximum useful wavelength (A') 


22.6 


11.3 


7.52 


5.65 


feet 


Maximum value of m 


0.47 


0.93 


1,40 


1.85 


inverse feet 



The diameter of the mouth shoiild preferably not be less than one third of the 
maximum useful wavelength, while the effect of resonances at the low frequencies 
may be made negligible by increasing the mouth diameter to two thirds of the maxi- 
mum useful wavelength (A'). Taking the smaller mouth diameter, and referring to 
the minimum useful frequency': 

Minimum circumference = 1.05 A' = 1200//' (3) 

Equation (3) may be applied to any shape of mouth — see table below : 



Circumference (min.) 


24 


12 


8 


6 


feet 


Maximum useful wavelength (A') 


22.6 


11.3 


7.52 


5.65 


feet 


Minimum useful frequency (/') 


50 


100 


150 


200 


c/s 



(4) 



(5) 
(6) 
(7) 



Horns with circular cross-section 

In this case the equation is 

d = do€^^^ 

where d — diameter in feet 
and do = throat diameter in feet. 

Diameter at mouth : d„ = t/o**""* 

or = do antilogio (m//4.605) 

Length : / = (4.605/m) logio {djd^) 

For chan sec Ref. 39 Chart III. 

Flaring constant: m = (4.605//) logio (djdo) (8) 
If the minimimi useful frequency is taken as /' where /' = 1 .2/o, and if the minimum 
diameter of mouth is taken as one third of the wavelength at frequency f, then m 
may have its maximum value of 10.5/ A' and 

minimum diameter of mouth = A73 = 380//' (9) 
minimum length = (500//') logjo (380//' d^) (10) 
where A' = wavelength in feet at frequency /' 

/' = 1.2/o = 1.2 X flare cut-off frequency 
do = diameter at throat in feet 
and all dimensions are in feet. 
Horns with square cross-section 

These follow the same laws as horns of circular cross-section having diameters 
equal to the sides of the square, but the length and mouth dimensions are slightly less 
for the same minimum useful frequency /' : — 

minimum side of mouth = 300//' (11) 
minimum length* - (500//o) log^o (300//'ao) / (12) 

where a© = length of side at throat. 

For cutting the side of a square horn frx)m a sheet, see Ref. 
General references to horn dimensions : 39, 46, 82. \ // 
References to theory of exponential horns : 13A, 142> 17^, 188. 

(iv) Hyperbolic exponential horns hypex ") 

A hyperbolic exponential horn is one which follows the law 



S 

where 5 — 



So 
m 

X 
T 



and 



5o[cosh mx -\- T sinh mxY (13) 
cross-sectional area at distance x along the axis in sq. ft, (or in any 
other convenient units) 
cross-sectional area at throat in sq. ft. 
flaring constant 

distance along the axis in feet 

shape parameter ( T may have any value fix)m zero to infinity). 



♦For chart see Ref. 46 Figs. 1 and 2 
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The cut-off frequency is the same as for an exponential horn having the same 
flaring constant — see eqn. (2a). When T = 1, the horn is exponential. When 
T = 1 /(mxo) and m is allowed to go to zero, the horn is conical. When 7 = 0 the 
horn is hyperbolic cosine or catenoidal (Refs. 13Aj 123, 140, 142, 188). The name 
" hypex " is usually applied when T is greater than zero and less than unity. 

The value of T in " hypex " horns is usually between 0.5 and 0.7, and within these 
limits the throat resistance of an infinite horn is more nearly constant than that of an 
exponential horn, at frequencies slightly above the cut-off frequency. These com- 
parisons are for constant throat, mouth and length of horn ; under these conditions 
a " hypex '* horn with T of the order of 0.6 has improved low frequency charaaeris- 
tics as compared with those of an exponential horn. Consequently, for equivalent 
performance, a " hypex " horn may be made more compact than an exponential horn. 
A further useful feature of the " hypex " characteristic is that it makes possible a 
gradual transition from conical, via " hypex " with varying 7, to exponential (Ref. 123). 

An analysis of the response peaks in finite hyperbolic horns, and design procedure 
for horns to have peaks at pre-determined frequencies, is given in Ref. 139. 

(v) Horn loudspeakers — general 

(A) Frequency limitations 

The resistive component of the throat impedance drops rapidly below about 1.2 
times the flare cut-off frequency. Some output is obtained with finite horns at, 
and even below, the flare cut-off frequency (Ref. 45), but at frequencies below the 
flare cut-off frequency there is a strong tendency towards the production of har- 
monics. Care should therefore be taken to eliminate from the amplifier any appreci- 
able output power below about 1 .2 times the flare cut-off frequency, unless the loud- 
speaker is known to be capable of handling such frequencies without damage or dis- 
tonion. 

The resonant frequency of the diaphragm should not be less than the flare cut-off 
frequency, and preferably not less than 1 .2 times this value., in order to ensure sufficient 
loading at the resonant frequency. 

The only known method for handling frequencies below the flare cut-off frequency 
of an exponential horn, with good fidelity, is the use of an enclosed air-chamber 
behind the diaphragm, resonant at a frequency in the vicinity of the flare cut-off fre- 
quency, as used with the Klipsch loudspeaker. This air-chamber is designed to 
provide a capacitive reactance approximately equal to the inductive reactance (inen- 
ance) of the horn at the flare cut-off frequency. The volume of the air-chamber is 
given by eqn. (15) in Sect. 4(vi) below — see also Ref. 31. 

(B) Diaphragm and throat 

Some horns are designed with the throat area the same as the diaphragm area. 
Greater acoustical loading is obtained by the use of a larger diaphragm and a sound 
chamber. The maximum size is limited by the high frequency response— the dis- 
tances from any parts of the diaphragm to the throat opening should vary by less than 
one quarter of the wavelength of the highest frequency to be reproduced. The 
simplest form of sound chamber is Fig. 20.21 A, with a single hole in the centre. Better 
high frequency performance is obtained with the more complex forms of Figs. 20.21 
B, C. 

Relatively large throats are necessary for high efficiency at low frequencies, and 
relatively small throats are necessary for high efficiency at high frequencies. Conse- 
quently any loudspeaker must be a compromise, and the highest efficiencies are 
obtained with limited frequency ranges. 

Second harmonic distortion is generated in the throat and follows approximately 
the theoretical relationship 

Percentage second harmonic = (VW/S\) ifJU) X 100 (14) 
where W = acoustical watts per square centimetre of throat area 

/i = frequency being radiated 
and /o = cut-off frequency due to flaring (eqn. 2). 
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FIG. 20.21 

Fig. 20.2 1 . Different forms of sound chambers in horn loudspeakers. 



For example if a horn with a 40 c/s cut-ofF is to reproduce a 4000 c/s note, there 
will theoretically be 8% second harmonic distortion for an acoustical power of 0.01 
watt per square inch of horn throat. The aaual distortion appears to be about half 
the theoretical value. 

Thus for reasons of both efficiency and distortion, a horn should only be designed 
to cover a limited frequency range. 

(C) Driving units 

The simplest driving mechanism is the electro-magnetic type with an iron dia- 
phragm as the armature (Fig. 20.21 A). 

All modern driving units are of the moving-coil type and may have a diaphragm 
of aluminium alloy or some form of paper or a cloth base impregnated with synthetic 
resin. 

Well designed direct-radiator loudspeakers may be used as the driving mechanisms 
for horns. The most suitable size is from 8 to 12 inches diameter for medium power 
requirements. Some loudspeakers are designed specially for this application. 

Where high power output at very low frequencies is required, a 15 inch unit may 
be used, as in the Klipsch corner horn described below. 

(D) Distortion 

In addition to the distortion caused by the throat, there is also distortion due to 
the sound chamber. The acoustical capacitance is a function of the position of 
the diaphragm, and the effect is most apparent at low frequencies where the amplitude 
is large. This distortion may be reduced by the use of a large sound chamber, thus 
limiting this unit to low frequencies only. A separate high frequency unit with a small 
sound chamber may be used, since it will not be required to handle large amplitudes. 

Distortion is also caused by a non-linear suspension ; this is only serious at low 
frequencies (Ref. 14, Fig. 8.21). Distortion at low frequencies due to non- 
linear suspension may be reduced by 

(1) the use of a large dynamic driver, 

(2) increased compliance in the suspension, 

(3) an enclosed air-chamber at the rear of the diaphragm as in the Klipsch corner 
horn. 

Another cause of distortion is frequency modulatiou through the Doppler 
Effect— see Sect. 7(ii) — which can be reduced to small proportions by the use of 
separate high and low frequency units. 

It is impossible to design a horn loudspeaker that covers a wide frequency band 
and is simultaneously free from non-linear distortion. Thus two separate units for 
low and high frequencies are essential for fidelity. This is a limitation peculiar to 
horn loudspeakers. 

(E) Efficiency 

With horn loudspeakers efficiencies as high as 80% can be achieved over a limited 
frequency range. A typical horn of the type used in cinema theatres has an efficiency 
from 30% to 45% over its useful range. The Klipsch corner horn has an efficiency 
around 50% over its useful range. 
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(F) Directional characteristics 

For wavelengths larger than the mouth diameter, the directional characteristics 
are approximately the same as for a cone the same size as the mouth. At frequencies 
above 3000 c/s the directional characteristics are only slightly affected by the flare 
or length. At intermediate frequencies the directional characteristics are broader 
than those obtained from a piston (cone) the size of the mouth. 

When a number of horns are arranged in a line, a sharp beam will be obtained when 
the horns are parallel to one another, while a broader beam will be obtained when they 
are arranged radially. 

(G) Electrical impedance 

A rise in electrical impedance normally occurs at the diaphragm resonance, although 
less than that with a direct radiator, with a rise at the higher frequencies as with a 
moving-coil direct radiator. 

On account of the variation in impedance, triode power valves (preferably with 
negative voltage feedback) are highly desirable for fidelity. 

(H) Damping and transients 

With a well designed horn of sufficient mouth area, or with a smaller horn in which 
the resistive loading has a peak in the vicinity of the bass resonant frequency, the 
acoustical damping at that frequency will be high. The damping due to the output 
resistance of the amplifier will be additive. 

At higher frequencies, experimental results indicate that spurious transients are 
much lower in horn loudspeakers than with direct radiators. For example (Ref. 1 55), 
a 12 inch direct radiator loudspeaker, when loaded by a short horn, gave 12 to 15 db less 
transient level than when used without the horn, using Shorter*s method — see Sect. 
7(iii). 

(I) Horns and rooms 

Horns require larger rooms than direct radiator loudspeakers, even apart from the 
space occupied by the speaker itself, owing to the roughness of the overlap between 
the low and high frequency units. The distance from loudspeaker to listener must 
be greater than that with cone type direct radiators (Ref. 150). 

Horn loudspeakers are frequently mounted in the corner of the room, so that the 
angle between the walls acts as sort of continuation of the horn. Some ingenious 
corner horns have been developed, for example one in which the difference between 
the solid angle between the walls and the desired exponential flare is taken up by 
a suitably shaped "plug" (Ref. 130), 

(vi) Folded horn loudspeakers 

Owing to the large space required by a horn, much attention has been paid to 
folded horns. These all involve some loss of the higher frequencies^ due to re- 
flections and differences in length of path causing cancellation of some frequencies. 
The number of folds should be kept to the minimimi — most folded horns have only 
one or two folds. Any increased number of folds, if unavoidable, must be accompanied 
by a reduction in the maximum frequency. 
Concentric folded horns 

In these, the high frequency loss may be made fairly small, and it is possible to 
cover a range from below 200 up to 8000 c/s. One popular form is the three section 
directional reflex (Fig. 20.22A) in which the total length of the air colimm is nearly 
three times the overall length ; this gives useful radiation over an angle of 60°. A 
modified form is the radial type which may be suspended from the ceiling to give an 
angle of 360° ; this gives almost the same radiation upwards as downwards. Refs. 
2, 82. 

Low frequency folded horns 

When a folded horn is used as the low frequency unit in a dual system, the loss of 
higher frequencies is actually an advantage, and the inner surface of the horn is fre- 
quently covered with sound absorbent material to eliminate high frequency reflections. 
Some of the forms which such a horn may take are given in Figs. 20.23 (Ref. 51) and 
20.24 (Ref. 52). 
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DRIVER UNIT 




FIG. 20.23 



Fig. 20.22. Concentric folded horns (A) three section reflex (B) three section reflex 

radial type. 

One outstanding design is the Klipsch corner type speaker which includes a folded 
low frequency horn. 

This is notable mainly on account of the comparatively small space which it occupies 
—20 cubic feet in. all — compared with other dual horn systems 
having equivalent performance. The efficiency of the low 
frequency woofer unit (K-3-D) is not less than 50% down to 
36 c/sj and still fairly high at 32.7 c/s ^ it is capable of radiating 
a clean fundamental at reduced power down to 27 c/s. Maxi- 
mum electrical power input is 15 wattSj so that the maximum 
acoustical power output is over 7 watts. 

The low frequency unit has a 15 inch direct radiator loud- 
speaker with an enclosed cabinet baffle at the rear and a folded 
horn in front. The recommended driver for ordinary home 
and small theatre power levels is the Stephens P-52-LX-2 
woofer motor ; this is specially treated to increase its com- 
pliance before installation. The enclosed cabinet baffle at 
the rear is designed to offset the mass reactance of the throat 
impedance at low frequencies. The volume of the enclosed 
baffle is given theoretically by 
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Fig, 20.23. Folded 
horns for low fre- 
quencies actuated 
by rear of cone with 
area increasing in 
steps. 



V = 2.9 AR (15) 
where V = volume in cubic inches 

A = throat area in square inches 
and R = length of horn in inches within which the horn 
area doubles. 



FIG. 20.24 




Fig. 20.24. Folded horns for low frequencies — as part of dual system, with conical 
individual sections. (Ref, 52.) 
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For the K-3 woofers, ^ = 88 sq. ins., = 16 
and the calciilated volume is 5270 cubic inches. 
This equation presumes the suspension com- 
pliance to be infinite, which is not the case ; some 
experimental adjustment is therefore necessary. 

The general construction is shown in Figs. 
20.25 and 20.26. The voice coil impedance of 
two designs, the second with increased cone com- 
pliance, is shown in Fig. 20,27. 

The cross-over frequency is 500 c/s, so that 
the high frequency horn has to be of unusual 
design, capable of handling 15 watts input down 
to 500 c/s. The recommended driver for home 
use is the Stephens P-15 HF motor, with which 
the response is good to 15 000 c/s. Other suit- 
able drivers are the Jensen XP-101, Western 
Electric 713A, or Stephens P-30, P-40. The 
cell structure is contained in the region of small 
cross-section of the horn, so that the individual 
mouths of the cells are smaU. The construction 
of the high frequency horn is shown in Fig, 20.28. 

References to Klipsch horn loudspeakers : 30, 
31, 32, 33, 34, 48, 99, 115, 119, 122. 

(vii) High frequency horns 

High frequency horns are frequently used 
in dual or triple systems in conjunction 





FIG. 20.26 

Pig. 20.26. Side and front views of the 
Klipsch bass reproducer Model K-3, 
{Ref, 48). 



FIG. 20.25 

Pig. 20.25. Top and isometric 
view of the Klipsch bass repro- 
ducer Model K-3, (Ref. 48). 

with either horn or direct-radiator low 
frequency imits. They are only cap- 
able of satisfactory radiation over an 
angle of from 20 to 40° for a single 
horn, but up to six similar horns may 
be built into one unit operated by a 
single driver to give good coverage over 
a wide horizontal angle (Refs. 76 Part 1 ; 
52, 136). Alternatively the multi- 
cellular construction may be adopted 
(Ref. 33). Diffusing lenses may also 
be used with high frequency horns as 
an alternative to multi-ceUular con- 
struction, to spread the sound over 
a wider angle. In one example the 
angle was increased from about 20° 
to over SC" at 8000 c/s by the use of 
such a diffusing lens . The construction 
appears cheaper than a multi-cellular 
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Fig, 20.27. Voice coil impedance of two designs of Klipsch bass reproducer (A) Model 
K-3-B as Ref. 48 (B) Model K-3-C (cone with increased compliance). (Ref 99). 



hom and permits greater flexibility in applicatioa (Refs. 120, 141). 

References to comer ribbon high frequency hom : 229, 230. 

Reference to reverse flare principle in high frequency hom : 232. 

See also the Klipsch high-frequency hom (Fig. 20.28) and page 858. 

References to high frequency homs : 33, 76 (Part 1), 80, 137, 165. 

General references to homs : 2, 13A, 14, 15, 30, 31, 32, 33, 34, 38 (Parts 1 and 2), 
39, 45, 46, 47, 48, 51, 52, 59, 69, 73, 76, 77, 82, 99, 115, 119, 128, 130, 137, 142, 147, 
165, 175, 177, 206, 209, 211, 217, 232, 



(viii) Combination horn and phase 
inverter loudspeakers for per- 
sonal radio receivers 

A combination hom and phase invener 
loudspeaker for personal radio receivers 
has been described (Ref. 124) which has an 
efficiency of about 25% and a frequency 
range frt>m 300 to 4000 c/s. A sound level 
of 84 db is obtained at 3 feet from the 
loudspeaker with an input of lOmW — this 
level is somewhat higher than conver- 
sational speech. Sub-miniature valves 
and very small B batteries may therefore 
be used to give an acceptable sound out- 
put from a receiver having a cubic capacity 
of 41 cubic inches. 

(ix) Material for making homs 

The best materials are concrete, brick 
and masonry. The most practical material 
for hom construction, with many good fea- 
tures, is untempered 3/16 inch Masonite. 
It should be reasonably strutted and 
backed with absorbent material (Ref. 191). 




Fig, 20.28. Klipsch high frequency horn 
loudspeaker : Upper view — sectional 
view from top ; lower view — sectional 
view from the side through line 3-3 of 
upper view, (Ref. 33). 
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SECTION 5 : DUAL AND TRIPLE SYSTEM LOUDSPEAKERS 

(0 Introduction («) Choice of the cross-over frequency (Hi) The overlap region 
(iv) Compromise arrangements, 

(i) Introduction 

When a wide frequency range has to be covered there is a choice between 

1. A single unit employing some special construction to extend the frequency 
range — see Sect. 2(iii)3 

2. Two or three separate loudspeakers, each covering a limited frequency range, 

3. An integral dual or triple system with two or three loudspeakers mounted 
(usually co-axially) in one equipment, and 

4. Some compromise arrangement — see (iv) below. 

If separate loudspeakers are used, they should be mounted as closely together as 
possible, with co-axial mounting as the ideal ; this is not so important when the 
cross-over frequency is below 500 c/s. In addition, they should be co-planar, with 
the plane of horn loudspeakers taken as the plane of the diaphragm. The loud- 
speakers should be correctly phased, so as to be additive in the overlap region. 

A frequency dividing network is used to split the output between two loudspeakers 
so that neither unit is called upon to handle large amplitudes of frequencies beyond 
its range. This has the advantage that Doppler Effect distortion (see Sect. 7) is much 
reduced. Other advantages are that, on account of limitations in the frequency range 
of each unit, the system efficiency is increased, while the directivity characteristic 
is improved due to the smaller diaphragm (or horn mouth) for the high frequency 
unit. In addition, the transient response is improved, and there is less intermodula- 
tion and reduced frequency modulation. 

The loudspeakers sho\ild preferably have the same efficiency, otherwise one will 
have to be attenuated. The directional characteristics of the high frequency unit 
should receive careful attention. 
Integral dual systems 

One excellent arrangement employs two cones, co-axial and co-planar, with the 
small high-frequency cone mounted near the apex of the large cone. Both cones 
vibrate in unison in the overlap region. (Refs, 61, 116, 116A). 

Another arrangement employs a large low-frequency cone and a co-axial high- 
frequency horn. This has the disadvantage that the sound sources are not co-planar, 
since the diaphragm of the high frequency unit is mounted to the rear of the cone. 
Integral triple systems 

In one design there is a large low-frequency cone, a mid-frequency horn using the 
flared low-frequency cone for its mouth, and a high-frequency horn mounted in 
fttjnt of the mid-frequency horn. 

(ii) Choice of the cross-over frequency 

In a dual system, that is one having a low-frequency and a high-frequency loud- 
speaker, the cross-over frequency is usually between 400 and 1200 c/s. The follow- 
ing^ points must be satisfied. 

1. The low frequency unit (" woofer ") must be capable of handling at least half 
an octave above the cross-over frequency, at ftiU power. See also (4) below. 

2. The high frequency unit must be capable of handling at least half an octave 
below the cross-over frequency at full power. See also (4) below. 

3. Provided that point (2) can be satisfied, the cross-over frequency should be 
as low as possible, say 400 to 500 c/s, 

4. If a 6 db/octave frequency dividing network is used, each unit should be 
capable pf handling one octave beyond the cross-over frequency at full power, 
and about 3 octaves beyond the cross-over frequency at reduced power. 

Some systems have cross-over frequencies from 1200 to 2000 c/s, in which case 
the high frequency unit approaches more closely to a true " tweeter," since the latter 
is generally limited to frequencies above 2000 c/s (Refs. 11, 45). 
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In a triple system there is no necessity for such a compromise regarding the cross- 
over frequency. The " woofer " may handle up to between 300 and 600 c/s, the 
middle unit up to between 2000 and 5000 c/s, and the " tweeter " will then look 
after the higher frequencies (e.g. Ref. 134). 

The design of frequency dividing networks is covered in Chapter 21, Sect. 3 

(iii) The overlap region 

Serious distortion often occurs in the overlap region when both units are contribut- 
ing to the total acoustical output. In a dual direct-radiator system in which the dis- 
tances from each cone to the listener are not equals the response characteristi-: will 
have pronounced peaks and valleys at frequencies where the two sources are in and 
out of phase. In the case of a dual horn system, particularly when one horn is folded, 
the acoustical paths may differ sufficiently to cause the same effect. Similar effects 
occur with other combinations, but the trouble is minimized in all cases by a low 
cross-over frequency (less than 600 c/s) and, in the case of dual horns, by a fairly steep 
attenuation characteristic (12 or 18 db/octave nominal). Most loudspeakers give 
serious distortion below the frequency of minimum rated response, even though the 
level is attenuated by the cross-ov'er network — hence the desirability of an extended 
frequency range. 

There tends to be a peak of distortion at the cross-over frequency owing to in- 
correct impedance matching and the partially reactive load. This is most serious 
with pentodes and beam pov/er amplifiers (see Chapter 21). 

(i /) Compromise arrangements 

One possibility is to use a single moving-coil loudspeaker with the front acting as a 
direct radiator, and the rear as bass horn (Ref. 51). Another arrangement uses a 
single driver with a high-frequency horn facing forwards and a folded bass horn 
driven by the rear of the diaphragm (Ref. 52). Owing to the use of a single cone or 
diaphragm, the high frequency response does not extend as far as with two separate 
units, each specially designed. 

General references to dual and triple systems : 11, 30, 33, 45, 48, 51, 52, 61, 76, 
130, 134, 150, 165, 167, 194, 215. 



SECTION 6 : LOUDSPEAKERS IN OPERATION 

(i) Loudness (ii) Power required {Hi) Acoustics of rooms (iv) Loudspeaker place- 
rmnt {v) Stereophonic reproduction (vi) Sound reinforcing systems (vii) Open 
air Public Address (viii) Inter-communicating systems (ix) Background music in 
factories, 

(i) Loudness 

Loudness may be measured in loudness units—see page 827 and Fig, 19.8. 

(ii) Power required 

(A) Direct radiation (outdoor) 

Some loudspeaker manufacturers quote the intensity level on the axis at a distance 
of, say, 30* feet with a stated electrical input power, usually with a warble frequency 
(from 300 to 3300*, 500 to 2500 or 500 to 1500 c/s). The intensity level decreases 
by 6 db each time the distance is doubled, or increases by 6 db each time the (iistance 
is halved. 

The intensity level increases by 3 db when the power input to the loudspeaker is 
doubled, by 6 db when the power is quadrupled, and so on. 

*R.M.A. SE-i03. See Sect. 6(x). 
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Example : At a distance of 30 feet on the axis, a certain loudspeaker is stated to 

produce a level of 81.5 db above 10"'* watt per square centimeter at 8 watts input 

with a warble frequency from 500 to 2500 c/s. Find the intensity level on the axis 
at a distance of 6 feet with 3 watts input. 

Effect of change of distance = 20 logm (30/6) + 14 db. 

Effect of change of power input = 10 log,o (3/8) = — 4.3 db. 

Net change = + 9.7 db. 

Intensity level at 6 feet with 3 watts input = 81.5 + 9.7 = 91.2 db. 

In other cases loudspeaker maniifacturers (such as R.C.A.) publish the curves of 
sovmd pressure versus frequency, from which it is easy to estimate the average over 
the frequency range of interest. In this case the reference level is 0 db = 10 dynes 
per square centimetre, and the microphone distance is 24 inches. In a typical case 
the output level is — 1 db for an input of 0.1 watt to the loudspeaker. The level at 
a distance of 30 feet for a power input of 8 watts will therefore be 

- 1 + 19.03 - 23.52 = - 5.49 db (0 db - 10 dynes/cm.^) 
or converting to the basis of 0 db = 0.0002 dyne/cmS 

- 5.49 + 93.98 = + 88.5 db (0 db = 0.0002 dyne/cm «). 
Alternatively the R.M.A. loudspeaker pressure rating may be quoted. For cal- 
culation and example see page 812. 



FIG. 20.29 




oot o\ i*o 10 

ACOUSTICAL WATTS OUTPLTT 



Fig. 20.29. Intensity in db versus acoustical watts output at specified distances along 
the axis of a loudspeaker which is considered as a small source in an infinite baffle. 
This holds fairly accurately at low frequencies^ with an error of I db at 500 c/s with 
a cone 10 inches in diameter. The numbers on the sloping lines indicate the distance 
in feet from the loudspeaker (based on F. Massa, Ref, 69, but extended and modified). 
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Again, the loudspeaker percentage efficiency may be known, say 3%, and it is 
desired to calculate the intensity at a distance of, say, 30 feet with an input of 8 watts. 
The unknown factor is the angle of radiation, but at frequencies up to 500 c/s this 
may be taken as approximately 180° (assimiing a direct radiator with a large flat 
baffle) and we may therefore make use of Fig. 20.29. In this case the acoustical 
output will be 8 x 0.03 = 0.24 watt and the intensity will be 87 db at 30 feet (Fig. 
20.29). 

At higher frequencies there will be an increasingly greater focusing effect, and the 
intensity on the axis will be somewhat greater than the value calculated above. 
(B) Power required indoors 

When a loudspeaker is operated indoors the direct radiation is supplemented by 
the reflected sound. 

The reverberation time is the time in seconds for a sound to fall to one millionth 
of its original intensity (— 60 db) after stopping the source. Eyring* gives 

0.05 V 

^ ~ - S log. (1 - a) 
where T = reverberation time in seconds, 
V = volmne of room in cubic feet, 

5 = surface area of walls, ceiling and floor in square feet, 
and a = average absorption coefficient per square foot, in sabins (values are less 
than unity). 

The sabin is an absorption unit representing a surface capable of absorbing sound 
at the same rate as does 1 sq. ft. of perfectly absorbing surface, such as an open window. 

In a typical living room, the reverberation time is about 0,5 second at 500 c/s and 
the absorption coefficient is about 0.25. The reverberation time falls to possibly 
0.3 second at 5000 c/s and rises to possibly 0.75 second at 200 c/s.(Ref. 14, Fig. 13.26). 

In a very large living room, the reverberation time would probably be about 0.8 
second at 1000 c/s. 

FIG. 20.30 




Fig, 20.30. Acoustical power required to produce an intensity level of 80 db as a function 
of the volume of the auditorium for optimum reverberation times {after Olson, Ref. 13, 
by kind permission of the author and of the publishers and copyright holders, Messrs, 
D. Van Nostrand Company Inc.), 

•Sec Ref. 13A page 399. 



www.pmillett.com 



864 



(ii) POWER REQUIRED 



20.6 



The ** optimum reverberation time " at 1000 c/s depends on the volume of the 
room (Ref. 13 A) : 

Volume 1000 2000 4000 20 000 100 000 500 000 cu. ft. 

Toyt 0.7 0.75 0.82 1.01 1.28 1.62 sees. 

In a typical room 20 ft. x 15 ft. x 10 ft., with a reverberation time of 0.5 second^ 
and with the listener 6 feet from the loudspeaker, the reflected sound adds 3 db to the 
direct radiation at 500 c/s under steady state conditions, and 1 db when the sound only 
continues for 0.02 second as for speech (Ref. 14, Fig. 13.26). At higher frequencies 
the reflected sound becomes rapidly smaller, and may be neglected. At 200 c/s 
the reflected soimd adds 5.5 db under steady state conditions or 2 db when the soimd 
continues for 0.02 second. At 100 c/s the reflected sound adds 9.5 db under steady 
state conditions, or 6 db when the soimd continues for 0.02 second. The effect of 
the reflected sound becomes more important as the listener moves further away from 
the loudspeaker. 

References 13A, 14, 15, 50, 55, 175, 178. 

The acoustical power in watts to produce an intensity level of 80 db (0 db = 
0.0002 dyne/cm^) is plotted in Fig. 20.30 against the volume of the enclosure in cubic 
feet (after Olson, Ref. 13A). For living rooms the following information may be 
derived — 



Volume 


1000 


2000 


3000 


4000 


cu. ft. 


Intensity 




Acoustical power in watts 






level 












55 db 


0.000 0051 


.000 0098 


.000 014 


.000 019 


watt 


60 db 


0.000 016 


.000 031 


.000 045 


.000 059 


watt 


65 db 


0.000 051 


.000 098 


.000 14 


.000 19 


watt 


70 db 


0.000 16 


.000 31 


.000 45 


.000 59 


watt 


75 db 


0.000 51 


.000 98 


.001 4 


.001 9 


watt 


80 db 


0.001 6 


.003 1 


.004 5 


.005 9 


watt 


90 db 


0.016 


031 


.045 


.059 


watt 


100 db 


0.16 


,31 


.45 


.59 


watt 


110 db 


1.6 


3.1 


4.5 


5.9 


watts 



These values apply to enclosures with optimum reverberation times. Living rooms 
may have reverberation times which are lower than the optimum values, and the 
acoustical power required will then be greater than indicated above. 

The intensity levels for home listening imder various conditions are set out in 
Chapter 14 Sect. 7(iii), 



(iii) Acoustics of rooms 

When a musical item is produced in the studio and reproduced by a loudspeaker 
in a living room, there are two reverberation times— that of the studio and that of 
the room. Good listening conditions are usually achieved by controlling the rever- 
beration time of the studio so that the music will soimd well in the average medium 
or large living room. Large concert halls with long reverberation times are not ideal, 
but there is nothing which can be done in the living room to improve matters. 

The desirable and usual rise of reverberation time at low frequencies with rigid 
walls may be replaced by a general fall, due to the vibration of walls, floor and ceiling. 
This is one prevalent cause of loss of bass, below 150 c/s ; if an attempt is made 
to counteract it by bass boosting, the acoustical effect is not quite natural (Ref. 53). 

It is preferable to mount the loudspeaker on sound absorbing pads or thick carpet 
to prevent the direct transmission of vibration to the floor. 

At low frequencies it is doubtful whether the reverberation time of a small or even 
medium sized room means much, because of room resonances producing standing 
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waves. In a typical case with a room 16 ft. 9 in. x 11 ft. 6 in. x 8 ft. 6 in. the first 
nine resonances are 36.8, 51.1, 62.9, 68.6, 73.6, 77.6, 85.5, 102.3, 137.2 (Ref. 53). 

The most desirable shape for a listening room is approximately in the ratio height : 
width : length ^ 1 : 1.27 : 1,62, so as to distribute the resonances fairly uniformly. 

The peaks due to these resonances are of the order of 20 db and completely mask 
less pronounced effects. The bad effects may be reduced by 

(1) increased acoustical damping at low frequencies, especially near the corners 
of the room where it is twice as effective as elsewhere (Ref. 175), and 

(2) an open door or window, or preferably both. 

In addition to these room resonances, which occur over the whole room, there are 
other peaks of response due to focusing or interference between different paths, at 
middle and high frequencies, which vary from point to point. Thanks to our two 
ears, these sharp peaks and valleys are much less evident than they otherwise would be. 

References 13A, 14, 53, 175, 192, 208, 220, 221, 

(iv) Loudspeaker placement 

The ideal position for a loudspeaker is in one corner of the room, either low down 
near the floor or in the corner between two walls and the ceiling. In either case the 
boundaries of the room form a triangular conical horn, and the angle of radiation is 
7t/2 steradians. The axis of the loudspeaker may point directly at the head of one 
listener, say seated with his head 42 inches above the floor, but every other listener 
will then lose something of the high frequencies. If a ceiling-corner position is used, 
the maximum angle of elevation between a listener and the loudspeaker should not 
normally exceed 30° ; this position is therefore limited to large rooms or those with 
low ceilings. If a special loudspeaker is used having wide angle radiation at all fre- 
quencies, the problem disappears. In other cases the trouble may be minimized by 

(1) accentuating the high frequencies and pointing the axis of the loudspeaker 
away from the listeners, who should be seated at approximately the same 
angle to the axis, or 

(2) keeping the listeners within an angle of 15° from the axis. 

Another possible position for the loudspeaker is in the corner of a room, half-way 
between floor and ceiling— this gives an angle of radiation of tt steradians. 

In all cases where a loudspeaker is mounted in the corner of a room, the adjacent 
walls and floor or ceiling should have reflecting surfaces so as to act as a horn. The 
rest of the room should have a considerable amount of damping material such as 
upholstered furniture, heavy drapings, carpets, books or acoustical tiles. 

In all cases, no listener should be closer than 4 feet from the loudspeaker, with a 
greater distance for dual or triple systems and considerably greater distance for horns. 

Loudspeakers with open-backed cabinets are very difficult to place satisfactorily. 
They should be about 9 inches out from the wall, and the wall behind them should 
preferably be damped by a heavy curtain or sheet of acoustical absorbent material. 
A corner position is desirable. 

If a loudspeaker must be placed along one of the walls, it should preferably be 
along the shorter side, about the centre. This gives an angle of radiation of 2tt 
steradians. 

If two separate loudspeakers are used, each handling the full frequency range, they 
may, if desired, be placed in positions wide apart, such as the two ends of a room. 
In a fairly large living room some approach to a third dimensional effect may be ob- 
tained with the listener slightly nearer to one loudspeaker — this is the pseudo-stereo- 
phonic effect, see (v) below. 

(v) Stereophonic reproduction 

Reproduced sound normally comes from a single source— the loudspeaker— so 
that there can be no indication of the direction from which the sound originally came. 
In stereophonic reproduction with three or more channels there can be a 3 dimensional 
effect which enables the listener to determine the position of the source. Stereophonic 
reproduction in the strict sense can only be applied in large concert halls or cinemas 
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where the audience is situated further from the loudspeakers than the distance be- 
tween any two loudspeakers. An illusion which gives a sense of spatial reproduction 
can be applied to a room by means of two loudspeakers each fed from a separate micro- 
phone through separate amplifiers. In radio broadcasting at least two separate trans- 
mitters and receivers are required — three channels are desirable. Some methods of 
recording are capable of carrying two or three channels, such as sound on film and 
magnetic tape (Refs. 86, 101, 226). 

There are methods of obtaining an approach to stereophonic reproduction with a 
single channel (Ref 87) 

When there are two loudspeakers so placed with respect to the listener as to give 
a transit time difference from 1 to 30 milliseconds, the impression is that of more 
" liveliness " and " body " (Ref. 125). This is the pseudo-stereophonic effect, 
and to be fully effective requires the listener to be at least 4 feet— and preferably a 
greater distance — nearer to one loudspeaker than the other. With suitable position- 
ing and relative volumes, the effect is quite surprising. 

A more elaborate method for heightening sound perspective utilizes volume ex- 
pansion in one of the two channels (Ref. 49). 

References 6, 13, 14, 36, 49, 68, 86, 87, 97, 101, 112, 160, 161, 162, 163, 169, 195, 
203, 216 (giving additional references), 226, 235, 236, 237, 238, also Supplement, 
(vi) Sound-reinforcing systems 

With this system there are two sources of sound, the original sound and the aug- 
mented sound from the loudspeakers. Usually the intensity of the original sound 
issuing from the stage will be sufficient over a limited area, but the sound energy from 
the loudspeakers must progressively increase towards the rear of the auditorium. 
The problem is to selea a loudspeaker or loudspeakers with suitable directional 
characteristics, and to adjust the power output and orientation so that the total in- 
tensity level is constant for all parts of the listening area. 

The acoustical power required to produce an intensity level of at least 80 db for 
ordinary speech and music is as follows (Ref. 13A) : 

Volume (cu. ft.) 10 000 50 000 100 000 500 000 

Acoustical power (watts) 0.014 0.06 0.11 0.5 

For full orchestral dynamic range, a maximum intensity level of 100 db is required, 
and the acoustical powers should be multiplied by 100. In noisy situations the sound 
level should be 10 to 16 db above steady noise or 20 to 30 db above the noise in re- 
latively quiet intervals. 

One of the problems in design is the avoidance of acoustical feedback. It is usual 
to adopt directional loudspeakers and sometimes also directional microphones. The 
microphone is movmted as close to the sound source as possible and in a position of 
low radiated sound intensity. 

For the best illusion to the listener the loudspeaker(s) should be mounted so that 
the soimd appears to come from the direaion of the original source. The difference 
in path length between the original sound and the sound from the loudspeaker should 
not exceed 60 to 80 feet. 

The overall response of the whole system should be free from peaks. When feed- 
back occurs, it does so at the frequency at which the system has a peak. 

If at all possible, low frequencies should be attenuated so as to reduce the size of 
the loudspeaker and of the amplifier, and to reduce acoustical feedback. A minimum 
frequency range for speech is 400 to 4000 c/s (Ref. 196). If orchestral music is to be 
amplified the whole frequency range should be provided for, although here also some 
compromise may be necessary. 

In small or medium halls a single loudspeaker or bunch of loudspeakers may be 
mounted 20 to 30 feet above the microphone and somewhat more forward than the 
microphone. The loudspeakers should be pointed downwards to the audience 
(Ref. 196). 

In larger halls one or more line-source loudspeakers may be used. A line- 
source consists of a number of loudspeakers mounted close together in a straight line. 
A vertical line-source gives directionality in the vertical plane but not in the horizontal 
plane. If the line-source is " tapered " in strength so that the sound from each ele- 
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ment varies linearly from a maximum at the centre to zero at either end, the direc- 
tionality is improved. The line-source should be tilted slightly forwards so that the 
central loudspeaker points directly to the centre of the audience. Better results may 
be obtained by using two line-sources, a long one for the low frequencies and a shorter 
one (one quarter the length of the long one) for the high frequencies, with a cross-over 
network for /, = 1000 c/s (Ref. 197). 

In large installations, time delay may be incorporated (Ref. 145, 197). 

Multiple loudspeakers 

Haas (Ref. 125) has investigated the effects of a single echo on the audibility of 
speech. He has shown that when the time delay of the echo is from 5 to 30 milli- 
secondsj the echo is not detectable as a separate source if the level of the echo is less 
than 10 db above that of the direct sound, and that the listener only has the sensation 
of hearing from the nearer loudspeaker. At greater time delays he determined how 
loud such an echo could be before interfering with speech (e.g. echo 0 db, 50 msecs, 
path difference 56 ft.). For echoes at lower levels see Ref. 308. See also Refs. 308, 
326, 327. 

A typical reflex horn, with an input of 1 watt to the voio; coil, gives the following 
sound levels on the axis (Ref. 73) : 

Distance 10 20 40 80 160 320 feet 

Sound level 100 94 88 82 76 70 db 

With a single horn, the axis should point directly to the farthest part of the audience. 
Horns may be arranged radially to cover a larger audience, allowing 30° for each horn. 

For speech reproductidp only, a 10 watt amplifier with two horn loudspeakers is 
sufficient for a crowd of 5000 people in quiet surroundings. For musical repro- 
duction a power of ^ watts with four loudspeakers will be required. It is usual to 
allow from 5 to 10 watts for each horn loudspeaker. Alternatively a large number of 
any convenient type of loudspeaker may be used, with the spacing between loud- 
speakers not greater than 70 feet. When a wider frequency range is required, some 
dual horn system is frequently used, particularly with open-air orchestral sound re- 
inforcing. 

For large crowds, several line-source loudspeakers — see (vi) above — may be used 
at the centre of the crowd. 
References 13A (pp. 292-296), 14 (pp. 406-409), 73, 104, 125, 176. 

(viii) Intercommunicating systems 

Only speech is to be reproduced, and the usual requirement is merely to have suffici- 
ent articulation to be understood. A reduced frequency range is almost universal, 
while a very restricted range is used in noisy surroundings (see Chapter 14 Sect. 11). 

References 1, 13 (pp. 297, 299), 13A (p. 426). 

(ix) Backgroimd music in factories 

If the noise level is comparatively low, the system may be quite conventional, with 
a frequency range from say 100 to at least 6000 c/s. Loudspeakers should be placed 
fairly close together to give good coverage of hig^ frequencies. The spacing should 
be adjusted so that, with the prevailing noise level, the range of each is slighdy over 
half the distance between them. 

If the noise level is high, the highest noise intensity is often limited in frequency 
range at both extremes. In such a case, as an alternative to over-riding the noise, 
the full frequency range up to 8000 c/s may be used for the music,' which may be at 
the same level as the mid-frequency noise. The low - frequency music range may 
either be used or attenuated as desired. Careful choice of the source of music is 
required to give the full frequency range without distortion. A conventional A-M 
receiver is unsuitable, owing to sideband cutting. Many shellac discs, especially 
the older onesj are unsuitable on account of limited frequency range. 

In aU cases some form of volume compressor or limiter is required to reduce the 
volume range, and the music should be selected to avoid sudden large changes in 
volume. 
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SECTION 7: DISTORTION IN LOUDSPEAKERS 

(t) Non-linearity (») Frequency-modulation distortion in loudspeakers (tit) Transi- 
ent distortion {iv) Sub-harmonics and sub-frequencies (v) Inter modulation dis- 
tortion. 

(i) Non-linearity 

Non-linearity in a cone occurs when the force versus displacement characteristic 
deviates from a straight line. The principal causes of non-linearity are — 

1. Insufficient rigidity in the cone, 

2. Non-linear suspension, and 

3. Non-uniform flux density. 

Lack of rigidity in the cone is usually the result of reduction in the mass of the cone 
to achieve high sensitivity. In addition to the other defects — ragged response and 
poor reproduction of transients — this has a marked effect in increasing the harmonic 
distortion over the whole frequency range (Ref. 15 Fig. 3). 

All cone or diaphragm suspensions are non-linear to a greater or less extent— their 
stiffness usually increases with larger amplitudes. The total harmonic distortion of 
any such loudspeaker is fairly low (of the order of 1%) at frequencies of about 300 c/s 
and above, and is not appreciably affected by non-linearity in the suspension. As the 
frequency is decreased, however, the distortion rapidly rises in loudspeakers having 
non-linear suspension. For example, one 10 inch dynamic loudspeaker with a non- 
linear suspension gives 10% total harmonic distortion with an input of 2 watts at 
60 c/s, and 30% distortion with an input of 10 watts at the same frequency (Ref. 13A 
Fig. 6.34), On the other hand a good quality loudspeaker is capable of handling an 
input of 10 watts at 60 c/s with only 3% total harmonic distortion, or an input of 
2 watts at 60 c/s with less than 1% distortion (Ref. 36 Fig. 25). 

When a loudspeaker is used in a well designed vented baffle, or in a suitable horn, 
the maximum amplitude of the cone will be decreased and the distortion arising from 
a non-linear suspension will also be decreased. 

Non-uniform flux density up to the maximum amplitude of operation is another 
source of harmonic distonion. This distortion is usually less than 1% so long as 
the amplitude of movement is small, consisting of odd harmonics only unless the field 
is not symmetrical about the voice coil. However at high input levels the distortion 
is usually severe. In one case total distortion at 50 c/s with an input of 5 watts, was 
reduced from 9% to less than 5%, by careful design (Ref. 84). 

At frequencies above 3000 c/s, the harmonic distortion with single large cone 
loudspeakers is negligibly small compared with the frequency-modulation distortion — 
see (ii) below. 

With dual loudspeakers, or a dual cone loudspeaker, the total harmonic distortion 
tends to reach a peak in the vicinity of the cross-over frequency — see Sect 5(iii)j 
also Refs. 36, 116. In one example the total harmonic distortion is over 3% from 500 
to 1500 c/s for a 15 inch duo-cone loudspeaker with an input of 5 watts. 

The cross-over distortion, and the other forms of distortion described above, all 
increase rapidly as the input power is increased. 

The harmonic distortion below the bass resonant frequency is selective 
(Fig. 13,54). When the load imposes a greater impedance to the harmonic than to 
the fundamental, the measured harmonic distortion increases. At a frequency equal 
to one-half of the bass resonant frequency the second harmonic rises to a peak since 
the second harmonic frequency is equal to that of the bass resonance. Similarly 
at a frequency equal to one-third the frequency of the bass resonance, the third har- 
monic rises to a peak, and so with higher harmonics. 

At frequencies above about 1000 c/s all harmonics tend to increase since the 
impedance of the load to the harmonics is greater than the impedance to the funda- 
mental. This is offset to some extent by the fact that with a triode valve or with most 
of the commonly used negative feedback circuits, as the load impedance is increased, 
so the distortion decreases. The nett effect is found by the combination of these 
separate effects. 
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A system has been developed (Ref. 152) for automatically recording the total har- 
monic distortion of a loudspeaker over the a-f range. This is particularly helpful 
in detecting narrow frequency bands where the distortion is high. 

One method of recording the performance of a loudspeaker with regard to non- 
linear distortion is to measure on the axis the maximum sound level before a certain 
amount of harmonic distortion is produced. This may be plotted as a curve of 
maximum undistorted sound pressure as a fimaion of frequency (Ref. 153). Alter- 
natively the distortion may be plotted as a funaion of frequency for constant electrical 
input. In all cases the loudspeaker must be tested in the enclosure for which it has 
been designed. 

References 13A (pp. 163-173), 20, 21, 23, 36, 61, 106, 108, 109, 133, 152. 

(ii) Frequency-modulation distortion in loudspeakers 

The origin of this form of distortion is the Doppler efifect whereby the pitch rises 
when the source of sound is advancing towards the listener and falls when it is receding 
(Refs. 3, 13A p. 18). The effect in loudspeakers is entirely independent of non- 
linearity. If a loudspeaker has two input frequencies, say 50 and 5000 c/s, the 
acoustical output can be resolved, like a frequency-modulated wave, into a carrier 
frequency (the 5000 c/s input) and sidebands (intermodulation frequencies) plus 
the 50 c/s input. The distortion may be measured in terms of the distortion factor, 
and so made comparable with the total harmonic distortion when a single input 
frequency is applied. The distortion factor on the axis is given by 

d.f, = 0.33 Aif2 per cent (1) 
where Ai = amplitude of cone motion (each side of the mean position) in inches 
at the modulating frequency — say 50 or 100 c/s 
/a = modulated frequency (variable frequency), 
and d.f. = distortion faaor in per cent, defined as the square root of the ratio of 
the power in the sidebands to the total power in the wave. 
The distortion faaor is proportional to the variable modulated frequency /a, and is 
quite small below 1000 c/s. As a typical example take a 12 inch loudspeaker with 
an equivalent single frequency power input of 0.125 watt to the voice coil — 
/a 1000 2000 5000 10 000 c/s 

d.f. 0.65 1.3 3.2 6.4 % 

This condition applies to an input of 4.2 watts with a loudspeaker efficiency of 3%. 
Tests have indicated that the greater part of the distortion above 3000 c/s with 
single loudspeakers is due to frequency modulation distortion ; this is reduced very 
considerably by the use of separate high and low frequency loudspeakers. 
References 3, 7, 13A. 

(iii) Transient distortion 

A transient is a waveform, usually with a steep wavefront, which does not repeat 
at periodic intervals. Any sudden commencement or cessation of a periodic wave 
has a transient component. For reproduction without distortion the acoustical 
waveform must be the same as the input waveform. 

It is known from the theory of linear dynamic systems of minimum phase shift 
type that the amplitude response, the phase characteristic and the transient response 
to various, applied waveforms are merely equivalent ways of observing the same in- 
herent performance of the circuit (Ref. 131). Poor transient response leads to fuzzy 
reproduction with poor definition. Some requirements for good reproduction of 
transients are 

(1) the loudspeaker must respond to the highest audible frequencies, 

(2) the loudspeaker frequency response characteristic must be smooth and 
imiform, and free from sharp peaks and dips, 

(3) the loudspeaker must be sufficiently damped, particularly near the bass 
resonant frequency, 

(4) the bass resonant frequency should be as low as possible^ and 

(5) the phase-shift characteristics of the loudspeaker should be good. 



www.pmillett.com 



870 



(iii) TRANSIENT DISTORTION 



20.7 



Reasonably good response to transients is obtainable with loudspeakers having a 
frequency response to 10 000 c/s, but better response is achieved with an increase 
to 15 000 c/s. Generally speaking it is safe to say that a loudspeaker with a smooth 
response characteristic has a better transient response than one having sharp reson- 
ances, but considerable skill is required for an accurate interpretation of the response 
characteristic (see Ref. 131 for assistance in this direction). 

Loudspeaker damping at the bass resonant frequency has been dealt with in 
Sect. 2(x). With a suitable choice of loudspeaker and enclosure, and with a suffici- 
ently low amplifier output resistance, critical damping or any desired lesser degree is 
obtainable. There are differences of opinion as to the amount of damping to be used 
for good fidelity. Some prefer critical damping without any overshoot, others prefer 
a slight overshoot with its more rapid uptake (e.g. Ref. 174). 

At frequencies above 400 c/s, the cone of a direct radiator loudspeaker ceases to 
aa as a piston, and the effective damping at any point on the cone, at any frequency 
within this range, is likely to be less, and may be very much less than that with a true 
piston cone. 

Horns provide acoustical damping over a wide frequency range, and well designed 
horn loudspeakers have better transient response than direct radiators. 

The phase-shift characteristics of loudspeakers are not readily evaluated. 
Above 1000 c/s the smoothness of the response characteristic appears to be the best 
available guide to good phase-shift characteristics ; below 1000 c/s the " envelope 
delay " may be used to supplement the information which can be derived from the 
response characteristic (Ref. 138). 

When a tone burst* is applied, some of the frequencies generated are not harmonic- 
ally related to the applied signal, and they cause an annoying type of distortion some- 
what similar to intermodulation. The ear is very sensitive to this type of inharmonic 
distortion (Ref. 131). 

Ringing at the frequency of the bass resonance becomes progressively less pro- 
nounced as the frequency of the applied tone burst is increased away from the resonant 
frequency. 

Testing loudspeakers for transients 

There are four methods of testing loudspeakers for transient response — 

1. Applied unit impulse, 

2. Suddenly applied square wave, 

3. Suddenly applied tone burst, and 

4. Shorter*s method. 

Applied unit impulse gives all the information at one test, but is hard to interpret 
because it causes all the peaks to ring simultaneously (Ref. 131). 

The suddenly applied square wave is more selective, since it emphasizes the ringing 
of the peaks of nearly the same frequency as the applied wave (Refs. 13A, 15, 36, 
126, 131). 

The suddenly applied tone burst method is capable of giving much valuable in- 
formation. Ref. 131 gives a theory of ringing and interpretation of results. It 
seems that those loudspeakers that sound best generally reproduce tone bursts well, 
although this is better substantiated for the high frequencies than for the low (Refs. 
131, 138, 166). 

References to tone burst methods : 44, 88, 121, 131, 133, 138, 158, 166, 213. 

It has been demonstrated (Refs. 44, 88) that a smooth frequency response curve 
means a rapid build-up of a transient. The decay characteristic, after the input 
voltage has ceased, requires further consideration. Each lightly-damped resonant 
element, when shock-excited by the sudden cessation of the applied voltage, will 
dissipate its stored energy by radiating sound at its own natural frequency. The 
method of testing by Shorter (Refs. 44, 1 17, 121) is to measure, at all frequencies, the 
response at time intervals t = 0, 10, 20, 30 and 40 milliseconds after the cessation of 
the applied voltage. Good transient response appears to b; indicated by 

•A tone burst is a wave-train pulse which contains a number of waves of a certain frequency. 
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1. Attenuation of 35 db at 1000 c/s, increasing steadily to 50 db at 3000 c/s 
and higher frequenciesj for r = 10 milliseconds. 

2. Further attenuation of about 10 db for t = 20 milliseconds, 

3. Fiirther substantial attenuations at r = 30 and r = 40 milliseconds. These 
should never be negative, even over narrow frequency bands, A negative 
value may indicate a spurious ripple frequency. 

In double-unit loudspeakers^ the important frequency region from the standpoint 
of transient response is near or below the overlap frequency band (Ref. 36). 

References 5 (Part 1), 13A (pp. 159-163, 375), 15 (pp. 138-141, 202-212, 332-339), 
36, 40, 44, 54 (Part 4), 88 (pp. 59-64), 117, 121, 131, 132, 133, 135, 138, 150, 155, 158, 
166, 172, 174, 179. 

(iv) Sub-harmonics and sub-frequencies 

In addition to harmonic frequencies, a direct radiator loudspeaker produces sub- 
harmonics, that is frequencies one half, one third, one quarter, etc., of the applied 
frequency. Of these, the one half frequency is the only one of consequence. It 
occurs only in limited frequency regions, and it does not occur below a moderate, 
critical, level. However when this level is reached, it increases rapidly at first, and is 
accompanied by frequencies of 3/2, 5/2, 7/2, and 9/2 of the apiJlied frequency (Ref. 
188). Sub-harmonics are more objectionable to the listener than harmonics of the 
same percentage, but they require a relatively long time to " build up " and are gener- 
ally assumed to be not very obvious in ordinary sound reproduction. However one 
authority states that a good correlation has been , found between the number of sub- 
harmonics produced by the speaker and the quality rating of the speaker as determined 
by listening tests (Ref. 153). 

References 13A (pp. 167-168), 19, 21, 133, 153, 171, 188 (pp. 751-752). 

(v) Intermodulation distortion 

Tests on the intermodulation distortion of loudspeakers have been described but 
no general conclusions can yet be derived (Refs. 108, 109, 171). 

SECTION 8 : SUMMARY OF ACOUSTICAL DATA 

(0 Definitiom in acoustics (ii) Electrical, mechanical and acoustical equivalent 
(iii) Velocity and wavelength of sound (iv) MuHcal scales. 

(i) Defimitions in acoustics 

Sound energy density is the sound energy per unit volume. The unit is the 
erg per cubic centimetre. 

Sound energy flux is the average rate of flow of sound energy through any speci- 
fied area. The unit is the erg per second. 

The sound intensity (or sound energy flux density) in a specified direction at a 
point, is the sound energy transmitted per second in the specified direction through 
unit area normal to this direction at the point. It may be expressed either in ergs 
per second per square centimetre or in watts per square centimetre. 

Sound pressure is exerted by sound waves on any surface area. It is measured 
in dynes per square centimetre as the r.m.s. value over one cycle. The sound pres- 
sure is proportional to the square root of the sound energy density. 

The pressure level, in decibels, of a sound is 20 times the logarithm to the base 
10 of the ratio of the pressure P of this sound to the reference press;ire Pq, Unless 
otherwise specified, the reference pressure is understood to be 0.0002 dyne per square 
centimetre. 

The velocity level, in decibels, of a sound is 20 times the logarithm to the base 10 
of the ratio of the partide velocity of the sound to the reference particle velocity. 
Unless otherwise specified, the reference particle velocity is understood to be 5 x 10~* 
centimetre per second effective value 
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The intensity level, in decibels, of a sound is 10 times the logarithm to the base 10 
of the ratio of the intensity / of this sound to the reference intensity Iq. Unless other- 
wise specified, the reference intensity Iq shall be 10"" watt per square centimetre. 

Compliance is ease in bending. It is the reciprocal of stif&ess. 

See Chapter 14 Sect. 7 for volume range and peak dynamic range. 

See Chapter 19 Sect. 5 for loudness and Sect. 7 for sound level and noise. 

See also I.R.E. Standards on Acoustics : Definitions of Terms, 1951, Proc. I.R.E. 
39.5 (May 1951) 509; "American Standard of Acoustical Terminology", A.S.A. 
Z24.1— 1951. 

(ii) Electrical, mechanical and acoustical equivalents 



Electrical 

Capacitance 

Inductance 

Resistance 

E.M.F. 

Impedance 

Electrical 

Capacitance 



Acoustical 

acoustical capacitance 
inertance 

acoustical resistance 
pressure 

acoustical impedance 

Mechanical 

Compliance 



Acoustical unit 

cm^/dyne 
grams/cm ''/cm ^ 
acoustical ohms 
dynes/cm^ 
acoustical ohms 

Mechanical unit 

cm/dyne 



(iii) Velocity and wavelength of sound 

The velocity of sound in a medium varies according to the relation V = \^E/p 
where E is the elasticity and p the density of the medium. For any particular medium, 
the velocity depends also on the temperature (because of its effect on the density of 
the medium) and the intensity of the soimd. In the audible range, velocity decreases 
with decreasing intensity ; but in the ultrasonic range, velocity increases with de- 
creasing intensity. 

Ref. Kaye, G. W. C, and T. H. Laby, " Physical and Chemical Constants " (ninth 
edition, Longmans, Green and Co. London). 

Velocity of Sound in Some Common Media 



Medium 


metres /sec. 


Medium 


metres/ sec. 


Air (dry) 


342 (at 18^ C) 


Steel 


4700—5200 


Hydrogen 


130 


Nickel 


4970 


Water vapour (sat'd) 


413 


Glass 


4000—5300 


Water (sea) 


1540 


Brass 


3650 


Alcohol 


1260 


Wood 


3300—5000 


Aluminium 


5100 


Rubber 


50—70 


Copper 


3970 







Sound transmission in air at 20 °C and 760 m.m. 



Frequency 


30 


50 


100 


200 


400 


1000 


4000 


c/s 


Wavelength 


452 


271 


136 


67.7 


33.9 


13.6 


3.39 


inches 


37.7 


22.6 


11.3 


5.65 


2.82 


1.13 


0.282 


feet 



Velocity of sound in air 13 550 inches per second 
=^ 1129 feet per second 
= 344 metres per second. 

/ X A = 1129 
where / = frequency in cycles per second 
and A = wavelength in feet. 
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(iv) Musical scales 

Every musical tone has a frequency which is measured in cycles per second. 

A scale is a series of tones ascending or descending in frequency by definite in- 
tervals. 

The octave is the most important interval ; two tones are separated by one octave 
when the frequencies are in the ratio 2:1. 

Each octave is subdivided into a number of smaller intervals. In the equaUy 
tempered scale the octave is divided into twelve equal intervals (1.0595 : 1) to allow 
a change of key without retuning. Thus in the equally tempered scale, if any fre- 
quency is multiplied by 1.0595 it is raised by one semi -tone ; if multiplied by 1.1225 
it is raised by one tone. All normal musical instruments follow the equally tempered 
scale. 

In addition, there are several systems of what is called the natural scale, or just 
intonation, in which for example C# has a different frequency from Db (Ref. 90 
Part 1). 

Table 1 gives one version of "just intonation." 



TABLE 1 







Frequen 


cy rdLio 


Tone Interval 


Natural 


(just) scale 




C 


Unison 


1 




1.000 




i. ,\J\J\J 


c# 


Semitone 


25/24 




1.042^ 


\ 


1.0595 


Db 


Minor second 


27/25 




1.080^ 






D 


Major second tone) 


9/8 




1.125 




1.1225 


D# 


Augmented second 


75/64 




1.172" 




1.189 


Eb 


Minor third 


6/5 




1.200 






E 


Major third 


5/4 




1.250"' 




1.260 


Fb 


Diminished fourth 


32/25 




1.280 






E# 


Augmented third 


125/96 




1.302 




1.335 


F 


Perfect fourth 


4/3 




1.333 








Augmented fourth 


25/18 




1.389' 




1.414 


Gb 


Diminished fifth 


36/25 




1.440 






G 


Perfect fifth 


3/2 




1.500 




1.498 


G3 


Augmented fifth 


25/16 




1.563^ 


\ 


1.587 


Ab 


Minor sixth 


8/5 




1.600^ 






A 


Major sixth 


5/3 




1.667 




1.682 


Aff 


Augmented sixth 


125/72 




1.736" 


■ 


1.782 


Eb 


Minor seventh 


9/5 




1.800 






B 


Major seventh 


15/8 




1.875" 




1.888 


Cb 


Diminished octave 


48/25 




1.920^ 








Augmented seventh 


125/64 




1.953 




2.000 


a 


Octave 


2 




2.000 




2.000 
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The frequency of all tones is determined by the "pitch." The international 
standard pitch is a frequency of 440 c/s for tone A (equivalent to 261 .63 for C) whereas 
the " physical pitch " is a frequency of 256 for C. 

The octaves of C in the two examples above are : 



ccc 


CO 


C 


ci 


c" 


ciil 


civ 


cv 


32.7 


65.4 


130.8 


261.6 


523.3 


1046.5 


2093 


4186 


32 


64 


128 


256 


512 


1024 


2048 


4096 



The frequency of any tone may be calculated by multiplying the value of C next 
below it by the frequency ratio of the tempered scale as given by the appropriate row 
in Table 1. 

References 13 (pp. 334-335), 89, 90, 91, 92, 93, 127, 



SECTION 9 : STANDARDS FOR LOUDSPEAKERS 

(i) Voice coil impedance for radio receivers {it) Loudspeaker standard ratings for 
sound equipment. 

(i) Voice coil impedance for radio receivers 

The American R,M.A. Standard REC-104 (Jan. 1947) " Moving coil loudspeakers 
for radio receivers " specifies a voice coil impedance of 3,2 ohms ±10% measured 
at the first frequency above resonance giving a minimum value tested without a 
baffle. This impedance differs from that specified for sound equipment (see below). 

This standard (REC-104) is applied to loudspeakers having a maximum pole piece 
diameter not over 1 inch. 

(ii) Loudspeaker standard ratings for sound equipment 

The American R.M.A. Standard SE-103 " Speakers for sound equipment " (Ref. 
95) lays down certain definitions and ratings which are summarized below. 

The loudspeaker impedance (Z^) is the complex value of the electrical imped- 
ance given as a function of frequency, and is measured at the accessible signal ter- 
minals of the speaker. 

Published data to give magnitude and phase angle as function of frequency. 

The loudspeaker rating impedance {R ^j^) is the value of a pure resistance, 
specified by the manufacturer, in which tlie electrical power available to the speaker 
is measured. The value shall be 4, 8 or 16 ohms. 

Loudspeakers may also be rated in terms of power drawn from standard dis- 
tribution lines. In this case it is necessary to specify the power and the line voltage. 

The loudspeaker measurement source impedance (Rsg) the value of a 
pmc resistance to be conneaed in series with the speaker and a constant voltage 
source to measure the speaker performance. The value of R shall be 40% of the 
value of the loudspeaker rating impedance Rsr* This is equivalent to operating 
the loudspeaker from a source having voltage regulation of 3 db. 

The loudspeaker pressure rating (or. pressure " efficiency ") Cr^^ is the differ- 
ence between the axial sound pressure level (referred to a distance of 30 feet) and the 
available input power level, and is expressed in db. For further details see Chapter 
19 Sea. l(viii). 

Standard Test Signal No. 1, as indicated by G^pi, is a loudness weighted signal 
covering the frequency band from 300 to 3300 c/s. (Refs. 95, 50). 

•Some manufacturers (e.g. R.C.A.) apply constant voltage to the loudspeaker, so that R is made zero. 
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The loudspeaker pressure-frequency response (L^) is the variation of the 30 
foot axial free-space pressure level as a function of frequency, and is expressed in db. 
The pressure level at distance d feet may be used to compute the pressure level 
eet by the relation 

{La + 20 logio d) - 29.5 db (1) 
The loudspeaker directivity index (K^) is the ratio, expressed in db, of the 
power which would be radiated if the free-space axial sound pressure were constant 
over a sphere, to the actual power radiated. It is expressed in the form : 

- 10 logio [4^/ /r^^^^"^' ''""^ '^'^ ] 

where pa = axial free space sound pressure, dynes/cm^ 

p = general free-space sound pressure at the same distance, dynes/cm* 
and 6 and <^ are the angular polar co-ordinates of the system, and the speaker axis 
is at ^ = 0. 

(When standard test signal No. 1 is usedj/C^i is the speaker loudness directivity index). 

The value of the directivity index (K^) may be calculated, over the frequency range 
which determines loudness, by using the following table for a rigid piston vibrating 
axially in an infinite baffle (based on curves in Ref . 50) : 

df = 500 2000 5000 10 000 15 000 25 000 35 000 45 000 
Ks = 3.0 3.0 4.0 7.0 10.5 15.0 18.2 20 db 
where / — frequency in cycles per second 
and d = piston diameter in inches. 

When using standard test signal No. 1, the value of the loudness directivity index 
Kgi is tabulated for similar conditions to those above : 

d = 0 4 8 12 16 20 inches 

K^i = 3 4.4 5.7 7.0 8.0 9,0 db 

Values of K^^ for various types of baffles and horns are given by Ref. 50. 

The loudness directivity index K^^ is used to evaluate the loudness efficiency 
rating, but the Standard refers to the article by Hopkins and Stryker (Ref. 50) for 
detailed information. Loudness efficiency rating is defined as the ratio of the total 
" effective " acoustical power produced by the loudspeaker to the available electrical 
power. The loudness efficiency rating is equal to 

LR - lOOe = 100 X 10 * 
where e = electroacoustical efficiency 

= 20 logio Pax - - k - Ksx 
Pax = effective sound pressure on axis of loudspeaker at distance 30 ft., in 
dynes/cm % 
^ = 10 logio Wj, 
Wj^ — maximum available electrical power in watts 
and Kgx = loudness directivity index (see above). 
See Refs. 50, 121 (pp. 697-706). 

Loudspeaker efficiency in terms of acoustical power 

(Based on SE-103— Ref. 95). 

The loudspeaker efficiency (G^^^) in terms of acoustical power is the difference 
between the output acoustical power level and the available input electrical power 
level, and is expressed in db. 

The symbol G indicates the loudspeaker efficiency when standard test signal 
No. 1 is used. 

Gsy, = 10 log.o iWs/W,)/{W^s/W,) (4) 
^ 10 logio (Ws/W^s) (5) 
= 20 logio Ps - Ks - 20 logio 10 logio Rsn 

+ 20 logio (1 + ^sg/^sr) - 16 (6) 
where G ^ loudspeaker efficiency in db 

W ^ = total radiated acoustical power, in watts 
W — electrical power available to the speaker, in watts 
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Wq = reference power ^ 0.001 watt 
Eq ^ r.m.s. value of constant voltage of source, in volts 
^SR loudspeaker rating impedance, in ohms 
R SG ^ loudspeaker measurement source impedance, in ohms 
/? ^ ^ 30 ft. axial free space sound pressure, in dynes/cm ^ 
and ^ loudspeaker directivity index, in db. 

It is obvious that Ws^^as) ^ 100 is the loudspeaker percentage efficiency, and 
hence 

Efficiency 2 4 6 10 20 30 100 % 

Gs^y -17 -14 -12.2 -10 -7 -5.2 0 db 

The total radiated acoustical power in dbm is given by the electrical power available 
to the speaker in dbm plus the speaker efficiency in db. For example, if the available 
electrical power is 10 watts ^ 40 dbm, and the speaker efficiency is —13 db, then the 
total radiated acoustical power will be (40 — 13) dbm ^ 27 dbm 0.5 watt. 

See also " American Recommended Practice for Loudness Testing " CI 6.4 — 1942 
(Ref, 70). 

For loudspeaker testing see also Refs. 13A (pp. 353-376), 121 (pp. 607-609, 661- 
706), 175 (pp. 292-295), 188 (pp. 768-773). 

For Standards for multiple loudspeakers in sound systems see Chapter 21 Sect. 2(ii). 
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SECTION 1 : LOUDSPEAKER "MATCHING » 

(/) Loudspeaker characteristics and matching (iV) Optimum plate resistance (Hi) 
Procedure for " matching " loudspeakers to various types of amplifiers^ 

(i) Loudspeaker characteristics and matching 

If the impedance of a loudspeaker were a constant resistance, the problem would 
be simple. In reality, the magnitude of the impedance may vary in a ratio up to 
10 : 1 and the phase angle may be anything between 50° leading and 60° lagging — 
see Chapter 20 Sect. l(v). 

A loudspeaker, or output, transformer is an impedance changing device, with an 
impedance ratio approximately equal to the square of the turns ratio (see Chapter 5). 
The transformer by itself has no **impedance"in this sense — it merely reflects across 
the primary the load impedance placed across the secondary terminals, multiplied 
by its impedance ratio. Example : A transformer has a turns ratio 10 : 1 from 
primary to secondary. Its impedance ratio is therefore 100 : 1 primary to secondary. 
If the secondary load is 8 ohms, the reflected " primary impedance *' will be 800 ohms. 
The only limitations on the wider use of the same transformer are the primary induct- 
ance, which will reduce the low frequency response, the maximxmi d.c. plate current 
and the maximum power output. 

(ii) Optimum plate resistance 

The power output of a loudspeaker is equal to the power input multiplied by the 
efficiency. The power input to the primary of the loudspeaker transformer, under 
the usual operating conditions, is equal to the square of the signal plate current multi- 
plied by the reflected load resistance — 

Power input in watts = J/R^ (1) 
where /p = signal plate current in amperes^ r.m.s. 

and ^ resistance reflected on to the primary of the transformer. 

The signal plate current is given by 

7^ = ^EJ{r^ + R,) (2) 
where /* = amplification factor of power output valve 

Eg = signal grid voltage, r.m.s. 
and rp = effective plate resistance of power output valve. 

Consequentlyj at the bass resonant frequency where the resistance R j may rise to 
a high value, it is possible to have maximum plate circuit efficiency and yet to have 
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less than the maximum electrical power output, because the signal plate current is 
reduced by the high load resistance. This effect is most pronounced with low values 
of plate resistance, and with triode valves or negative feedback the loudspeaker 
acoustical output may actually fall at the bass resonant frequency. With pentodes 
without feedback the reverse occ;irs, since a pentode approximates to a constant 
current source, and there is a high peak of output at the bass resonant frequency. 

A similar effect occurs at the higher frequencies, the highest level of response 
occurring with pentodes, an intermediate value with triodes having Rj =^ 2rj„ and 
the lowest with constant voltage at all frequencies (a condition approached when a 
high value of negative feedback is used). 

For any one loudspeaker, there is a value of plate resistance which pro- 
vides most nearly constant response at all frequencies. 

Reference 5. 

(iii) Procedure for " matching " loudspeakers to various types of 
amplifiers 

When the load resistance is constant, the only proced;ire necessary is to select a 
transformer ratio so that the resistance reflected into the primary is the correct load 
for the amplifier. When the load is a loudspeaker, the procedure is outlined below. 

Class A Triodes, either singly or in push-pull, may be treated very simply by 
arranging for the loudspeaker impedance at 400 c/s to equal the correct load for the 
amplifier. Thanks to the shape of the triode characteristics, the rise of impedance 
at the bass resonant frequency decreases the distortion, and although the power output 
from the valve is lower than at 400 c/s this is counterbalanced by the rise of loud- 
speaker efficiency at this frequency. The rise of impedance above 400 c/s results 
in a tendency towards a falling response, but loudspeakers specially designed for 
use with triodes are capable of giving fairly uniform response up to their limiting 
frequency. As a result, the designer of an amplifier with a triode output stage need 
not consider the impedance versus frequency characteristics of the loudspeaker, but 
only the response. 

The ratio of the nominal load resistance R^to the output resistance /?o of the ampli- 
fier is not unimportant. If Rj/Rq is very high, the loudspeaker is being operated 
with nearly constant voltage at all frequencies. If R ^^/Rq is around 2 or 3, the voltage 
applied to the loudspeaker is slightly greater at frequencies where the loudspeaker 
impedance rises — this is generally an advantage. See also Chapter 13 Sect. 2(iv), 

Pentodes without feedback are very critical with regard to load impedance 
[Chapter 13 Sect. 3(viii)]. Steps which may be taken to minimize the serious dis- 
tonion include ; 

(1) The choice of a loudspeaker with a smaller variation of impedance with fre- 
quency, at least over the low frequency range [Chapter 20 Sect. l(v)], 

(2) Shunting the load by a capacitance, or a capacitance in series with a resistance, 
to reduce the impedance somewhat at high audio frequencies [Chapter 13 Sect. 3(viii)]. 
However, if the capacitance is sufficient to reduce the impedance to a more or less 
horizontal curve, there will inevitably be attenuation of the higher frequencies. 

(3) Shunting the load by an inductance, through the use of a fairly low inductance 
of the transformer primary [Chapter 5 Sect. 3(iii)c ; Chapter 13 Sect. 3(vii), (viii)]. 
This only affects the low frequency peak, and is undesirable because of the resultant 
distortion. 

(4) The use of a vented baffle to reduce the low frequency impedance peak [Chapter 
20 Sect, 3(iv)]. 

(5) The selection of a loudspeaker impedance at 400 c/s rather lower than the 
nominal value, so that there is a variation on both sides of the nominal value instead 
of only on the upper side [Chapter 13 Sect. 3(viii)]. 

(6) The selection of an output valve capable of giving considerably more— say 
3 times — the desired power output, so as to reduce the distortion with an incorrect 
load impedance. 

(7) The use of negative voltage feedback (see below). 
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Fort\matelyj owing to the characteristics of music, the input voltage applied to the 
grid of the power amplifier at high frequencies will normally be less than the maximum. 
This somewhat reduces the distortion at high frequencies. 

Pentodes with negative voltage feedback, when operated well below maximum 
power output, are less affected by the loudspeaker impedance variations than pentodes 
without feedback. If the feedback is large, the output voltage remains nearly con- 
stant irrespective of the loudspeaker. There is an optimum value of amplifier output 
resistance to give most nearly uniform response at all frequencies with any one loud- 
speaker. 

When operated at maximum power outpurwith the small degree of feedback usual 
in radio receivers, the load resistance is critical. Satisfactory operation with low 
distortion can only be obtained by reducing the grid input voltage. 

With a large amount of feedback, as for a cathode follower, the impedance at 400 
c/s should be the nominal value for the valve. The increase of impedance at other 
frequencies will not then cause distortion. See also Chapter 7 Sect. 5(iv). 



SECTION 2 : MULTIPLE AND EXTENSION LOUDSPEAKERS 

(0 Multiple loudspeakers — general (it) Sound systems {iii) Extension loudspeakers 
{iv) Operation of loudspeakers at long distances from amplifier. 

(i) Multiple loudspeakers — general 

Two or more loudspeakers may be connected to a single amplifier either to reinforce 
the sound in a large space, or to give a pseudo-stereophonic effect. In all normal 
cases the loudspeakers will each handle the whole frequency range and operate at 
approximately the same level. The usual arrangement is to connect the loudspeakers 
in parallel either on the primary or secondary side. In the former case an a-f choke 
may be used in the plate circuit with capacitive coupling to the transformer primaries 
(Fig. 21.1). If the correct load resistance is JR^, the nominal impedance of and 
should each bt IR^. If there are N loudspeakers in parallel, each should have a 
nominal impedance of NR^. The value of Cj may be calculated as a coupling con- 
denser [Chapter 12 Sect. 2(ii)] into a resistance i?^. If JR^ = 5000 ohms, Ci may be 
1/iF for about 1 db Joss at 60 c/s. The value of may be calculated as for an a-f 
transformer [Chapter 5 Sect. 3(iii)c and Table 2 p. 213]. The total attenuation is 
the sum of that due to Li, the coupling condenser Cj and the transformer T^. A suit- 
able value for Li is normally from 10 to 30 henrys. 




Fig. 21.1. Choke-capacitance coupling to two or more loudspeakers in parallel. 
Fig. 21.2. Transformer coupling to 500 ohm line, across which two or more loudspeakers 
are connected in parallel. 

Alternatively the parallel loudspeakers may be connected across a 500 ohm (or any 
other convenient value) line from the secondary of transformer Ts as in Fig. 21.2. 
Here will have a 500 ohm secondary and will reflect an impedance Rj into the 
primary. Ti and T2 will have nominal impedances each 1000 ohms. If there are 
N loudspeakers in parallel, each will have a nominal impedance of N x 500 ohms. 
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The simplest arrangement is to connect the secondaries in parallel as for extension 
loudspeakers (Fig. 21.5). 

Loudspeakers may also be connected in series or in series-parallel, provided that 
the units are identical, with identical impedances. If loudspeakers having different 
impedances are connected in parallel, the power output from each will be inversely 
proportional to its impedance — 

Loudspeaker No. 1. Impedance Power output 

Loudspeaker No. 2 Impedance i?a Power output 

Connected in parallel with applied voltage E : 
Pi = E^/Ri ; Pa = E^Rz etc. for any number. 
If it is desired to operate two loudspeakers with power outputs in the ratio to 1, 
where A is greater than 1 : 
P1/P2 = A ; R2/R1 = A 
The impedance of the two in parallel will be 

R = R^RJiR^ + R2). 
Example : A monitor loudspeaker is to operate with an input power of 1 watt 
and is to be connected across a combined loudspeaker load of 30 watts with a total 
(line) impedance of 500 ohms. The ratio of power is 30 : 1 so that the impedance 
of the monitor loudspeaker (measured across the primary of its transformer) should 
be 30 X 500 = 15 000 ohms. In this case the monitor will have negligible effect on 
the combined impedance. 

(ii) Sound systems 

. In medium and large installations it is convenient to design amplifiers for a constant 
output voltage. The usual output voltage in U.S.A. is 70.7 volts but higher voltages 
100, 141, 200 etc. are also used (R.M.A. SE-lOl-A, July 1949, SE- 106, July 1949). 
Each amplifier normally has its own distribution line suitably loaded by loudspeakers. 
Each loudspeaker may be arranged — by the use of transformer tappings — to take 
from the line any desired power, while any loudspeaker may be moved from one 
line to another without affecting its output level. If the loudspeaker transformers 
are correctly matched to the voice coil impedance and the line voltage, the matching 
of the whole distribution line to the amplifier will be correct when the line is loaded 
to the full capabilities of the amplifier. 

The American Standard (R.M.A. SE-106) specifies transformer secondary im- 
pedances of 4, 8 or 16 ohms ; this does not apply to transformers which are furnished 
only as part of a loudspeaker. The primaries are tapped to provide output power 
levels of 1 watt and proceeding upwards and downwards in 3 db steps (i.e. 1, 2, 4 
watts etc., 0.5, 0.25 etc.) when the standard input voltage is applied. 

(iii) Extension loudspeakers 

An extension loudspeaker is one which may be added to the existing loudspeaker 
in a radio receiver, for which provision may or may not be made by the set manu- 
facturer. 

The most common provision for an extension loud- 
speaker is shown in Fig. 21.3 in which the extension 
loudspeaker (marked "EXT") is fed through a 
blocking condenser connected to the plate of the 
power valve. It is necessary for the user to arrange 
for flexible leads to be taken from two terminals on 
the chassis, aaoss the primary of the stepdown trans- 
former, to the permagnetic extension speaker. If 
the extension speaker has the same reflected load 
impedance as the transformer of the original speaker. 




PIG. 31,3 



Fig. 21.3. Common form of 
extension loudspeaker. 

the power output will be shared equally between the two, but the impedance of the two 
speaker primaries in parallel will be only half what it should be for maximum power 
output. If no provision is made to provide correct matching, the arrangement will be 
quite practical, except that the power output of both speakers together will be less than 
with correct matching. 
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An alternative arrangement, which has much to commend it, is the use of an ex- 
tension speaker with an impedance of about twice that of the speaker in the set. This 
means that the extension speaker will operate at a lower sound level than the one in 
the set, but the mis-matching will be less severe and the maximum volume obtain- 
able from the set will not be seriously affected. 

If negative feedback is used in the receiver, the effect of the connection of the 
external speaker on the volume level of the loudspeaker in the set will not be very 
noticeable at low or medium levels, although the same problem arises in regard to 
the overload level. 



Fig. 21 .4. Extension loudspeaker with provision for switching either loudspeaker alone. 
Fig. 21.5. Extension loudspeaker connected to the voice coil circuit. 

It is possible to modify the previous arrangement by irieans of switches which can 
open-circuit the voice coil of the first speaker and at the same time close a switch in 
the primary circuit of the second speaker. This is illustrated in Fig. 21 .4 from which 
it will be seen that only one speaker will be operating at the one time and there is 
therefore no problem with correct matching. With this arrangementj the extension 
speaker should have the same impedance as the one in the set and the power input 
to both speakers will then be equal. The two switches 5i and S2 could, of course, 
be combined into a single wafer switch. 

The previous arrangements have all adopted an extension from the primary of the 
loud speaker transformer and therefore at a high impedance. There are advantages 
to be gained in using the voice-coil circuit for the extension^ as illustrated in Fig. 21.5. 
This avoids the necessity for a step-down transformer on the extension speaker and 
for a blocking condenser. The set manufacturer may fit two terminals on the loud- 
speaker housing, coimected to the voice coil, as an alternative to Fig. 21.3. To obtain 
the same power from both speakers, it is necessary for the voice-coil impedances to be 
equal. If it is required to have one speaker operating at a higher level of sound than 
the other, the impedance of the second (lower output) speaker should be made higher 
than that of the first speaker. In such a case it is possible to obtain correct matching 
by calculating the impedance of both voice-coils in parallel and selecting a step-down 
transformer to suit- Very few voice-coils have an impedance less than about 2 ohms, 
so that it is possible to use quite ordinary wiring in the connections of the extension 
speaker. If the second speaker is to be situated more than say 10 feet from the first 
speaker, it may be desirable to use heavy wire, such as power flex (twin plastic is very 
convenient). In some cases it may be desired to operate the extension speaker at a 
rather lower level than the first speaker, in which case losses in the extension line may 
be desirable. 

A single-pole double-throw switch may be used to change over from one to the 
other voice-coil as shown in Fig. 21.6 (A). Here switch S is used to open-circuit 
the first voice-coil and at the same time to close the circuit to the second voice-coil. 
The further refinement of a series volume control R is shown in the extension speaker 
circuit, so that the volume may be reduced below that of the speaker in the receiver. 
The resistance R should have a maximum value about 20 times that of the voice-coil 
impedance, but even so this arrangement cannot be used to reduce the volume to zero. 

In order to have a complete control over the volume from the extension loudspeaker, 
the arrangement of (B) may be used in which /? is a potentiometer with the moving 
contact taken to the extension speaker. 
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The series resistor volume control shown in Fig. 21.6 (A) increases the effective 
impedance of the extension loudspeaker circuit at low volumes, but this is not a 
serious detriment since the volume will be low and the mis-matching of only minor 
importance, particularly if negative feedback is used. The potentiometer method of 
volume control in Fig. 21.6 (B) has to be a compromise, and is incapable of giving 
satisfactory matching under a wide range of conditions. A reasonable compromise 
for the resistance R would be about five times the impedance of the voice-coil, but 
this will result in appreciable loss of power even at maximum volume. For perfect 
matching, resistance R should be taken into account, but for many purposes the effect 



may be neglected provided that R is not less than five times the voice-coil impedance. 
At low levels this arrangement has a high impedance but here again the effect will 
not be serious. 

Another form of volume control is a tapped secondary winding, with the extension 
speaker connected through a rotary switch to a selected tap. Taps may be made 
with each one 70% of the turns of the one above it, giving roughly 3 db steps, or 
80% for 2 db steps. This method causes serious mis-matching, and is not advisable 
unless there are several main loudspeakers and only one " extension " with volume 
control. 

The best method of volume control is a L type level control (Fig. 21.11) which 
provides constant input resistance and may be continuously variable (see Chapter 18). 

All the preceding arrangements are limited to the use of either of two speakers or 
have given a choice between one and both. The ideal arrangement is to permit 
the use of one or other or both. This is particularly helpful when the extension 
speaker is used in a different room and one may wish to operate the extension speaker 
alone. Tuning-in may be done by switching over to both speakers, adjusting the 
volume level to suit the extension speaker, and then switching over so that only the 
extension is in operation. Then, if at any time the speaker in the receiver is required 
to operate, this may be done simply by moving the switch without causing any inter- 
ference to the extension speaker. 



If it is desired to use a single secondary winding on the transformer it is possible 
to arrange two speakers as shown in Fig. 21.7 so that either or both may be operated. 
With this arrangement the resistor R (which should have a resistance equal to the 
voice-coil impedance of one of the speakers) has to be used to provide correct matching 



Fig. 21,6. Extension loud- 
speaker circuits incorporating 
volume control of the extension 
speaker. 






Fig. 21 .7. Extension loudspeaker 
circuit incorporating switching to 
operate either or both speakers. 
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when one speaker only is operating. Only half the full power output is available 
when one speaker is operating alone ; the full power output is, however, available 
When both speakers are operating together (switch position 1). This has the result 
that the switching in of the second speaker does not aifect the volume level of the 
first speaker, the resistor R really being a dummy load to take the power which 
would otherwise be supplied to the second speaker. The two switches Si and 5, 
may be made from a single wafer wave-change switch. 

A preferred arrangement, which does not result in any power loss imder any cir- 
cumstances, is the use of a tapped secondary winding on the transformer. The fiill 
winding on the secondary is used for one or other loudspeaker, while the tap is used 
for both operating together ; this involves a more elaborate switching arrangement 
but one which may be justified in certain circumstances. 

The use of an appreciable amoimt of negative voltage feedback results in nearly 
constant voltage across the load imder all conditions, and minimizes changes in 
volume level with any form of switching. 

When the loudspeaker is some distance from the transformer secondary, the power 
loss in the connecting wiring should not exceed 15%. 

Line length for 15% line power loss in low impedance lines : 



Wire 


size 


Load Impedance (Ohms) 


A.W.G. 


S.W.G. 


2 


4 


6 


8 


10 


15 


14 


16 


60 ft. 


120 ft. 


180 ft. 


240 ft. 


300 ft. 


450 ft. 


16 


18 


38 ft. 


75 ft. 


113 ft. 


150 ft. 


190 ft. 


285 ft. 


18 


19 


23 ft. 


47 ft. 


70 ft. 


95 ft. 


118 ft. 


177 ft. 


20 


21 


15 ft. 


30 ft. 


45 ft. 


60 ft. 


75 ft. 


112 ft. 


22 


23 


9 ft. 


18 ft. 


28 ft. 


37 ft. 


47 ft. 


70 ft. 



Reference 20. 



(iv) Operation of loudspeakers at long distances from amplifier 

When one or more loudspeakers are to be operated at a considerable distance from 
the amplifier, it is usual to have at the amplifier a transformer to step-down, for 
example, to a 500 ohm " line " which may be in the form of ordinary electric power 
wiring for distances up to several thousand feet. At the far end there must be 
another step-down transformer from 500 ohms to the correct impedance to match 
the voice coil circuit impedance. In such a case the " line " does not itself impose 
any appreciable load ; the loudspeaker impedance is reflected back through the trans- 
former to load the line. 

Line length for 15% line power loss in 500 ohm lines : 



Wirt size (A.W.G.) 


19 


21 


23 


25 


Wire size (S.W.G.) 


20 


22 


24 


26 


I-ength of line (feet) 


4750 


2880 


1780 


1500 



Although 500 ohms is a popular value, any lower or higher value may be used pro- 
vided that the resistance of the line is not too great, and that the capacitance across 
the line does not seriously afFea the high frequency response. 

A very popular line impedance is 600 ohms. 
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SECTION 3: LOUDSPEAKER DIVIDER NETWORKS 



When two loudspeakers are used in a 2 way system, it is necessary to have a frequency 
dividing network. The attenuation characteristic may have an ultimate slope of 
6, 12 or 18 db per octave, but the most generally satisfactory compromise is 12 db 
per octave. A slope of 6 db per oaave is usually insufficient to prevent overloading 
of the high frequency unit at frequencies below the cross-over frequency. 

The theory of frequency dividing networks is covered in Chapter 4 Sect. 8(x). 
The simplest possible arrangement is Fig. 4.53A for which the values of Lq and 
are given on page 184 for known values of Rq and the cross-over frequency /g. In 
order to obtain reasonably satisfactory performance, the high-frequency unit should be 
a fairly substantial 5 in. or larger loudspeaker, and the cross-over frequency should 
preferably be between 800 and 1200 c/s. The high frequency response will obviously 
be restricted. The low frequency unit should have reasonable response up to about 
2000 c/s. One of the most popular arrangements for good fidelity is the series- 
connected constant-resistance type of Fig. 4.53B giving an ultimate attenuation of 
12 db. Both inductors and both capacitors have identical values. Here Li = 
i?o/(2\/27r/J and Ci = l/{\/2'nf cR^). For example, let the voice coil impedance 
Robe 10 ohms, and the cross-over frequency 800 c/s. 

Then Li = 10/(2 x 1.41 x tt x 800) = 1.41 miUihenrys 
and C, = 1/(1.41 x tt x 800 x 10) = 28.2 fiF. 

The parallel-connected constant resistance type is also used (Ref. 21). 

Air cored multilayer solenoids may be used for inductances up to 8 millihenrys. 
Suitable sizes of formers are IJ in. dia., with axial length i in. for inductances from 
0.5 to 2,0 mH and li in. for inductances from 2.0 to 8.0 mH. The winding wire 
may be 17 A.W.G. (18 S.W.G.) double cotton enamelled copper. The outside dia- 
meter will be less than 4 in. for the values quoted above. 

FIG. 21.8 



^ SPEAKER 



Fig, 21 .8. Filter type fre- 
quency dividing network, 
series connection. 



0 



H.F. 
SPEAKER 



The number of turns may be calculated from the formulae of Chapter 10 Sect. 
2(iv)A or alternatively from curves (Ref. 11 for 17 A.W.G. D.C.E.). 

Iron cores introduce distortion, and are therefore xmdesirable. However if iron- 
cored inductors are used, an air gap of 0.008 in. or 0.010 in. should be provided 
(Ref. 6 p. 101). Ferrite cores present possibilities for this application. 

In the filter type arrangement which is also popular, the two induaorsand the 
two capacitors have different values, and the nominal attenuation is 12 db per octave 
(Fig. 21.8). Taking the design constant m = 0.6, we have 
Lo - i?o/(2iT/,) Co = l/(27r/,/?o) 

Ls = /?o/(3.27r/,) Cs = 0,S/{nfM 

where L is in henrys and C is in farads (Refs. 6, 19). 

In all cases the series connection is preferable to the parallel conneaion. Resistance 
in the inductors has a slight effect on the attenuation at the cross-over frequency, while 
it also introduces insertion loss (0.3 to 1 db). Care should be taken to keep the re- 
sistance as low as practicable. The usual position is between a single power amplifier 
valve (or two in push-pull or parallel) and the loudspeakers. The insenion loss is 
therefore a loss of maximum output power. The divider network may be connected 
either on the primary or secondary side of the output transformer, the latter being 
more usual — in this case the transformer must be suitable for the total frequency 
range of both units. 
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If the dividing network is placed on the primary side, each of the two output trans- 
formers is only called upon to handle a limited frequency range, and may be of cheaper 
construction. One interesting application is Fig. 21.9 (Refs. 9, 16). For a plate- 
to-plate load of 5000 ohms and a cross-over frequency of 400 c/s the component 
values are : 

Li ^ 2.0 henrys (series aiding) j inductance Ti primary = 50 henrys min. ; 
La = 1.0 henry (with air gap"* ; primary inductance = 2.0 henrys (with air 
gap) ; Ci = 0.16 /xF : Ca ^ 0.04 /xF : leakage inductance of not over 1 
henry : leakage inductance of not over 0.05 henry. 



It has been shown that the arrangement of Fig. 21.9 produces less distortion than 
the conventional circuit : this is due to two features. Firstly, the low-pass filter 
Li, 2Ci attenuates high frequencies propagating in either direction ; as a result 
the harmonic components of magnetizing current in 7'i have less effect on the high- 
pass channel. Secondly, the low-pass filter attenuates high frequencies on their way 
to Ti so that the transformer is only called upon to handle a limited range of fre- 
quencies, thereby reducing the distonion (Ref. 9). 

In the case of separate amplifiers for low and high audio frequencies, the divider 
network preferably precedes the amplifiers. This permits separate attenuators to 
be used for each channel ; these may be used for balancing the two units, or for tone 
control. 

If the high frequency unit is more sensitive than the low frequency one, a simple 
form of fixed attenuator may be incorporated (Fig. 21.10). Here 

R, + R, = Ro and RJR, = {EJE^) - 1 

where R^ = R^ Ro/iRi + Ro)- 
For example, to give {E^/E^ --^ 2 (i.e. an attenuation of 6 db) : 

/?! = IRq and /?2 = Rq. 



If it is desired to use this as a variable attenuator to give tone control, it should pre- 
ferably be of the constant input impedance type such as the L pad [Fig. 21.11, also 
see Chapter 18 Sect. 3(iii)]. If a simpler type must be used, it may be designed as 
for Fig. 21.10 to give the correct input impedance at the normal operating position, 
but with a sliding contact. It will then have an incorrect impedance at any other 



FIG. 21.9 




Fig, 21.9. Alternative form 
of divider network using two 
stepdozvn transformers {Ref. 9). 



Fig, 21.10. Complete circuit from valve 
plate to loudspeakers 3 incorporating the 
filter of Fig, 21.8 with an attenuator on 
the h, f. speaker. 
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setting ; the effea is only slight if the sensitivity of this unit is very much greater than 
the other, as happens with horn and direa-radiator assemblies. 

If one loudspeaker unit has a lower impedance than the other, an auto-transformer 
may be used to provide correct matching. This may not be necessary if an attenuator 
is used on one unit. 

FIG. 21.11 



Fig. 21.11. L type level control providing 
constant input resistance. 




Secondary for 10 A Load ' 10 n. 



It is important to check for the phasing of the two loudspeakers ; in the vicinity of 
the cross-over frequency both units should be in phase (aiding one another). This 
may be checked by the use of a single dry cell connected in series with the secondary 
of the transformer ; in the case of 2 ohm voice coils there may be a 5 ohm limiting 
resistor connected in series with the cell. 

References 1, 2, 6, 9, 11, 12, 16, 19, 21, 22, 24, 25, 26. 
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SECTION 1 : INTRODUCTION 

Aerials and transmission lines differ from simple electrical networks in that their 
inductance, capacitance and resistance are not lumped but are distributed over dis- 
tances such that the time required for electrical energy to travel from one part to 
another has to be taken into account. In a single chapter it is, of course, impossible 
to attempt to give a theoretical treatment of these devices. What will be done will 
be to present some useful formulae, a few physical pictures of the processes which 
occur and some results of practical experience with aerials and transmission lines. 



SECTION 2 : THE TRANSMISSION LINE 

(0 Introduction (it) The correct termination for a transmission line (iii) Impedance- 
transforming action of a transmission line. 



(i) Introduction 

A transmission line consists of an arrangement of electrical conductors by means 
of which electromagnetic energy is conveyed, over distances comparable with the 
wavelength of the electromagnetic waves, from one place to another. The theory 
of transmission lines provides a link between circuit theory and the field theory of 
electromagnetic waves inasmuch as the properties of such lines may be determined 
either from the picture of a transmission line as a filter network with an infinite number 
of elements, or from the picture of electromagnetic waves guided between (usually) 
a pair of conducting surfaces. 

Some of the properties of transmission lines will now be given. 

(ii) The " correct " tennination for a transmission line 

A imiform transmission line has what is called a " characteristic impedance This 
is the impedance that would be measured at the end of such a line if it were infinitely 



890 
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long. The importance of this characteristic impedance lies in the fact that if any 
length of line is terminated in an impedance of this value, then all the energy flowing 
along the liiie is absorbed at the termination and none is refleaed back along the line. 
A result of this is that the input impedance of any length of transmission line terminated 
in its characteristic impedance is equal to the characteristic impedance. At radio 
frequencies^ the characteristic impedance of all normally-used typ^« of transmission 
line is almost purely resistive. 

The value of the characteristic impedance for a low-loss line is 

Zo = VZTc (1) 

where L and C are the distributed inductance and capacitance per unit length of the 
line. The velocity of propagation of electromagnetic waves along such a line is 
V = 1/VIC (2) 

With air as the dielectric, = 3 X W metres per second, which is the velocity of 
light*. For other dielectrics 

V = 3 X 10*/a/X metres per second (3) 
where K = dielectric constant. 

In cables with polythene dielectric, for example, K = 2.2 and v is therefore 0.67 
of the velocity of light. This means that the wavelength of the waves in the cable 
is only 67% of the wavelength in air. 

For a low-loss transmission-line the characteristic impedance may be found if C 
and L are determined. Actually it is not necessary to determine both — one is suffici- 
ent. 

If we combine (1) and (2) we obtain 

Zo = I/vC = vL, V4) 
For a transmission line consisting of a pair of parallel conductors 
276 d 

Zo = ^ logio - ohms (5) 

where d is the distance between the centres uf the conductors and r is the radius of 
each conductor. 
For a co-axial line 
7 138 ri 

Zo = log.o - (6) 

where is the inside radius of the outer conductor and is the outside radius of the 
inner conductor. 

(iii) Impedance-transforming action of a transmission line 

If the line is terminated in an impedance Z^ which is not equal to the characteristic 
impedance Zo of the line (or, in other words, die load is not tnatched to the line), then 
the energy is not completely absorbed at the termination, but some is reflected back 
along the line. As a result of this, standing waves are formed on the line, and the 
value of the input impedance to the line depends on the length of the line. The ratio 
of the voltage (or current) in the backward wave to that in the forward wave is called 
the reflection coefficient and has a value 

■ Zr Zo 

The standing-wave ratio in the line is the ratio of the maximum to the minimum 
voltage (or current) that appears at points along the line. (The distance between 
a maximum and an adjacent minimum is one quarter wavelength). 

The standing-wave ratio has a value — 

' = r^n^ (8) 

If Z^ is resistive and has a value R^, then (8) becomes 
P = R^/Zo or Zo/Rj^ (9) 
depending on whether R^ is greater or less than Zq. 

•A more precise value is 2.9979 x 10® metres/sec— see Chapter 9 Sect. lUiii) and Ref. El. 
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For a transmission-line having no dissipation, the input impedance Zf is given by 

7-7 ^ £ <^os ^/ + y Zq sin i3/ 
' ~" ^ cos i5/ + yz^ sin i3/ ^^^^ 
where ^ ^ 27r/ A, A being the wavelength of the waves in the transmission line and / 
the length of the transmission line. 

If / is equal to any integral number of half waves, then 

cos = cos WTT = ± 1 

sin = 0 

and Zi - Z^, (U) 
i.e. the input impedance is equal to the load impedance irrespective of the value of Z^, 
On the other hand, if the line has a length equal to an odd integral number of quarter- 
waves, then 

z, - z,yz^ (12) 

This relation is interesting, because it shows the basis of the quarter-wave trans- 
former, which is used extensively. The section of line will match a generator to a 
load if Zo is chosen to be equal to the square-root of the product of the generator and 
load impedances. 



SECTION 3 : AERIALS AND POWER TRANSFER 

(i) Introduction {it) Power transfer. 

(1) Introduction 

The function of a receiving aerial is to collect electromagnetic energy which is pass- 
ing through the space surrounding the aerial, and to pass this energy into a radio re- 
ceiver. 

(ii) Power transfer 

We consider first the simplest case of energy transfer between a transmitter and a 
receiver, where two straight dipole aerials are placed a large number of wave- 
lengths apart and are far removed from any reflecting surface, such as the earth. 
Suppose that one aerial is energized by a transmitter, and that the other is connected 
to a receiver. If the power of the transmitter remains fixed, then we find that the 
power appearing at the receiver is dependent on a number of faaors — 

(a) The received power is greatest when the aerials are parallel to each other (for 
short aerials, the maximum occurs when the axis of each aerial is perpendicular to 
the line joining the centres of the two aerials ; for aerials longer than one half-wave 
length, this is not necessarily so). 

(b) The received power is inversely proportional to the square of the number of 
wave-lengths between transmitting and receiving aerials. 

(c) For aerials less than one half-wave in length, the power received is independent 
of the length of either aerial, provided the aerials can be matched without loss to 
the transmitter or receiver. In practice, however, aerials very short compared with 
a wave-length are characterised by high ohmic losses. 

Paragraphs (b) and (c) may be summarized quantitatively as follows. 

If Pj^ is the power emitted from a dipole aerial (less than half-wave in length) and 
Pj^ is the power available for transfer from the receiving aerial to a receiver, and n is 
the number of wavelengths between transmitting and receiving aerials, then 

^ ^ ("^y (13) 

Pj, \ n / 

Although this formula applies only when the aerials are situated in free space (or, 
as is shown later, when the transmitting and receiving aerials are of the short vertical 
type, situated close to a flat perfealy conducting earth), the formula is useful in illus- 
trating a very important fact, which is, that in the transfer of power between two 
aerials, the number of wave-lengths, rather than the distance, is the signific- 
ant parameter. As an illustration of this we may compare the energy available 
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at a receiver when the frequency of the emitted wave is (a) 600 Kc/s and (b) 150 Mc/s. 
We assume that the energy radiated in each case is 1000 watts and the distance be- 
tween transmitter and receiver is 20 kilometres. 

On applying the formula (13) we find that in the medium-frequency case, the power 
available at the receiver is 8.8 milliwatts, while in the v-h-f case the power available 
is only 0.142 microwatts. 

This means that if both signals are to be amplified to produce, say 1 watt at the de- 
tector then the amplification required in the first case is approximately 20 decibels 
while in the second, it is nearly 70 decibels. 

These figures partly explain why a crystal receiver is very effective for long-wave 
reception, whereas a receiver required for v-h-f work usually has a large number of 
stages of amplification. 



SECTION 4 : CHARACTEWSTICS OF AERIALS 

(0 Effective area of a receiving aerial (ii) The power gain of an aerial (Hi) The 
beam-zuidth of an aerial. 

(i) EflFective area of a receiving aerial 

The radio-frequency power passing through a unit area placed at right angles to the 
direction from a short dipole transmitting aerial does not (in free space) depend on 
the frequency. Its value is given by 

3Py- 

0 watts per square metre (14) 

if the distance d from the transmitting aerial is given in metres, and Pj^ is in watts. 
Why is the power available at the receiver dependent on the frequency ? The reason 
is that the effective area for capture of energy by the receiving aerial depends on the 
frequency. 

The power available at the receiver is 

Pr <PA (15) 
where A is defined as the " effective area " of the receiving aerial. 

If we substitute values of and <P from (13) and (14) we find that the effective 
area for a short dipole is O.I 19 A^. In the example given above, A is approximately 
30 000 square metres in one case and is less than 0.5 square metre in the other. The 
reason for the enormous difference in the energy available at the receiver in the two 
cases is now clear. 

In the following table, the effective areas of various types of aerial are given : 



TABLE 1 



Type 


Effective Area 


Short dipole 


3AV87r or approx. O.UQA^ 


Half-wave dipole 


0.130A2 


Half-wave dipole with reflector 


0.25 to 0.50 A2 (depending on spacing) 


Broadside array with reflectors 


Physical area, approximately 


Broadside array, without reflectors 


Physical area/'2, approximately 


Short vertical aerial near earth 


3AV1677 



It will be seen from the table that the effective area for capture of electromagnetic 
energy by a short dipole is approximately equal to an area bounded by a circle which is 
at a radial distance of A/ 1.677 from the dipole. The physical significance of this is 
that such a circle very roughly forms the boundary between the region in which the 
local induction field of the aerial predominates and the region in which the radiation 
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field is the major component. Hence we can picture the aerial as capturing the energy 
which falls within the region in which the induction field of the aerial is of significant 
magnitude. 

A broadside array of dipoles with a reflecting curtain can absorb all the energy that 
falls on it. Without the reflectors, it absorbs only half the incident energy and radiates 
one quaner back towards the transmitter and one quaner in the opposite direction. 
A similar effect occurs with a dipole. If it absorbed all the energy available to it 
and reradiated none, then its effective area would be double the value given in Table 1 . 
A reflector is required to achieve this. 

(ii) The power-gain of an aerial 

The power-gain of a receiving aerial is the ratio of the power appearing at the input 
terminals of a receiver which is attached to the aerial to the power that would appear 
at the receiver if the aerial were replaced by a simple type of aerial (usually a half-wave 
dipole). 

The power gain, G, of an aerial, therefore, must be equal to the ratio of the effective 
area A of the aerial to that of the comparison aerial. 

With the half- wave dipole as the comparison aerial, we have 

G = A/0A30X^ (16) 

As an example we may consider the case of an array of N half-wave elements spaced 
one half-wave length and arranged in the form of a rectangular curtain. Then from 
Table 1 we find 

A Physical area/2 ^ (A^/2)( A/2)( A/2) = NXyS (17) 
Therefore G ^ NX^/IMX^ ^ N (18) 
i.e. the power-gain of a broadside array of half-wave elements is approximately equal 
to the number of elements in the array. 

(iii) The beam-width of an aerial 

For a directional aerial having one major lobe in its directivity pattern there is a 
rough but useful rule to determine the angular width of this lobe. If the aerial has a 
breadth of n wave-lengths in any particular direction and the beam-width 6 of the main 
lobe is measured in the same plane, then 

e 60/n degrees (19) 



SECTION 5 : EFFECTS OF THE EARTH ON THE PERFORMANCE 
OF AN AERIAL 

(0 Introduction (it) A perfectly-conducting eartk (iii) An imperfectly-condidcting 
earth (iv) The attenuation of radio waves in the presence of an imperfectly-reflecting 
earth, 

(i) Introduction 

In the previous section the effect of reflecting surfaces has been disregarded. In 
practice, these effects must be taken into account, except in rare cases. The two 
** surfaces " to be considered are the earth and the ionosphere. We deal here with 
the effect of the earth. 

(ii) A perfectly-conducting earth 

The effect of the earth on the propagation of radio-waves is complicated and no 
attempt will be made here to treat it at all fully. As a first approximation one can 
consider the earth as a perfectly conducting flat surface. This enables one to use a 
device which simplifies the treatment considerably. One imagines an image of the 
aerial in the reflecting surface, and then the problem may be treated as one in which 
the aerial and its image are situated in free space. (The sign of the instantaneous 
potentials in the image are reversed from those in the aerial). 
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In Fig. 22.1 are shown the effects of the earth on the field pattern of a short vertical 
aerial and of a short horizontal dipole. It will be seen that the earth has no effect on 
the field pattern of the vertical aerial apart from removing the lower half of the pattern. 
With the horizontal aerial, however, there is complete cancellation of the waves in 
the horizontal plane and the resultant effect is zero. 

The conclusion may be drawn from the diagram that where waves are arriving at 
the aerial in directions parallel to the plane of the earth, then one would expect a 
vertical aerial to be very effective while a horizontal aerial would be ineffective. (This 
applies to a transmitting as well as to a receiving aerial). It will be seen later that this 
conclusion does not fit the facts, in all cases, because the earth is not a perfect con- 
ductor. At medium and low radio-frequencies, however, it is in agreement with the 
facts — horizontal aerials are of no use in communicating between two points both close 
to the earth. 

When waves are arriving at the aerial in directions inclined to the horizontal (as, 
for example, in the case of short-wave communication via the ionosphere) then either 
horizontal or vertical aerials may be used. If the distance between transmitter and 
receiver is not great, however, then the waves will be arriving at nearly vertical in- 
cidence and the horizontal aerial will be superior, provided that it is placed at a suitable 
height above the earth. The height at which the aerial should be placed above the 
earth depends on the angle of elevation of the waves which are to be received. The 
height is different for horizontal and vertical aerials. 

In Fig. 22.1, for an angle of elevation 6, the distance d between the path lengths of 
waves to the aerial and to its image should be equal to an even number of half-waves 
in the case of a vertical aerial, and an odd number of half-waves in the case of a hori- 
zontal aeriaL Simple trigonometry shows that this corresponds to a height h given by 
h - mA/(4 sin d) (20) 
where n is an even integer for a vertical aerial and an odd integer for a horizontal aerial. 



Fig. 22.1. Effects of the earth on the field pattern of a short vertical aerial (A) and 
of a short horizontal dipole (B). Both (A) and (B) are cross-sectional views, and in (B) 
the sign + indicates direction of current into the paper while the sign — indicates the 
opposite direction. Polar diagrams of a short vertical aerial and a short horizontal 
dipole i both close to earth, are shown in (C) and (D) respectively. 





FIG. 23. I 



direction of Toy 
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(iii) An imperfectly-conducting earth 

The propagation of radio-waves close to the surface of a finitely conducting earth 
has been studied theoretically for many years. Zenneck first produced a solution 
to the problem^ and later Sommerfeld gave a more accurate analysis. Unfortunately^ 
the incorrectness of Zenneck's analysis combined with a small error in Sommerfeld's^ 
created some confusion that has persisted until the present day. As a result of the 
errorsj it appeared that a special type of wave was propagated in the vicinity of the 
ground-plane. This wave was called a " surface- wave." It is known now, that this 
Zenneck " surface-wave " does not exist, but the name still appears in the literature 
on wave propagation. It is applied to the waves that travel between transmitting and 
receiving aerials when both are close (in terms of a wavelength) to the surface of the 
earth, as for example, in medium- wave broadcasting. When the aerials are raised 
several wave-lengths above earth, then the waves travelling between them are called 
" space- waves.*' These terms are artificial, but they serve some purpose in that they 
indicate that the conditions of propagation between two aerials placed close to the earth, 
are markedly different from those between two aerials elevated several wave-lengths 
above the earth's surface (as in v-h-f broadcasting). 

In the conditions of propagation to which the term " surface-wave " is applied, 
vertical aerials are superior to horizontal aerials. Thus vertical aerials are always 
used in medium-frequency broadcasting. (The horizontal portion of a medium- 
frequency receiving or transmitting aerial plays no useful part, except to increase the 
efficiency of coupling to the receiver or transmitter). 

When the aerials are raised several wave-lengths above the earth, as is usually the 
case in v-h-f communication, then horizontal and vertical aerials have roughly equal 
effectiveness. 

When waves are not arriving at the aerial in a horizontal direction, then the differ- 
ence between an imperfectly conducting earth and a perfectly conducting one is not 
so marked. Hence for short-wave communication one can treat the earth as a perfect 
conductor without introducing serious error in the calculations. 



(iv) The attenuation of radio-waves in the presence of an imperfectly- 
reflecting earth 

At short distances from a transmitting aerial the resistivity of the earth does not 
have a major effect on the energy reaching the vicinity of the receiving aerial. The 
principal effect of the earth is that the energy flowing through unit area placed at right 
angles to the line of propagation is doubled. The reason for this is that the trans- 
mitting aerial is now emitting its energy into a hemisphere instead of into a full sphere 
as was the case in free-space propagation. 

Instead of the relation (14) we have now 

0 - 3Pj^l^7rd^ (21) 
where the symbols have the same meaning as in formula (14). 

For a similar reason the effective area for capture of radiation by the receiving aerial 
is half that of the free-space case. For a short vertical aerial the effective area is 
A = 3AV1677. (22) 

The effects at the transmitting and receiving aerials, however, are such that the 
power attenuation between the two is the same as in the free-space case, so (13) is 
still applicable. 

As the distance between the two aerials is increased, it is found that the attenuation 
actually found between transmitter and receiver becomes increasingly larger than that 
given by (13). This is the result of both the finite conductivity and of the curvature 
of the earth. 

For the range of frequencies used in medium-wave broadcasting, and for earth 
of average conductivity (<t = 7 x 10"** e.m.u.), values of the power-fiux per unit 
area at the receiver are shown in Fig, 22.2. 

Such curves are frequently given in terms of the strength € of the electric field of 
the wave. To convert this into power-flux per unit area, one may use the relation 
e ^ \/377^ volts per metre (23) 
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Fig, 22.2. Attenuation at medium frequencies of the radiation from a transmitter 
( \ KW radiated, short aerial, average earth conductivity, a = 7 x 10~^*e.m.w., e = 15). 

where 0 is expressed in watts/metre^ 

Sometimes it is required to know the strength H of the magnetic field of the wave. 
This is related to the electric field by the expression 

H = (e/377) ampere-turn/metre* (24) 

As a matter of interest, it may be noted that e and H are analogous to voltage and 
current in electrical circuit theory. On this analogy the number 377 appears to denote 
a resistance, and is called the intrinsic resistance of free space. t 

At very-high-frequenciesj the attenuation of waves between two aerials close to 
the ground is rapid. This corresponds to the case of the so-called " surface waves " 
referred to in the previous section. Fortunately it is not difficulty at these frequencies^ 
to raise the transmitting and receiving aerials several wave lengths above ground and 
achieve the conditions for " space-wave '* propagation^ where the attenuation is very 
much less. 

For such conditions^ a rough but useful formula for the attenuation is given by 
^r/^t = (1-5 hj.h^/n^Y (25) 
where hj. and Ay; are the heights (in wavelengths) above earth of the trans- 
mitting and receiving aerials, and the other symbols are the same as in (13). 

More accurate values may be found by using Figs. 22.3^ 22.4 and 22.5. 

*The ampere-turn/metre is the unit of magnetic field strength in the Rationalized Meter Kilogram 
Second (M.K.S.) system of units. 

1 ampere-turn /metre = 4 x 10-3 e.m.u. (oersted), 
t Note: e/H in e.m.u. = c; e/H in e.s.u. = 1/c. 

e expressed in e.s.u. = H expressed in e.m.u. Refer to Chapter 38 Sect. l(ii) on electrical and 
magnetic units. 
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Fig, 22.3. Effect of raising the receiving aerial above the earth (1 KW at ^5 Mc/s 
radiated over earth with conductivity a = 10"*' e.ntM. and transmitting aerial 'iO feet 
above the earth). The same curves also apply when the transmitting and receiving 

aerials are transposed. 



Fig. 22.3 shows the effect of raising the aerial above the earth* for a frequency of 
45 Mc/s, and indicates that unless the aerials are close to the earth, horizontal and 
vertical polarizations have practically equal effectiveness. 

Fig. 22.4 and 22.5 for frequencies of 75 and 150 Mc/s were derived by T. L. Eckers- 
ley for vertically polarized waves,, but may be used also for horizontally polarized 
waves with little error when the aerials are at heights above earth corresponding to 
normal practice. 



*An infinitely short dipole has been assumed. 



www.pmillett.com 



22.5 



(iv) ATTENUATION OF RADIO WAVES 



899 
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Fig, 22.4 (A) Attenuation at 75 Mc/s of the radiation from a transmitter (1 KW radiated 
over earth xvith a = 10'^^ e,mM.s e = 5, with receiving aerial at zero height) ; (B) 
Multiplying factor for height of receiving aerial above earth. 
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Fig, 22.5. (A) Attenuation at 150 Mc/s of the radiation from a transmitter (1 KW 
radiated over earth with a = 10-^^ e,m.u,, e = 5, with receiving aerial at zero height) ; 
(B) Multiplying factor for height of receiving aerial above earth. 
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SECTION 6 : THE EFFECT OF THE IONOSPHERE ON THE 
RECEPTION OF RADIO SIGNALS 

Radio propagation over long distances on the earth is possible because of the pre- 
sence of layers of ionized gas in the higher atmosphere of the earth. Signals reflected 
from the ionosphere are used exclusively in short-wave reception. 

The principal reflecting layers in the ionosphere are the E and F2 layers, situated 
at roughly 60 miles and 200 miles, respectively, above the surface of the earth. The 
E layer is a poorly reflecting surface and hence short-wave communication almost 
exclusively takes place via the layer. In designing a receiving aerial for short- 
wave communication, one must calculate the angle of elevation at which signals will 
arrive at the aerial, and then use the relation (20) to determine the height at which the 
aerial should be placed above earth. This calculation involves a knowledge of the 
height of the ionospheric layer, the distance between transmitting and receiving aerials, 
and the curvature of the earth. 

The Australian reader is referred to the " Radio Propagation Handbook " and the 
*' Monthly Ionospheric Predictions ** produced by the Ionospheric Prediction Service 
of the Commonwealth Observatory, for information on communication by way of the 
ionosphere. In America the equivalent publications are the N.B.S. Circular 465 
" Instructions for the use of basic radio propagation prediction " and CRPL-D pub- 
lication " Basic radio propagation predictions " obtainable from the Central Radio 
Propagation Laboratory, National Bureau of Standards, Washington, D.C. The 
English reference is Bulletin A, published by Radio Research Station, National 
Physical Laboratory. 

See also Chapter 8 References 5, 7 and 10. 

In medium-wave broadcasting the ionosphere does not reflect any appreciable 
amount of energy during daylight hours. At night, however, waves are reflected 
back to the earth from what remains of the E layer (unlike the F layer, the E layer 
practically disappears at night) and these waves provide a secondary, or fading, service 
during the night hours over distances of hundreds of miles. Unfortimately, these 
reflected waves reach the earth also at relatively short distances (50 to 100 miles) from 
the transmitter and combine with the ground waves to produce a very objectionable 
type of fading. Hence the primary or non-fading service area of a medium-wave 
broadcasting station may be less at night than during the day. Aerials that favour 
signals which arrive horizontally and discriminate against those that arrive from high 
angles will diminish this undesirable eff'ect. This normally cannot be done very 
effectively because the height required for the aerial is neither possible nor economical 
in a receiving installation. The best that can be done is to avoid types of aerials 
that accentuate this effect. Where night-time fading of signals is encountered, 
straight vertical aerials should be used. Loop aerials and inverted-L aerials with 
long horizontal sections should be avoided, and care should be taken that r-f coupling 
between the power mains and the receiver is kept to a minimum. 



SECTION 7 : THE IMPEDANCE OF AN AERIAL 

(z) Introduction (ii) Resistive component of impedance (Hi) Reactive component 
of impedance (iv) Characteristic impedance of aerial (v) Examples of calculations 
(vi) Dipoles (vii) Loop aerials. 

(i) Introduction 

In the previous sections, the energy ideally available at the receiver terminals has 
been calculated. This energy is available, however, only if the receiver is matched 
to the aerial, and if there are no resistive losses associated with the aerial or aerial- . 
earth system. 

If the input circuit of a receiver is to be designed to extract the maximum energy 
from the radio-waves that are passing the aerial, then a knowledge of the component -f 
parts of the impedance of the aerial is required. 
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(ii) Resistive component of impedance 

The first part of the aerial impedance to be considered is the resistive part con- 
cerned with the coupling between the aerial and the space around it. This is called 
the Radiation Resistance of the aerial and is the resistance that would be measured 
at the point of maximum current in a tuned aerial^ in the absence of resistive losses. 
If a load resistance of this value 
is placed in the aerial at the point 
considered, then the aerial would 
extract from a passing wave an 
amount of power equal to the 
" available power " calculated in 
the previous sections. 

The calculation of the radia- 
tion resistance of an aerial is not 
easy, and in most cases the calcu- 
lations provide only approximate 
answers. The reader is referred 
to standard texts for these ap- •« 
proximate methods of calcula- 1 
tion. I 

If the impedance is measured ^ 
at the base of an ideal vertical g 
aerial, then the resistive compon- 2 
ent is called the Base Radiation 
Resistance. Values of this S 
for the types of aerial com- o 
monly used in medium-fre- J 
quency reception are given in 
Fig. 22.6. 

If the r-f resistance at the base 
of an aerial is measured, it will 
be found to be greater, in general, 
than the calculated radiation re- 
sistance. The difference repre- 
sents the loss resistance associ- 
ated with the aerial-earth system. 
For a short aerial with small radi- 
ation resistance, the loss resist- 
ance may be many times greater 
than the radiation resistance. 
With such an aerial one can ex- 
tract only a fraction of the power 
ideally available at the terminals 
of the aerial. 




2 
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Fig. 22.6. 



Base radiation resistance 
inverted L aerial 



of an 



If we wish to calculate the power that may be extracted from the aerial in the pre- 
sence of resistive losses we proceed as follows. 

The power Pj^ ideally available at the aerial may be calculated and we can use in- 
formation such as that given in Fig. 22.6 to find the radiation resistance Rj^ of the 
aerial. By measuring the base resistance and subtracting Rjf from this we are left 
with R J 3 the equivalent series loss resistance of the aerial-earth system. The equiva- 
lent circuit is shown in Fig. 22.7. It may be noted that we have not yet calculated 
the equivalent e.m.f. induced in the aerial by the radio-wave. This can be done 
easily however^ because we know the resistance Rj^ and the power that would be 
generated in a load resistance of this value if were absent. Across such a load we 
would have a voltage of e/2. 
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When Riis not negligible, then the load resistance R must 
be increased to + Rl maximum power transfer. 
In this case, the power in the load is 




FIG. 22.7 

Fig. 22.7. Equtya- 
lent circuit of aerial- 
earth system. 



Hence the ratio of power actually extracted from the 
aerial to that ideally available (or the radiation efficiency 
of the aerial) is given by 




ohms and that we wish to calculate the radiation efficiency of the aerial. 

From Fig. 22.6 we find Rj^ = 1.6 ohms, and we are given i?^ = 20 ohms. Then 
Pyp = O.O83 which is the radiation efficiency of the aerial. 

(iii) Reactive component of impedance 

So far, only the resistive component of the base impedance of the aerial has been 
mentioned and we have assumed that the reactive part has been tuned out. It is 
most desirable that we should be able to calculate this reactive component, at least 
roughly, from the aspects of both the design of the input circuit of the receiver and 
the estimation of losses introduced by the tuning reactances. 

A simple way to make an approximate calculation of the reactance of an aerial, 
is to treat it as a seaion of transmission line. We can simplify this treatment still 
further by neglecting the resistive component of the aerial impedance and by assuming 
that the transmission line has no loss. (This treatment breaks down when the base 
of the aerial is close to the point of minimum current of an aerial, but this case is very 
seldom met in an aerial designed for reception). Hence we can use the simple trans- 
mission line formula (10). 

If the aerial is a straight wire, then this may be taken as an open circuited length 
of line. The terminating impedance Zj^ is then infinite and (10) becomes 

Z. = Xi = ~ jZo cot (28) 

This formula can be applied also to an inverted L aerial, by neglecting the bend in 
the aerial and by taking / as the total length of wire in the aerial. If the aerial has a 
more elaborate type of capacitance top, then one can proceed as foUows. Imagine 
the capacitance top broken at the point at. which it joins the downlead of the aerial. 
Use (28) to calculate Z< for each section of the capacitance top, then combine in parallel 
the values of Z^. The resultant is then the terminating impedance of the aerial 
downlead. The impedance of this is then obtained from (10). 

(iv) Characteristic impedance of aerial 

As yet, we have given no indication of the value of characteristic impedance Zo to 
be assigned to the aerial. Various approximate formulae are available for this, but 
that of Steinmetz is possibly the best. This is 

Zo - 138 logio Wd) - 104 ohms (29) 
where A is the wave-length 

and d is the diameter of the aerial conductor (or cage) measured in the same units 
as A. 

(v) Example of calculations 

The following worked example uses much of the work covered so far in this chapter. 
Example 

A receiving aerial of the inverted-L type has a horizontal top section of 50 ft. length 
and a 30 ft. vertical downlead. The aerial conductor is composed of 7/.029 in. copper 
wire, (a) What is the input impedance of the aerial at a frequency of 1000 Kc/s, 
if the equivalent series earth resistance is 20 ohms ? (b) What voltage will appear 
at the input terminals of a receiver, matched to the aerial, if the receiving aerial is at 
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a distance of 20 miles from a transmitter ? The transmitter has a short aerial (less 
than quarter-wave) and radiates 500 watts. The ground between transmitting and 
receiving aerials has a conductivity of 7 x 10-" e.m.u. 

(a) Calculation of input impedance 

The length of conductor is 80 feet or 24.4 metres, therefore //A= 24 4/300 = 0.0813. 
From (28), Xi = - jZ^ cot 2rr//A. 
We obtain Zq from (29) : 

Zi = 138 :ogio 1.36 X 10^ - 104 = 603 ohms 

and 2ttI/X = 29.3°. 
Therefore AT, = - / 603 cot 29.3° - ; 1070 ohms. 

Next, to obtain i?;; we use Fig, 22.6. For this aerial the ratio of the horizontal 
portion of the aerial to the total length is 0.625. By interpolation between plotted 
values we find that i?^ is approximately LO ohm. The series loss resistance is given 
as 20 ohms, hence the total resistance at the base is 21 ohms. 

The base impedance of the aerial is then 
Zf = 21 - j 1070 ohms, 

(b) Calculation of voltage at receiver terminals 

From Fig. 22.2 we see that at the given frequency and distance the power flux per 
unit area <P is 2.0 x 10"® watts/m'* for a radiated power of 1 KW. Hence ^ is 
1.0 X 10-^ for 500 watts radiated. The effective area of the aerial is given in Table 1 
as 3A2/I67r. Hence the power ideally available is 
= 1.0 X 10-« X 3 X 300V167T 
= 0.535 X 10-* watts. 
From (25A) we find that the e.m.f. induced in the aerial (referred to the base radia- 
tion resistance) is e = 2^/P^^ = 1.46 x lO'^ volts or 14.6 millivolts. 

21 ohmi -> I07O ohmj 



The voltage appearing at the aerial terminals will be greater than the induced e.m.f. 
because of the highly reactive impedance of the aerial. The equivalent circuit of 
the aerial and input circuit of the receiver are shown in Fig. 22.8. We see that the 
aerial current is 

i ~ 1.46 X 10-2/42 and the voltage at the receiver terminals is approximately 
V = i 1070 = 0.373 volt. 

(vi) Dipoles 

The second type of aerial, the impedance of which we may wish to calculate is the 
dipole aerial. Dipole aerials well removed from the earth may be treated in a manner 
similar to that of a vertical aerial, because, at least approximately, a vertical aerial 
with its image forms a dipole aerial. With the vertical aerial we measure the imped- 
ance with respect to the neutral point (earth) of the equivalent dipole, so the impedance 
is only half that of the equivalent dipole. Hence in calculating the impedance of a 
dipole we can use the results obtained previously, but multiplied by a factor of two. 
Because a dipole aerial (remote from the earth) has no earth loss, it is in general more 
efficient than the equivalent vertical aerial with earth return. 

The most commonly used variety of dipole aerial is the resonant, or half-wave 
variety. When remote from earth it has twice the impedance of a quarter-wave 
aerial, i.e. its impedance is resistive and has a magnitude of 73 ohms. When in the 
vicinity of the earth, the impedance depends on the height above earth. The variation 
is shown in Fig. 22.9. 

Reflectors are sometimes used with half-wave aerials at very high frequencies. 




FIG. 22,0 



Fig, 22.8, Equivalent circuit of 
aerial and input circuit of the 
receiver. 
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In Fig. 22.10 is shown the effect, on the radiation resistance of a half-wave dipole, 
of the spacing between aerial and reflectorj when the latter is tuned to provide maxi- 
mum forward radiation. (For further information on the effects of reflectors the 
reader is referred to Ref. 14). 

(vii) Loop aerials 

Another common type of aerial used in broadcast reception is the loop aerial. With 
such aerialsj the radiation resistance at medium frequencies is normally negligible 
compared with the loss resistance of the conductors. The aerial may be treated as a 
lumped inductance, the electrical constants of which can be calculated from well 
known formulae. 




Aerial Height Above Eorth (in Wavelengths) 

FIG. 22.9 

Fig, 22.9. Radiation resistance of horizontal half -wave dipole aerial plotted against 
height of aerial above the earth. 
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SECTION 8 : DUMMY AERIALS 

When a signal generator is used in adjusting a receiver and in measuring its per- 
formance, it is necessary that the generator should present an impedance at the input 
terminals of the receiver which is equal to that of the aerial. At a single frequency 
this presents no difficulty ; one may calculate the aerial impedance in the manner 
shown in the previous section and then add appropriate amounts of resistance and 
reactance in series with the generator impedance to produce an impedance equal 
to that of the aerial. 

When the receiver is required to be used over a range of frequendes, the produaion 
of a dummy aerial that will simulate the aerial is not quite so easy. If the aerial is 
very short and has a radiation resistance less than the aerial-earth loss resistance, then 
we can assume the latter to remain constant in value. We have to produce, therefore, 
a reactance which changes in the same way as that of the aerial. With a very short 
aerial, the term cot jS/ in (28) is approximately equal to l/jS/ and we have 

Xi^ - jZJ^l (30) 
which may be reduced to 

where C is the total capacitance of the aerial. 

Hence, for such an aerial, the dummy consists of a fixed resistor in series with a 
fixed capacitor. The impedance of a longer aerial may be represented moderately 
well over a range of frequencies by a resistor, inductor and capacitor in series, all 
shunted by a capacitor. For such networks we refer the reader to sources listed in 
the bibliography. 

For standard dummy aerials to be used in receiver testing, see Chapter 37 Sections 
1 and 2. 
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With a receiver designed to operate with a loop aerial, it is not usual to use a dummy 
aerial when testing the receiver. Instead the aerial is left connected to the receiver 
and a known e.m.f. is induced in the loop. This is effected by connecting a second 
loop to a signal generator, and placing the two loops at a suitable distance from each 
other. The e.m.f. induced in the receiving loop can be calculated if, in addition to 
the distance, the dimensions of the loops, the number of turns, and the current in 
the transmitting loop are known. 



SECTION 9 : TYPES OF AERIAL USED FOR BROADCAST 

RECEPTION 

(0 Introduction («) Medium-frequency receiving aerials (m) Short-wave re- 
ceiving aerials (iv) V-H-F aerials, 

(i) Introduction 

Only simple types of aerials, such as are employed in broadcast reception, will be 
described here ; no mention will be made of the more complicated aerials used in 
point-to-point communication services. 

There are three important factors to be considered in the design of an aerial for 
reception. 

(a) Its effective area for the capture of radio energy and its efficiency should be 
sufficiently great to provide a signal that will override the internal noise of the receiver. 

(b) It should be placed as far as possible from sources of noise-interference and, 
in particular, it should be situated outside the induction field of such generators, 

(c) If the radio signal should arrive at the receiver by two different paths (e.g. 
ground-wave and sky-wave) so that distortion of the received' signal results, then 
the aerial should have sufficient directivity to favour the wanted signal and reject 
the unwanted one. 

At very-high frequencies, the effective area for capture of radio-energy by an aerial 
becomes so small that the first factor is of great importance. In medium-frequency 
reception, on the other hand, the second factor is the most important. One reason for 
this is that at such wavelengths it is not easy to place the aerial outside the induction 
field of noise sources. This may be seen from the following discussion. 

At a distance of several wave-lengths from an aerial the power flowing through unit 
area falls off as the inverse square of the distance from the aerial. This implies that 
the field strength of the signal falls inversely as the distance [see (23)] from the aerial. 
This field is called the radiation field of the aerial. An aerial has also another com- 
ponent of its field which is the predominating one at points close to the aerial, but 
falls off rapidly and becomes negligible compared with the radiation field at a distance 
of a few wavelengths from the aerial. This is called the " induction field." At a 
distance of approximately one sixth of a wavelength (A/27r) from a short aerial, the 
components of the induction and radiation field are equal. At shorter distances the 
intensity of the magnetic field of the aerial increases roughly as the inverse square of 
the distance from the aerial while the intensity of the electric field increases roughly 
as the inverse cube of the distance. It is obviously desirable that a receiving aerial 
should be situated outside this zone around a noise source in which the field intensity 
increases very rapidly as the distance between receiving aerial and the generator is 
decreased. This is comparatively easy at very-high frequencies where one sixth of 
a wavelength may be only one or two feet. At medium frequencies, the corresponding 
distance is of the order of 50 yards and it may be difficult to place the aerial at such a 
distance from sources of electrical interference. 

(ii) Medium-frequency receiving aerials 

Aerials short compared with one half-wave length are generally used. These may 
be of the straight-vertical, inverted-L or T types. The characteristics of these have 
been discussed in previous sections. 
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Very small aerials of this type are sometimes used indoors. Such aerials are use- 
ful only when the required signals are of large intensity, because these indoor aerials 
do not fulfil any of the three conditions listed above, except when close to broadcast 
stations. Besides being inefficient because of their small size, they are also partially 
shielded by earthed conductors in the house-wiring. They are also very liable to 
pick up r-f noise carried along the power mains. 

Loop aerials are sometimes used in broadcast receivers. When used indoors 
they have the same drawbacks as the indoor capacitance type aerial, except that if 
shielded, or balanced with respect to earth, they are less sensitive to inductive inter- 
ference from nearby sources of r-f noise. The reason for this is that a balanced or 
shielded loop responds to the magnetic component of the field of an aerial, whereas 
the capacitance type aerial responds to the electric component. In the radiation 
field, these two components are equal and are mutually dependent. In the im- 
mediate vicinity of an aerial they are not equal, and the electric component increases 
more rapidly than does the magnetic field as one approaches the aerial. Hence in 
the vicinity of a radiation source of r-f noise, a loop aerial will pick up less energy than 
will a vertical aerial, 

A loop aerial is more sensitive to waves arriving at steep angles to the plane of the 
earth than is a vertical aerial. Hence it should not be used where interference be- 
tween ground and skywaves is experienced. In such conditions a straight vertical 
aerial is normally the best type of aerial that can be used. In special circumstances, 
such as occur sometimes in country areas, it is possible to use another type of aerial, 
called a wave-antenna, to reduce ground-wave - sky-wave interference. 

The wave antenna consists of a horizontal wire several wave lengths long suspended 
a few feet from the ground and directed towards the required broadcast station. 

It functions because of an effect that has not been mentioned previously, called 
wave-tilt. This is the production of a radial component of the electromagnetic field, 
when the waves are passing over imperfectly conducting ground. This component 
is picked up by the horizontal wire which, when a wavelength or more long, has 
maximum directivity along its axis. 

(iii) Short-wave receiving aerials 

Since short-wave reception usually is concerned with signals of low field intensity, 
efficient aerials placed well away from sources of interference are required. In an 
earlier section it was shown that the height of the aerial above ground is also important. 
Indoor aerials are most unsuitable for short-wave reception. A half-wave dipole 
placed at the correct height above earth and connected to the receiver by a trans- 
mission line provides an efficient receiving system over a i districted range of fre- 
quencies. In short-wave reception, however, one is concerned with a range of ap- 
proximately 3 to 1 in frequency. If the aerial is to provide a reasonably good match 
to the transmission line or receiver over such a frequency range, then a more elaborate 
aerial than the simple half-wave type is required. 

One way of doing this is to arrange a number of half-wave dipole aerials in the form 
of a fan and cormect them in parallel. Each dipole is tuned to one of the frequency 
bands allotted for short-wave broadcasting. At resonance the half-wave dipole 
matches a 70 ohm transmission line. The dipoles that are off resonance provide high 
and predominately reactive impedances of both signs in parallel with the 70 ohms 
of the resonant dipole, and have small overall effect. 

Such an aerial is connected to the receiver by a balanced transmission line. The 
receiver must be provided with an input circuit that is also balanced with respect to 
earth. Alternatively an aperiodic balance/unbalance transformer must be connected 
between the transmission line and the receiver. 

An aerial that has similar characteristics to the one described above, but is not of 
the balanced type, is shown in Fig. 22.11. It is essentially half of the fan arrange- 
ment of dipoles. A common type of co-axial transmission line, having a characteristic 
impedance of 50 ohms, is suitable for use with this aerial. A few buried radial wires 
roughly half-wave (at the mid-frequency) in length provide a good earthing system 
for this aerial. 
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Fig. 22.11. Unbalanced aerial system for short-wave 
reception {frequency range 6 to 18 Mc/s). 




(iv) V-H-F aerials 

Because the effective area of an aerial at very high frequencies is small and the 
amount of energy that it can supply to the receiver is correspondingly small, it is 
essential that the efficiency of the aerial system should be high. At these frequencies 
the signal power per iinit area at the aerial increases as the square of the height above 
ground, so the aerial should be placed at the maximum available height. 

At very high frequencies the dimensions of the aerial are so small that rigid rods, 
rather than flexible wires, are used as aerial conductors. This simplifies the problem 
of the mechanical support for the aerial. Half-wave dipoles and quarter-wave ver- 
tical aerials with a counterpoise are the most common arrangements. The provision 
of a reflector is not difficult and is sometimes advantageous. 

Matching the aerial to a transmission line is effected, when necessary, by means of 
sections of transmission line, rather than by combinations of lumped inductors and 
capacitors. Space does not permit a treatment to be given here of the great variety 
of line-sections, stubs and other impedance transforming devices that are in common 
use at very high frequencies. Nor can we deal with the very large number of varieties 
of aerial in use. A few of the common types are shown in Fig. 22.12. Of these, 
(a), (b), (c) and (d) are designed for reception of vertically polarized waves, and (e) 
and (f) are for horizontally polarized waves. The aerial (a) is the simplest type. It 
consists of a quarter wave radiator connected to the inner conductor of a co-axial line. 
Connected to the end of the outer conductor of the coaxial line is a quarter-wave 
" skirt," which forms, in effect, the second half of a vertical dipole. The impedance 
of the aerial is roughly 70-75 ohms and matches directly a common type of co-axial 
transmission-line. The disadvantage of this aerial is that the " skirt " is coupled 
to the outer conductor of the transmission-line and will pick up signals or noise that 
are present on this. 

Type (b) consists of a vertical quarter-wave aerial with four horizontal quarter 
wave elements which form an artificial earth plane. The impedance of this aerial is 
lower than that of the normal quarter-wave aerial above a fuU earth plane, and it 
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reqxures a matching stub, or a quarter-wave transformer to transform its impedance 
to that of a usual type of co-axial transmission line. The impedance of this aerial 
may be increased by a factor of four, by the device shown at (c), and the necessity of 
providing an impedance transformer is eliminated. Type (d) is a discone aerial, 
useful over a wide range of frequencies. 

(e) Is the most conmionly used type of horizontal aerial. It consists of two quarter- 
wave arms, one connected to the inner, and one to the outer conductor of a co-axial 
line. An outer quarter- wave sheath is connected at its lower end to the outer con- 
ductor of the co-axial line. The elfea of this is to isolate the latter from earth, and 
hence preserve the balance of the aerial with respect to earth. 
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(f ) Is a modification of (e). The aerial conductors are made in the form of a conical 
cage to increase the frequency-range over which the aerial is effective. In this aerial 
another method of providing the transformation from the unbalanced transmission 
line to the balanced dipole is shown. It consists of splitting the outer conductor of 
the co-axial line into halves, for a distance of one quaner-wave. At the top of this 
" split " the halves of the dipole are connected directly to the outer conductor, while 
the inner conductor of the transmission line is connected to one of them. 

One of the most easily constructed aerials is the folded half-wave dipole, which is 
shown in Fig. 22.12 (g). Whilst the radiation characteristic is the same as that of a 
conventional half- wave dipole, the folding produces an impedance transformation. 
When the conductors are of the same diameter throughout, the input impedance of 
the aerial is approximately 300 ohms. This enables the aerial to be matched directly 
to a 300 ohms moulded transmission line, which is commercially available. The 
spacing between the parallel conductors is not critical but, as in the case of a trans- 
mission line, it must be very small compared with a wavelength. 
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(i) Aerial coupling 
si derations. 



SECTION I : INTRODUCTION 

(«) Tuning methods {Hi) R-F amplifiers (iv) Design con- 



(i) Aerial coupling 

In any radio receiving system it is necessary to have some means of effectively 
transferring the modulated carrier voltage from the aerial system to the grid of the 
first radio frequency voltage amplifier. The usual method of achieving this result 
is to use some form of aerial coupling transformer which will give the desired voltage 
a larger amplitude than that of any other radio frequency voltages which may also be 
present at the receiver input terminals. 

There are many possible forms of aerial coupling arrangements, but the most 
common type is the inductively coupled transformer, consisting of a primary and a 
secondary winding. The tapped inductance, or auto-transformer, is also extensively 
used, particularly with receivers tuning the broadcast F-M band and in portable 
battery receivers using single turn loops. 

The aerial coupling unit is equally applicable to either tuned radio frequency or 
superheterodyne receivers, since the fundamental problem of effeaive voltage transfer 
is the samfe in each case. 

Fixed tuned and untuned aerial stages are sometimes employed. The fixed timed 
arrangement is more often used where the desired frequency range to be covered is 
only a small percentage of the operating frequency, e.g. in a band-spread range of a 
multi -range receiver, or at v-h-f. The more usual practice is to tune the secondary 
of the transformer by means of a variable capacitor, or alternatively to make the in- 
ductance variable, since this allows the optimum operating conditions, or a close ap- 
proach to them, to be obtained over the required tuning ranges. It is not generally 
of great importance whether the tuning is accomplished by using a variable capacitor 
or a variable inductor. Because of mechanical difficulties with inductance tuners 
the variable capacitor has been more widely used up to the present rime. The in- 
ductance tuner is rapidly gaining favour, however, at frequencies around 100 Mc/s, 
and higher, because of the difficulties due to common metal shafts in ganged capacitors 
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and the inductance of the metal parts making up the capacitor. With the ganged 
capacitor arrangement considerable trouble is experienced due to coupling from one 
circuit to another, because it is not an easy matter to earth the shaft effectively be- 
tween sections. The earthing wipers or leads have appreciable reactance and resist- 
ance at v-h-f and these factors are no longer negligible in comparison with the tuned 
circuit impedances. Insulated rotors and stators are of considerable assistance in 
overcoming difficulties due to common shaft coupling. 

(ii) Tuning methods 

Apart from ganged capacitors, many types of tuners have been used at v-h-f, includ- 
ing vane, guillotine, permeability, resonant line arrangements, etc., but all appear to 
have some disadvantages and it cannot be said that any one method is greatly superior 
to all others. Permeability tuning has also achieved some success on the 540 to 1600 
Kc/s A-M, broadcast band, but it does not appear likely, in its present form, to super- 
sede the variable capacitor. 

(iii) R-F amplifiers 

In conjunction with the aerial stage it often becomes necessary to incorporate a 
further stage to obtain additional radio frequency amplification and to increase further 
the discrimination against undesired signals, such as those from other broadcasting 
stations, and in the case of a superheterodyne receiver to limit the effects due to image 
and other spurious responses. This additional stage usually takes the form of a pen- 
tode voltage amplifier operating under class Aj conditions and using a fixed or variable 
tuned circuit to act as a load impedance ; an untuned stage may be used in some 
cases. The valve is connected between the aerial transformer and the r-f tuned 
circuit which is in turn coupled to a converter valve or another r-f voltage amplifier. 

Whether the r-f stage carries out its various functions efficiently depends on a num- 
ber of factors. Firstly it is necessary that the input resistance of the valve should not 
be too low at the operating frequency, as this will adversely affect the performance 
of the input circuit— the aerial circuit in the case of one r-f stage. In addition, the 
noise generated by the valve should be low, and in a superheterodyne receiver the 
noise voltage should be very much less than that developed by the converter valve if 
there is to be appreciable improvement in the signal-to-noise ratio. Also the r-f 
stage gain should not be too low, otherwise the converter noise will still have an ap- 
preciable effect on the signal-to-noise ratio. This last requirement calls for valves 
operating at v-h-f to have fairly high values of mutual conductance, since the tuned 
circuit impedances are low and the stage gain is the product of these two factors. 
Grid-to-plate capacitance should be small in conventional voltage amplifiers to avoid 
the necessity for neutralization. Input and output capacitances are also important 
as they set a limit on the possible tuning range. Further considerations of operating 
conditions for valves used as r-f voltage amplifiers are given in Chapter 2 Sect. 4 
and in Sects. 5, 6j 7 and 8 of this chapter. 

Since the fundamental principles of operation of the aerial and r-f circuits are very 
similar whether we use a t-r-f or superheterodyne receiver^ it can be taken that the 
coupling methods and the stage gain and selectivity calculations will apply equally 
well in both cases. Each type of receiver presents its own particular problems but 
it is not intended to enter into a discussion of these matters here. Moreover the 
arguments relating to the relative merits and de-merits of the two systems are well 
knovm and details can be found in the references listed at the end of the chapter. 

A question which sometimes arises is the desirability of having more than one r-f 
stage in a superheterodyne receiver. It should be quite clear that, provided the gain 
of a single r-f stage is sufficient (say 10 to 15 times) to over-ride the effects of con- 
verter noise, no appreciable improvement in signal-to-noise ratio is obtained by 
adding further r-f stages of the same type. The advantage of additional r-f stages 
lies in the improved selectivity which is possible against image and other undesired 
frequencies. It is generally preferable to obtain any additional amplification which 
may be required in the i-f and a-f stages, depending on the purpose for which the 
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additional gain is required. Further^ a number of tuned r-f stages using ganged 
capacitors presents a rather difficult tracking problem, as well as giving rise to the 
increased possibility of unstable operation. Normally, only the transformer secondary 
is timed and the overall selectivity characteristic is not as good as can be obtained with 
fixed-tuned i-f transformers. The gain and seleaivity of the tuned r-f amplifier 
varies with the signal frequency, and a fixed intermediate frequency will allow more 
constant gain and higher gain per stage, for a given range of signal frequencies. The 
higher gain per stage is due to the higher dynamic impedance of the i-f transformer 
when the intermediate frequency is lower than the signal frequency. Even for an 
intermediate frequency higher than the signal frequency, larger stage gains are pos- 
sible because of the better L/C ratio which can generally be obtained. 

Even in cases where signal-to-noise ratio and r-f selectivity are not a problem, it is 
still sometimes advantageous to include a r-f stage. The r-f stage is used as a buffer 
to prevent the radiation of undesired signals from the receiver. A typical case of 
radiation occurs with a v.h.f. F-M receiver operated in conjimction with an efficient 
aerial system. If no r-f stage is used, radiation can occur at the oscillator frequency 
due to voltages at this frequency appearing at the input circuit of the frequency changer. 
This is serious because it opens up the possibility of interference between radio 
receivers which are operating in close proximity to one another. 

It is not proposed, in this chapter, to deal in any great detail with grounded grid 
and other special types of r-f voltage amplifiers, as these are rather specialized applica- 
tions which are not normally used in the design of narrow-band receivers covering 
limited bands of frequencies in the range from say 50 Kc/s to 150 Mc/s. However, 
at frequencies in excess of about 50 Mc/s, input stages using a grounded-grid triode 
are generally capable of giving better signal-to-noise ratios than circuits using the 
conventional grounded-cathode pentode voltage amplifier, but only at the expense 
of r-f selectivity. At the lower frequencies the input resistance of the pentode is 
much higher than that of the grounded grid triode, and so improved gain in the aerial 
coupling circuit can be used to offset the deterioration in signal-to-noise ratio due to 
valve noise. Clearly a better input circuit is possible using a pentode having a lower 
equivalent noise than with a pentode having the same input resistance but higher 
equivalent noise, and valve types should be selected with this in mind. 

In cases where a wide range of frequencies has to be covered, and where the pass 
band of the receiver must be very wide (e.g. in television or multi-channel F-M link 
receivers), the groimded-grid triode offers considerable improvement in signal-to- 
noise ratio even at frequencies well below 100 Mc/s. Other applications occur in 
circuits where neutralization cannot be obtained by normal methods or where the 
circuit requirements are such that the grid must be earthed. 

A special circuit (Cascode) which is of interest (see Ref. AlO Chapter 13) uses a 
grounded-cathode triode voltage amplifier, which is neutralized, followed by a 
grounded-grid triode. This circuit has high input resistance and low equivalent 
noise. It offers appreciable improvement in signal-to-noise ratio over the other two 
types of circuits, particularly at frequencies in excess of about 70 Mc/s. The com- 
bined circuit can be considered as equivalent to a single grounded-cathode triode 
having zero plate-grid capacitance, and a mutual conductance and noise resistance 
equal to that of the first triode valve (the valves used can be types 6J4 or 6J6 etc.). 

Triode circuits of the types mentioned should not be used blindly, particularly 
at the lower frequencies, because the plate resistances of triodes are extremely low 
when compared with those of pentodes, and so the r-f stage gain may be insufficient, 
because the damping of the tuned circuits will be heavy, and also the r-f stage gain 
may be insufficient to make the effects of converter noise negligible. Detailed in- 
formation on grounded-grid and triode r-f amplifiers can be found in Refs. B8, B18, 
AlO and A4. 

(iv) Design considerations 

The design methods to be discussed are equally applicable over any part of the range 
of frequencies mentioned above, but their practical application is rather more difficult 
as the frequency becomes greater, mainly because of the physical size of the corn- 
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ponents (including valves) and because the circuit layout is increasingly important 
if satisfactory results are to be obtained. Electron transit time effects in valves be> 
come of greater importance as the frequency is raised because of the changes which 
occur in the valve input and output admittances^. The valve input admittance must 
be considered when designing an aerial or r-f circuit as it will affect the dynamic im- 
pedance of the circuit, and consequently the selectivity and gain. Valve sockets 
and other components will add further damping to the input circuits. The effects 
of valve noise will also be governed by the dynamic impedances of the input circuits 
and so the various valve effects must be considered in conjunction with the external 
circuits. This becomes of greater importance as the frequency increases. 

A design difficulty with aerial and r-f stages is in obtaining satisfactory perform- 
ance over a large tuning range. The three to one frequency coverage normally em- 
ployed on dual wave receivers for the medium (540 — 1600 Kc/s) and shortwave 
(e.g. 6-18 Mc/s) bands presents some problems in regard to tracking, and constancy 
of gain and selectivity. The L/C ratios obtainable with a variable capacitor giving 
an incremental capacitance range of at least 9 : 1 are satisfactory on the medium wave 
range but are rather poor on the shortwave band. For these reasons it is common 
practice to limit the coverage on shortwave bands, in the better class of receiver, to 
enable improved all round performance to be obtained ; a frequency ratio of about 
1.3 : 1 is usual in the region of 10 to 20 Mc/s, with larger ratios at the lower frequen- 
cies. An obvious advantage of multi-band receivers is the greatly improved ease of 
tuning, apart altogether from other considerations of better performance. 

To obtain the reduced frequency coverage with variable ganged capacitors having 
a capacitance range of about 10-400 /i/iF, various arrangements of series and parallel 
fixed capacitors are used. If the circuits are arranged to use a combination of series 
and parallel capacitors for bandspreading, it is possible to make the tuning follow 
practically any desired law. Further, if the timing range is small, the oscillator fre- 
quency in a superheterodyne receiver can be above or below the signal frequency 
and three point tracking can still be obtained using series padders in both the signal 
and oscillator circuits. These matters will receive further consideration in Chapter 25 
Sect. 3 on superheterodyne tracking. 

Methods for measuring the value of the coefficient of coupling, are given in 
Chapter 26 Sect. 4(ii)E and (iii)B, C. Methods for measuring the primary resonant 
frequency of an aerial or r-f transformer are covered in Chapter 37 Sect, 4(ii). 



SECTION 2 : AERIAL STAGES 

(t) Difficulties involved (ii) Generalized coupling networks (Hi) Mutual inductance 
coupling (iv) Tapped inductance (v) Capacitance coupling (vi) General summary, 

(i) DifiSculties involved 

The principal difficulty in the design of an aerial stage is that the type of aerial with 
which the receiver will eventually be used is, in general, not known. If the aerial 
impedance were known it would usually be a fairly simple matter to draw an equiva- 
lent circuit of the aerial and aerial input stage and to determine the complete perform- 
ance by solving for the conditions existing in the circuit. When the conditions are 
not known, however, it is usually best to adopt constants for an aerial system which 
will have the most adverse effect on the receiver performance and to solve for these 
conditions. A compromise is then made in the circuit arrangement to minimize the 
effects of changes of gain, selectivity, and tracking with other circuits in the receiver. 

(ii) Generalized coupling networks 

Fig. 23.1 shows the generalized form for an aerial couphng imit. is the voltage 
induced in the aerial. E2 is the voltage applied to the grid of the first amplifier stage, 

♦Valve admittances are covered in Chapter 2 Sect. 8. 

www.pmillett.com 



916 



(ii) GENERALIZED COUPLING NETWORKS 



23.2 



Zi Z2 and Z3 are intended to represent any possible arrangement of components for 
coupling the aerial to the receiver, where includes all impedances external to the 
zr. Zt receiver input terminals and Zj is the load 

impedance. This generalized T seaion 
can be made to represent all possible coup- 
ling arrangements, since it is well known 
from circuit theory that any complex net- 
work composed of linear bilateral imped- 
ances can be transformed, at any one fre- 
quency, into an equivalent T network 




f IC. 23-1 GENERALIZED AERIAL COUPLING UNrT. 



From the generalized network 

^1 " 



Z1Z3 + (Zi + Z3)(Z2 + Zj) 



(1) 



This expression is of little assistance unless it is applied to the specialized networks 
used in radio receivers. Additional 
generalized expressions for this net- 
work are developed in K. R. Stur- 
ley*s ** Radio Receiver Design " 
Part 1, Chapter 3. It is proposed to 
deal specifically with a few of the 
more conmion types of coupling cir- 
cuits. 



(iii) Mutual inductance 
coupling 

Fig. 23 .2 A shows one of the most 
widely used aerial coupling circuits. 

is the voltage induced in the 
aerial and Z^ represents the aerial 
constants, which may be any com- 
bination of inductance, capacitance 
and resistance. is the aerial coil 
primary winding which has a r-f re- 
sistance Rx» is the secondary 
winding coupled by mutual induct- 
ance to Li. R2 is the r-f resistance 
of Lg. is used to tune the sec- 
ondary circuit to resonance ; it 
should be noted that the setting for 
C2 when the aerial circuit is con- 
nected across the primary is different 
from the setting obtained when Li 
is on open circuit. Fig. 23.2B shows 
the T section equivalent of the aerial 
transformer, and Fig. 23.2C shows 
an alternative equivalent secondary 




FiG;23.a(A) 




FK5. 23.2(b) 




AERIAL TRANSFORMER. 



circuit which is very helpful in understanding the idea of reflected" impedances. 
For the present, the effects of valve loading will not be considered. When the second- 
ary is tuned to resonance, the aerial circuit gain is given by 



where 




(2) 
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and IZ^il =\/Rai' + ^^i''- 

It should be noted that the condition for secondary circuit resonance (partial resonance 
S ") is that 

- !z,,|^ 

and the " reflected " resistance and reactance in the secondary are given respectively by 

(4) 



'''' -M^ 

If the mutual inductance M is also made variable, the maximum value of secondary 
current (and of EJE^ when the primary circuit Q is low) is obtained when 

M-^^l¥ (6) 



^ E, 1 

and — = , (7a) 

^1 IojC^VR^R^^ 



(7b) 



where is the dynamic impedance of the secondary circuit. The approximations 
involved in these equations are discussed in Ref. B12, 

From this it can be shown, with M and adjusted for maximum secondary current, 
that the selectivity of the tuned circuit is half the value it would have if considered in 
the absence of the primary. This condition of optimum coupling is not usual in 
broadcast receivers, except where matching to a transmission line, since the coupling 
between primary and secondary is made loose to prevent serious tracking errors due 
to the variable reactance " reflected " into the secondary circuit over a band of fre- 
quencies. The expression most generally required is that of eqn. (2) and the calcu- 
lation of voltage gain need only be made at, say, two or three points across the tuning 
range. 

It should be noted, however, that in some cases loose coupling can lead to a con- 
siderable reduction in signal-to-noise ratio if site noise is not predominant, e.g. at 
the higher frequencies on the short-wave band it is advantageous to use optimum 
coupling, or slightly greater, to improve the signal-to-noise ratio (see Ref. A2 Chapter 
26). 

The effects of valve input admittance can be included by considering an additional 
resistance and a capacitance shunted across C^, The value of the resistance com- 
ponent may be negative or positive depending on the type of valve and the operating 
conditions, e.g. some types of converter valves have a negative input resistance. 

Having obtained the stage gain it is next important to find the selectivity of the 
circuit. As an approximation for ordinary types of aerial coils it is usually con- 
venient to determine the selectivity of the secondary as for a single tuned circuit. 
The simplest approach is to consider the resultant Q of the secondary circuit at the 
resonant frequency when all the secondary resistance, including that due to reflection 
from the primary and valve loading, is included. The value of Q is given by 
ojL eff/R effi where L ejf is the resultant secondary inductance. The selectivity is then 
found as for a single tuned circuit, resonant at the frequency under consideration, 
using the universal curve given in Chapter 9 (Fig, 9.17) in conjunction with the methods 
detailed in Chapter 26 Sect. 4(iv)A. This method is satisfactory provided that the 
amount of mistuning is not too large a proportion of the central reference frequency, 
and that the aerial coil follows the usual practice with the primary resonated above or 
below the tuning range or is designed for connection to a transmission line (or aerial) 
of which the characteristic impedance is largely resistive ; otherwise the variations 
in Rtff and L^ff would have to be considered. Further, in a number of practical 
cases it is permissible to calculate Reff and use when finding the value for Q, since 
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the reflected reactance may not be very large. It is often sufficient to calculate selec- 
tivity at, say, the mid-frequency of the tuning range, although it should be noted that 
seleaivity is a funaion of frequency and dependent on the circuit operating conditions. 

It is now worth while considering three special cases for the aerial coupling trans- 
former : 

(1) Where the aerial can be represented by a capacitive reactance in series with a 
resistance. 

(2) Where the aerial behaves like an inductive reactance in series with a resistance. 

(3) Where the aerial is coupled to a transmission line which " looks " like a pure 
resistance at the aerial terminals ; or the aerial itself, coupled to the receiver, looks like 
a pure resistance. 

Any aerial can be made to appear resistive if the reactance components are tuned 
out by a suitable arrangement of the aerial coupling network ; this is a common pro- 
cedure with fixed frequency installations. 

In case (1) it is usual to make the primary circuit resonate below the lowest tuning 
frequency, since this offers a good compromise with regard to constancy of gain, 
tracking, etc. This arrangement is also advantageous because the effect of the aerial 
is merely to move the primary resonant frequency still further away from the timing 
range, thereby minimizing the effect of the aerial on the secondary without losing too 
much gain. In general the high impedance primary winding is resonated at 0.6 to 
0.8 of the lowest tuning frequency, either with the aerial capacitance alone, or with 
an added capacitor. In either case the resonant frequency must not be close to the 
intermediate frequency in a superheterodyne receiver, and normally a broadcast band 
primary is resonated at a lower frequency than the i-f so that no aerial which is likely 
to be used will resonate the aerial primary at the intermediate frequency. 

Since the gain obtained from an aerial transformer with its primary resonant out- 
side the low frequency end of the tuning range decreases towards the high frequency 
end of the range, a small capacitance is often added across the top of the transformer. 
This capacitance increases the gain at higher frequencies and allows a substantially 
flat gain and noise characteristic to be obtained from the transformer over the desired 
range. This type of aerial transformer is fairly representative of those likely to be 
encountered on the mediimi and long wavebands. Practical values for the coefficient 
of coupling between primary and secondary are a compromise between various factors 
such as gain, tracking error and signal-to-noise ratios ; usual values are from 0.15 to 
0.3, with most aerial coils using values of about 0.2 (this should include any added top 
capacitance coupling). The value for prinaary Q is of the order of 50, and the second- 
ary Q is about 90 to 130 in typical aerial coils using the range of coupling coefficients 
stated, although Q values greater than 200 can readily be obtained by using special 
iron cores. Values of secondary Q above 100 generally call for smaller values of k 
than 0.2 if good tracking is to be achieved. 

If for some particular reason it is necessary to use a higher coefficient of coupling 
than say 0.4, then the primary inductance should be small and arranged to resonate 
with the aerial at about V^ of the highest signal frequency. This improves the 
signal-to-noise ratio but may give rise to tracking diffioilties. 

Case (2) normally applies with untuned loop aerials but the condition can occur 
with some types of aerials on the shortwave bands. In this case it is usual to make 
the coefficient of coupling fairly high, of the order of 0.5 or more, and a useful rule is 
to make the value of primary inductance approximately equal to 0.4 of the loop (or 
aerial) inductance (see Refs. B17 and A2, p. 44). 

For use with domestic type receivers operating on the short wave band, the standard 
dummy antenna is taken as being 400 ohms resistive, even though the aerial reactance 
will not be zero across the tuning range, as this gives an indication of average operating 
conditions. The aerial coupling transformer for this type of receiver can be designed 
using the procedure given in Case (3) below. 

The untuned loop antenna (which should be balanced to ground for best results) 
finds application with portable receivers, and in some cases with ordinary A-M broad- 
cast receivers. Loops have also been used in F-M receivers operating on the 40-50 
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Mc/s band, but not in receivers for the 88-108 Mc/s band because of the ease with 
which a half-wave dipole can be arranged inside the receiver cabinet. With loops it 
is necessary to keep stray capacitances to a minimum so as to avoid resonance effects 
within or close to the band of frequencies to be received ; this also assists in achieving 
good tracking because a loop that behaves like a small fixed inductance can be com- 
pensated for quite readily in the aerial coil secondary. 

The number of turns used in untuned loop aerials is not very critical, since a loss 
in effeaive height by using fewer turns can be offset by the increased voltage step-up 
possible with the coupling transformer. To keep stray capacitances low the fewer 
turns used the better. The best compromise for receivers operating on the medium 
or shon-wave bands is a single turn, loop, or perhaps a few turns (say not more than 
four) of wire wrapped around the carrying case for medium wave ponable receivers 
(this wire can be litz or copper braid, and even rubber covered hook-up wire is often 
satisfactory). The best type of single turn loop is one made out of copper tubing (or 
any other good conductor such as aluminium or one of its alloys) with the tube dia- 
meter not less than about 0.25 in. and preferably considerably larger than this ; the 
loop area should always be as large as possible. If the loop is to be used on the long- 
wave band it is preferable to use a few turns (about ten) of litz wire rather than a single 
turn loop. This is necessary because of the drop in Q which occurs with the single 
turn loop at the lower frequencies. Howeverj satisfactory results have been achieved 
with a 0.25 in. diameter copper tube loop at a frequency of 500 Kc/s. 

In many cases a two winding transformer is not used and the loop is made part 
of the tuned circuit (being in series with the main tuning inductance and earthed at 
one side). An alternative arrangement is to tap the loop across part of the main tuning 
inductance ; this can be made to give very satisfactory results. 

Because the inductance of loops (of the type being considered) is usually very smallj 
it is often difficult to measure the Q at the working frequencies. This difficulty 
arises with standard types of Q meters because the maximum capacitance is limited 
to about 400 /i/iF. A usefial method (suggested by J. B. Rudd) is as follows : 

Couple the loop fairly tightly to an inductance which is sufficiently large to be tuned 
to the working frequency. Measure the Q of the inductance with the loop open cir- 
cuited (call this Qi) and then the Q (call this Q') with the loop short circuited at its 
terminals. The Q of the loop (Qj) is given by 

o 

Qi(i - y) ' Q' 

where Qi = magnification factor for the primary inductance with the loop open 
circuited. 

Q' = magnification factor for the primary inductance with the loop terminals 
short circuited. 

3^ = 1 - (LVA) 

L' = inductance of primary with loop shon circuited, 
and Li = inductance of primary with loop open circuited. 
See (vi) below for some discussion of directly tuned loops. 

Case (3) permits of a fairly simple solution. Normally k is about 0.2 or less^ and 
the primary winding reactance (at the geometrical mean frequency of the tuning range) 
is made equal to the characteristic impedance of the transmission line or aerial, A 
panicularly simple solution has been made by Rudd (Ref. B12) to give conditions 
for two point matching in the tuning range. The procedure is as follows : 

Geometrical mean angular frequency wo =V where and are the 
lower and upper angular frequency band limits. The primary inductance = ^ 
Zo/ Wo where Zq is the characteristic impedance of the transmission line. 
The required coefficient of coupling is then determined from 



(8) 

where a = taj = fz/f\ 



www.pmillett.com 



920 



(iii) MUTUAL INDUCTANCE COUPLING 



23.2 



and Qs = secondary circuit Q in the absence of the primary. The value for Q, 
should include the effect of valve loadings and so 

Q' - Q.oL. + R 
where Q is for the unloaded secondary 
and R is the valve input resistance, 

A useful approximate formula for estimating the aerial coil gain under this condition 

is 

E, ~ 2y Zo 

This expression gives the maximum possible value of gain and corresponds to eqn. (7a) 
given previously. 

Although elaborate methods are available for calculating optimum signal-to-noise 
ratios etc^ the details above should give a fairly close approximation to the required 
practical conditions where the aerial coupling circuit is a compromise between the 
various conflicting factors discussed previously. These factors of gain^ selectivity 
etc, should be carefully considered as in nearly every case the performance of a re- 
ceiver is largely governed by the aerial coupling circuit. 



(iv) Tapped inductance 

Another conmion type of aerial coupling arrangement is shown in Fig, 23.3. This 
arrangement has found wide application in receivers tuning the 88-108 Mc/s F-M 
band because of its simplicity and the 
ease with which the correct aerial tap- 
ping point may be foimd. This can also 
be considered as a particular case of the 
generalized aerial circuit. This circuit 
can be treated in a simplified manner 
ductoZepler (Ref. A2). The required 
tapping point on the total coil, which 
is usually a solenoid^ can be found 
approximately from the turns ratio 




nC,23-3 TAPPED INDUCTANCE AERIAL TRANSTORMER 



«2 _ j Q$<^L 



(11) 



where «2 = total nimiber of turns 

number of turns across which aerial is connected 
Z-n X Operating frequency 
magnification factor for complete circuit 

impedance of the aerial (or the characteristic impedance of a trans- 
mission line). 
The gain is found from equation (10), 

II 



and 



«2 
«1 

Ui 

Q. 



e gam is u 



The selectivity is calculated using the same methods as before, from the equivalent 
circuit. Whether this equivalent circuit takes the form of a series or parallel tuned 
circuit is usually not important, as the results obtained are substantially the same, 
and provided the circuit Q exceeds about 10 the Universal Selectivity Curves can be 
applied directly in either case. 

It should be noted that the treatment is only approximate, as the exact tapping point 
is dependent on the coupHng between the two sections of the aerial coil winding. 
However, for a wide variation in coupling, the correa tapping point is not very differ- 
ent from that obtained by the above procedure, which assumes unity coupling, and 
the loss in secondary voltage as compared with optimum coupling is quite small. 
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Valve input loading is usually a problem at v-h-f and a procedure to minimize this 
effect is to tap down across L^. This will allow a higher value of dynamic impedance 
for the tuned circuit with improved selectivity, and under some conditions the in- 
crease in impedance can more than offset the loss in voltage gain caused by tapping 
down. 

(v) Capacitance coupling 

A further type of coupling arrangement fairly commonly used is shown in Fig. 23.4. 



This shows a common disadvantage with the circuit of Fig. 23.3 in that the variation 
in gain across the tuning range is quite appreciable. The treatment is quite straight- 
forward and is left to the reader ; a fairly complete analysis is given in the references. 

(vi) General summary 

From the considerations detailed abovcj it can be seen that the coupled circuit 
arrangement of Fig. 23.2 is generally most satisfactory since it readily lends itself, 
with minor modifications, to applications using balanced or unbalanced aerial systems. 
Under some conditions of receiver operation other methods are used because of the 
practical consideration of ease of adjustment for best operation, or for use with a 
particular type of aerial system. 

Fixed timed aerial stages are sometimes used with receivers covering a limited range 
of frequencies . A typical case would be in the range of 88- 1 08 Mc/ s where the loaded 
Q of the aerial coil may be less than 20. In such a case a simple arrangement is for 
the secondary to be resonated near the centre frequency in the band ; this introduces 
gain variations of about 2 : 1 across the tuning range. The gain variations can be 
offset by resonating the secondary at a point in the band such that the gain variations 
offset those in r-f or mixer stages. The overall gain variations for the band under 
consideration can be limited to less than 1.5:1 with a superheterodyne receiver using 
a timed r-f stage, and as the loss in gain and signal-to-noise ratio is not very serious, 
the saving in the cost of a gang section is often well worth while when weighted against 
the other factors. If the aerial circuit loaded Q is above about 20, this method is not 
recommended because of the deterioration in circuit performance. In some cases it is 
preferable to tune the aerial circuit and use an imtuned r-f stage (when this is prac- 
ticable). 

One type of coupling circuit which has not been mentioned previously is the directly 
timed loop. In this case the loop provides the tuned circuit inductance as well as the 
direct signal pick-up. As for any other loop, the area and the Q should be as large as 
possible. This loop will probably be used, in most cases, with portable receivers. 
If the loop can be placed in such a position that its Q is not materially affected by the 
presence of the receiver and batteries, then its performance will usually be superior 
to that of the single turn loop (an improvement of about 6 db can be expected). How- 
ever, this arrangement is seldom convenient and in many cases better results are 
possible with the single turn loop (or one with a few turns as discussed previously) 
because any effect on its Q can be offset to a large extent by the use of an aerial coupling 
transformer having a high Q winding in the tuned circuit. The improvement can 
be seen most readily by considering a low Q loop, having a small inductance, connected 
directly in series with an aerial coil which has a high Q and whose inductance is 
practioEdly the whole of the tuned circuit inductance. 

In some cases it is required to use an additional external aerial with the loop to 
increase signal pick-up. There are many possible arrangements but amongst the 
simplest is the use of a small capacitance (say 10 to 20 y.^¥) conneaed between the 




Fig, 23 A. Capacitance Coupled Aerial 
Transformer. 



FIG. 23A 
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external aerial and the top of the tuned circuit (i.e. to the grid connection) or alter- 
natively a tap on the aerial coil secondary a few turns up from the earthy end. For 

a directly tuned loop the aerial is tapped into the loop in the same way as for the other 

coil arrangement ; alternatively the series capacitor arrangement is satisfactory. The 
main disadvantage of both these simple arrangements is the large change in gain which 
occurs across the tuning range, but for medium-wave commercial portable receivers 
additional circuit complications are seldom justified. 

The subject of aerial-to-receiver coupling is a large one and only a few of the more 
important design factors have been considered. For more complete information 
on particular systems it is necessary to consult the text books and references. 



SECTION 3 : R-F AMPLIFffiRS 



(0 Reasons for using r-f stage (it) Mutual-inductance-coupled stage (Hi) Parallel 
tuned circuit (iv) Choke-capacitance coupling (v) Untuned and pre-tuned stages 
(vi) Grounded grid stages. 

(i) Reasons for using i^f stage 

The necessity for adding a r-f amplifier in a superheterodyne receiver arises from 
the need for 

(1) greater gain 

(2) improved rejection against undesired signals 

(3) improved image frequency rejection 

(4) reduction of the effects of spurious frequency combinations, 

(5) improved signal-to-noise ratio, 

(6) the prevention of radiation at the local oscillator frequency (under some 
conditions). 

In the case of the t-r-f receiver, additional r-f stages are usually added for reasons 
(1) and (2) above. 

The design of a r-f stage is quite similar for both types of receiver and so they will 
not be considered separately. The only point which will be mentioned is that, in the 
case of the t-r-f receiver the final r-f amplifier feeds into a detector stage which, if a 
diode is used, heavily loads the timed circuit imless a tapping point is used. For this 
reason it is common practice to incorporate anode bend or linear reflex detectors which 
do not appreciably load the input circuit. However, a diode is convenient as a means 
of supplying an a.v.c. bias voltage of the correct polarity, a condition not fulfilled 
by the other two types of detectors mentioned without additional circuit arrangements. 

(ii) MuCual-inductance-coupled stage 

The most common arrangement for coupling a r-f amplifier valve to the following 
stage (Fig. 23.5) is by means of a transformer using a timed secondary with the primary 
winding resonated either above or below the tuning range. The primary winding 
resonates with the valve output capacitance, winding capacitance, stray wiring capacit- 
ances and sometimes an added capacitor, 
these being lumped together and shown as 
Cp. If the winding is of the low imped- 
ance type it is made to resonate at approxi- 
mately 1.2 to 1.5 times the highest tuning 
frequency. Under this condition the load 
presented to the valve is inductive and 
thus will give rise to regeneration by intro- 
ducing a negative resistance component 
plus a capacitance into the r-f valve input 
circuit. 




* A .V.C . 3 + A.v.c. 

FIC.23'S TRANSFORMtR COUPUtO R-F STAGE. 
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If the winding is of the high impedance type, then it is usual to resonate the primary 
at approximately 0.6 to 0,8 of the lowest tuning frequency, but the resonant frequency 
should not be close to the intermediate frequency in superheterodyne receivers. 
Under this condition the valve has a capacitive load which causes degeneration by 
introducing a positive resistance component plus a capacitance into the r-f valve input 
circuit due to the " Miller Effect." It is not usual to resonate the primary winding 
within the timing range because of the very large changes in gain and selectivity which 
would be introduced. In addition, the problem of tracking the various tuned circuits 
becomes almost hopeless. 

When the aerial coil primary is of the low impedance type it is usual, although not 
essential, for the r-f stage to be of this type also and vice-versa. This simplifies 
tracking problems. 

The methods to be used for calculating the gain and selectivity of this arrangement 
are set out in detail in Chapter 9 Sect. 6(ii) under the heading " Coupled Circuits— 
Tuned Secondary," For the usual practical arrangement the stage gain is given 
approximately by gmQ^^^i 

where gm = mutual conductance of r-f amplifier valve, 
w = 2iT X operating frequency, 
M = k\/^LiL2 = mutual inductance, 
and Qa = secondary circuit Q including effect of valve input resistance, but not 

" reflected " resistance from the primary. 
The selectivity can also be calculated, approximately, by the method suggested for 
aerial coils. 

When designing a stage of this type it is necessary, as in the case of the aerial coil, 
to arrive at a compromise between gain, selectivity and tracking errors. This usually 
leads to a value for the coefficient of coupling of approximately 0.15 to 0.3, with the 
lower values preferred for good tracking between aerial, r-f, and, in the case of the 
superhet,, the oscillator stage. 

As with aerial coils, the primary Q is about 50 (or perhaps less) and the secondary 
Q from say 90 to 130 in typical coils using this range of k values. Higher Q generally 
calls for the lower values of k. 

In the case of receivers working at say 50-400 Kc/s it is often inconvenient to re- 
sonate the primary winding in the manner suggested. Under these circumstances 
it is sometimes necessary to damp the primary winding heavily so that no pronounced 
resonance occurs. It is then permissible to resonate the winding within the timing 
range. This procedure can lead to a severe loss in gain but is sometimes justified 
tmder practical conditions where the loss of gain is outweighed by other factors. 

The addition of top capacitance coupling, i.e, a small capacitance from the plate 
connection to the grid connection of the following stage, is often employed to equalize 
gain variations across the timing range. The value of the capacitance is usually of 
the order of a few micro-micro-farads and the exact value is best determined experi- 
mentally. It should be noted that the presence of this capacitance will alter the co- 
efficient of coupling, stage gain, seleaivity and the primary resonant frequency, as 
well as circuit tracking. There is always some capacitance coupling present with any 
practical transformer and this largely determines the relative physical arrangement of 
the primary and secondary windings, which are connected (in nearly all practical 
cases) so that the capacitance coupling adds to the mutual inductance coupling. 

(iii) Parallel tuned circuit 

A simple parallel tuned circuit is sometimes used in the r-f stage, and can be made 
to give higher gains than the transformer coupled arrangement. The difficulties 
encountered are that 

(1) large gain variations occur across a band of frequencies 

(2) the skin selectivity is rather poor 

(3) tracking with conventional aerial circuits is difficult 

(4) the tuning capacitor has to be isolated from B + . 

For these and other reasons this circuit is not in common use in broadcast receivers, 
but it might be incorporated in a receiver working at high frequencies covering a 
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restricted tuning range with some possible advantage. The gain of the stage is given 

by gmQetf<^L 

where = mutual conductance of r-f amplifier valve, 

Qeff = Q of r-f coil when loaded by plate resistance of r-f amplifier and input 
resistance of following stage, 
(jj = 2tt X frequency, 
and L =^ inductance of timed circuit. 

Selectivity is calculated as for any other single tuned stage, using the methods of 
Chapter 9 or Chapter 26, Sect. 4(iv)A, 

(iv) Choke-capacitance coupling 

Fig. 23.6 shows a common r-f coupling circuit for use at v-h-f such as on the 88-108 
Mc/s F-M broadcast band. The usual arrangement takes the form of a r-f choke, 
resonated well below the lowest tuning frequency, coupled to a tuned circuit LgCg 
by means of a capacitor C. The choice of a suitable value for C will allow some re- 
duction in variations of stage gain across the tuning range as it can be considered as 
part of a voltage divider formed with the t\med grid circuit. A further useful function 
of the arrangement is that when a suitable resonance frequency has been chosen for 
the choke, the total stray capacitance across the tuned circuit is effectively reduced, 
thereby reducing limitations on the tuning range ; a small value for C assists 
in this latter regard. However, the application of the circuit is largely one of practical 
convenience and, as always, is a compromise. 

With a choke resonated at I/V2 of the 
lowest tuning frequency in a receiver with 
a low frequency limit of 87.5 Mc/s and an 
upper limit of 108.5 Mc/s, the values 
obtained for the additional capacitance 
shimted across the tuned circuit were 3.6 
^i^F at 88 Mc/s and 4 ^i^tF at 108 Mc/s, 
excluding the input capacitance of the fol- 
lowing stage. The value of C was 10 /i/aF. 

Because of the low value of dynamic im- 
pedance for this circuit at V'h-f, the effect 
of the plate resistance of the r-f valve can usually be neglected (but see Ref. A8). 
In this case the selectivity for the circuit can readily be calculated as for a single tuned 
circuit, including the effects of the input resistance of the following stage, without 
introducing very large errors. The gain may be calculated with sufficient accuracy 
as for the case of the simple tuned circuit acting as the anode load and multiplying 
the result by a suitable factor to allow for the voltage division due to the capacitive 
reactances at the frequency being considered. This factor is readily found from a 
knowledge of the equivalent capacitance due to the choke circuit, at the working 
frequency, and the value selected for C, 




BIAS, 

CAPACITANCE COUPLED 



R-F STAGE. 



(v) Untuned and pre-tuned stages 

Untuned, or in some cases pre-tuned, r-f stages are sometimes used in receivers 
where economy and/or limited space are important factors, or where only a small 
frequency range is to be covered. Unfortunately in the case of portable battery re- 
ceivers, where the application could be valuable, the use of imtuned r-f stages is made 
difficult by the fairly low values of mutual conductance for the usual r-f amplifier 
valves. The gain obtained is limited and it may be preferable to use an additional 
i-f stage if the r-f stage cannot be tuned and gain is a prime requirement. With 
mains operated receivers the problem is different, as many suitable valve types arc 
available and quite good stage gains (about 5 times or more, on the medium and short 
wave bands) can be obtained over a wide range of frequencies. Suitable design 
methods using untuned stages for the medium and short wave bands have been given 
in R.C.A. Application Note No, 116 (reprinted in Radiotronics No. 124) to which the 
reader is referred for full details A typical coupling circuit of the type discussed in 
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the Application Note is shown in Fig. 
23.7. 



(vi) Grounded-grid stages 




UNTUNED R-F STAGE. 



As previously mentioned this type of 
amplifier will riot be discussed in detail. 

Howeverj the following equations should prove to be of assistance^ and are generally 
a sufficiently good indication since experimental techniques usually provide the most 
suitable method for determining the best operating conditions for this type of amplifier. 

Voltage gain = ^ — (/i + 1) 



+ 1 



Resistance loading across input circuit 
(loading across output circuit r^). 

For /I 1 the optimum load impedance is given by 

Rr 



Noise factor 



■ + 



where i?^ 




load impedance connected between plate and B + 






valve plate resistance 






valve amplification factor 


S m 




valve mutual conductance 


Ri 




valve input resistance at working frequency 


Rx 




equivalent noise resistance of first valve 


R^ 




equivalent noise resistance of second valve 


Ro 




generator impedance e.g. aerial resistance 


Ax 




voltage gain of input circuit 


and A2 




voltage gain of first stage, excluding the voltage gain of the input 



circuit. 

It should be noted that it is always advisable to operate the heater and cathode of 
the valve at the same r-f potential. This is readily achieved by using suitable chokes 
in the heater leads. For more detailed information on grounded-grid amplifiers 
see References B8, B18, AlO and A4. 



SECTION 4 : IMAGE REJECTION 

(1) Meaning of image rejection (11) Image rejection due to aerial stage (m) Other 
considerations, 

(i) Meaning of image rejection 

With the superheterodyne receiver it is necessary to consider not only adjacent 
channel selectivity due to the aerial and r-f stages but also whether the selectivity 
of these stages is sufficient to prevent signals on image frequencies from passing into 
the i-f amplifier. If there were no tuned circuits ahead of the converter valve a signal 
lower in frequency than the oscillator frequency, and which differs from the oscillator 
frequency by the value of the intermediate frequency, would pass into the i-f amplifier. 
Similarly a signal higher in frequency than the oscillator frequency, and which differs 
from the oscillator frequency by the value of the intermediate frequency, would also 
pass into the i-f amplifier. 
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When one of these frequencies is the desired one (it may be either the lower or the 
higher), the other is referred to as its image frequency. Clearly the desired and un- 
desired signal frequencies are separated by twice the intermediate frequency. Putting 
this statement in symbolic form : 

} image = /osc + /i-/ when > f Hq 

f image ~ foac /*-/ when foBc < f nig 

where fsig = desired signal frequency. 

As an example : On the 540-1600 Kc/s A-M broadcast band the oscillator fre- 
quency is normally above the signal frequency. If the reasons for this are not obvious, 
consideration of the oscillator timing range and the values of variable capacitance 
required will make it so. The usual i-f is 455 Kc/s and if a signal frequency of 1000 
Kc/s is taken, 

then/,^„,, = (1000 + 455) + 455 = 1910 Kc/s. 

Since the converter cannot discriminate between the two signals of 1000 Kc/s and 1910 
Kc/s, it is necessary for the aerial circuit, and r-f circuit if this is used, to make the 
magnitude of the 1000 Kc/s voltage much greater than the magnitude of the 19*10 
Kc /s voltage. Otherwise severe interference can result when signals are being trans- 
mitted at both these frequencies. 

When making calculations for image rejection the worst conditions are usually 
found at the high frequency end of the tuning range, provided that the selectivity of 
the tuned circuits does not vary appreciably with change in frequency. This is 
because the separation between the two frequencies is a smaller proportion of the fre- 
quency to which the receiver is tuned. It should also be clear that higher values 
of i-f will materially assist in reducing image effects because of the wider frequency 
separation between the desired and undesired signals ; it is for this reason that some 
v-h-f receivers use intermediate frequencies of the order of 10.7 Mc/s. 

(ii) Image rejection due to aerial stage 

The image rejection due to an aerial stage alone is calculated from 



where Q = uiL^ff/Rf.ff (i.e. loaded value for secondary circuit), 
Leff ^ L2, the secondary circuit inductance, 

Reff = total secondary circuit series resistance including that due to re- 
flection from primary circuit and valve input resistance (Valve input 
admittance is discussed in detail in Chapter 2 Sect. 8, and further 
comments are given in Sect. 5 of this chapter), 
/ ^ image frequency when oscillator frequency is higher than signal 
frequency, 

and /o = signal frequency under oscillator conditions as for /. 

If the oscillator is lower in frequency than the signal frequency then/ and /o should 
be interchanged. 

Exactly the same expression and procedure are used to calculate the image protection 
afforded by a r-f stage. Since the calculated image rejection is a voltage ratio, the 
ratios obtained for the various stages are multiplied together, or the ratios expressed 
in decibels can be added to give the total image protection provided by the input cir- 
cuits to the converter. 

(iii) Other considerations 

The image protection due to the r-f stage may be greater than that due to the aerial 
stage. A typical example occurs when the loading on the aerial stage due to the r-f 
amplifier valve has a positive value of input resistance and the loading on the r-f stage 
due to a pentagrid converter, using inner grid oscillator voltage injection, has a nega- 
tive value of input resistance. The resultant Q, simply from these considerations, 
may then be higher in the case of the r-f coil. Also, since the resultant Q of the aerial 
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coil is halved, under some conditions of operation, by using two point matching to 
an aerial transmission line, the greater part of the image protection may here again 
be due to the r-f stage. These considerations are particular!]^ important at the higher 
frequencies. On the long and medium wave bands sufficient image protection can 
often be obtained from the discrimination afforded by the aerial coil alone, but on the 
shortwave bands deterioration in image rejection is serious (and rapid) imless the inter- 
mediate frequency is increased above the usual value of about 455 Kc/s. 

It is important to note that a good image rejection ratio is desirable since this also 
indicates the selectivity of the signal circuits and the degree of rejeaion against spurious 
frequency combinations. A high degree of selectivity preceding the first r-f amplifier 
valve has obvious advantages in reducing cross -modulation effects. 



SECTION 5 : EFFECTS OF VALVE INPUT ADMITTANCE 



(0 Important general considerations («) Input loading of receiving valves at radio 
frequencies {A) Input conductance (B) Cold input conductance (C) Hot input conduc- 
tance (D) Change in input capacitance (E) Reduction of detuning effect. 

(i) Important general considerations 

A fairly complete discussion of some of the factors relating to valve input admittance 
has been given in Chapter 2 Sect. 8. These considerations are additional to the 
following details which take into account electron transit time effects at frequencies 
up to about 100-150 Mc/s, where conventional receiver design techniques begin to 



From the receiver designer's point of view the main factors (if we neglect changes 
in valve output admittance — but see Ref. A8) are 

(1) A knowledge of the actual values of input resistance and capacitance (neither 
of which is constant with changes in valve operating conditions) with which he will 
have to contend when these are shunted across the tuned circuit (this must include 
the effects of feedback etc), and 

(2) A knowledge of the effects on input capacitance, in particular, when the signal 
voltage changes, giving rise to an alteration in a,vx. bias. From this information 
the amount of detuning of the circuits can be determined. As the input components 
are in parallel with the tuned circuits, it is often more convenient to discuss the values 
of conductance, susceptance, and admittance rather than resistance, reactance, and 
impedance. Several extremely useful lists of values of conductance and capacitance 
for some common types of receiving valves are given in Chapter 2 Sect. 8, and further 
details of some additional types are set out later in this section. In cases where the 
value of short circuit input conductance at a required frequency is not given, then a 
close approximation can be found by multiplying the conductance value by 



conductance value at 100 Mc/s should not be used to find a conductance at 455 Kc/s, 
but will give a reasonable approximation at, say, 10 Mc/s. 

A figure of merit, which forms a useful basis for comparing various types of r-f 
voltage amplifier valves, is given by 



where g^ = control grid to plate transconductance (mutual conductance) 

gi = short circuit grid input conductance 
and Ri = short circuit grid input resistance. 

At the higher frequencies cathode lead inductance is important. 

If the valve types on which information regarding short circuit input admittance is 
required are not listed, experimental techniques can always be resorted to and reason- 



fail. 




; but extrapolation should not be carried too far 



e.g. a 



yjf (or gmVR^) 
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ably accurate results are possible using a high frequency Q meter to determine the 
capacitive and resistive loading effects. The usual precautions as to length of lcads> 
earthing etc. must be carefully observed when making these measurements, if the 
results are to be of any practical value. Something of this nature is usually required 
when considering the effects of the converter valve on its input circuit, since the pub- 
lished information is rather meagre. In this regard it is well to remember that some 
types of converter valves, such as those using inner grid injection, e.g. types 6A8, 
6K8, 6SA7, 6BE6 etc., give negative loading whilst other types such as X61M, X79, 
6J8-G, 6L7, etc. (which use outer grid oscillator injection) give positive loading. In- 
creasing tile negative bias on the signal grid will reduce the loading effect with all types, 
but at very high values of bias the negative loading may reverse its polarity and be- 
come positive. [The reasons for these effects are discussed later in this section in 
connection with input loading of receiving valves.] To reduce input conductance 
some valve types have more than one cathode connection (see Ref. A8), and typical 
examples are types 6AK5 and 6AG5, each having two cathode terminals. Even when 
the cathode terminals are directly connected to ground the length of the cathode lead 
is still sufficient to provide appreciable inductive reactance at frequencies of the order 
of 100 Mc/s. For this reason all plate and screen by-pass capacitors should be re- 
turned to one cathode lead and the grid returns to the other. The alternating volt- 
ages developed across the cathode lead inductance due to currents from the plate and 
screen circuits are in this way prevented from being directly impressed in series with 
the grid circuit, since it is the grid to cathode voltages which are of major importance. 
Direct current divides between the two available cathode paths, but this is not import- 
ant since the path taken by this current normally does not affect the grid input admit- 
tance. To obtain grid bias the " grid " cathode lead employs the usual resistor and 
capacitor combination. The r-f by-pass capacitors from the plate and screen circuits 
connect directly to the other cathode terminal which is not directly connected to 
ground in this arrangement. A typical circuit is shown in Fig. 23.8. 

In pentodes working at v-h-f it is advis- 
able to connect the suppressor grid terminal 



directly to ground, when a separate terminal 
is available for this electrode, rather than 
to the cathode, because the suppressor lead 
inductance would then be connected in 
series with any external cathode lead induc- 
tance. If this precaution is not taken the 
coupling between control grid and plate is 




increased, because of the capacitance from nc z^-^ '"""'^Ton'tIIc^ons/^^ cathode 
control grid to suppressor and from sup- 
pressor to plate, the junaion of these two 

capacitances having an impedance to ground depending on the total lead inductance. 
Similar considerations also apply to screen grid circuits, particularly when the valve 
has a single cathode lead, and the shielding action of this grid can be seriously affected 
if proper precautions are not taken, such as directly earthing by-pass capacitors. 
These circuit arrangements are not very important at low frequencies where degenera- 
tive effects may be more serious, necessitating the connection of the suppressor grid 
and by-pass capacitors directly to the cathode. 

(ii) Input loading of receiving valves at radio frequencies* 

(See also Chapter 2, Sect. 8 and R.C.A. Application Note No. 118— Ref. B25). 

The input resistance of r-f amplifier valves may become low enough at high radio 
frequencies to have appreciable effect on the gain and selectivity of a preceding stage. 
Also, the input capacitance of a valve may change enough with change in a.v.c. bias 
to cause appreciable detuning of the grid circuit. It is the purpose of this Note to 
discuss these two effects and to show how the change in input capacitance can be 
reduced, 

*Frorn R.C.A. Application Note No. 101. 
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(A) Input conductance 

It is convenient to discuss the input loading of a valve in terms of the valve*s input 
conductance rather than input resistance. The input conductance gi of commercial 
receiving valves can be represented approximately by the equation 

gi = kj + k,P (1) 
where / is the frequency of the input voltage. A table of values of and for 
several r-f valve types is shown below. The approximate value of a valve's input 
conductance in micromhos at all frequencies up to those in the order of 100 megacycles 
can be obtained by substituting in Eq, (1) values of and k^, from the table. In 
some cases, input conductance can be computed for conditions other than those 
specified in the table. For example, when all the electrode voltages are changed by 
a factor n, changes by a factor which is approximately n~^l^. The value of is 



TABLE OF APPROXIMATE VALUES OF kc AND kn FOR SEVERAL VALVE 

TYPES 











Signal- 








Valve 


Description 


Plate 


Screen 


Grid 


Supress- 


micro 


micro 


Type 




volts 


volts 


bias 


or 


-mhos/ 


—mhos/ 










volts 


volts 


Mc/s 


Mc/s* 


6A8 


Pentagrid 


250 


100 


-3 




0.3 


-0.05* 


6J7 


Pentode 


250 


100 


-3 


0 


0.3 


0.05 


6K7 


Pentode 


250 


100 


-3 


0 


0.3 


0.05 


6K8 


Triode-hexode 


250 


100 


-3 




0.3 


-0.08t 


6L7 


Mixer 


250 


100 


-3 




0.3 


0A5X 


6SA7if 


Pentagrid 


250 


100 


0 




0.3 


-0.03§ 


6SA72f 


Pentagrid 


250 


100 


-2 




0.3 


-0.03§ 


6SJ7f 


Pentode 


250 


100 


-3 


0 


0.3 


0.05 


6SK7f 


Pentode 


250 


100 


-3 


0 


0.3 


0.05 


954 


Pentode 


250 


100 


-3 


0 


0.3 


0.005 


1851 


Pentode 


250 


150 


-2 


0 


0.3 


0.13 


6AC7/ 
















1852f 


Pentode 


250 


150 


-2 


0 


0,3 


0.13 


6AB7/ 
















1853f 


Pentode 


250 


200 


-3 


0 


0.3 


0.065 



•For oacillator-grid current of 0.3 mA through 50 000 ohms. 

tFor oscillator-grid current of 0.15 mA through 50 000 ohms. 

jPor wide range of oscillator currents, 

§For grid No. 1 current of 0.5 mA through 20 000 ohms. 

iSelf-exdted. ^Separately excited. 

IDenotes single ended valve type. 

practically constant for all operating conditions. Also, when the transconductance 
of a valve is changed by a change in signal-grid bias, varies directly with trans- 
conductance over a wide range. In the case of converter types, the value of k ^ de- 
pends on oscillator-grid bias and oscillator voltage amplitude. In converter and 
mixer typejs, k^h practically independent of oscillator frequency. 

In eqn. (1), the term kjis a conductance which exists when the cathode current is 
zero. The term k is the additional conductance which exists when cathode current 
flows. These two terms can be explained by a simple analysis of the input circuit 
of a valve. 

(B) Cold input conductance 

The input impedance of a valve when there is no cathode current is referred to as 
the cold input impedance. The principal components of this cold impedance are a 
resistance due to dielectric hysteresis, and a reaaance due to input capacitance and 
cathode-lead inductance. Because these components are in a parallel combination, 
it is convenient to use the terms admittance, the reciprocal of impedance, and sus- 
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ceptance, the reciprocal of reactance. For most purposesj the effect of cathode-lead 
inductance is negligible when cathode current is very low. The cold input admittance 
isj thereforcj a conductance in parallel with a capaciti ve susceptance . The conductance 
due to dielectric hysteresis increases linearly with frequency. Hence, the cold input 
conductance can be written as kj^ where kc is proportional to the power factor of 
grid insulation and is the of eqn. (1). 

(C) Hot input conductance 

The term ^A/^ the input conductance due to the flow of electron current in a yalve, 
has two principal components, one due to electron transit time and the other due to 
inductance in the cathode; lead. These two components can be analysed with the 
aid of Fig, 23.9. In this circuit, is the capacitance between grid and cathode when 
cathode current flows, Cg is the input capacitance due to capacitance between grid 
and all other electrodes, except cathode, gt is the conductance due to electron transit 
time, and L is the cathode-lead inductance. Induaance L represents the inductance 
of the lead between the cathode and its base pin, together with the effect of mutual 
inductances between the cathode lead and other leads near it. Analysis of the circuit 
of Fig, 23.9 shows that, with L small as it generally is, the input conductance, ^s, due 
to the presence of cathode current in the valve, is approximately 

gj, = gm^^^LCj, + g, (2) 

where oj = iTrf. The term g^oj^LCh is the conductance due to cathode-lead in- 
ductance. It can be seen that this term varies with the square of the frequency. 
In this term, is the grid-cathode transconductance because the term is concerned 
with the effect of cathode current flowing through L. In a pentode, and in the 6L7, 
this transconductance is approximately equal to the signal-grid-to-plate transcon- 
ductance multiplied by the ratio of direct cathode current to direct plate current. 
In the convener types 6A8, 6K8 and 6SA7, the signal-grid-to-cathode transcon- 
ductance is small. Cathode circuit impedance, therefore, has litde effect on input 
conductance in these tjrpes. 

For an explanation of the conductance, g^y due to electron transit time, it is helpful 
to consider the concept of ciurrent flow to an electrode in a valve. It is customary 
to consider that the electron current flows to an electrode only when electrons strike 
the surface of the electrode. This concept, while valid for static conditions, fails to 
account for observed high-frequency phenomena. A better concept is that, in a 
diode for example, plate current starts to flow as soon as electrons leave the cathode. 
Every electron in the space between cathode and plate of a diode induces a charge on 
the plate ; the magnitude of the charge induced by each electron depends on the 
proximity of the electron to the plate. Because the proximity changes with electron 
motion, there is a current flow to the plate through the external circuit due to the 
motion of electrons in the space between cathode and plate. 

Consider the action of a conventional space-charge-limited triode as shown in 
Fig. 23.10. In this triode, the plate is positive with respect to cathode and the grid is 
negatively biased. Due to the motion of electrons between cathode and grid, there 
is a current /« flowing into the grid. In addition, there is another current Ij, flowing 
out of the grid due to the motion of electrons between grid and plate receding from the 
grid. When no alternating voltage is applied to the grid, and Ij, are equal and the 
net grid current Ig is zero. 

Suppose, now, that a small alternating voltage (e„) is applied to the grid. Because 
the cathode has a plentiful supply of electrons, the charge represented by the number 
of electrons released by the cathode (Q*) is in phase with the grid voltage, as shown 
in Figs, 23. 1 1(a) and 23.1 1(b). The charge induced on the grid (Q J by these electrons 
would also be in phase with the grid voltage if the charges released by the cathode 
were to reach the plane of the grid in zero time, as «hown in Fig. 23.11(c). In this 
hypothetical case, the grid current due to this induced charge (Fig. 23.11(d)) leads 
the grid voltage by 90 degrees, because by definition, current is the time rate at which 
charge passes a given point. However, the charge released by the cathode actually 
propagates towards the plate with finite velocity i therefore, maximum charge is 
induced on the grid at a time later than that corresponding to maximum grid voltage. 
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as shown in Fig. 23.1 1(e). This condition corresponds to a shift in phase by an angle 
BofQf, with respect to ; hence, the grid current lags behind the capacitive current 
of Fig. 23.1 1 (d) by an angle B, as shown in Fig. 23.1 1(f). Clearly, the angle 6 increases 
with frequency and with the time of transit t. Expressed in radians, B = cor. 




FIGURCft n-9 TO 23<I4 INCLUAIVC 



The amphrude of Q^, is proportional to the amplitude of the grid voltage ; the grid 
current, which is the time rate of change Q^,, is thus proportional to the time rate of 
change of grid voltage. For a sinusoidal grid voltage, = Eg sin cot, the time rate 
of change of grid voltage is mEg cos wt. Therefore, for a given valve type and opera- 
ting point, the amplitude of grid current is 

Ig = KEgtX} 

and the absolute value of grid-cathode admittance due to induced charge on the grid is 
Yt - Ig/Eg = Kco (3) 
The conductive component (gt) of this admittance is 

gt = Yt sin B = YtB = Kc^B (for small values of B), 

Because B = a)r, this conductance becomes, for a given operating point, 
gt = Kio^r. (4) 
Thus, the conductance due to electron transit time also varies with the square of the 
frequency. This conductance and the input conductance, g^co^LCf^y due to cathode- 
lead inductance, are the principal components of the term kj^ of eqn. (1). 

This explanation of input admittance due to induced grid charge is based on a 
space-charge-limited valve, and shows how a positive input admittance can result 
from the induced charge. The input admittance due to induced grid charge is nega- 
tive in a valve which operates as a temperature-limited valve, that is, as a valve where 
cathode emission does not increase when the potential of other electrodes in the valve 
is increased. The emission of a valve operating with reduced filament voltage is 
temperature limited ; a valve with a screen interposed between cathode and grid 
acts as a temperature-limited valve when the screen potential is reasonably high. The 
existence of a negative input admittance in such a valve can be explained with the aid 
of Fig. 23.12. 

Whenthe value of JB c2 in Fig. 23.12 is sufficiently high, the current drawn from the 
cathode divides between ^2 and plate ; any change in one branch of this current is 
accompanied by an opposite change in the other. As a first approximation, there- 
fore, it is assumed that the current entering the space between ^2 and ^3 is constant 
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and equal to pv, where p is the density of electrons and v is their velocity. ^2 may 
now be considered as the source of all electrons passing to subsequent electrodes. 

Suppose now, that a small alternating voltage is connected in series with grid g^^ 
as shown in Fig. 23.12. During the part of the cycle when is increasing, the elec- 
trons in the space between g2 and f 3 are accelerated and their velocities are increased. 
Because the current pv is a constant, the density of electrons (p) must decrease. In 
this case, therefore, the charge at ^2 is 180 degrees out of phase with the grid voltage> 
as shown at a and b of Fig. 23.13, This diminution in charge propagates toward 
the plate with finite velocity and induces a decreasing charge on the grid. Because 
of the finite velocity of propagation, the maximum decrease in grid charge occurs at 
a time later than that corresponding to the maximum positive value of e^, as shown in 
Fig. 23.13(c). The current, which is the derivative of Qg with respect to time, is 
shown in Fig. 23.13(d). If there were no phase displacement {6 = 0), this cixrrent 
would correspond to a negative capacitance ; the existence of a transit angle 8, there- 
fore, corresponds to a negative conductance. By reasoning similar to that used in 
the derivation of eqns. 3 and 4, it can be shown that the absolute value of negative 
admittance due to induced grid charge is proportional to to, and that the negative 
conductance is proportional to a>^. These relations are the same as those shown in 
eqns. 3 and 4 for the positive admittance and positive conductance of the space-charge- 
limited case. 

A negative value of input conductance due to transit time signifies that the input 
circuit is receiving energy from the *' B *' supply. This negative value may increase 
the gain and selectivity of a preceding stage. If this negative value becomes too large, 
it can cause oscillation. A positive value of input conductance due to transit time 
signifies that the signal source is supplying energy to the grid. This energy is used 
in accelerating electrons toward the plate and manifests itself as additional heating 
of the plate. A positive input conductance can decrease the gain and selectivity of a 
preceding stage. 

It should be noted that, in this discussion of admittance due to induced grid charge, 
no mention has been made of input admittance due to electrons between grid and plate. 
The effect of these electrons is similar to that of electrons between grid and cathode. 
The admittance due to electrons between grid and plate, therefore, can be considered 
as being included in eqn. (3). 

(D) Change in input capacitance 

The hot grid-cathode capacitance of a valve is the sum of two components, the cold 
grid-cathode capacitance, Cf, which exists when no cathode current flows, and a 
capacitance, due to the charge induced on the grid by electrons from the cathode. 
The capacitance Ct can be derived from eqn. (3), where it is shown that the grid- 
cathode admittance due to induced grid-charge is 
Yt Kw. 

The susceptive part of this admittance is Yt cos 8. Since this susceptance is equal 
to toCf, the capacitance Ct is 

Ct K cos 8 K (for small values of 8). 

Hence, the hot grid-cathode capacitance Ca is 

C, ^ C. + K. 

The total input capacitance of the circuit of Fig. 23.9 when the valve is in operation, 
includes the capacitance Ca and a term due to inductance in the cathode lead. This 
total input capacitance, C„ can be shown to be approximately 

C, - C, + C, - gmgiL (5) 
where the last term shows the effect of cathode-lead inductance. This last term is 
usually very small. It can be seen that if this last term were made equal in magnitude 
to Cg + Ca, the total input capacitance would be made zero. However, the practical 
application of this fact is limited because g^ and gt change with change in elecuode 
voltages, and gt changes with change in frequency. 

When cathode current is zero, the total input capacitance is practically equal to 
Cp + Cc. Subtracting this cold input capacitance from the hot input capacitance 
given by eqn. (5), we obtain the difference, which is K — g^^gtL. In general, K i& 
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greater than gmitL. Therefore, in a space-charge-limited valve, where K is positive, 
the hot input capacitance is greater than the cold input capacitance. In a temperature- 
limited valve, where K is negative, the hot input capacitance is less than the cold 
input capacitance. In both valves K changes with change in transconductance. 
Because of this change, the input capacitance changes somewhat with change in a.v.c. 
bias. In many receivers, this change in input capacitance is negligible because it is 
small compared with the tuning capacitances connected in the grid circuits of the high- 
frequency stages. However, in high-frequency stages where the tuning capacitance 
is small, and the resonance peak of the tuned circuit is sharp, change in a.v.c. bias 
can cause appreciable detuning effect. 
(E) Reduction of detuning effect 

The difference between the hot and the cold input admittances of a space-charge- 
limited valve can be reduced by means of an unbypassed cathode resistor, i^jt in Fig. 

leSI ,6AC7/1B52 
TYPICAL CHARACTERISTICS 



= 6-3 VOLTS 
PLATE VOLTS" 250 
SUPPRESSOR VOLTS -0 
SCREEN VOLTS ■ 150 
GRID VOLTS « VARIED 
TREOUENCY -40 Mc> 

UNBYPASSED CATHODE RESISTOR • R,, (OHMs) 




4 6 6 

PLATE MILLIAMPERES 



10 

FIG. 23.15 
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too 



6AB7/)e53 
TYPICAL CHARACTERISTICS 



£,•6.3 VOLTS 
PLATE VOLTS - 350 
SUPPRESSOR VOLTS -O 
^SCREEN VOLTS - aOO 
'6rID VOLTS • VARIED 
FREQUENCY" 40 Mc^ 
UNBYftkSSED CATHOOE RESISTOR ■ Rfc (OHMS) 



23.14. The total hot input admittance of this circuit is made up of a conductance 
and a capacitive susceptance C/. Analysis of Fig. 23.14 shows that, if cathode-lead 
inductance is neglected, the total hot input capacitance, C/, is approximately 

1 + KIC 

1 + gr.R^ " 

Inspeaion of this equation shows that if /C is positive and varies in proportion with 
the use of the proper value of wiU make C, independent of g^. In a space- 
charge-limited valve, K is positive and is found by experiment to be approximately 
proportional to g „. It follows that the proper value of R ^ will minimize the detuning 
effect of a.v.c. in a space-charge-hmited valve. Eqn. (6) is useful for illustrating the 
effect of /?jfc but is not sufficiently precise for computation of the proper value oi R^ 

to use in practice. This 
value can be determined 
by experiment. It will 
be found that this value, 
in addition to minimizing 
capacitance change, also 
reduces the change in in- 
put conductance caused 
by change in a.v.c. bias. 
The effect of unbypassed 
cathode resistance on the 
change in input capacit- 
ance and input conduct- 
ance of types 6AC7/1852 
and 6AB7/1853 is shown 
in Figs. 23.15 and 23.16. 
These curves were taken 
at a frequency of 40 mega- 
cycles. The curves for 
the 6AC7/1852 also hold 
good for the 1851. 

It should be noted that, 
because of degeneration 
in an unbypassed cathode 
resistor, the use of the 
resistor reduces gain. The 
reduced gain is 1/(1 + 
gm^ k) times the gain with 
the same electrode volt- 
ages but with no unby- 
passed cathode resistance. 



















60 








































































^0 
























































































































60 


























.4c 

















































































































6 a 

MILLIAM PERES 



10 13 
FIG. 23.16 



The hot input conductance of a valve with an imbypassed cathode resistor can be de- 
termined by modification of the values of * ^ in the table. The value of A ^ in the table 
should be multipHed by ^m/(l + ^m^*). The resultant value of k^y when sub- 
stituted in eqn. (1), with from the talsle, gives the input conductance of a valve 
with an unbypassed cathode resistor. In the factor (1 + gmRids gm is the grid- 
cathode transconductance when /?jt is by-passed. 

When an imbypassed cathode resistor is used, circuit parts should be so arranged 
that grid-cathode and plate-cathode capacitances are as small as possible. These 
capacitances form a feedback path between plate and grid when there is appreciable 
impedance between cathode and groimd. To minimize plate-cathode capacitance, 
the suppressor and the screen by-pass condenser should be connected to ground rather 
than to cathode. 



www.pmillett.com 



23.6 



(i) THERMAL AGITATION NOISE 



935 



SECTION 6 : VALVE AND CIRCUIT NOISE* 

(0 Thermal agitation noise (ii) Shot noise (Hi) Induced grid noise (iv) Total 
noise calculations (v) Sample circuit calculations (vi) Conclusions, 

Maximum receiver sensitivity is not) in most casesj determined by the gain of the 
particular receiver but by the magnitude of the input circuit noise, which is generated 
by the antenna, the tuned input circuit, and the first tube. This is true of A-M, F-M 
and television except that in F-M and television the random noise effect assumes 
a far greater degree of importance than in the standard broadcast band. The reason 
for this is twofold : 

(1) At the frequencies where these two services operate, 50 to 250 Mc/s, the re- 
lative values of the several different noise sources assume entirely new proportions 
and the heretofore unimportant and little known induced grid noise becomes one 
of the predominant components of the total. 

(2) Most random input and tube noise is proportional to the square root of the band- 
width. Both television, with a 4 Mc/s band, and F-M, with » 200 Kc/s band, occupy 
much wider sections of the frequency spectrum than anything previously encountered 
by the commercial receiver engineer. 

(i) Thermal agitation noise 

When an alternating electric current flows through a conductor, electrons do not 
actually move along the conductor but they are displaced, an infinitesimal amount, 
first in one direction and then in the other. A voltage is built up across the conductor 
equal to the magnitude of the current times its resistance. Applying heat to the con- 
ducting material agitates the molecules of the conductor and, consequently, varies the 
instantaneous position in space of the electrons. This random electron motion is, 
in a sense, a minute noise current flowing through the material and is known as 
thermal agitation noise. That is, the application of heat agitates the electron dis- 
tribution of the substance thereby creating the noise. 

The magnitude of the short-circuit noise current is given by 

.V = (1) 

where = mean squared noise current (amperes^) 

K = Boltzmann's Constant (Joules per degree Kelvin), 1.38 x 10"" 
T — temperature (degrees Kelvin) 
AF = bandwidth (c/s) 
and R = resistance (ohms). 

All noise currents and voltages are random fluctuations and occupy an infinite 
frequency band. Because of the random effect, the most convenient terminology 
to use in expressing their magnitude is average noise-power output. Mean-squared 
noise current or mean-squared noise voltage, either of which is proportional to average 
power, is generally used. 

In the expression for various noise components the term AF refers to the effective 
bandwidth of the circuit. This is determined from a curve of power output versus 
frequency by dividing the area under the curve by the amplitude of the power at the 
noise frequency in question. For most calculations, however, where only approxi- 
mate values are desired, the bandwidth between half power points, or 0.707 voltage 
points, will give sufficient accuracy. 

The equation below expresses thermal agitation noise as a voltage in series with a 
given resistor ; 

= ^KTAFR. (2) 
Both the above forms are true of all resistive circuit elements or combination of 
elements including parallel and series-tuned circuits. 

•This section is taken directly from an article " Input Circuit Noise Calculations for FM and Tele- 
vision Receivers " by W. J. Stolze, published in Communications, Feb. 1947, and reprinted by special 

permission. 
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Referring to Fig. 23,1 7(3)3 let us suppose a resistance of 10 000 ohms were connected 
to the input of an amplifier with a 5 Kc/s bandwidthj i.e., 5 Kc/s between half power 
points or an audio band of 23 Kc/s. At room temperature^ 20°C or 293°K, the 
term 4KT in the expressions for noise simplifies to 1.6 x lO-^", which may be used 
in most receiver calculations. The noise in Fig. 23.17(a) is therefore : 
e„2 _ 1. 6 X lO-^MF/? 

= X 10^20 X 5 000 X 10 000 

fin = 0.89 microvolt. 
The noise bandwidth is generally determined by the narrowest element in the entire 
circuit under consideration. In the example for Fig. 23.17(b) the bandwidth of the 
amplifier is narrower than the tuned circuit and therefore its JF is used in the calcu- 
lations. 



► P« 10,000 A 



X 



»L-300)iH 



Fig. 23.17. Sample thermal noise circuits : 
Frequency = 1000 Kc/s ; Q = 100 ; 
L - 300 microhenries (Ref, B33). 



(0) 



FIG. 23. 17 



Fig, 23.17(b) is a simple parallel-tuned circuit where the noise generating resistance 
is equal to the tuned circuit impedance. Again let us assume the bandwidth to be 
five Kc per second. 

R - Q(cuL) = 100 X 1900 - 190 000 ohms 

. 1.6 X IQ-'^MFJ? 

e, = V'lJb X 10^20 X 5 000 X 190 000 
Cn = 3.9 microvolts. 
Thermal agitation noise voltage may be calculated easily with eqn. (2) but by using 
the graph shown in Fig. 23,18 the room temperature values may be found directly. 




100 



ipoo 



^ 5 2 5 2 
IQOOO lOQpOO 1MEG 
RESISTANCE (ohmO 



FlG.23.te 

Fi>. 23.18. Thermal agitation noise voltage versus resistance and band-width (Ref B33). 

(ii) Shot noise . . t_ t>u 

Another important component of the total receiver noise is shot noise. This noise 
is generated inside the vacuum tube and is due to the random fluctuations in the plate 
current of the tube, or, to state it in another manner, random variations in the rate of 
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arrival of electrons at the plate. When amplified^ this noise sounds as if the plate 
were being bombarded with pebbles or at if a shower of shot were falling upon a metal 
surface, hence the name shot noise. 

Although generated essentially in the plate circuit of the tube, which is not a con- 
venient reference point for sensitivity or signal-to-noise ratio calculations, the shot 
noise is nearly always referred to as a noise voltage in series with the grid. Since the 
following equation is true, 

= ipfgm (3) 

where Cg — a.c. grid voltage 

ip = a.c, plate current, 
and = transconductance, 

by simply dividing the noise current in the plate circuit by the transconductance of 
the tube, the shot noise may be referred to the grid and expressed in terms of grid 
voltage. 

Another step is taken, however, to simplify the noise nomenclature. Suppose a 
given tube has a shot noise equal to e„ microvolts in series with its grid. It is per- 
fectly valid to imagine that this voltage could be replaced by a resistance whose thermal 
agitation noise is equal to e„ (the shot noise) and to consider the tube to be free of noise. 
This imaginary resistance, which when placed in the grid of the tube generates a 
voltage equal to the shot noise of the tube, is known as the shot noise equivalent 
resistance or just as the equivalent noise of the tube. The advantage of this termino- 
logy is that when the equivalent noise resistance of the particular tube is known, the 
noise voltage may be calculated directly for any given bandwidth by substituting values 
in the following formula : 

e,^ = (4) 
where R^g — equivalent noise resistance, 
or at room temperature 

c„« = 1.6 X lO-'^AFR,, (5) 
If the noise were expressed as a voltage or current its value would be correct only for 
one particular bandwidth. 

By knowing the R^g of 
any two given tubes their 
relative shot noise merit is 
also known regardless of 
what bandwidth they are 
to operate at, while if the 
noise voltages were given 
alone the operating band- 
width at which the calcu- 
lation was made would 
also have to be noted if 
the relative merits of the 
two tubes were to be 
defined. 

Noise-equivalent resist- 
ance values for a number 
of different tube types 
(triodes, pentodes, and 
converters) and for various 
circuit applications (am- 
plifiers and mixers) can 
be calculated by applying 



TRlOOe AMPLIFIER 


R - 

Gm 


Pc NTODE AMPLIFIER 




TRIODE MIXER 




PENTODE MIXER 




MULTIGRID 
COMVCRTER OR MIXER 




Reo- EQUIVALENT SHOT NOISE !<-= AVERAGE SCREEN CURRENT 
RESISTANCE ^ 

Gm-CRO PLATE TRANSCON- Cc = CONVERSION TRANSCON - 
DUCTANCE DUCTANCE 

Ib= AVERAGE PLATE CURRENT I^sAVERACE CATHODE CURRENT 



Fig. 23.19. Approximate calculated equivalent noise 
resistance of various receiving-type tubes {Ref. B33). 

the expressions presented in the chart. Fig. 23.19*. 

When the term converter is used it refers to a tube that is used for frequency con- 
version where the single tube acts as the local oscillator and the mixer (6SA7) ; the 
term mixer where two tubes are used, one as the mixer (6SG7), and one as the local 

oscillator (6C4). 

' Fluctuations in vacuum tube amplifiers and input systems," R.C.A. Review, April 



•W. A. Harris 
1941. 
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TUBE 
TYPE 


Application 


PLATE 
VOLTS* 


volts" 


THANSCONDUCTANCE 


EOUIVALENT 
NOISE ntSISTANGC 
OHMS 


6AC7 


PENTODE AMPLIFIER 


300 


190 


9.000 


720 


6AC7 


PENTODE MIXER 


300 


190 


2.200 


2.600 


«AG9 


PENTODE AMPLIFIER 


290 


150 


5.000 


t.650 


6AG5 


PENTODE MIXER 


290 


190 


1,250 


6.600 


6AG7 


PENTODE AMPLIFIER 


300 


190 


It, 000 


1,540 


6AK9 


PENTODE AMPLIFIER 


180 


120 


5,100 


1.880 


6AK5 


PENTODE MIXER 


ISO 


120 


1.280 


7.520 


6AK6 


PENTODE AMPLIFIER 


180 


180 


2.300 


8.8 00 


6AT6 


TRIODE AMPLIFIER 


290 





1,200 


2,100 


6AU6 


PENTODE AMPLIFIER 


2 90 


150 


5,200 


2,660 


6BA6 


PENTODE AMPLIFIER 


2 60 


100 


4,400 


3.520 


6aA6 


PENTODE MIXER 


2 90 


100 


1,100 


14,080 


6BE6 


CONVERTCI^ 


290 


100 


479- 


190,000 


6C4 


TRIODE AMPLIFIER 


100 





3.100 


8t0 


6C4 


TRIODE MIXER 


100 





770 


3,240 


6C5 


TRIODE AMPLIFIER 


290 





2,000 


1,250 


6C9 


TRIODE MIXER 


2 90 





900 


9J0OO 


6J& 


TRIODE AMPLIFIER 


290 





2.600 


960 


6J9 


TRIOOC MIXER 


290 





690 


3,840 




TRIOOC AMPLIFIER 


100 





9.300 


470 


i6J6 


TRIOOC MIXER 


100 





1,320 


1,880 


6Ka 


CONVERTER 


250 


100 


390* 


290.000 


6SA7 


CONVCRTCR 


290 


100 


490- 


240,000 


6S87-Y 


CONVERTCR 


290 


100 


950- 


62,000 


6SC7 


TRIOOC AMPLIFIER 


290 


— 


1,325 


1^90 


6SG7 


PCNTODC AMPLIFICR 


2 90 


129 


4,700 


3,100 


6SG7 


PENTODE MIXER 


290 


129 


1,1 80 


12,400 


6SJ7 


PENTODE AMPLIFIER 


290 


too 


t.650 


6,100 


6SK7 


PENTODE AMPLIFICR 


250 


100 


2J0OO 


M JDOO 


6SL7 


TRIODE AMPLIFICR 


290 




1,600 


1,960 


6507 


TRIOOC AMPLIFIER 


250 




l.tOO 


2,300 


(«) VALUES OF PLATE VOLTAGE AND CURRENT ANO SCREEN 
VOLTAGE AND CURRENT ARC FOR TYPICAL OPERATING 
CONDITIONS. 

(-1 CONVERSION TRANSCONOUCTANCE - MICROMhOS 


FIG. 23. 20 



After the equivalent noise resistance is known the value of r.m.s. noise voltage at 
the grid of this tube can be calculated by applying the same expression that is used for 
thermal agitation noise, 

= 1.6 X lO-^^JFi? 
or, by using the graph of Fig. 23.18. 

Fig. 23.20 presents calculated equivalent noise resistance values for a number of 
commonly used tubes acting as various types of circuit elements. These are, of 
courscj approximate figures. 

It can be seen from Figs. 23.19 and 23.20 that the noise resistance or voltage is at 
a minimum for a triode, increasing for the pentode and the multigrid tube, following 
in that order. 

Shot noise is unique among the noise sources in the sense that the shot-noise voltage 
should be considered to exist in series with the grid inside the tube. The reason for 
this is that nothing can be done to the external grid circuit that will alter the magnitude 
of this component. Even though the shot noise must He tolerated, its effect can be 
minimized by designing the input circuit for maximum signal at the grid. This 
does not reduce the magnitude of the noise but does improve the signal-to-noise-ratio 
of the receiver. 
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(iii) Induced grid noise 

Also present in the receiving tube is a third source of noise which is generated 
internally in the tube but whose magnitude and effect are determined partially by the 
external input circuit. Known as induced grid noise, this minute current is induced 
in the grid wires of the tube by random fluctuations in the plate current. It is known 
that a varying electron beam will induce a current in any nearby conductor. There- 
fore, the fluctuating plate current which is in a sense a varying electron beam, will 
induce a noise current in the nearby grid conductors. 

The input impedance of a vacuum tube has a re- 
active and a resistive component. At relatively low 
frequencies the resistive component is very high 
(below about 30 Mc/s) ; as the frequency is in- 
creased the resistive component decreases and its 
magnitude eventually becomes comparable to or even 
lower than the external grid circuit impedance. The 
resistive component is composed of two parts, the 
portion due to transit time effect, and the portion due 
to the induaance of the cathode lead. 

An expression for induced-grid-noise* for tubes 



Extcrnol 

Circuit-* 



t: 




FREQUENCY (rrw^ocycks') 



(00 300 
FIG. 7i.i2 

Fig. 23.22. Approximate electronic input 
resistance versus frequency (Ref. 533). 

ance to be electronic would not introduce too great an error. 



FIG. 23.31 

Fig, 23.21. Position of in- 
duced grid noise in vacuum- 
tube circuit (Ref, 533). 

with control grid adjacent to the 
cathode follows : 

i\„, = 1.4 X 4KT^AFG,iect 
or when expressed in the form of a 
voltage generator, 

e\,, = 1.4 X4KT,AFR .»..t(6) 
where : = cathode tempera- 
ture (degrees Kel- 
vin) 

O elect = electronic (transit 
time) component of 
input conductance 
and R elect = electronic compon- 
ent of input resist- 
ance. 

From eqn, (6) it can be seen that 
the induced grid noise is propor- 
tional to the electronic or transit 
time component of the input resist- 
ance. Measurement of the total 
input resistance is a comparatively 
simple matter with the use of a high 
frequency Q meter, but the separa- 
tion of the electronic and the cathode 
inductance components, which are 
essentially two resistances in parallel 
between the grid and ground, is a 
very difficult matter. Since most 
high-frequency tubes are con- 
structed with either two cathode 
leads or one very short lead, assum- 
ing the total measured input resist- 
Another factor in favour 



of this approximation is that it would be the case for maximum induced grid noise and 
any error introduced would more than likely be on the safe side. 

•D. O. Nonh " Fluctuations induced in vacuum-tube grids at high frequencies " Proc. I.R.E. Feb. 
1941. 
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Cathode temperature in most receiving tubes, which almost exclusively use oxide- 
coated cathodes, is approximately 3.6 times the normal room temperature in degrees 
K. Eqn. (6) can be rewritten therefore as 

.V,. = 5 X AKTAFR.uct (7) 
where T — room temperature (degrees Kelvin), 
or, when T =-- 300 degrees Kelvin, 

e\.,, - 8 X lO-^'AFR,,i,,,^ (8) 
■ In circuit calculations this noise is essentially in series with a resistance equal to 
Rtiect located between the grid and ground — Fig. 23.21. 

The approximate input resistance for a ntmiber of common receiving tubes in the 
frequency range of F-M and television is given in Fig. 23.22. This chart can be used 
to find approximate input resistance values for induced grid-noise calculations. 

(iv) Total noise calculations 

Calculations of total input noise are made by using the grid of the input tube as a 
reference point. There are many sources of noise and each must be calculated and 
referred to the grid reference point before a summation is made. Since noise is a 
random effect and calculated on a power basis, the separate components caimot be 
added directly but as the square root of the sum of the squares. 

Total Noise = V^i' + e^'' + e^^ + etc. (9) 

The various noise voltages that must be referred to the first grid are : 

(1) Thermal agitation noise of the antenna radiation resistance. 

(2) Thermal agitation noise of the timed grid circuit. 

(3) Shot noise of the input tube. 

(4) Induced grid noise of the input tube. 

(5) Grid circuit noise of the following stages referred back to the first grid. 

In Fig. 23.23(a) appears a diagram of a practical input circuit and the location of all 
the circuit parameters and noise voltages. Fig. 23.23(b) is essentially the same except 
that the antenna circuit is reflected through the transformer and considered to exist 
at the grid. This is the diagram that is most usefxil in calculating the total input 

circuit noise. 

The steps necessary to find specific 
values for each of these factors are shown in 
Fig. 23.24. Antenna radiation resistance 
varies widely with the type of antenna 
chosen, but for F-M and television work 
it is generally in the order of 75 to 300 
ohms. When the noise is known in terms 
of an equivalent resistance, as is the case 
here for the antenna, timed circuit, and 
shot noise, the equivalent voltage can be 
either calculated or obtained direaly 
from Fig. 23.18. 




Rgnt- AMtnno Rodtatlon R«iironc€ 
tont • Antwno f»«'«<if*c« Thtrmol Noiit 
cii^ - Si9nol voltoje 

■ Tuned Circuit Impcdonc* 
Ccitt • Tuntd Circuit Thtrmol NoiM 
Rj^^w Electronic Input Hfiiitonct 

e, « induced Grid Noiic 

n}^ . Efluivoltnt Shot Noifc -Rciiitanei 

*jhet' vo'" ^'^"^ 
N - Turni Rorioof Couplinj TroniJormtr 




Fig. 23.23. Position of various noise 
sources in input circuit (Rcf. 



In order to add the antenna, tuned cir- 
cuit, and induced grid noise to the shot 
noise the effective voltage of these three 
components at the grid, or between the 
points A and B, must be known. Each 
must go through what is essentially a re- 
sistive divider and may be calculated as 
shown in Fig. 23.25. 

After knowing the magnitude of the 
separate sources that exist between A-B, 
the total noise voltage is 
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(I) R^^T-OEPEINDS UPON SPECIFIC ANTENNA 

C2) E^nr" Vl 6X10"*^ Rf^^j AF -Oft DIRECTLY FROM FIG.Si-lfl 

(4) Eckt" Vi 6X10-2*^ R(-^t -or directly FROM FtG. 23-18 

(5) RelECT -fROM ACCOMPANYING CHART. FIG. 2i'22 



(6) E,<j - VeXIO-ZORtLECT AF 

(7) Req-FROM ACCOMPANYING CHART, FlG. 23 20 



(fi) EsrtOT- "V 1-6 X 10-20 - OR DIRECTLY FROM FIG. 2>ia 



FIG. 23.24 

Fig. 23.24. Procedure for calculating various noise voltages {Ref. J533). 

etotai - ViesKot)'-^ {Cant at A -B)'^ ^- (^,_, at A~B)2 4- (e,,^ at A-B)^ (10) 
One other factor may affect this totals however. If the total noise of the following 
stages, which is calculated similarly, ignoring the antenna of course, is appreciable, 
it must be added to the constants of Fig, 23.25. In reflecting it to the first grid the 
second stage noise should be divided by the gain of the first tube. When the gain is 
about ten or more this factor may usually be neglected. 

Effective signal voltage across A-B is calculated in the same way as the antenna 
noise in Fig. 23.25. The signal-to-noise ratio is now also known. 

Since the signal-to-noise ratio is determined by the signal strength and the total 
noise at the grid of the input tube, for a receiver that has a mixer, such as 6SK7, for 
the input tube, the signal-to-noise ratio may be considerably improved by the addition 
of an r-f tube, such as a 6SG7, which has considerably less total noise. By adding 
additional r-f tubes (6SG7's), however, since the total noise and signal at the grid 
will be the same, the signal-to-noise ratio will not be improved. 



FIG. ?3. t% 




Fig. 23.25. Circuit for reflecting various voltages to the grid (Ref. J533), To find 
the effective voltage of the antenna, the tuned circuit, and the induced grid noise at 
the grid of the tube let Ri equal one of the above noise resistances and e^ its generated 
voltage. If i?2 and R3 equal the other two noise resistances the effective voltage at 
the grid is 

^ ^ ^2^3 



Ri 



R2R3 R2 ~i~ -^3 

Rz + R^ 

This calculation must be performed for the three components in turn. 

(v) Sample circuit calculations 

For a sample problem let us calculate the total noise at the grid of an F-M receiver 
r-f amplifier stage, assuming the circuit in Fig. 23.26(a) to be under consideration. 
As a simplification of procedure the steps in the calculations will be numbered. 

(1) N'^Rant = 1200 ohms (calculated) 

(2) R elect = 1200 ohms (Figure 23.22) 

(3) ^ Qu>L ^ 8000 ohms (calculated) 

(4) i?,, = 3100 ohms (Figure 23.20) 

At this point it will be convenient to redraw the circuit as shown in Fig. 23.26(b). 

(5) Ncant = 2 microvolts (Fig. 23.18) 

(6) f..,. - V8 X 10-20 X 200 X 10^ X 1200" 

^ 4.4 microvolts (equation (8)) 
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(7) e,^i = 6 microvolts (Fig. 23.18), 

(8) e,f,ot =■■ 3.5 microvolts (Fig. 23.18). 

The next step is to find the effective voltage of each source between the grid and 
ground (or A-B) as shown in Fig. 23.25. 



(9) A-B = 

(10) A-B = 

(11) ...,A-B =^ gQ^Q ^ 
and the total noise is therefore 



2 


1200 + 


1040 


4.4 




1200 + 


1040 


6 





X 1040 0.93 microvolt. 



X 1040 = 2.0 microvohs. 



X 600 = 0.42 microvolts. 



(12) e.otai = V3.5^ + 0.93^ + 2,0« + 0.42^ 
= 4.3 microvolts [equation (10)]. 



(vi) Conclusions 

Selection of an input tube for a television 
or F-M receiver is dependent upon many 
varying circuit conditions and individual 
requirements. The choice of using bal- 
anced or unbalanced input, permeability or 
capacitor tuning, noisy pentodes or quiet 
triodes that possibly require neutralization, 
among others, lies entirely with the design 
engineer. Considering these reasons and 
various engineering and economic compro- 
mises no particular tube can be chosen and 
defined as the input tube. Complete 
noise information about the circuits in- 
volved is necessary, however, as this is one 
of the determining factors for good sensi- 
tivity and signal-to-nois 5 ratio 




Fig. 23.26. Typical F-M receiver 
input circuit {Ref. 533). 



SECTION 7 : INSTABILITY IN R-F AMPLIFIERS 

(0 Causes of instability (ii) Inter-electrode capacitance coupling (hi) Summary, 

(i) Causes of instability 

Instability in r-f amplifiers can be due to many causes and some of these are listed 
below. 

(1) Inter-electrode coupling due to capacitances within the r-f amplifier valve. 
This coupling may be augmented by additional capacitance external to the valve, 
due to wiring etc. 

(2) Coupling between r-f and aerial coils, and leads, due to lack of ^idequate shield- 
ing or care in placement of the coils and leads relative to one another. 

(3) Impedances common to several stages such as the metal shaft of a variable 
capacitor, power supply impedance (including heater leads), capacitances between 
switch contacts, a.v.c. line etc. 
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(4) Feedback at the intermediate frequency or on harmonics of the i-f. 

Feedback at i-f can be serious when there is only an aerial stage preceding the con- 
verter. In some cases a simple expedient to overcome this difficulty is to connect a 
series resonant i-f trap between the aerial and earth terminals. 

(5) Overall feedback from the a-f section into the aerial stage. This can be checked 
by bringing the speaker leads into close proximity with the aerial terminal, and the 
feedback usually manifests itself as a characteristic a-f howl. Practically all of the 
above factors are imder the receiver designer's control even though the elimination 
of imdesired oscillations is often a very difficult practical problem. Further dis- 
-cussion is given in Chapter 35 y Sect. 3(v). 

(ii) Inter-electrode capacitance coupling 

Coupling due to inter-electrode capacitances calls for special consideration since 
these are an irreducible minimum when due care has been taken with the external 
circuits. A description of the effects which may be expected has been given in some 
detail in Chapter 2 Sect. 8 (see also Chapter 26, Seas. 7 and 8), where the nature of 
the impedance reflected into the grid circuit has been discussed. The connection 
with circuit instability is largely bound up in the magnitude of the input resistance 
component of the reflected impedance appearing across the valve grid circuit, and as to 
whether this input resistance is positive or negative. If the resistance is positive the 
dynamic impedance of the grid input circuit is lowered and there is a loss in gain and 
a broadening of the timing characteristic. For a negative input resistance component 
the opposite effects hold with the dynamic impedance of the tuned circuit increased 
and the tuning becoming sharper. When the negative resistance, due to coupHng 
by inter-electrode capacitances from other circuits associated with the valve, equals 
or is less than the positive resistance of the grid input circuit, oscillation will occur. 

In the usual case for a r-f amplifier the primary winding of the r-f coil is resonated 
outside the tuning range. For a high impedance primary resonated below the lowest 
tuning frequency the plate circuit of the valve acts as a capacitance and the grid circuit 
is affected as though a positive resistance and a capacitance were coimected in parallel 
across it. This effect is due to the total grid-to-plate capacitance. When the primary 
of the r-f coil is resonated above the highest tuning frequency, the valve sees an in- 
ductive load and a capacitance and a negative resistance component appear in parallel 
across the grid input circuit. (This circuit is the aerial coil when only one r-f stage 
is used). 

For the case of the timed anode load circuit i.e. a single tuned circuit connected 
directly between plate and B 4 > the valve sees a resistive load and there is only a capacit- 
ance effectively reflected in parallel with the valve grid input circuit. In this latter 
case, however, because of circuit mistracking, the valve may only see a resistive load 
at a few points in the timing range and at other settings of the tuning dial the load may 
appear as either a capacitance or an inductance depending on whether the resonant 
frequency is below or above the required signal frequency. 

The above effects can be neutralized by suitable circuit arrangements but usually 
the additional trouble and expense involved are avoided whenever possible. 

To obtain a quantitive idea of the permissible values of grid-to-plate capacitance 
which would just put a circuit on the verge of instability, an investigation was made by 
Thompson (Ref. B41') who gave the following results. 

C ^ 

where Cgj, ~ total capacitance grid to plate (valve internal and external) 
'2 for 1 r-f stage 
1 for 2 r-f stages 
^0.764 for 3 r-f stages 
2ir X operating frequency 
gm — mutual conductance of r-f amplifier valve (assumed same type and 
operating conditions in each case), 
and Rjy = dynamic impedance of the input and output circuits (assumed identical 
in all cases for simplicity). 
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Obviously, even for values of less than those obtained from the above expres- 
sion, there would be a marked effect on the gain and selectivity of the circuits before 
oscillation actually started. 

(iii) Summary 

Possible sources of feedback giving rise to instability can often be predicted from 
the circuit and component layout diagrams of a receiver. An estimate can be made 
of the possible magnitudes of many of the undesired voltages involved. 

It should be evident that it is far better to avoid possible feedback and instability 
by good electrical and mechanical design rather than spend many fruitless hours 
tracking down an oscillation which could have been avoided. 

A most helpful discussion of instability problems is given in E. E. Zepler's ** Tech- 
nique of Radio Design " (in particular Chapter 9) and the reader is recommended to 
consult this book as an excellent practical guide. 

Some further considerations will be given to circuit instability in Chapter 26, in 
connection with i-f amplifiers. These circuits, being fixed tuned, are usually more 
amenable to calculation of possible instability than r-f stages and the results obtained 
more closely approximate to the practical set-up. 

It is necessary to mention that at very high frequencies (say above 50 Mc/s or so) 
the inductance of the screen-grid lead in screen-grid tetrodes and pentodes can cause 
an apparent change in plate to control-grid capacitance which is often sufficient to 
cause instability. If the screen is earthed by means of a capacitor, it is often possible 
to select a capacitance value which will be series resonant with the screen lead in- 
ductance, at the working frequency, and so form a low impedance path to groiind. 
This arrangement is often sufficient to prevent instability from this cause, even over 
a range of frequencies. For further discussion see Ref. A8. 

It is also important to note that at the higher frequencies a capacitor does not behave 
as a pure capacitance, and its effective inductance and resistance become increasingly 
important as the frequency increases. With many types of capacitors it is possible 
that the inductive reactance will exceed the capacitive reactance even at frequencies 
as low as 30 Mc/s (with electrolytics an additional r-f by-pass should always be used). 
This effect is sometimes used to make the capacitor series resonant at the working 
frequency. Even if the capacitor behaves as a small inductance it will be appreciated 
that in some cases the reactance can be very low and effective by-passing is still pos- 
sible. In tuned circuits the Q can be materially affected by the increase in r-f resist- 
ance of the capacitors and both this and the previous effects should be checked. 

The effectiveness of by-pass capacitors and their Q at the working frequency can 
be readily checked with the aid of a Q meter by placing the capacitor in series with 
a coil of known inductance and Q. See Ref. B45. Finally, r-f chokes do not always 
behave as such, and their resonant frequencies should always be checked (see also 
Chapter 11 Sect. 6). 



SECTION 8 : DISTORTION 

(0 Modulation envelope distortion {ii) Cross modulation distortion. 

Modulation envelope distortion introduced by r-f voltage amphfiers is usually 
small when compared with that introduced by the later stages in a radio receiver e.g. 
the i-f amplifier, the detector and, perhaps, the frequency converter. This is par- 
ticularly true when the magnitude of the signal voltage is small. Amplitude modula- 
tion distortion in r-f amplifiers is usually caused by the curvature of the valve charac- 
teristic relating control grid voltage to plate current. The usual explanation for the 
introduction of this distortion is to consider that the portion of the characteristic curve 
being used can be represented by a power series relating the grid voltage (in this case 
the modulated carrier wave) and the plate current. It can be shown from this treat- 
ment that second order terms (terms containing squares) in the series do not introduce 
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distonion because of the selectivity of the ttined circuits. Third order terms (those 
containing cubes) do introduce distortion of the modulation envelope. 

R-F amplifier valves are usually designed so that the third order curvature of their 
characteristics is minimized as far as possible. This is achieved by using a variable 
pitch for the control grid winding and results in the well known variable-mu (or re- 
mote cut-off) characteristic. The variable-mu (or more exactly *' variable g^" 
characteristic) and the resultant shape of the Cg — ij, curve, have a large bearing on 
cross modulation distortion as will be discussed presently. 

(i) Modulation envelope distortion 

Because of the presence of the higher order terms in the power series representationj 
the magnitude of the r-f signal which can be handled by a particular type of r-f valve 
is limited if the distortion of the modulation envelope is not to be serious. Methods 
of measuring and calculating the signal handling capabilities of r-f amplifiers have 
been discussed in the literature and the reader is referred to K. R, Sturley*s** Radio 
Receiver Design " Part 1 Chapter 4 Sect. 7 for a description of ttiese methods, and 
to the other references listed at the end of this chapter, 

(ii) Cross modulation distortion 

Cross modulation distortion is an effect well known to receiver designers. It 
occurs when two signals are applied to any non-linear element such as a radio valve, 
under certain operating conditions, having appreciable third order curvature of the 
grid voltage-plate current characteristic. The effect is most noticeable when a strong 
local signal is present and the receiver is tuned to a weak signal. Insufficient r-f 
selectivity is often a major contributing factor in this regard. It is quite useless to 
have good selectivity in, say, the i-f amplifier once cross modulation has occurred in 
the r-f or converter stage, as no amount of subsequent selectivity can remove the un- 
desired signal which is now superimposed on the same frequency band as the desired 
signal, and the modulation on both signals will be heard in the received output. 

The r-f amplifier valve must also be designed so that the higher order modulation 
terms are kept as small as possible. A variable-mu valve will materially assist in 
handling a wide range of signal voltages without the grid voltage-plate current curva- 
ture being such as to allow serious cross modulation to occur. 

A careful choice of the bias voltage for the r-f valve, and making the cathode by- 
pass capacitor of sufficiently small value to be effective at radio frequencies only, will 
often assist in reducing cross modulation. 

When the local interfering station is a very powerful one it often becomes neces- 
sary to use special rejector circuits as well as high r-f selectivity. 

Effects such as external cross modulation are not discussed here but reference can 
be made to F. E. Terman's " Radio Engineers* Handbook " page 647 for some details. 
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In this chapter it is proposed to consider, briefly, some of the fundamental types of 
oscillator circuits (used in coniimction with valves) which are commonly employed 
in radio receivers. Of course there are numerous variations of the fundarriental 
circuits, but generally these changes are only a practical convenience for obtaining 
some required special condition of operation from the basic circuit. 

The types of circuits to be considered are : 

(a) The timed-plate oscillator 

(b) The timed-grid oscillator 

(c) The Hartley oscillator 

(d) The Colpitts oscillator 

(e) The electron-coupled oscillator 

(f) The negative transconductance oscillator. 

For those interested in the general theory of oscillation, and in the many special cir- 
cuits available, a list of suitable references is given at the end of the chapter which will 
serve as a starting point, at least, for a more complete survey of this field of knowledge. 
Crystal oscillator circuits are not discussed here but a number of useful circuits are 
given in Refs. 27 (page 164), 26 (page 97) and 31 ; the latter giving a discussion of 
overtone (harmonic mode) crystal oscillators. 

Before proceeding to a discussion of particular types of oscillator circuits, a few of 
the fundamental principles will be briefly reviewed. 

The simplest form of electrical oscillator consists of a combination of inductance 
(L) and capacitance (C) connected together (as shown in Fig. 24.1), to which has been 
added, initially, electric or magnetic energy. Suppose that the 
capacitor C has been charged by some means. The energy 
stored in the capacitor is then iCE^y where E is the maximum 
potential difference between the plates. At this instant^ when 
E has its maximum value, the current in the circuit is zero. 
The presence of the inductor will allow the energy stored 
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in the electric field of the capacitor to be transferred, and to form a magnetic field 
around the inductor. The capacitor discharges until finally E becomes zero and the 
current / becomes a maximum. At the instant at which / is a maximum the energy 
in the magnetic field is ILP^ all the available energy is stored in the magnetic field 
and there is no electric field. The process now reversesj the magnetic field collapses 
and energy is transferred back to the electric field of the capacitor. This process 
repeats itself indefinitely if there is no loss of energy in the circuit (radiation is not 
considered here). 

Since the total energy which is stored in each field in turn, is the same, it is per- 



missible to write 

iCE^ - \LP (1) 
where E and / have their maximum values. 

Also E = \/a>C (2) 

and so l/oj^C - L (3) 

or / - I/zWLC (4) 



where / is natural resonant frequency of the oscillations occurring in the circuit. 

Since there is always some resistance (jR) present with practical circuit elements, 
the amplitude of each successive oscillation will decrease until eventually all of the 
energy is dissipated — mainly in the form of heat in the resistance — and the oscilla- 
tions will cease. (This is discussed further in Chapter 9, Sect, 1). The addition of 
extra energy to the circuit from some external source, such that the added energy 
equals that being lost, would allow the oscillations to continue indefinitely. In the 
circuits to be considered the power supply is the external source of energy, and the 
valve is the device controlling the energy which is added to the L C circuit, in the 
correct phase and amplitude, to maintain oscillations. 

With any valve oscillator an exact analysis of the method of operation is very difficult, 
if not impossible, and it is usual to treat the circuits as being linear (at least for simple 
design procedure) although they depend on conditions of non-linearity for their opera- 
tion. This simplification is valuable because the mathematical analysis which can 
be carried out yields a great deal of useful information concerning the behaviour of 
the circuits. That the circuit operation is non-linear can be readily appreciated by 
considering the fact that the amplitude of the oscillations, once started, does not con- 
tinue to build up indefinitely. The energy gain of the system reaches a certain am- 
plitude and then progressively falls until equilibrium is established. The limits are 
usually set by the valve — plate current cut-ofF occurs beyond some value of the nega- 
tive grid voltage swing, and plate current saturation or grid current damping will 
limit the amplitude of the grid swing in the positive direction. For a discussion of 
the factors governing oscillation amplitude, the reader should consult Refs. 1 and 2. 

In the sections to follow, typical circuits applicable to radio receivers will be dis- 
cussed. It is not proposed to give a mathematical analysis or detailed physical ex- 
planations of the operation of the circuits, as this has been more or less adequately 
done in many text books and periodicals. Suitable references are 1, 3, 5, 7, 10, 11, 
24. 

At the outset it may be mentioned that, since high oscillator efficiency is not usually 
as important a factor as some other requirements in radio receivers, the design is 
generally a combination of empirical and experimental techniques. A large number 
of the circuit component values are pre-determined by such considerations as tracking 
the tuned circuit with signal circuits over a band of frequencies and maintaining 
constant oscillator amplitude over the tuning range. Other factors will be discussed 
in Sect, 9 of this chapter. 

Design procedures such as those used for class " C " power oscillators in trans- 
mitters are not carried out in detail for receiver oscillators, although obviously the 
basic principles are the same in both cases ; this will receive further consideration in 
Sect 9- 
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SECTION 2 : TYPES OF OSCILLATOR CIRCUITS 

(0 Tuned-plate (ii) Tuned-grid (in) Hartley (iv) Colpitis (v) Electron- 
coupled (vi) Negative transconductance oscillators, 

(i) Tuned-plate oscillator 

Fig. 24.2 shows three arrangements for the tuned plate oscillator. Circuits (A) 
and (B) use series feed, and circuit (C) uses shunt feed. Circuit (B) is the usual 
praaical arrangement of (A) ; P is a padding and C a blocking capacitor. 

The shunt feed circuit (C) is generally preferred in receivers for the following 
reasons : 

(1) The rotor plates of the tuning capacitor can be directly earthed without using 
additional series blocking capacitors directly in the tuned circuit. 

(2) The resistor i?i can often be selected to assist in maintaining a constant ampli- 
tude of oscillation over the tuning range, since it will give greater damping of the 
tuned circuit as the frequency increases. 

Either arrangement of the grid-leak resistor {Rg) shown in circuits (B) and (C) is 
satisfactory, but in circuit (C) it gives increased damping on the feedback winding 
{Lf) which may be advantageous in maintaining constant grid voltage amplitude over 
a range of frequencies. 




TUNED - PLATE OSCrLLATOR 



Tight coupling and low values of mutual inductance (Af ) are helpful in maintaining 
frequency stability with mains voltage variations, as these factors tend to make the 
circuit relatively independent of valve constants other than interelectrode capacitances 
(see Ref. 21), is made as small as possible, to reduce Af, and also to keep its 
natural resonant frequency well above the tuning range ; this latter factor means 
that stray capacitance across the feedback winding must be kept as small as possible. 
The high natural resonant frequency for the feedback circuit is helpful in reducing 
variations in the tuned circuit (due to reflected impedance), this being particularly 
important since it reduces tracking error and limitations on the maximum possible 
tuning range. 

The resonant frequency (/) of the tuned-plate oscillator is given approximately by 

(5) 



where Lq — inductance in tuned circuit 

G = capacitance in tuned circuit (this strictly includes any additional stray 
capacitances shunted across G, e.g. in circuit (C) some capacitive re- 
actance due to C would be present, depending on the value of R and 
the frequency of operation) 
R = total series r-f resistance in tuned circuit [including in circuit (C) the 
equivalent series resistance due to C and R^ being shunted across the 
circuit] 

Tj, = plate resistance of valve 
and /o ^ natural resonant frequency of timed circuit alone. 
For our purposes it is sufficiently close to take 

where G is the actual capacitance (including trimmers, padders etc.) tuning Lq, 
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The important point to observe is that other components, including the valve, 
affect the frequency of oscillation. As these components are capable of variation with 
voltage or temperature fluctuations they will affect oscillator stability, and their effects 
should be minimized as far as possible. Some improvement in stability is possible 
by making the grid current small, which agrees with the condition of a low value for 
Lp but this is also governed by the permissible value of the grid resistor {Rg). 

The condition for the maintenance of oscillation is given by 
TLo GR-\ 

Af - - — 4- — (7) 
where Lq, G and R have the same meanings as previously, 

Af = mutual inductance = A\/ LfL^ (in the absence of additional capacitance 
coupling) 
k ~ coefficient of coupling 
/A = amplification factor of valve 
and gjr, = mutual conductance of valve. 

The negative sign for M indicates that oscillation will only occur for one connection 
of the feedback winding. 

A suitable factor of merit for an oscillator valve is the product fig which should 
be as high as possible. This is also a suitable factor for power output valves, and 
explains why types such as the 6V6 beam power valve work well in feedback oscillator 
circuits. 

The advantages claimed for the tuned-plate oscillator are its relative freedom from 
frequency changes due to mains voltage variations and, when the circuit is used with 
converter valves, freedom from signal-grid bias voltage changes. 

The tuned plate oscillator in its standard form is not very satisfactory for use at 
frequencies above about 50 Mc/s. 



(ii) The tuned-grid oscillator 

The general circuit arrangement for a tuned-grid oscillator is shown in Fig. 24.3. 
Much of the general discussion given in connection with the tuned-plate oscillator 
is applicable to this circuit. 

The tuned-grid oscillator is probably the most 
widely used in receivers for the standard long-, 
medium- and short-wave bands. One of its 
features is the ease with which oscillation can be 
obtained. The arrangement of the components 
offers little difficulty, and one particular ad- 
vantage is that the tuned circuit is completely 
isolated from the plate supply voltage. 




TUNED-CRID OSCILLATOR 



The approximate frequency of oscillation (/) for this circuit is given by 

/o 



/ - 



1 + 



LfR 



(8) 



where /o = I/Itt^/LqG = natural resonant frequency of tuned circuit 
Lq = tuned circuit inductance 
Tj, = plate resistance of valve 
Lf feedback winding inductance 
R = series r-f resistance (total) in tuned circuit 
and G = total tuning capacitance. 

The minimum value of Af required to maintain oscillation is given approximately by 
r LfA GRl 
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where A =^ LfR/L^r^ 

yi = amplification factor of valve 
g„ = mutual conductance of valve 
= plate resistance of valve 
and Lp R and G are as previously. 

If is large and R is small, frequency variation from the natural resonant frequency 
is reduced, as can be seen from an examination of the equation. Also, as a point of 
interest, it is seen that / is less than /o for the tuned-grid oscillator, and greater than/o 
for the tuned-plate circuit ; so that the timed circuit acts as an inductive reactance 
(neglecting resistance effects) in the first case, and as a capacitive reactance for the 
timed-plate oscillator. These points are further discussed in Ref. 5. The useful 
upper frequency limit for the tuned-grid circuit is about 50 Mc/s, as the value of the 
feedback-winding inductance and the resonant frequency of the feedback circuit 
become troublesome. This applies also to the tuned-plate arrangement. 

(iii) Hartley oscillator 

Fig, 24.4 shows two possible arrangements for the Hartley oscillator circuit. The 
circuit (A) is the conventional series-fed circuit, but is not very convenient for use in 
radio receivers for several reasons. 

(1) The tuning capacitor G cannot be earthed without using blocking capacitors. 

(2) The presence of blocking capacitors presents tracking difficulties. 

(3) The coil Lq has H.T. applied which may be awkward when making adjust- 
ments, particularly during developmental work. 

(4) Untracked stray capacitances are likely to oe high. 

The alternative arrangement of Fig. 24.4 (B) is the circuit most commonly employed 
in receivers. The tuned circuit is connected directly to ground. This arrangement 
avoids the difficulties of circuit (A) ; furthermore it is particularly convenient for use 
with converter valves of the 6SA7, 6BE6 pentagrid type. 




r\Q.ZA-A MARTUEt OSCILLATOR 

The angular frequency of oscillation for the Hartley circuit of Fig. 24.4(A) (see 
Ref. 5) is given approximately by 

a> = a)o\ /l + RJr^ (10) 
where = \/^/L^ 

= l-n X fo ifo is natural resonant frequency of tuned circuit) 
Ri = r-f resistance of Li 
Tj, = plate resistance of valve 

Lo = oscillator coil inductance (= Lj + + 2Af) 
and G = tuning capacitance. 
For the maintenance of oscillation 

^ Li + Af , Gt^{R^ + R2)U 
^ + Ai (Li + M){L^ + M) (^^^ 

where ii = amplification factor of valve. 

Li and Lg are the two sections of Lo coupled by mutual inductance 
M and i?i and R^ are the r-f resistances of Lj and Lg respectively. 

The frequency equation shows that the oscillation frequency / is higher than /o, 
and to reduce this difference should be high and Ri small. Also, for the circuit 
to oscillate readily, the mutual conductance of the valve should be high. 

A Hartley oscillator offers advantages over the tuned-plate and tuned-grid circuits 
at frequencies in excess of about 40 Mc/s, the greatest advantage being that the feed- 
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back winding, being a part of the tuned circuit, does not offer the same difficulties 
as the other caseSj in which the natural resonant frequency approaches the operating 
frequency. 

In the case of the other two types of oscillators mentioned^ if the feedback winding 
has greater inductance than the tuned winding, the oscillator can easily change over 
from one type to the other (i.e. tuned-plate becomes tuned-grid and vice- versa) and 
satisfactory tuning is obviously impossible. This trouble is not as unlikely as may be 
thought since it is often very difficult to obtain sufficient amplitude of oscillation as 
the frequency increases. 

The Hartley circuit can be made to give satisfactory operation to frequencies at 
least as high as 150 Mc/s, even with multi-grid converter valves (depending, of course, 
on the valve type used), but its chief disadvantages are 

(1) Its liability to parasitic oscillations as the frequency increases, 

(2) The possibility of the circuit aaing like a modified Colpitts oscillator because 
of stray and valve interelectrode capacitances, 

(3) That it is rather awkward to find the optimum tapping point for the best con- 
ditions of oscillation, particularly when the frequency becomes fairly high. 
This is particularly so with valve types such as the 6BE6 on the F-M broadcast 
band since the tapping point on the oscillator coil has a large effect on conversion 



(1) and (2) generally manifest themselves as sudden changes in oscillation frequency 
when tuning over the working range^ or as " dead " spots, or through the oscillator 
stopping altogether when the gang capacitance becomes less than a certain value. 

It may be mentioned finally that the Hartley circuit has been extensively used on 
all broadcast bands including the F-M 88-108 Mc/s band ; its application in re- 
ceivers has been largely confined to use with pentagrid converters such as types 6SA7, 
6BE6, 6SB7-Y and 6BA7. 

(iv) Colpitts oscillator 

A circuit for a shunt fed Colpitts oscillator is shown in Fig. 24.5(A). A suitable 
arrangement (Ref. 9) for use in radio receivers operating at frequencies of the order 
of 100 Mc/s is that of Fig. 24.5(B). In this latter circuit Cg is the self-capacitance 
(plus added capacitance if required) of the choke L in the cathode circuit, and 
is the grid-to-cathode capacitance ; Lq is the oscillator coil inductance and G the 
variable tuning capacitor. The cathode impedance can readily be controlled by 
coimeaing a variable trimmer across L. 



The circuit of Fig. 24.5(B) has been successfully used with type 6BE6 converters 
timing the 88-108 Mc/s F-M broadcast band and avoids the necessity for tapping the 
oscillator coil as in the Hartley circuit. 

The angular frequency of oscillation of the Colpitts oscillator, from the solution 
of the circuit of Fig, 24.5(A), is given by 



gam. 
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(12) 



The condition for oscillation maintenance is that 

9i ^ + ^a) 



(13) 
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where (oq — Itt x fo (/o is the natural resonant frequency of the tuned circuit alone) 
R = r-f resistance of Lq 
Tp = plate resistance of valve 
^ = amplification factor of valve 
Lo =^ oscillator coil inductance 
and Ci and tune Lq ; they also form a capacitive voltage divider across Lq ; and 
the excitation voltage on the grid is proportional to Ci/(Ci + C2). 

This circuit is most convenient for use at v-h-f, it is very easy to make oscillate^ 
and is not so liable to parasitic oscillations as the Hartley circuit. Its use on the 
medium and short-wave bands has been rather limited because of difficulties in circuit 
arrangement when covering frequency bands of about 3:1, and also because of the 
very simple and satisfactory manner in which the timed-grid and timed-plate circuits 
can be made to operate over these ranges. The Colpitts circuit readily lends itself 
to inductance tuning and with this arrangment has been used satisfactorily on all 
of the frequency ranges encountered in normal broadcast receiver design. 

(v) Electron-coupled oscillator 

Electron-coupled oscillators (Refs. 1, 22) can use a large variety of fundamental 
circuits^ such as the Hartley or Colpitts, for generating oscillations. The circuit 
usually employs a tetrode or pentode valve, or, most often in receivers^ is used with a 
pentagrid converter. Valves having suppressor grids will generally give better fre- 
quency stability. 

The fundamental principle is that the actual oscillating circuit is connected to the 
load circuit only by means of the electron stream within the valve. In this way changes 
in load conditions and high tension voltages have a reduced effect on the actual fre- 
quency of oscillation. The improvement in frequency stability with voltage varia- 
tions appears to be closely bound up with compensating effects due to simultaneous 
voltage changes on the plate and screen. Variation in load conditions would^ ideally, 
leave the oscillation frequency unchanged since the two circuits are only connected 
unilaterally through the electron stream. Actually^ of course^ interelectrode capacit- 
ances and stray coupling prevent this condition from being completely fulfilled. 




Those pentagrid converters which com- 
monly use the Hartley oscillator circuit 
arrangement are typical examples of the 
application of electron-coupling. One such 
arrangement is shown in Fig. 24.6. It is 
often advantageous in this type of circuit to 
connect the screen to the rectifier output 
through R as this reduces *' flutter " ; the 



Fic.24-6 pcNTAGRio coNVERTtR ustNc ELECTRON- ^Igh teusion for the plate is obtained from 
couPLCD HARTLEY o.c.LLATOR the power supply in the usual manner. 
With this latter arrangement Cg generally consists of an electrolytic capacitor and a 
mica capacitor (to act as a r-f by-pass) connected in parallel. 

(vi) Negative transconductance oscillators 

Several types of negative transconductance oscillators have been suggested using 
r-f pentode valves. These circuits have a negative bias on the suppressor grid and 
rely for their operation on the fact that, over a panicular range of negative voltage on 
this grid, the suppressor-screen transconductance is negative. With suitable operating 
conditions a positive increment in the negative suppressor grid voltage will allow the 
plate current to increase and the screen current to decrease even when the screen 
voltage is increased j the changes in screen and suppressor voltage being approxi- 
mately equal. The screen and suppressor are coupled together by means of a capaci- 
tor, and the tuned circuit is connected in a suitable manner between plate and screen. 
Detailed descriptions of this type of oscillator can be found in Refs. 7 and 23. Cir- 
cuits using this arrangement with pentode valves are not very convenient since the 
negative transconductance is only of the order of —250 micromhos. 
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Since this oscillator is a two terminal type it is often a very convenient arrangement ; 
one panicular example is its use as a beat-frequency oscillator in a radio receiver. A 
particular form of the negative transconductance oscillator (Ref. 13)— which employs, 
also, the principle of electron coupling — using a pentagrid converter valve (e.g. type 
6A8j but not CSAT, 6BE6 etc.) is shown in Fig. 24.7. The negative transconductance 
is brought about as follows. Electrons moving towards the plate are tvirned back to 
the inner screen (Gg) and the oscillator anode (G^) when the control grid (G4) has a 
more negative voltage applied to it. The net effect of an increase of negative vohage 
on the signal grid is to increase the current to the oscillator-anode and to grid G3. 




aoyooon. 

8+ 250V 

nc.24'7 NEGATIVE TRANSCONDUCTANCE OSCILLATOR 

Any increase in the current to G 3 is practically offset by a decrease in the current 
to Gfij the outer part of the screen grid, and the result is that the screen current re- 
mains fairly constant for wide variations in signal-grid voltage. The variation in 
oscillator-anode cvirrent, however, is equivalent to a negative transconductance be- 
tween the control grid (G4) and the oscillator-anode (G2). In type 6A8 this amounts 
to about —400 micromhos. Because of this negative transconductance it is possible 
to create an oscillatory condition by coupling G4 to Ga, provided that the rest of the 
circuit is suitably arranged. 

The circuit of Fig. 24.7 has been used at frequencies up to 18 Mc/s. It has also 
been employed in several types of communications receivers (having intermediate 
frequencies of from 255 Kc/s to 3 Mc/s) as a beat-frequency oscillator and has given 
very good results as regards stability of operation, particularly when temperature 
compensation has been applied to the tuned circuit. 

It is near enough, for practical purposes, to take the frequency of oscillation as being 
/o = l/{27rVL^ (14) 



SECTION 3 : CLASS A, B AND C OSCILLATORS 

An oscillator can be made to work under a variety of conditions. The impulses 
applied to the tuned circuit, to maintain oscillation, can be such that the valve plate 
current may be flowing from something less than 180° of the electrical cycle to almost 
the full 360°. Depending on the period for which the impulses are applied, the 
oscillator may be classified as Class A, B or C. 

High quality laboratory oscillators often use the Class A condition, while high power 
oscillators, such as those sometimes used in transmitters (where efficiency might 
occasionally be more important than obtaining an output voltage relatively free from 
harmonics) might possibly use Class C operation ; of course even in high power 
transmitters a master oscillator is the usual arrangement and efficiency is not an 
important factor in its operation. Oscillators in superheterodyne receivers do not 
need to have very high efficiency, but the output must be relatively free from har- 
monics if whistle interference is not to be a serious problem ; this generally leads to 
something approaching Class B operation (Ref, 5). 

It should be noted that, for all usual operating conditions, grid current flows for 
at least part of the input voltage cycle. 
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SECTION 4 : CAUSES OF OSCILLATOR FREQUENCY VARIA- 
TION 

(j) General (ii) Changes in supply voltage (iii) Temperature and humidity changes 
(iv) Oscillator harmonics. 

(i) General 

Frequency drift in the oscillator section of superheterodyne receivers (F-M or 
A-M) is important for a number of reasons. The most obvious is that as a result 
of such drift the actual intermediate frequency output from the frequency changer 
will not be that to which the i-f amplifier is tuned, giving a loss in amplification and 
the added possibility of considerable frequency distortion in A-M receivers, and non- 
linear distortion in F-M receivers. Other special effects will be discussed separately. 

Oscillator frequency variations which can be offset in the original design may be 
due to changes in 

(a) Supply voltage 

(b) Temperature 

(c) Humidity 

(d) A.V.C. bias on the signal grid of multielectrode convener valves. This 
will be discussed in Chapter 25 Sect. 2. 

Also, it should be noted that a high percentage of oscillator harmonics can lead to 
oscillator instability. Mechanical stability of the circuit is a prime requirement. 

Detailed discussion regarding oscillator frequency stability can be found in Refs. 
1. 4, 5, 10, 11, 15, 19, 20, 21 and 28. 

(ii) Changes due to supply voltage 

Some change in oscillator frequency always occurs when there is a change in the 
voltages on the valve electrodes, because of changes in valve " constants.'* 

For the simple triode oscillator, plate voltage changes may be minimized by using 
a supply voltage having good regulation ; the regulation requirement is often deter- 
mined by the variations in the total current drawn by the complete receiver when the 
signal voltages are changing. This may necessitate a separate voltage supply for the 
oscillator valve, and where extremely high oscillator stability is required a separate 
voltage regulator valve (e.g. OD3/VR150) may be incorporated. A common mani- 
festation of poor regulation of the H.T. is the " flutter " experienced on the short- 
wave bands. 

For screen grid valves the same precautions are taken as for a triode, but often very 
appreciable improvement is possible, with some valve types, by offsetting screen and 
plate current changes one against the other. Although the principle of offsetting 
changes due to various electrodes against each other is of assistance, it should be 
noted that with some converter valves in which voltage changes are additive (e.g. 
6J8-G), better stability is possible than with other valve types (e.g. 6A8, 6K8) in which 
the plate and screen voltage variations are subtractive. Pentagrid converter valves 
of the 6SA7 class are particularly critical as to screen voltage changes and a separate 
screen supply is often essential. 

(iii) Temperature and humidity changes 

After a receiver has been switched on, it is found that the oscillator frequency tends 
to alter for some considerable time, up to say an hour or more. Usually it is found 
that the internal effects of the valve heating up become negligible after a period of 
about ten minutes. The base of the valve is responsible for a certain amount of drift, 
but this can be minimized by the use of high-quality porcelain or micanol bases. 
With the miniature valve types the electrode connections come straight through the 
button stem instead of through a glass pinch, and the temperature variations due to 
the complete valve assembly are kept to an absolute minimum. 

The most serious frequency drift through temperature changes is generally caused 
by capacitance variations due to the heating of the various dielectrics in the circuit. 
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This is minimized by the use of high quality dielectrics such as special grades of por- 
celain. 

Inductance changes due to temperature rise also cause frequency variationj and 
low-loss dielectric formers are essential. If suflEicient mechanical stability is possible 
air cored coils are often preferable, but not always. 

Good circuit layout is an essential requirement and all sources of heat should be 
kept away from tuning capacitors and coils. 

When all the requirements as to dielectrics, circuit layout etc. have been met as 
far as is possible, final temperature compensation is made by using capacitors having 
negative temperature coefficients. These capacitors are available commercially in a 
wide range of capacitance values, and with various negative temperature co-efficients. 
The manufacture of this type of capacitor is possible because of the availability of 
ceramic materials having dielectric constants which decrease with an increase in 
temperature*. It should be realized that exact compensation by simple capacitance 
adjustment is only feasible, in general, at one point in a given timing range, but a very 
appreciable improvement over a band of frequencies is possible without exact com- 
pensation at any one point. A method for obtaining exact compensation at two points 
(although here again a compromise adjustment may be preferable) in a given timing 
range, using the principles of superheterodyne tracking, has been given by Bushby 
(Ref. 19) ; it is also shown that a compromise adjustment is possible, although exact 
compensation is not practicable, at three points in the tuning range. Methods for 
carrying out long period frequency-drift compensation, due to temperature changes, 
are outlined in Ref. 19. 

Changes in oscillator frequency with humidity can be minimized by using coils, 
capacitors and insulating materials which are properly baked to remove moisture 
and then impregnated (with suitable waxes or varnishes) to prevent the absorption of 
moisture, t 

It may be worth noting here that carbon resistors have negative temperature co- 
efficients. Wire-wound resistors have positive or negative temperature co-efficients 
depending on the type of resistance wire used.J: 

(iv) Oscillator harmonics 

There is an effect, supposed to be due to cross modulation between the fundamental 
frequency and its harmonics and between the harmonics themselves, which results 
in the production of currents at the fundamental frequency. These new currents 
may be out of phase with the original current at the fundamental frequency and so 
tend to shift the frequency of oscillation. Most of the evidence regarding this effect 
is experimental and a complete explanation has not been given (see Ref. 1, p. 82). 
However, it does provide an additional reason for having a minimum of oscillator 
excitation. 



•See also Chapter 4 Sect. 9(ii)f and Chapter 38 Sect. 3(vi>. 
tSee Chapter 11 Sect. 7. 
tSee Chapter 4 Sect. 9(i). 
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SECTION 5 : METHODS OF FREQUENCY STABILIZATION 

Some of the causes of oscillator frequency variations have already been discussed, 
and some general methods of reducing the frequency changes have been outlined. 
A large number of methods have been detailed in the literature for obtaining frequency 
stability, such as the use of negative feedback, resistance stabilization and the various 
methods using reactances as given by Llewellyn (Ref. 21). Since this subject is ex- 
tensive, we shall content ourselves here with stating a few of the main factors which 
should be observed when designing an oscillator for a superheterodyne receiver. 
Suitable references are listed at the end of this chapter. 

(A) Mechanical stability of all components and wiring should be as good as 
possible. Care is necessary to avoid mechanical vibration (such as that due to sound 
waves from the loudspeaker). 

(B) Circuit layout should be such that sources of heat (e.g. valves) are kept as 
far away as possible from frequency determining elements. In some cases it may be 
feasible to place the oscillator coil and tuning capacitor under the chassis, with the 
oscillator valve mounted on the top of the chassis, 

(C) For feedback type oscillators, such as tuned-plate and tuned grid circuits, 
the windings should be closely coupled. The feedback winding should be as 
small as possible and stray capacitances across it should be low, 

(D) Grid current should be kept as low as possible consistent with stable opera- 
tion. 

(E) All supply voltages should be as constant as possible. With pentodes it 
may be possible to offset plate and screen current changes. 

(F) All dielectrics in the circuit should have low temperature coefficients and be 
non-hygroscopic. This applies particularly to the valve socket which becomes 
hotter during operation than most other sections of the oscillator circuit. 

(G) Efforts should be made to stabilize the electrical constants of all components 
by suitable heat treatment and impregnation. 

(H) When designing the oscillator and signal circuits it will be found from the 
data on superheterodyne tracking given in Chapter 25 Sect. 3, that there is some choice 
of inductance and capacitance values (due to the distribution of trimming capacitances) 
even though the frequency coverage and type of tuning capacitor are pre-determined 
by other conditions. Where it is permissible, the L/C ratio of the oscillator tuned 
circuit should be arranged so that it is as small as possible. 

(I) The Q of the oscillator tuned circuit should be as large as possible con- 
sistent with other circuit requirements, 

(J) Better stability is possible if the valve can be connected across only part of the 
tuned circuit. Often this is not convenient in radio receivers because of the reduction 
in available oscillator voltage, but considerable improvement in stability is possible 
in those cases where tapping down can be applied. 

(K) When all other precautions have been taken, temperature compensation 
should be carried out, using capacitors having negative temperature co-efficients 
[see Chapter 4 Sect. 9(ii)f also Chapter 38 Sect, 3(vi)]. 

(L) When possible causes of frequency drift are being considered it should not be 
overlooked that valve interelectrode capacitances will change during the initial 
warm-up period, A typical example occurs in the Hartley circuit of Fig. 24.4(B) 
in which the heater-cathode capacitance is directly across part of Lq ; in this case 
connecting one side of the heater directly to cathode and adding a suitable r-f choke 
in series with the other heater lead will minimize the trouble. This arrangement 
is also helpful in reducing microphonics caused by heater-cathode capacitance varia- 
tions. 

(M) Judicious location of negative temperature co-efficient capacitors is 

helpful. For example if part of the compensating capacitance is located at the valve 
socket terminals, short-time drift due to the valve and socket warm-up period can often 
be very appreciably reduced. 
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(N) The values of i?^ and should be selected carefully to avoid " squegging " 
(see Sect. 6). This should be checked with a large number of representative valves 
of the same type. 

(O) Selection of the most suitable valve type has received some discussion in 
previous sections. Usually the choice is rather limited in receiver applications. 

(P) Electron coupling to the load circuit is often helpful, and is used in many 
applications. Most frequency changers employ this principle. 

(Q) Harmonic operation of the oscillator may be advantageous in some cases, 
since better frequency stability is sometimes possible when the fimdamental frequency 
of operation is reduced. The disadvantage of this arrangement is the greatly in- 
creased possibility of spurious frequency combination. 

The majority of receivers use the oscillator fundamental frequency, and this fre- 
quency is generally (but not always) higher than the received signal frequency. This 
includes all broadcast bands up to 108 Mc/s. 

(R) Increased spacing between the plates of variable capacitors is helpful 
in obtaining good oscillator stability, as the effects of small variations in the position 
of plates, during operation, is reduced. The opportunity to make use of this occurs, 
for example, with the variable capacitors used in F-M receivers, where the capacitance 
range may be approximately 5-20 ^/xF. In this case it is often possible to use double 
spacing between the plates of the oscillator tuning capacitor. 



SECTION 6 : UNSTABLE OSCILLATION 

Unstable oscillation can be due to a number of causes, some of which have been 
mentioned in Sections 4 and 5. 

Flutter has received some consideration and the cure is generally to use a separate 
series resistor from the power supply to provide the B+ for the oscillator plate (or 
screen in some converters), by-passed by a large capacitor (say an 8 ^F electrolytic). 

Squegging (see Refs. 5 and 8) is caused by excessive oscillator-grid voltage am- 
plitude and incorrect proportioning of the values for the grid resistance and capacit- 
ance. The effect manifests itself as a variation in oscillator output which changes 
at an audio or ultrasonic rate. The only precautions usually required are to select 
suitable values for Rg and Cg and to adjust the oscillator grid current to the lowest 
suitable value. Most valve manuals suggest that values for Cg should lie between 
20 to 100 ^ifiF depending on the operating frequency. Small values of the product 
RgCg are called for at the higher frequencies. The effect should be carefully checked 
with several valves of the same type. In some cases " squegging " occurs at the high 
frequency end of the tuning range only, and this often calls for the use of a series grid 
" stopping " resistor, or a parallel resistor shunted across the oscillator timed circuit ; 
these resistors provide greater damping at the higher frequencies and so serve to equal- 
ize the oscillator grid voltage across the tuning range. 

Other miscellaneous effects which are of interest are : 

(A) Hum causing amplitude or frequency modulation of the local oscillator in a 
receiver. 

In A-M receivers the selectivity of the i-f amplifier can cause the frequency modula- 
tion to give rise to amplitude modulation (superimposed on the desired carrier) and 
the hum, after detection, appears in the receiver output, in addition to the hum due 
to amplitude modulation of the oscillator. With F-M receivers the hum provides 
additional frequency modulation of the carrier. The cure is generally to improve the 
power supply filtering. 

(B) Frequency modulation, at an audio frequency rate, caused by vibration of the 
oscillator tuning capacitor plates, or some other part of the oscillator circuit, by sound 
waves from the loud speaker (often called " microphonics "). This effect is par- 
ticularly troublesome at the higher carrier frequencies. The natural period of the 
tuning capacitor is important and any method of altering this often provides a cure ; 
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this frequency should not coincide with the bass resonant frequency of the loud speaker. 
Often it is necessary to mount the capacitor on rubber and provide flexible leads to 
the dial, etc. 

(C) Microphonics caused by heater-cathode capacitance variations. This effect 
is minimized by connecting one side of the heater directly to cathode, where this is 
possible, and using a r-f choke in the other heater lead to avoid shunting the tuned 
circuit with the heater circuit, e.g. see Fig. 24.6 where the result of omitting a r-f 
choke would be to short out part of the tuning inductance. 

Microphony in super het, oscillators is covered in Ref, 32. 

SECTION 7 : PARASITIC OSCILLATIONS 

" Parasitic oscillation " is the name given to any undesired oscillation in a circuit. 
Tuned circuits will always have at least one additional resonance point determined 
by the leads and stray capacitances. Usually in radio-frequency circuits these parasitic 
oscillations have very high frequencies, but they become troublesome and lead to 
*' dead '* spots and large fluctuations in oscillator amplitude if sufficient care is not 
taken with the arrangement of leads and components. Audio frequency circuits 
are also liable to this form of oscillation which in this case is generally apparent as 
distortion. 

The usual cure for these troubles is the use of stopping " resistors (or neutraliza- 
tion in some converter circuits) in series with one or more of the valve electrodes con- 
cerned. Care is necessary, however, as the presence of the resistors may adversely 
affect the performance of the stage concerned. 

Carelessness in shunting large capacitors with small ones may result in an undesired 
resonance. The leads provide the inductance and the circuit may be series resonant 
in the working range of frequencies. Band-switching in all-wave receivers needs to 
be carried out carefully if an undesired resonance is not to appear in a tuning range. 

For a further discussion of parasitic oscillations the reader is referred to Ref. 8 
(Chapter 12, p. 264) and Ref. 5 (Chapter 6, p. 269). Some useful data are also given 
in Ref. 9, p. 9. 

SECTION 8 : METHODS USED IN PRACTICAL DESIGN 

In the design of oscillator circuits for radio receivers many of the component values 
required are specified by other circuit considerations. This is readily seen from the 
procedure given in Chapter 25 Sect. 3 (in connection with tracking) for determining 
the value of inductance, and the tuning, trimming and padding capacitance values for 
the oscillator circuit. 

In most cases, once a suitable valve has been selected (the choice here is usually 
restricted), details of the required grid-leak resistance, oscillator grid current (which 
in conjunction with Rg determines the grid voltage) electrode voltages etc. are directly 
available from the valve data sheets. The type of circuit is usually restricted to the 
tuned-plate, tuned-grid, or the Hartley for frequencies up to about 50 Mc/s and to 
the Hartley and Colpitts for frequencies above this. It is required of the receiver 
designer to reproduce, if possible, the specified operating conditions (although this 
is often a rather tricky job) together with such modifications as he deems necessary. 

For the feedback type of oscillator a useful " rule of thumb " is to make the number 
of feedback turns about half to one third of the total on the main winding ; correct 
amplitude is obtained by selecting the number of turns to give the required oscillator- 
grid current. The tapping point on Hartley and Colpitts circuits also approximates, 
very roughly, to this rule, which provides a convenient starting point for the necessary 
experimental work. 

With the feedback type of circuit, provided that the coupling between the windings 
is sufficiently high, the number of turns on the feedback winding suggested by the 
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above procedure will usually be somewhat greater than is necessary, and it is only 
necessary to strip off the excess turns until the required conditions are approached. 
Of course, this does not immediately ensure that the circuit will be satisfactory in 
all respects, since the oscillator normally tunes over a band of frequencies. Owing to 
the tolerances permitted in the manufacture of all valve types, it is necessary to check 
the circuit with a number of valves. These, preferably, should include samples which 
fall on the upper and lower limits of the permissible range of allowed by the par- 
ticular manufacturer, otherwise satisfactory results may not be obtained in the mass 
production of receivers. 

Where the available operating data are given for voltages somewhat different from 
those required, valve conversion factors (see Chapter 2, Sect. 6; can be applied to 
obtain the new conditions. 

Occasionally a receiver designer is faced with the problem of using a valve for which 
some data are available, but for which conditions for oscillator operation are not given. 
Several procedures are available. Exact or approximate methods of analysis can be 
used, just as for power oscillators (see Refs. 10, 11 and 24), but often it is possible to 
arrive at a suitable set of operating conditions on the basis of past experience (or by 
comparison with similar valve types for which the required data are given). The 
only important factor, as far as the use of the valve is concerned, is that the maximum 
ratings — including the peak plate current — should not be exceeded. Other factors 
previously discussed, such as keeping the oscillator grid current as low as possible 
and operating the valve so that harmonic generation is not excessive, suggest that 
conditions more nearly approaching Class B operation are called for, particularly 
as high efficiency with receiving type valves is not often (if ever) a design requirement 
in a radio receiver. 

Once a suitable set of operating conditions has been obtained, experimental tech- 
niques are resorted to, exactly as before. Preliminary calculations other than the 
empirical methods suggested, as to tapping points, number of feedback turns etc., 
can be made if so desired, but the extra trouble involved is hardly worth the effort. 

Methods for calculating the inductance required for feedback windings have been 
suggested (see Ref. 8, page 117) but generally the results give values which are too 
low. For this reason the experimental approach is generally the best procedure since 
it must be resorted to finally, in any case, before a design is completed. 



SECTION 9 : BEAT FREQUENCY OSCILLATORS 

The use of a beat-frequency (or heterodyne) oscillator is called for in the com- 
munications type of receiver ; for example when receiving Morse signals from a 
c.w. transmitter. The principles involved are fully explained in the usual text books 
(see Ref. 10, page 446 and Ref. 25, pages 63, 67-70). The output from the local beat 
oscillator is injected at a suitable point in the i-f amplifier, and when the resultant 
voltage is applied to the detector circuit together with the received carrier voltage, one 
of the currents at the detector output has a frequency which is equal to the differ- 
ence between the frequency of the two applied voltages ; this difference frequency is 
the one heard in the receiver output. 

The amplitude of the local oscillator voltage introduced into the i-f amplifier should 
be sufficiently large so that it is always considerably greater than the voltage, at the 
same point, due to the strongest signal likely to be received. If this condition is not 
observed there will be appreciable loss in signal-to-noise ratio, and so one of the main 
advantages of this method of reception will be lost. Because the amplitude of the 
oscillator voltage should be large, very careful screening is necessary if spurious fre- 
quency responses are to be avoided, or at least be reduced to negligible proponions. 

If locking between the local beat-oscillator and a very strong signal is to be avoided, 
very loose coupling into the i-f amplifier is caUed for. This often suggests an osciUator 
which can be electron-coupled to the load. The circuit of Fig. 24.7 is a particularly 
useful one for this application, and only requires a single winding for the tuning coil. 



www.pmillett.com 



24.9 



BEAT FREQUENCY OSCILLATORS 



961 



However, almost any oscillator circuit is suitable. Variation of the beat-frequency 
is best accomplished by variation of the beat-oscillator tuning (say a range of ± 3 
Kc/s) since it should be clear that the best conditions for reception normally occur 
when the receiver is tuned exactly to the required carrier frequency. 

The a.v.c. should not be operated by the beat oscillator as this would cause a serious 
loss in receiver sensitivity. For this reason a.v.c. is often disconnected when hetero- 
dyne reception of this type is being carried out. 

Some receivers have the beat-oscillator voltage injected directly into the diode 
circuit, but it does not necessarily follow that this is the most suitable point. At the 
detector the incoming carrier voltage has its largest amplitude, and so the beat oscilla- 
tor voltage also has to be correspondingly high. A simple solution which is helpful 
in some cases is to inject the oscillator output voltage into the grid circuit of the last 
i-f amplifier valve, which can be operated with fixed bias to provide constant gain. 

Harmonic operation of the beat oscillator is sometimes helpful in obtaining im- 
proved stability and in reducing undesired interference effects. 

Considerations as to stability of operation are of prime importance, and the factors 
previously discussed should be kept in mind when designing this circuit. 

Useful data on beat oscillator circuits are given in Ref. 8 (page 128), and also in 
Refs. 26 and 27. 
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SECTION 1 : THE OPERATION OF FREQUENCY CONVERTERS 

AND MIXERS 

(t) Introduction (it) General analysis of operation common to all types (Hi) The 
oscillator section of converter tubes (iv) The detailed operation of the modulator or 
mixer section of the converter stage (v) Conclusion {vi) Appendix. 

Reprinted by special permission from the article by E, W, Herold entitled The 
operation of frequency converters and mixers for superheterodyne reception " in the 
Proceedings of the I.R.E. Vol. 30 No. 2 (February 1942) page 84. 

(i) Introduction 

The better modern radio receivers are almost universally designed to use the super- 
heterodyne circuit. In such a circuit, the received signal frequency is heterodyned 
with the frequency of a local oscillator to produce a difference frequency known as the 
intermediate frequency. The resultant signal is amplified by a selective, fixed- 
tuned amplifier before detection. Since the heterodyne action is usually accomplished 
by means of a suitable vacuum tube, it is the purpose of this paper to discuss the chief 
similarities and differences among the tubes which might be used, as well as to explain 
their behaviour. 

The combination of signal and local-oscillator frequencies to produce an inter- 
mediate frequency is a process of modulation in which one of the applied frequencies 
causes the amplitude of the other to vary. Although this process was originally 
called heterodyne detection and, later, first detection, it is now called frequency con- 
version. The portion of the radio receiver which produces conversion may, therefore, 
be identified as the converter. If conversion is accomplished in a single vacuum tube 
which combines the functions of oscillator and modulator, this tube may logically be 
termed a converter tube. When separate tubes are used for the oscillator and the 
modulator portions of the converter, respeaively, the tube for the latter ptu-pose is 
conveniently called a modulator or mixer tube. This terminology will be used in this 
paper. 

Although in some of the earliest superheterodynes, frequency conversion was 
accomplished by a triode oscillator and triode modulator (Ref. 1) other circuits used 
a single triode which served as both modulator and oscillator (Ref. 2). A triode used 
in the latter way could, therefore, be called a converter tube. The introduction of 
two-grid tubes (i.e. tetrodes) permitted a wide variety of modulator and converter 
arrangements which frequently gave superior performance to that possible with 
triodes (Ref. 3-7). 

When indirectly heated cathodes became more common, conversion circuits in 
which the oscillator voltage was injected in the cathode circuit were used. These 
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circuits reduced considerably the interaction between oscillator and signal circuits 
which would otherwise be present. (Ref. 8). When tetrodes and pentodes became 
available^ the use of the triode was dropped except as the local oscillator. It was not 
longj however, before the desirability of more complete separation of oscillator and 
signal circuits became evident. Multigrid converter tubes were, therefore, devised 
to permit this separation in a satisfactory manner, at least for the frequencies then 
in common use. (Refs. 9-14). In some of these it was also possible to control the 
conversion gain by an automatic- volume-control voltage, a decided advantage. The 
most satisfactory of the earlier multigrid tubes was known as the pentagrid converter, 
a type still widely used. A similar tube having an additional suppressor grid is used 
in Europe and is known as the octode. 

When it became desirable to add high-frequency bands to superheterodyne receivers 
which also had to cover the low broadcast frequencies, the converter problem became 
more difficult. The highest practicable intermediate frequency appeared to be about 
450 to 460 kilocycles, a value which was only about 2 per cent of the highest frequency 
to be received. Its use meant that the oscillator frequency was separated from the 
signal frequency by only 2 per cent and the signal circuit, therefore, offered appreci- 
able impedance at the oscillator frequency. A phenomenon known as " space- 
charge coupling," found in the pentiagrid converter, indicated that signal and oscillator 
circuits were not separated as completely as would be desirable. (Ref. 15). In ad- 
dition^ the permissible frequency variations of the oscillator had to be held to less 
than the intermediate-frequency bandwidth, namely^ 5 to 10 kilocycles ; at the highest 
frequency to be received, the oscillator frequency was required therefore to remain 
stable within 0.05 per cent. In the pentagrid converter^ the most serious change in 
oscillator frequency occurred when the automatic-volume-control voltage was changed, 
and was sometimes as much as 50 kilocycles. Economic considerations have led to 
the use of at least a three-to-one frequency coverage for each band in the receiver. 
With capacitance tunings the circuit impedance is very low at the low-frequency end 
of the high-frequency band so that failure to oscillate was occasionally observed in 
the pentagrid converter. 

In Europe, where converter problems were similar, a tube known as the triode- 
hexode (Ref. 16) was developed to overcome some of the disadvantages of the pentagrid 
converter. In the pentagrid tube, the oscillator voltage is generated by, and therefore 
applied to, the electrodes of the assembly closest to the cathode (i.e., the inner elec- 
trodes). In the European form of triode-hexode, the oscillator voltage is generated by 
a separate small triode section mounted on a cathode common to a hexode-modulator 
seaion. The triode grid is connected internally to the third grid of the hexode 
seaion. In this way, by the application of the oscillator voltage to an outer grid and 
the signal to the inner grid of the modulator, space-charge coupling was greatly re- 
duced and automatic-volume-control voltage could be applied to the modulator section 
of the tube without seriously changing the oscillator frequency. In some European 
types, a suppressor grid has been added so that such tubes should be called triode- 
heptodes. 

The first American commercial development to provide improved performance 
over that of the pentagrid converter also utilized oscillator voltage injection on an 
outer grid but required a separate tube for oscillator (Ref. 17). This development, 
therefore, resulted in a modulator or mixer tube rather than a converter. There were 
many advantages accompanying the use of separate oscillator tube so that such a 
solution of the problem appeared to be reasonably satisfactory. 

The demand arose shortly, however, for a one-tube converter system with better 
performance than the original pentagrid type for use in the standard all- wave receiver. 
A tube, the 6K83 in which one side of a rectangular cathode was used for the oscillator 
and the other side was used for the mixer section, was developed and made available. 
(Ref. 18). This tube used inner-grid oscillator injection, as with the pentagrid con- 
vener, but had greatly improved oscillator stability. Another solution, also intro- 
duced in the United States, was a triode-heptode which is an adaptation of the Euro- 
pean triode-hexode. This type used outer-grid injection of the oscillator voltage 
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generated by a small auxiliary triode oscillator section. A recent converter (the 
SA7 type) for broadcast use is designed to operate with oscillator voltage on both 
cathode and first-grid electrodes. (Ref. 19). This tube, in addition to having ex- 
cellent performance, requires one less connecting terminal than previous converter 
tubes. 

This paper will present an integrated picture of the operation of converter and 
modulator tubes. It will be shown that the general principles of modulating or 
mixing by placing the signal on one grid and the oscillator voltage on another, or by 
placing both voltages on the same grid, are the same for all types of tubes. The 
differences in performance among the various types particularly at high frequencies 
are due to a number of important secondary effects. In this paper, some of the effects 
such as signal-grid current at high frequencies, input impedance, space-charge coup- 
ling, feedback through interelectrode capacitances, and oscillator-frequency shift 
will be discussed. 

(ii) General analysis of operation common to all types 
A. Conversion transconductance of modulator or mixer tubes 

The basic characteristic of the converter stage is its conversion transconductance, 
i.e., the quotient of the intermediate-frequency output current to the signal input 
voltage. The conversion transconductance is easily obtained by considering the 
modulation of the local-oscillator frequency by the signal in the tube and, as shown 
in another paper (Ref. 17) is determined by the transconductance of the signal elec- 
trode to the output electrode. The general analysis of a modulator, or mixer tube, 
is applicable to all mixers no matter how or on what elearodes the oscillator and 
signal voltages are introduced. 

Under the assumption that the signal voltage is very small and the local oscillator 
voltage large, the signal-electrode transconductance may be considered as a fiinction 
of the oscillator voltage only. The signal-electrode-to-plate transconductance 
may, therefore, be considered as periodically varying at the oscillator frequency 
Such a periodic variation may be written as a Fourier series 

gm = CLq + Cli cos a)Qt + Q'l COS Ziti^t + . . . 

where tuo is the angular frequency of the local oscillator. Use of the cosine series 
implies that the transconductance is a single-valued function of the oscillator elec- 
trode voltage which varies as cos m^t. When a small signal, e, sin oi,t, is applied 
to the tube, the resulting alternating plate current to the first order in may be 
written 

iv = gm^s sin oj,t 

00 

= flo^s sin Wgt + e., 27 Un sin (Ugt cos nojot 
n = 1 

00 

^ (30^3 sin ojgf -f 27 a„ sin (tu^ + nojo)t 
« - 1 

00 

+ le, 27 a„ sin (ojj — «aj(,)f. 
n = I 

If a circuit timed to the frequency (ojs — nw^ is inserted in the plate, the modulator 
tube converts the incoming signal frequency 3 to a useful output at an angular fre- 
quency (ojg ~ wojo) which is called the intermediate frequency. Since « is an in- 
teger, it is evident that the intermediate frequency, in general, may be chosen to be 
the difference between the signal frequency and any integral multiple of the local- 
oscillator frequency ; this is true even though a pure sine- wave local oscillation is 
applied to the tube. The harmonics of the local-oscillator frequency need only be 
present in the time variation of the signal-electrode transconductance. The ordinary 
conversion transconductance is simply a special case when n = \. The conversion 
transconductance at the «th harmonic of the local oscillator is given by 
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Substituting the value of the Fourier coefficient it is found that 

^277 



1 



g,y, cos noi^td^i^^t). 



When n is set equal to unity, this expression becomes identical with the one previously 
derived. (Ref. 17). 

Thus, the conversion transconductance is obtained by a simple Fourier analysis of 
the signal -electrode-to-output-electrode transconductance as a function of time 



Fig. 25.1. Signal - electrode 
transconductance versus oscil- 
lator-electrode voltage for a 
typical mixer tube. The 
applied oscillator voltage is 
shown at A and B is the 
resulting tiyne variation of 
transconductance. 




Such an analysis is readily made from the tube characteristics directly by examination 
of the curve of signal-electrode transconductance versus oscillator-electrode voltage. 
The calculation of the conversion transconductance at the wth harmonic of the os- 
cillator is made from this curve by assuming an applied oscillator voltage and making 
a Fourier analysis of the resulting curve of transconductance versus time for its nth 
harmonic component. The analysis is exactly similar to the one made of power 
output tubes, except that, in the latter case, the plate-current-versus-control-electrode- 
voltage curve is used. Fig. 25.1 shows a curve of signal-grid transconductance 
versus oscillator-electrode voltage for a typical modulator or mixer tube. In the 
usual case, the oscillator voltage is applied from a tuned circuit and so is closely 
sinusoidal in shape as at A in the figure. The resulting curve of transconductance 
versus time is shown at B. Any of the usual Fourier analysis methods may be used 
to determine the desired component of curve B. Half of this value is the conversion 
transconductance at the harmonic considered. Convenient formulas of sufficient 
accuracy for many purposes follow. Referring to Fig, 25.2a, a sine-wave oscillator 
voltage is assumed and a seven-point analysis is made (i.e., 30-degree intervals). 
The conversion transconductances g,a are 

gel = y^[(^7 - ^i) + (g, - g,) + 1.73 (g, - g^)] 

gc2 = iV^^' + + ^5 - ^6 - ^2) - (^7 + ^l)] 

gc3 = - ^1) - 2(^5 - ^3)]. 

The values ^1, ^2, etc., are chosen from the transconductance characteristic as in- 
dicated in Fig. 25.2a. The values computed from the above formulas are, of course, 
most accurate for g^ and of less accuracy for g^^ while a value computed from the 
formula for g^z is a very rough approximation. 
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OSCILLATOR |GRID VOLTS 



Simple inspection of the formula for^n, 
the conversion transconductance used for 
conversion at the fundamental, is somewhat 
instructive. It is evident that highest 
conversion transconductance, barring ne- 
gative values, as given by this formula, 
occurs when g^, and ^3 are all equal to 
zero, and ^5, g^, and g^ are high. These 
requirements mean that sufficient oscillator 
voltage should be applied at the proper 
point to cut off the transconductance over 
slightly less than the cycle as pictured in 
Fig. 25.2b. For small oscillator voltages 
optimum operation requires the differ- 
ences {g~ - ^1), (^5 - ^3) and (^6 - ^2) to 
be as large as possible ; this is equivalent 
to operation at the point of maximum slope. 
It should be noted that the minimum peak 
oscillator voltage required for good opera- 
tion is approximately equal to one half 
the difference between the oscillator-elec- 
trode voltage needed for maximum signal- 
grid transconductance and that needed to 
cut off this transconductance. Thus, 
inspection of the curve of transconductance 
versus oscillator-electrode voltage gives 
both a measure of the fundamental conver- 
sion transconductance which will be ob- 
tained and the amount of oscillator excita- 
tion required. Conversion at a harmonic, 
in general, requires considerably greater 
oscillator excitation for maximum conver- 
sion transconductance. 

In practical cases using grid-controlled 
tubes of the usual kind, the maximum 
fundamental conversion transconductance 
which a given tube will give can quickly 
be determined within 10 per cent or so by 
simply taking 28 per cent of the maximum 
signal - grid - to - plate transconductance 
which can be attained. For conversion at 
second harmonic, optimum oscillator excitation gives a conversion transconductance 
of half this value, while for third-harmonic conversion the value is divided by three. 

Although the same characteristic of all modulator or mixer tubes is used to determine 
the conversion transconductance, the shape of this characteristic varies between 
different types of mixers. This variation will be more clearly brought out in the later 
sections of the paper. 

B. Conversion transconductance of converter tubes 

In converter tubes with oscillator sections of the usual kind, the oscillator voltage 
is usually present on more than one electrode. Furthermore, the phase of the os- 
cillator-control-grid voltage is opposite to that of the oscillator-anode alternating 
voltage, so that the two would be expected partially to demodulate each other. The 
transconductance curve which should be used in this case is the one in which the 
oscillator electrode voltages are simultaneously varied in opposite directions. 

Fortunately, with most of the commonly used converter tubes such as the pentagrid, 
octode, triode-hexode, etc., the effect of small variations of oscillator-anode voltage 




FIG. 25.2 

Fig. 25.2a. Points used for 30-degree 
analysis of conversion transconductance. 
Fig. 25.2b, Oscillator amplitude and 
bias adjusted for high conversion trans- 
conductance at oscillator fundamental, 
i-e.^g^ = g2 =g3 0. 
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on the electrode currents is so small that usually it may be neglected. Thus, the 
conversion transconductance of these converter tubes may be found exactly as if the 
tube were a modulator or mixer, only. 

With the circuit of Fig. 25,3 (Refs. 19-21) a Hartley oscillator arrangement is used 
and oscillator-frequency voltage is present on the cathode. The effect of such a 
voltage is also to demodulate the electron stream through the action of the alternating 
cathode potential on the screen-to-cathode and signal-grid-to-cathode voltages. 
When a relatively high-transconductance signal grid is present, as in the figure, this 
demodulation is considerably greater than in the normal cathode-at-ground circuit. 

In order to determine the conversion 
transconductance of a tube to be used in 
this circuit, a signal-grid transcondua- 
ance curve is needed. Such a curve, 
however, must be taken with cathode 
and oscillator-grid potential varied 
simultaneously and in their correct ratio 
as determined by the ratio of cathode 
turns to total turns of the coil which 
is to be used. However, because the 
conversion transconductance is approxi- 
mately proportional to the peak value 
of signal-grid transconductance, it is often sufficiently accurate to disregard the alter- 
nating-current variation of cathode potential and simply shift the signal-grid in the 
negative direction by the peak value of the alternating cathode voltage. If the result- 
ing signal-grid-transconductance-versus-oscillator-grid-voltage curve is used for an 
analysis of conversion transconductance, the data obtained will not be far different 
from the actual values obtained in the circuit of Fig. 25.3 where normal (unshifted) 
signal-grid bias values are used. 

C. Fluctuation noise 

The fluctuation noise of a converter stage is frequently of considerable importance 
in determining the over-all noise. The magnitude of the fluctuation noise in the out- 
put of a converter or mixer tube may be found either by direct measurement using 
a known substitution noise source such as a saturated diode or by making use of the 
noise of the same tube used as an amplifier and finding the average mean-squared 
noise over an oscillator cycle. (Refs. 22, 23). Since these methods give values 
which are substantially in accord, and since the noise of many of the usual tube types 
imder amplifier conditions is readily derived from theory (Ref. 24), the latter pro- 
cedure is convenient. Thus, if ij,„Ms the mean-squared noise current in the output 
of the converter or mixer tube considered as an amplifier (i.e. steady direct voltages 
applied) the mean-squared intermediate-frequency noise is 

— ir2- _ 

''-' 2; hn'diwt) 

'J 0 

or the average of over an oscillator cycle. The values of ip„^ obtained from 
theory require a knowledge of the currents and transconductance of the tube and 
are usually proportional to these quantities. Thus, the converter-stage output noise, 
which is the average of ip„^ over the oscillator cycle, is usually proportional to the aver- 
age electrode currents and average transconductance when the oscillator is applied. 
Specific examples will be given in following sections of this paper treating typical 
modes of converter operation. 

Tube noise is conveniently treated by use of an equivalent grid-noise-resistance 
concept whereby the tube noise is referred to the signal grid. The equivalent noise 
resistance of a converter or mixer tube is 

R = 
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FIG. 35. 3 

Fig. 25.3. Converter circuit with oscillator 
voltage on both grid No, 1 and cathode. 



968 



(ii) GENERAL ANALYSIS OF OPERATION 



25.1 



where k = 1.37 x 10 Tj^ is room temperature in degrees Kelvin, and Af is the 
effect ive o ver-all bandwidth for noise purposes. Since Af is invariably associated 
with the bandwidth cancels in the determination of R,^ which is one of the 

advantages of the equivalent-resistance concept. For - 20 degrees centigrade, 

Re, = 0.625 X 10^^ — 

A summary of values of R,^ for common types of converter will be found in a pre- 
ceding paper. (Ref 23). 

The equivalent noise resistance R^^ alone does not tell the entire story as 
regards signal-to-noise ratio^ particularly at high frequencies. For example, if the 
converter stage is the first stage of a receiver, and bandwidth is not a considerationj 
the signal energy which must be supplied by the antenna to drive it will be inversely 
proportional to the converter-stage input resistance. On the other hand, the noise 
energy of the converter or mixer tube is proportional to its equivalent noise resistance. 
The signal-to-noise ratio therefore, will vary with the ratio of input resistance to 
equivalent noise resistance, and this quantity should be as high as possible. When 
bandwidth is important, the input resistance should be replaced by the reciprocal 
of the input capacitance if it is desired to compare various converter systems for signal- 
to-noise ratio. 

(iii) The oscillator section of converter tubes 

The oscillator section of converters is often required to maintain oscillation over 
frequency ranges greater than three to one for circuits using capacitance tuning. 
Although this requirement is easily met at the lower broadcast frequencies, the effect 
of lower circuit impedances, transit-time phenomena in the tube, and high lead re- 
actances combine to make the short-wave band a difficult oscillator problem. Ability 
to oscillate has, in the past, been measured by the oscillator transconductance at 
normal oscillator-anode voltage and zero bias on the oscillator grid. Recent data 
have shown that, in the case of pentagrid and some octode converters, an additional 
factor which must be considered is the phase shift of oscillator transconductance 
(i.e. transadmittance) due to transit- time effects*. (Ref. 26). 

The ability of a converter to operate satisfactorily at high frequencies depends 
largely on the undesirable oscillator frequency variations produced when electrode 
voltages are altered. The frequency changes are mainly caused by the dependence 
on electrode voltages of oscillator-electrode capacitances, oscillator transconductance, 
and transit-time effects. There are many other causes of somewhat lesser import- 
ance. Because of the complex nature of the problem no satisfactory quantitative 
analysis is possible. In the case of the pentagrid and the earlier forms of octode 
converters there are indications that the larger part of the observed frequency shift 
is due to a transit-time effect. It is found that the phase of the oscillator trans-admitt- 
ance and, therefore, the magnitude of the susceptive part of this transadmittance 
varies markedly with screen and signal-grid-bias voltages. Since the susceptive 
part of the transadmittance contributes to the total susceptance, the oscillation fre- 
quency is directly affected by any changes. 

(iv) The detailed operation of the modulator or mixer section of 
the converter stage 

This section will be devoted to a consideration of the modulator or mixer portion 
of the converter stage. This portion may be either a separate mixer tube or the 
modulator portion of a converter tube. Since with most of the widely used con- 
verter tubes in the more conventional circuits the alternating oscillator-anode voltage 
has a negligible effect on the operation of the modulator portion, only the effect of 
oscillator control grid need be considered. Thus the analysis of the operation of 
most converter tubes is substantially the same as the analysis of the same tubes used 
as a mixer or modulator only, just as i n the treatment of conversion transconductance . 

•M. J. O. Strutt (see Ref. 26) has published data on this phase shift in octodes. It was measured to 
be as high as 60 degrees at 33 megacycles. 
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There are three methods of operation of mixer or modulator tubes. The oscillator 
voltage may be put on the same grid as the signal voltage, it may be put on the inner 
grid (the signal applied to an outer grid), or it may be impressed on an outer grid 
(with the signal on the inner grid). Each of these modes of operation has charac- 
teristics which depend on the mode rather than on the tube used in it. Tubes which 
may be used in any one mode differ from one another mainly in the degree in which 
they affect these characteristics. The treatment to follow, therefore, will not neces- 
sarily deal with specific tube types : instead, the phenomenon encountered will be 
illustrated by the use of data taken on one or more typical tubes for each of the modes 
of operation. 

A. Tubes with oscillator and signal voltages applied to same grid 

Typical tubes used for this type of operation are triodes and pentodes. The 
oscillator voltage may be introduced in series with the signal voltage, coupled to the 
signal input circuit inductively, capacitively, and/or conductively, or n may be 
coupled into the cathode circuit. In all but the last case, by operating below the grid- 
current point, the oscillator circuit is not loaded directly by the mixer tube. When 
cathode injection is used, however, an effective load equal to the mean cathode con- 
ductance (slightly greater than the mean transconductance) is imposed on the oscillator 
circuit. The cathode injection circuit has the advantage that oscillator-frequency 
voltage between the signal input circuit and ground is minimized, thus reducing 
radiation when the converter stage is also the first stage of the receiver. 

A typical transconductance-versus-bias curve 
for a variable-^ radio-frequency pentode is shown 
in Fig. 25.4. The use of the Fourier analysis for 
conversion transconductance at oscillator funda- 
mental indicates that a value of approximately a 
quarter of the peak transconductance can be at- 
tained. Because of the tailing off of the lower 
end of the curve, highest conversion transconduct- 
ance requires a large oscillator swing. Very nearly 
the maximum value is obtained, however, at an op- 
erating bias shown by the dotted line, with an os- 
cillator peak amplitude approximately equal to 
the bias. With lower oscillator amplitudes, and 
the same fixed bias, the fundamental conversion 
transconductance drops in approximate propor- 
tion to the oscillator amplitude 

Strictly speaking, when the cathode injec- 
tion type of operation is used the effect of 
the oscillator voltage which is impressed between screen and cathode, and plate 
and cathode should be considered. Practically, however, there is little difference 
over the simpler circuit in which the oscillator voltage is impressed on the signal grid 
only. It is for this reason that the cathode-injection circuit is placed in the same 
category as those in which the oscillator voltage is actually impressed on the same 
electrode as the signal. 

In a practical circuit the effective oscillator voltage is, of course, the oscillator voltage 
actually existent between grid and cathode of the tube. When the oscillator voltage 
is impressed in series with the signal circuit or on the cathode, this effective voltage 
is different from the applied oscillator voltage by the drop across the signal circuit. 
In the usual case, with the oscillator frequency higher than the signal frequency, the 
signal circuit appears capacitive at oscillator frequency. This capacitance and the 
grid-to-cathode capacitance, being in series, form a capacitance divider and reduce 
the effective oscillator voltage. The reduction would not be a serious matter if it 
remained a constant quantity ; but in receivers which must be tuned over an appreci- 
able frequency range this is not the case. The result is a variation in conversion 
gain over the band. A number of neutralizing circuits have been described in the 
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Fig. 25 A, Transconductance 
characteristic of a typical variable" 
radio-frequency pentode. 
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patent literature which are designed to reduce the oscillator-frequency voltage across 
the signal circuit and thus minimize the variations. (Refs. 27, 28). 

Coupling of the oscillator voltage into, or across, the signal circuit is also accom- 
panied by changes in effective oscillator voltage when the tuning is varied. These 
changes are not so great with pure inductive coupling as with pure capacitance coup- 
ling. In many practical cases, both couplings are present. 

A method of reducing the variation of conversion gain with effective oscillator 
voltage in tubes in which oscillator voltage and signal are 'placed on the same grid, 
employs automatic bias. Automatic bias may be obtained either by a cathode self- 
bias resistor (by-passed to radio frequency) or by a high-resistance grid leak, or both. 
An illustration of the improvement which may be obtained in this way is shown in 
Fig. 25.5. Three curves of conversion transconductance, at oscillator fundamental, 
against effective peak oscillator volts are shown for the typical variable- /i pentode of 
Fig. 25.4 used as a mixer. For the curve a, a fixed bias was used at approximately 
an optimum point. The curve is stopped at the grid-current point because operation 
beyond this point is not practicable in a receiver. Curve b shows the same tube 
operated with a cathode self-bias resistor. This curve is also stopped at the grid- 
current point. Curve c shows operation with a high-resistance grid leak. It is 
evident that, above an oscillator voltage of about 3, curve b is somewhat flatter, and c 
is considerably flatter than the fixed-bias curve a. The high-resistance grid leak 
used for c may be made a part of the automatic-volume-control filter but care must 
be taken that its value is considerably higher than the resistance in the automatic- 
volume-control circuit which is common to other tubes in the receiver. If this is 
not done, all the tubes will be biased down with large oscillator swings. When a 
high-resistance leak is used, the automatic- volume-control action does not begin 
in the mixer tube until the automatic- volume-control bias has exceeded the peak 
oscillator voltage. Because of the high resistance of the leak, the signal circuit is 
not loaded appreciably by the mixer tube. In a practical case, precautions must be 
taken that a pentode in the converter stage is not operated at excessive currents when 
accidental failure of the oscillator reduces the bias. A series dropping resistor in the 
screen-grid supply will prevent such overload. When a series screen resistor is 
used, the curve of conversion transconductance versus oscillator voltage is even flatter 
than the best of the curves shown in Fig. 25.5. Series screen operation, therefore, 
is highly desirable (Ref. 23). 

One of the effects of feedback through interelectrode capacitance in vacuum tubes 
is a severe loading of the input circuit when an inductance is present in the cathode 
circuit. Thus, in mixers using cathode injection, the signal circuit is frequently 
heavily damped since the oscillator circuit is inductive at signal frequency in the 
usual case. The feedback occurs through the grid-to-cathode capacitance and can 
be neutralized to some extent by a split cathode coil with a neutralizing capacitance. 
(Ref. 28). Such neutralization also minimizes the voltage drop of oscillator frequency 
across the signal circuit. 

Loading of the signal circuit by feedback from the plate circuit of modulators or 
mixers may also be serious when the signal-grid-to-plate capacitance is appreciable. 
This is especially true when a low capacitance intermediate-frequency circuit, which 
presents a comparatively high capacitive reactance at signal frequency, is used, as in 
wide-band intermediate-frequency circuits. The grid-plate capacitance of radio- 
frequency pentodes is usually small enough so that the effect is negligible in these 
tubes. In triodes, however, feedback from the intermediate-frequency circuit may 
be serious and the grid-plate capacitance should be minimized in tube and circuit 
design. Although neutralization is a possible solution to the plate feedback, a more 
promising solution is the use of a specially designed intermediate-frequency circuit 
which offers a low impedance at signal frequency by the equivalent of series tuning 
and yet causes little or no sacrifice in intermediate-frequency performance. 

At high frequencies, the convener stage exhibits phenomena not usually observable 
at low frequencies. One group of phenomena is caused not by the high operating 
frequency, per se, but rather by a high ratio of operating frequency to intermediate 
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Fig. 25.5. Conversion transconductance of a typical variable- ^i, radio-frequency pentode. 
Oscillator and signal voltages both applied to grid No. l.a, fixed-bias operation ; b, cathode 
resistor used to obtain bias ; c, bias obtained by means of a high-resistance grid leak. 
Fig. 25.6. input conductance of a typical variable- iiy radio-frequency pentode^ at 

60 megacycles. 

frequency (i.e., a small separation between signal and oscillator frequencies). Among 
these phenomena may be listed pull-in and inter-locking between oscillator and signal 
circuits and poor image response. In mixers in which oscillator and signal are im- 
pressed on the same grid, the first of these effects is usually pronounced because of 
the close coupling between the oscillator and signal circuits. It can be reduced by 
special coupling from the local oscillator at an increase in the complexity of the circuit. 
Other phenomena, which are due to the high operating frequency, occur in mixers 
irrespective of the intermediate-frequency. The most important of these are those 
caused by transit-time effects in the tube and by finite inductances and mutual in- 
ductances in the leads to the tube. When the oscillator and signal are impressed 
on the grid of a mixer, the effects are not dissimilar to those in the same tube used 
as an amplifier. So far as the signal is concerned, the operation is similar to that of 
an amplifier whose plate current and uansconductance axe periodically varied at 
another frequency (that of the oscillator). The effects at signal frequency must, 
therefore, be integrated or averaged over the oscillator cycle. The input conductance 
at 60 megacycles of the tjrpical radio-frequency pentode used for Figs, 25.4 and Fig. 
25.5 as a fimction of control-grid bias is shown in Fig. 25.6. The integrated or net 
loading as a function of oscillator amplitude, when the tube is used as a mixer at this 
frequency, is given in Fig. 25.7, both with fixed-bias operation and with the bias 

obtained by a grid leak and condenser. The con- 
ductance for all other frequencies may be cal- 
culated by remembering that the input con- 
ductance increases with the square of the fre- 
quency. The data given do not hold for cathode 
injection because of the loading added by feed- 
back, as previously discussed. 

When automatic volume control is used on the 
modulator tube, an important effect in some cir- 
cuits is the change in input capacitance and input 
loading with bias. This is especially true when 
low-capacitance circuits are in use, as with a wide- 
band amplifier. With tubes having oscillator 
and signal voltages on the same grid, because of 
the integrating action of the oscillator voltage, the 
changes are not so pronounced as with the same 
tube used as amplifier. A small, unbypassed 
cathode resistor may be used with an amplifier 
tube (Refs, 29, 30) to reduce the variations ; it 
should give a similar improvement with the 
modulator. 
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PEAK OSCILLATOR VOLTS 

FIG. 25 .7 

Fig. 25.7. Input conductance of 
a typical pentode when used as a 
mixer at 60 megacycles^ a, fixed- 
bias operation ; c, bias obtained 
by means of a high-resistance grid 
leak. 
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The question of tube noise (i.e., shot-effect fluctuations) is important in a mixer, 
or modulator, especially when this tube is the first tube in a receiver. There is little 
doubt that triode or pentode mixers, in which signal and oscillator voltages are im- 
pressed on the control grid, give the highest signal-to-noise ratio of any of the com- 
monly used types of mixers. The reason for this has been made clear by recent 
studies of tube noise. (Ref, 24). It is now well established that tube noise is the 
combined result of shot noise in the cathode current which is damped by space charge 
to a low value and additional fluctuations in the plate current caused by random 
variations in primary current distribution between the various positive electrodes. 
Thus, in general, tubes with the smallest current to positive electrodes other than the 
plate have the lowest noise. It is seen that the tetrode or pentode modulator, with a 
primary screen current of 25 per cent or less of the total current, is inherently lower 
in noise than the more complex modulators in which the current to positive electrodes 
other than the plate usually exceeds 60 per cent of the total current. The triode, 
of course, has the lowest noise assuming an equivalent tube structure. The con- 
version trans conductance of triode, tetrode, or pentode mixers is usually higher than 
that of multielectrode tubes using a similar cathode and first-grid structure. That 
this is so is again largely due to the lower value of wasted current to other electrodes. 

The noise of triodes and pentodes used as mixers in the converter stage is con- 
veniently expressed in terms of an equivalent noise resistance as mentioned in 
Sect. l(ii)C. The noise as a mixer, of both the triode and the pentode, may be 
expressed in one formula based on the now well-understood amplifier noise relations. 
(Ref. 24). The equivalent noise resistance of the triode is obtained simply by equating 
the screen current to zero. An approximate formula for equivalent noise resistance 
of oxide-coated-cathode tubes is 

2.2Z.4- 20 7:^ 1 
i? e J (of triode and pentode mixers) =^ ^ ^ • l^^^a. 

where is the average control-grid-to-plate transconductance (averaged over an 
oscillator cycle), /^-^ is the average screen current, is the conversion transconductance, 
and a is the ratio of the screen current to plate current. Valuable additions to the 
above relation are given by formulas which enable a simple calculation of noise re- 
sistance from amplifier data found in any tube handbook. These additional relations 
are approximations derived from typical curve shapes and are based on the maximum 
peak cathode current Iq and the maximum peak cathode transconductance ^o- The 
data are given in Table 1. It has been assumed that oscillator excitation is approxi- 
mately optimiim. In this table, Ecq is the control-grid voltage needed to cut off the 
plate current of the tube with the plate and screen voltages applied, and a is the ratio 
of screen to plate current, 

TABLE 1 
Mixer Noise of Triodes and Pentodes 
(Oscillator and Signal both Applied to ^ontrol Grid") 



Operation 


Approxi- 
mate 
Oscillator 
Peak Volts 


Average 
Transcon- 
ductance 


1 

Average I Conversion 
Cathode i Transcon- 
^ Current i ductance 

' h \ gc 


Equivalent 

Noise 
Resistance 


At Oscillator Fund- 


0.7 E,o 


0.47 


0,35 h 


0.28 


go go 


amental 


1 + a^" 




At Oscillator 2nd 


1.5 


0.25 


0.20 /o 


0.13 




Harmonic 


1 + a 


1 + 


At Oscillator 3rd 
Harmonic 


4.3 


0.15 
1 


0.11 h 


0.09 

1 +a^« 


38 lo 

— + 260 -YOi 
go go" 
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As an example of the use of the table, suppose it is desired to find the equivalent 
noise resistance of a particular triode operated as a converter at the oscillator second 
harmonic. The local oscillator can be permitted to swing the triode mixer grid to 
zero bias. With a plate voltage of 180 volts and zero bias, the tube data sheet shows 
a transconductance, = 2.6 x 10~^ mho. Thus the equivalent noise resistance is 
31/^0 or 12 000 ohms and the conversion transconductance at second harmonic is 
0.13 or 340 micromhos. Since, with this plate voltage the tube cuts off at about 
8 volts J a peak oscillator voltage of around 12 volts will be required. 

The above table may also be used to obtain a rough estimate of the input loading 
of pentode or triode mixers, since the high-frequency input conductance is roughly 
proportional to the average transconductance and to the square of the frequency. 
Thus, if the loading at any transconductance and frequency is known, the loading as 
a mixer under the conditions of the table may quickly be computed. 



Fig. 25.8. Signal-grid-{grid No. 
4) to-plate transconductance ver- 
sus oscillator-grid {grid No. 1) 
voltage curve of a typical mixer 
designed for inner -grid injection. 
Signal-grid bias — — 3 volts. 




No I GRID BIAS VOLTS 

FIG. 25. 8 

B. Tubes with oscillator voltage on an inner grid, signal voltage on an outer 
grid 

When the oscillator voltage is impressed on the grid nearest the cathode of a mixer 
or converter, the cathode current is varied at oscillator frequency. The signal grid, 
on the other hand, may be placed later in the electron stream to serve only to change 
the distribution of the current between the output anode and the other positive elec- 
trodes. When the two control grids are separated by a screen grid, the undesirable 
coupling between oscillator and signal circuits is reduced much below the value which 
otherwise would be found. 

The signal-grid-to-plate transconductance of the inner-grid injection mixer is a 
function of the total current reaching the signal grid ; this current, and hence the 
signal-grid transconductance, will vary at oscillator frequency so that mixing becomes 
possible. The signal-grid transconductance as a function of oscillator-grid potential 
of a typical modulator of this kind is shown in Fig. 25.8. It will be observed that 
this characteristic is different in shape from the corresponding curve of Fig. 25.4 
for the tube with oscillator and signal voltages on the same grid. The chief point of 
difference is that a definite peak in transconductance is found. The plate current 
of the tube shows a saturation at approximately the same bias as that at which the 
peak in transconductance occurs, indicating the formation of a partial virtual cathode. 
The signal grid, over the whole of these curves, is biased negatively and so draws 
no current. The oscillator inner grid (No. 1 grid) however, draws current at positive 
values of bias. This separation of signal and oscillator grids is advantageous, inasmuch 
as the signal circuit is not loaded even though the oscillator amplitude is sufficient to 
draw grid current. In fact, in the usual circuit, the oscillator grid is self-biased 
with a low-resistance leak and condenser and swings sufficiently far positive to attain 
the peak signal-grid transconductance. 

The conversion transconductance of such a tube has a maximum with an oscillator 
swing which exceeds the point of maximum signal-grid transconductance in the one 
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direction and which cuts off this transconductance over slightly less than half the 
cycle, in the other. Curves of conversion transconductance against peak oscillator 
voltage are shown in Fig. 25.9. Curve a is for fixed-bias operation of the oscillator 
grid, curve b is with a high-resistance (i.e. several megohms) grid leak and condenser 
for bias, and curve c is with the recommended value of grid leak (50 000 ohms) for 
this type of tube. It is seen that best operation is obtained with the lower resistance 
value of grid leak. With this value, the negative bias produced by rectification in the 
grid circuit is reduced enough to allow the oscillator grid to swing appreciably positive 
over part of the cycle. An incidental advantage to the use of the low-resistance leak 
when the tube is self-osdllating (i.e,, a converter) is that undesirable relaxation os- 
cillations are minimized. 



Fig. 25.9. Conversion transconductance of 
a typical mixer designed for inner-grid 
injection of oscillator. Signal-grid bias 
= ~3 volts, a^ fixed-bias operation of 
oscillator grid; by oscillator-grid bias 
obtained through high-resistance grid leak ; 
Ci oscillator-grid bias obtained through a 
50,000-oAm grid leak. 



In mixers or converters in which the oscillator voltage is present on both the cathode 
and the oscillator grid in the same phase (e.g. Fig. 25,3) it is usually necessary to 
utilize a relatively sharp cut off in the design of the oscillator grid so as to cut off the 
cathode current when the signal grid is positive (Ref.-19). By this means^ the signal 
grid is prevented from drawing current. At the same time, however, the high currents 
needed for a high peak value of signal-grid transconductance cannot be obtained 
without a greater positive swing of the oscillator grid than with a more open oscillator 
grid structure. Thus, it is clear that it is desirable to have a negative bias on the 
oscillator electrode which is considerably smaller than the peak oscillator voltage. 
For this reason, optimum results are obtained on these tubes with very low values of 
oscillator grid leak (e.g. 10 000 to 20 000 ohms). 

The effects of feedback through the interelectrode capacitance are small in well- 
designed multigrid mixers and converters of the kind covered in this section. The 
signal-grid-to-plate capacitance is usually small enough to play no part in the opera- 
tion ; even with a high L-to-C ratio in the intermediate-frequency transformer, the 
capacitive reactance of the intermediate-frequency circuit at signal frequency is only 
a very small firaction of the feedback reactance. The other interelectrode capacitance 
which plays some part in determining circuit performance (excluding, of course, 
the input and output capacitances) is the capacitance from the oscillator electrode or 
electrodes to the signal grid. This capacitance is a source of coupling between these 
two drcmts. In well-designed converter or modulator tubes of the type discussed 
in this section, however, the coupling through the capacitance may be made small 
compared with another form of internal coupling known as " space-charge coupling" 
which will be treated later in this discussion. 

Coupling between oscillator and signal circuits is of no great consequence except 
when an appreciable voltage of oscillator frequency is built up across the signal-grid 
circuit. This is not usually possible unless the signal circuit is nearly in tune with 
the oscillator as it is when a low ratio of intermediate frequency to signal frequency 
is used. The effect of oscillator-frequency voltage induced across the signal circuit 
depends on its phase; the effect is usually either to increase or to decrease the relative 
modulation of the plate current at oscillator frequency and so to change the con- 
version transconductance. This action is a disadvantage, particularly when the 
amount of induced voltage changes when the tuning is varied, as usually occurs . 
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In some cases, another effect is a flow of grid current to the signal grid ; this may 
happen when the oscillator-frequency voltage across the signal-grid circuit exceeds 
the bias. Grid current caused by this effect can usually be distinguished from grid 
current due to other causes. By-passing or short-circuiting the signal-grid circuit 
reduces the oscillator-frequency voltage across the signal-grid circuit to zero. Any 
remaining grid current must, therefore, be due to other causes. 

Current to a negative signal grid of a tube operated with inner-grid oscillator in- 
jection is sometimes observed at high frequencies (e.g. over 20 megacycles) even when 
no impedance is present in the signal-grid circuit. This current is caused by elec- 
trons whose effective initial velocity has been increased by their finite transit time 
in the high-frequency alternating field around the oscillator grid. These electrons 
are then able to strike a signal grid which is several volts negative. The magnitude 
of the signal -grid current is not usually as great as with tubes applying the oscillator 
voltage to an outer grid* although it may prevent the use of an automatic-volume- 
control voltage on the tube. 

An investigation of coupling effects in the pentagrid converter showed that the 
coupling was much larger than could be explained by interelectrode capacitance. 
It was furthermore discovered that the apparent coupling induced a voltage on the 
signal circuit in opposite phase to that induced by a capacitance from oscillator to 
signal grid. (Ref. 15). The coupling which occurred was due to variations in space 
charge in front of the signal grid at oscillator frequency. A qualitative explanation 
for the observed behaviour is that, when the oscillator-grid voltage is increased, the 
electron charge density adjacent to the signal grid is increased and electrons are re- 
pelled from the signal grid. A capacitance between the oscillator grid and the signal 
grid would have the opposite effect. The coupling, therefore, may be said to be 
approximately equivalent to a negative capacitance from the oscillator grid to the signal 
grid. The effect is not reversible because an increase of potential on the signal grid 
does not increase the electron charge density around the oscillator grid. If anything, 
it decreases the charge density. The equivalence to a negative capacitance must be 
restricted to a one-way negative capacitance and, as will be shown later, is restricted 
also to low-frequency operation. 

In general, the use of an equivalent impedance from oscillator grid to signal grid 
to explain the behaviour of " space-charge coupling " is somewhat artificial. A 
better point of view is simply that a current is induced in the signal grid which de- 
pends on the oscillator-grid voltage. Thus, a transadmittance exists between the 
two electrodes analogous to the transconductance of an ordinary amplifier tube. 
Indeed, the effect has been used for amplification in a very similar manner to the use 
of the transconductance of the conventional tube. (Ref. 32, 33). 

It is found that the transadmittance from the oscillator to the signal electrode 
Ymo-8 is of the form 

At low frequencies (i.e., k^a)^ k^a)) the transadmittance is mainly a transuscept- 
ance but, as the frequency rises, the transconductance component kio)^ becomes of 
more and more importance, eventually exceeding the transusceptance in magnitude. 
The early work on " space-charge coupling " indicated that the effect was opposite 
to that of a capacitance connected from oscillator to signal grid and could be cancelled 
by the connection of such a capacitance of the correct value (Refs. 15, 34). The effect 
of such cancellation could be only partial, however, since only the transusceptance 
was balanced out by this arrangement. For complete cancellation it is also necessary 
to connect a conductance, the required value of which increases as the square of the 
frequency, between the oscillator grid and the signal grid so that the transconductance 
term is also balanced out. (Ref. 35, 36). 

The cancellation of " space-charge coupling " may be viewed in another way. 
A well-known method of measuring the transadmittance of a vacuum tube is to con- 
nect an admittance from control grid to output electrode and to vary this admittance 
until no alternating-current output is found with a signal applied to the control grid. 

'The next part of this section contains a more detailed discussion of signal-grid current in outer-grid 
oscillator injection tubes. 
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(Ref. 37). The external admittance is then equal to the transadmittance. In exactly 
the same way, the transadmittance which results from the space-charge coupling may 

be measured. As a step further, if an admittance can be found which substantially 

equals the transadmittance at all frequencies or over the band of frequencies to be 
used, this admittance may be permanently connected so as to cancel the effects of 
space-charge coupling. As has been previously stated, the admittance which is re- 
quired is a capacitance and a conductance whose value varies as the square of the 
frequency. Such an admittance is given to a first approximation by the series con- 
nection of a capacitance C and a resistance R. Up to an angular frequency to — 
03/ CR the admittance of this combination is substantially as desired. At higher 
values of frequency, the conductance and susceptance fail to rise rapidly enough and 
the cancellation is less complete. Other circuits are a better approximation to the 
desired admittance. For example, the connection of a small inductance, having the 
value L = \/2CR^, gives a good approximation up to an angular frequency tv = 
0,6/ CR. The latter circuit is, therefore, effective to a frequency twice as high as the 
simple series arrangement of capacitance and resistance. Inasmuch as in some cases 
the value of inductance needed is only a fraction of a microhenry, the inductance may 
conveniently be derived from proper proportioning and configuration of the circuit 
leads. 




Fig. 25.10. Signal grid (grid No. 4) admittance of a typical mixer designed for inner- 
grid injection o/ oscillator at 'i'l 3 megacycles. Curves taken with no oscillator voltage 
applied. Data represents electronic admittance only {i.e. " cold " values were subtracted 
from measured values before plotting.) 

It is of interest to note the order of magnitude of the transadmittance which is 
measured in the usual converter and mixer tubes. (Refs. 26, 35, 36, 38). In the 
formula for Ymo-s given above, ft, is in the neighborhood of 10"^^ and is around 
10"^''. Cancellation is effected by a capacitance of the order of one or two micro- 
microfarads and a series resistance of 500 to 1000 ohms. 

The correct value of the cancelling admittance may be found experimentally by 
adjustment so that no oscillator voltage is present across the signal-grid circuit when 
the latter is tuned to the oscillator frequency. Another method which may be used 
is to observe either the mixer or converter plate current or the oscillator grid current 
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as the tuning of the signal is varied through the oscillator frequency. With proper 
adjustment of the cancelling admittance there will be no reaction of the signal-circuit 
tuning on either of these currents. 

There are two disadvantages which accompany the cancellation of space-charge 
coupling as outlined. In the first place, the signal-grid input admittance is increased 
by the cancelling admittance. This point will be brought up again after discussing 
the input admittance. The second disadvantage is that the oscillator frequency shift 
with voltage changes in converter tubes may be somewhat increased by the use of 
this cancellating admittance. When separate oscillator and mixer tubes are used, 
the latter effect may be made less serious. 

The next point to be considered is the input admittance of the signal grid. Signal- 
grid admittance curves of a typical modulator designed for use with the oscillator 
voltage impressed on the first grid are shown under direct-current conditions (i.e., 
as a function of oscillator-grid bias for several values of signal-grid bias) in Fig. 25.10, 
The admittance is separated into conductive and susceptive components, the latter 
l>eing plotted in terms of equivalent capacitance. The admittance components of 
the " cold " tube (no electrons present) have been subtracted from the measured value 
so that the plotted results represent the admittance due to the presence of electrons 
only. The data shown were taken at 31.5 megacycles with a measuring signal which 
did not exceed 1.0 volt peak at any tiaie. A modified Boonton Q meter was used 
to take the data. It should be noted that the presence of a marked conductive com- 
ponent of admittance is to be expected at frequencies as high as those used. 
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Fig, 25.11. Signal-grid (grid No. 4) 
conductance of a typical mixer 
designed for inner-grid injection of 
oscillator. Lines are drawn with 
slope of 2. Curve a taken with 
Ec =^ 0, Ec = -3 volts. Curve 

h taken with Ec = —6, Ec = 
— 6 volts. 
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FREQUENCY (MEGACYCLES) 
FIG. 35.11 

The most striking feature of the data of Fig. 25.10 is that both susceptive and con- 
ductive components are negative over a large portion of the characteristic. The 
Appendix discusses this feature in somewhat more detail. The measurements show 
that the susceptive component is analogous to a capacitance. The capacitance curves 
given are independent of frequency up to the highest frequency used (approximately 
50 megacycles). The conductive component, on the other hand, increases as the 
square of the frequency also up to this frequency. The conductance is, therefore, 
negative even at very low frequencies although its magnitude is then very small. 
Thusj the conductance curves of Fig. 25.11 are valid for any frequency by multi- 
plication of the conductance axis by the square of the ratio of the frequency considered, 
to the frequency used for the data (i.e., 31.5 megacycles). Data taken at various 
frequencies for two particular values of grid bias voltage E^i are plotted in Fig. 25.1 1. 
The square-law relation is shown to check very closely. 

Fig. 25.10 should be considered remembering that the oscillator voltage is applied 
along the axis of abscissas. Considering an applied oscillator voltage, the admittance 
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curves must be integrated over the oscillator cycle to find the admittance to the signal 
frequency. The operation is just as if the tube were an amplifier whose input ad- 
mittance is periodically varied over the curve of Fig. 25.10 which corresponds to the 
signal-grid bias which is used. Curves of the modulator input conductance at 31.5 
megacycles for various applied oscillator voltages are shown in Fig. 25.12. The 
oscillator-grid bias is obtained by means of the recommended value of grid leak for 
the tube (50 000 ohms). Curves are shown for two values of signal-grid bias volt- 
age Eci. As before, data for other frequencies are obtained by multiplying the con- 
ductance by the square of the frequency ratio. 

The practical effect of the negative input admittance in a circuit is due to the con- 
ductive portion only, inasmuch as the total input capacitance remains positive in 
general*. An improved image ratio, and somewhat greater gain to the converter 
signal grid over other types of modulator is to be expected when this type of oscillator 
injection is used. At high frequencies, when a comparatively low intermediate fre- 
quency is used, it is usually desirable to cancel the space-charge coupling of the tube 
in the manner previously discussed. When this cancellation is made reasonably 
complete by the use of a condenser and resistor combination connected from the 
oscillator grid to the signal grid, the losses in this admittance at signal frequency are 
usually sufficient to wipe out the negative input admittance. The net positive input 
conductance however is often less than that found with other types of mixer. 

The change in signal-grid input capacitance with automatic-volume-control is 
small in this type of modulator, particularly with the larger values of oscillator swing 
because of the integrating action of the oscillator voltage. 

The fluctuation noise which is foimd in the output of inner-grid oscillator-injection 
mixers and converters is not readily evaluated quantitatively. The fluctuation noise 
is primarily due to current-distribution fluctuations but is complicated by the possi- 
bility of a virtual cathode ahead of the signal grid. Data have been taken, however, 
which indicate some degree of proportionality between the mean-square noise current 
and the plate current. The signal-to-noise ratio for this type of modulator is, there- 
fore, approximately proportional to the ratio of conversion transconductance to the 
square root of the plate current. It is considerably less than for the pentode modulator 
with both signal and oscillator voltages on the control grid. 

The noise of the converter or mixer with oscillator on an inner grid may be ex- 
pressed in terms of an equivalent grid resistance as 



where h is the operating plate current, gc is the conversion transconductance, and 
is a factor which is about 0.5 for tubes with suppressor grids and at full gain. For 
tubes without suppressor or for tubes whose gain is reduced by signal-grid bias, 
is somewhat larger and approaches unity as a maximum. With this mode of opera- 
tion there is not so much value in expressions for RgQ based on maximum trans- 
conductance and maximum plate current because these quantities are neither available 
nor are they easily measured. For operation at second or third harmonics of the 
oscillator (assuming optimum oscillator excitation) the plate current It, and the con- 
version transconductance gc are roughly ^ or 1/3, respectively, of their values with 
fundamental operation so that the equivalent noise resistance for second-harmonic 
and third-harmonic operation is around two and three times, respectively, of its 
value for fundamental operation. 

C. Mixers with oscillator voltage on an outer grid, signal voltage on inner 
grid 

With this type of mixer, the cathode current is modulated by the relatively small 
signal voltage which is impressed on the control grid adjacent to the cathode. The 
oscillator voltage, on the other hand, is impressed on a later control grid so that it 

*It should not be forgotten that the data given do not include the " cold " susceptance and conductance 
of the tube. The latter is a relatively small quantity, however. 
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periodically alters the current distribution between anode and screen grid. The 
connections of signal and oscillator voltages to this type of modulator are just the 
reverse, therefore, of the mixer treated in the preceding section. The behaviours 
of the two types are also quite different although they both include internal separation 
of signal and oscillator electrodes through a shielding screen grid. 
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FIG. 25.13 

Fig. 25.12. Signal-grid (grid No. 4) conductance of a typical mixer designed for inner- 
grid injection of oscillator ^ at 31.5 megacycles. Oscillator voltage applied. Oscillator- 
grid bias obtained through 50,000-oAm grid leak. Electronic portion of conductance, only, 

plotted. 

Fig. 25.13. Signal-grid (grid No. 1) transconductance versus oscillator-grid {grid No. 3) 
voltage of a typical mixer designed for use with outer-grid injection of oscillator. Signal- 
grid bias = — 3 volts. 

The signal-grid transconduaance curve as a function of oscillator-grid voltage of 
a typical mixer designed for use with the oscillator on an outer grid is shown in Fig. 
25.13. It differs in shape from similar curves for the other two classes of modulator 
in that an approximate saturation is reached around zero bias on the oscillator grid. 
The conversion transconductance for such a tube is, therefore, more accurately pre- 
dicted from normal amplifier transconductance. In factj in the manufacture of this 
type of mixer, a test of signal-grid transconductance at somewhere near the saturation 
point (e.g., zero bias) on the oscillator grid has been found to correlate almost exactly 
with the conversion transconductance. The cut off point of the curve must remain 
approximately fixed, of course, since this point affects the oscillator amplitude which 
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FIG. 25.14 

Fig. 25.14. Conversion transconduct- 
ance of a typical mixer designed for 
outer-grid injection of oscillator. Signal- 
grid biasy Ec^ = —3 volts. Curve a 

corresponds to fixed No. 3 grid bias, 
~ — 8 volts. Curve b corresponds 

to bias obtained through a 50 000-ohm 
grid leak. 



The conversion transconductance of the 
typical outer-grid injection mixer tube 
which was used for Fig. 25.13 is shown in 
Fig. 25.14. Curve a which is for fixed 
bias on the oscillator grid is seen to be 
higher than curve b for which bias is ob- 
tained by a 50 000-ohm grid leak and con- 
denser. The latter connection is most 
widely used, however, because of its con- 
venience. A compromise using fixed bias 
together with a grid leak is most satisfac- 
tory of all. (Ref. 40). When this com- 
bination is used, the curve of conversion 
transconductance follows curve a of Fig. 
25.14 to the intersection with curve b and 
then follows along the fiat top of curve b. 

In a well-designed mixer with the signal 
voltage on the grid adjacent to the cathode 
and the oscillator voltage on an outer grid, 
effects due to feedback through the inter- 
electrode capacitance may usually be ne- 
glected. The only effect which might be of 



www.pmillett.com 



980 



(iv) MIXER SECTION OF CONVERTER STAGE 



25.1 



importance in some cases is coupling of the oscillator to the signal circuit through the 
signal-grid-to-oscillator-grid capacitance. In many tubes a small amount of space- 
charge coupling between these grids is also present and adds to the capacitance coup- 
Img (contrary to the space-charge coupling discussed in Section B which opposes 
the capacitance coupling in that case). Measurements of the magnitude of the space- 
charge coupling for this type of modulator show that it is of the order of 1/5 to 1/10 
of that present in inner-grid-injection modulators. Coupling between oscillator and 
signal circuits causes a voltage of oscillator frequency to be built up across the signal 
input circuit. This oscillator-frequency voltage, depending on its phase, aids or 
opposes the effect of the normal oscillator-grid alternating voltage. The action is 
additive when the signal circuit has capacitative reactance to the oscillator frequency, 
as in the usual case. When the oscillator-frequency voltage across the signal input 
circuit exceeds the bias, grid current is drawn to the signal grid, an undesirable oc- 
currence. This grid current may be distinguished from signal-grid current due to 
other causes by short-circuiting the signal-input circuit and noting the change in grid 
current. With the majority of tubes, another cause of signal-grid current far exceeds 
this one in importance. This other cause will now be discussed. 

The most prominent high-frequency effect which was observed in mixers of the 
kind under discussion, was a direct current to the negative signal grid even when no 
impedance was present in this grid circuit. This effect was investigated and found 
to be due to the finite time of transit of the electrons which pass through the signal 
grid and are repelled at the oscillator grid, returning to pass near the signal grid again. 
(Refs. 17, 41, 42), When the oscillator frequency is high, the oscillator-grid potential 
varies an appreciable amount during the time that such electrons are in the space 
between screen grid and oscillator grid. These electrons may, therefore, be acceler- 
ated in their return path more than they were decelerated in their forward path. Thus, 
they may arrive at the signal grid with an additional velocity sxjfficient to allow them 
to strike a slightly negative electrode. Some electrons may make many such trips 
before being collected ; moreover, in each trip their velocity is increased so that 
they may receive a total increase in velocity equivalent to several volts. A rough 
estimate of the grid current to be expected from a given tube is given by the semi- 
empirical equation 

BE 

Where A and B depend on electrode voltages and configuration, is the signal-grid 
current, E^^ is the signal-grid bias, is the cathode current, E^sc is the impressed 
oscillator voltage on the oscillator grid, w is the angular frequency of the oscillator, 
and Tn_3 is the electron transit time in the space between screen grid and oscillator 
grid. 

Data on the signal-grid current of a typical mixer at 20 megacycles are shown in 
Fig. 25.15 where a semi-logarithmic plot is used to indicate the origin of the above 
equation. 

The reduction of signal-grid current by operation at more negative signal-grid 
bias values is an obvious remedy. When this is done, in order to prevent a reduction 
in conversion transconductance, the screen voltage must be raised. A better method 
of reducing the undesired grid current lies in a change of tube design. It will be 
shown in a later part of this discussion that the constant A and/or the transit time 
T2_3 of the above formula may be reduced considerably by proper electrode con- 
figuration. 

Another high-frequency phenomenon which is particularly noticed in outer-grid- 
injection mixers is the high input conductance due to transit-time effects. The cause 
for this was first made evident when the change of signal-grid admittance with os- 
cillator-grid potential was observed. Fig. 25.16 gives data on the susceptive and 
conductive components of the signal-grid admittance of this type of modulator as a 
function of oscillator-grid bias (no oscillator voltage applied). The data were taken 
at 31.5 megacycles and, as in the other input admittance curves, show the admittance 
components due to the presence of electrons only. It is seen that when the No. 3 
grid is made sxjfficiently negative the input admittance is greatly increased. This 
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Fig, 25.15. Signal-grid (grid No. 1) current in a typical mixer with a 20-megacycle 
oscillator voltage applied to grid No, 3. = —10 volts y Ec =100 uo/rs^ E^ ^ 

3 2 and 4 

250 volts. 

Fig. 25.16. Signal-grid (grid No. 1) admittance of typical mixer designed for 
outer-grid injection of oscillator. Data taken at 31.5 megacycles with no os- 
cillator voltage applied. Ec^ = —3voltSyEc^ ^ = 100 voltSy E^ = 250 volts. 

behaviour coincidesj of course, with plate-current cut off. It seems clear that the 
electrons which are turned back at the No. 3 grid and which again reach the signal 
grid are the cause of the increased admittance. Calculations based on this explana- 
tion have been published by M. J. O. Strutt (Ref. 43) and show reasonable quantita- 
tive agreement with experiment. As in the other cases above, the upper curve of 
Fig. 25.16 is approximately independent of frequency while the lower one may be 
convened to any other frequency by mtiltiplying the ordinates by the square of the 
frequency ratio. 

When an oscillator voltage is applied, the No. 3 grid bias is periodically varied at 
oscillator frequency. The net input admittance is then the average value over the 
oscillator cycle. Such net values of the conductance component are shown in Fig. 
25.17. The frequency for these curves is 31.5 megacycles. Values for other fre- 
quencies are obtained by multiplying the ordinates by the square of the frequency 
ratio. Curve a coincides with the fixed bias condition of curve a of Fig. 25.14 while 
curve b corresponds to the grid-leak-and-condenser bias as in b of Fig. 25.14. The 
conductance is approximately twice as high when the tube is used as a mixer as when 
it is used as an amplifier. This is a serious disadvantage, particularly at very high 
frequencies. 
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Fig. 25.17. Signal-grid (grid No. 1) con- 
ductance of typical mixer designed for outer-grid 
injection of oscillator. Frequency y 31.5 mega- 
cyclesy signal-grid bias, Ec = —3 volts. 

Curve a corresponds to fixed No. 3 grid biasy 
Ee — —8 volts. Curve b corresponds to bias 
^ through a 50 000-ohm grid leak. 



It is thus seen that two serious disadvantages of the outer-grid-injeaion mixer 
are both due to the electrons returned by the oscillator grid which pass again to the 
signal-grid region. It was found possible to prevent this in a practical tube structure 
by causing the returning electrons to traverse a different path from the one which 
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(O («!) 

SIDE ELECTRODES SIDE ELECTRODES 

INCREASED IN SIZE AND BENT AROUND 
LOWERED IN POTENTIAL SCREEN GRID 

Fig. 25.18. Cross-sectional views of mixer designed for outer-grid-injection of oscillator. 
The views show only the portions of the tube inside of and including the oscillator injection 

grid. 

they travelled in the forward direction*. (Ref. 45). The progressive steps towards 
an improvement of this kind are illustrated in Fig. 25.18 where cross-sectional views 
of the portion inside the oscillator grid of various developmental modulators are 
shown. The drawing (a) shows the original design, data on which have been given 
in Figs. 25.15, 25.16 and 25.17, Drawing (b) of Fig. 25.18 shows a tube in which 
two side electrodes operated at a high positive potential were added. In a tube of 
this kind many of the electrons returned by the No. 3 grid (oscillator grid) travel paths 
similar to the dotted one shown ; they are then collected by the auxiliary electrodes 
and thus do not re-enter the signal grid space. Tubes constructed similarly to (b) 
showed a considerable improvement in the signal-grid admittance increment due to 
returned electrons. Construction (c) shows the next step in which the side electrodes 
are increased in size and operated at somewhat lower potential. Because of the un- 
desirability of an additional electrode and lead in the tube, the construction shown at 
(d) was tried. In this case the auxiliary electrodes are bent over and connected elec- 
trically and mechanically to the screen grid. Curves showing the progressive re- 
duction in the signal-grid conductance increment due to returned electrons are shown 
in Fig. 25.19. The curves are labelled to correspond with the drawings of Fig. 25.18. 



Fig, 25.19. Signal-grid (grid No. 1) con- 
ductance of the outer-grid-injection mixers 
shown in Fig. 25.18, Data taken at 31.5 
megacycles with no oscillator voltage applied. 
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FIG. 25. 19 

It should be noted that the use of the oscillator-grid support rods in the centre of the 
electron streams as shown in Fig. 25.18 (d) was found to improve the performance. 
No change in signal-grid conductance with oscillator-grid potential could be observed 
with this construction.! The conductance of the tube as a modulator, therefore, was 
reduced to less than half of that of construction (a). At the same time, a check of 
signal-grid current with a high-frequency oscillator applied to the No. 3 grid showed 
that this current was reduced to 1/20 of that of the original construction (a). The 
change in construction may be looked upon as dividing the constant A in the grid- 
current for mula previously given, by a factor of more than 20. 

•The same principles have now been applied to inner-grid-injection mixers and converters. See 

"nfshould be^mentioncd that it is also possible to construct tubes in which the signal-grid conductance 
decreases somewhat with increasingly negative No. 3 grid bias. This effect is caused by the inductance 
of the inner screen-grid lead which causes a negative conductance in the input arcuit when the inner 
screen current is high, as at negative No. 3 grid bias values. This negauve conductance cancels part 
of the positive conductance of the signal grid. 
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Fig. 25,20. Cross-sectional views of improved mixers designed for outer-grid injection 
of oscillator. The views show only the portions of the tube inside of and including the 

oscillator injection grid. 

Another method of reducing the effect of electrons returned by the oscillator grid 
is to reduce the effect of electron transit time in the tube. This may be done by 
reducing the spacings, particularly the screen-grid-to-oscillator-grid spacing. This 
method of improving modulator performance has two disadvantages compared with 
the one discussed in connection with Fig. 25,18. The reduction in spacing is accom- 
panied by a more sloping (i.e. less steep) signal-grid transconductance versus oscillator- 
grid voltage curve. This change in construction requires an increase in applied 
oscillator voltage to attain the same conversion transconductance. The second dis- 
advantage is that such a method reduces the transit time and hence, the undesirable 
high-frequency effects only by an amount bearing some relation to the reduction 
in spacing. Since this reduction is limited in a given size of tube, the method whereby 
electron paths are changed is much more effective. The method of reducing spacing, 
on the other hand, is extremely simple to adopt. A combination of both methods 
may be most desirable from the point of view of best performance with least com- 
plexity in the tube structure. 

10 



Fig, 25.21. Signal-grid (grid No. 1) 
current of the outer-grid injection 
mixers shown in Fig. 25.20. Curve a 
corresponds to the original design (a) 
of Fig. 25.18 and is shown for 
comparison. Data taken with a 20- 
megacycle oscillator voltage of 12 
volts peak amplitude applied to the 
oscillator-grid. E^^ = —10 volts, 

Ec =- 100 volts, Ej, = 250 volts. 



In a mixer which must operate at high frequencies, it is not usually sufficient to 
eliminate the effects of returned electrons in order to assure adequate performance. 
For this reason the development of the principles shown in Fig. 25.18 was carried on 
simultaneously with a general programme of improving the tube. To this end, tubes 
were made with somewhat reduced spacing and with a rectangular cathode and a 
beam-forming signal grid (i.e., one with comparatively large supports). A number 
of developmental constructions are shown in Fig. 25.20. Construaion (g), it will 
be noted, has finlike projections on the screen-grid channel members*. In con- 
struction (h) a reduction of spacing between screen and oscillator grids was combined 
with the channel construction. The relative performance of these constructions, 
SO far as signal-grid current is concerned is shown in Fig. 25.21. The frequency 
used was 20 megacycles. The curve for the original design (taken from Fig. 25.15) 

•This construction was devised by Miss Ruth J. Erichsen who was associated with the writer durinir 
part of the development work herein described. 
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is included and is drawn as a. All four of the constructions of Fig. 25.20 were satis- 
factory as regards signal-grid conductance ; in every case the change in conductance 
as the oscillator grid was made negative was a negligible factor. Construalon (h) 
required approximately 20 per cent more oscillator voltage than (e), (f), or (g) because 
of the reduction in slope of the transconductance versus No. 3 grid voltage curve 
which accompanied the reduced spacing between the screen and the No. 3 grid. 

Outer-grid-injection mixers have the same or slightly greater signal-grid capacitance 
changes with automatic volume control as are foimd in amplifier tubes. In this 
respect they are inferior to inner-grid-injection converters or mixers. The use of a 
small unbypassed cathode resistance (Ref. 29, 30) is a help, however. 

In closing this section, the subject of fluctuation noise will be considered. Experi- 
mental evidence indicates that the major portion of the noise in mixers with oscillator 
voltage on an outer grid is due to ciirrent-distribution fluctuations. (Ref. 24), The 
oscillator voltage changes the current distribution from plate to screen so that the 
mixer noise is given by the average of the distribution fluctuations over the oscillator 
cycle. In terms of the equivalent noise resistance the average has been found to be 
(Ref. 23), 



where /i, is the average (i.e. the operating) plate current and /b'^ is the average of the 
square of the plate current over an oscillator cycle. is the cathode current of the 
mixer section and is substantially constant over the oscillator cycle. This relation 
is not very useful in the form given. It is usually sufficiently accurate for most pur- 
poses to use an expression identical with that which applies to tubes with inner-grid 
oscillator injeaion, namely. 

Be 

where is about 0.5 for tubes with suppressor grids and somewhat higher for others. 
By assuming a typical tube characteristic, the noise resistance may be expressed in 
terms of the cathode current /„ of the mixer seaion and the maximum signal-grid- 
to-plate transconductance g^ax as 

\a max J 

for operation at oscillator fundamental. For operation at second or third harmonic 
of the oscillator, the noise resistance will be approximately doubled, or tripled, respec- 
tively. 

(v) Conclusion 

It has been shown that the principle of frequency conversion in all types of tubes 
and with all methods of operation may be considered as the same (i.e. as a small- 
percentage amplitude modulation). The differences in other characteristics between 
various tubes and methods of operation are so marked, however^ that each application 
must be considered as a separate problem. The type of tube and method of operation 
must be intelligently chosen to meet the most important needs of the application. 
In making such a choice, it is frequently of assistance to prepare a table comparing 
types of tubes and methods of operation on the basis of performance data. An 
attempt has been made to draw such a comparison in a qualitative way for general 
cases and for a few of the important characteristics. Table 2 is the result. It must 
be understood, of course, that the appraisals are largely a matter of opinion based on 
experience and the present state of knowledge. Furthermore, in particular circuits 
and with particular tubes, the relative standings may sometimes be quite different. 
A study of the fundamentals brought out in the previous sections of this paper should 
help in evaluating such exceptions. 
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TABLE 2 

Approximate Comparative Appraisals of Methods of Frequency Conversion 



Desirable 
Characteristic 


Oscillator and Signal 
Voltages on 
No. 1 Grid 


Oscillator Voltage on 
No. 3 Gridj Signal on 
No. 1 Grid 


Oscillator 
Voltage on 
INO. 1 Lrria 
Signal on 
ISO. J Lrria 


Triode 


Pentode 


Pentode 


Hexode 
or 

Heptode 


TT 

Hexode 
or 

Heptode 


High conversion trans- 












conductance 


Good 


Good 


Fair 


Fair 


rair 


High plate resistance 


Poor 


Good 


Poor 


Good 


Cjood 


High signal-to-noise 












ratio 


Good 


Good 


Poor 


Poor 


Poor 


Low oscillator-signal 












circuit interaction 












and radiation 


Poor 


Poor 


Good 


Good 


Fair 


Low input conductance 












at high frequencies 


Poori 


Fair 


Poor 


Poor^ 


Good 


Low signal-grid current 












at high frequencies 


Good 


Good 


Poor 


Poor^ 


Fair 


Low cost of complete 












converter system 


Good 


Fair 


Fair 


Poor 


Good 



1 . Due to feedback ; may be increased to Fair by proper circuit design. 

2. May be increased to Fair by special constructions as described in text. 



(vi) Appendix 

Discussion of negative admittance of current-limited grids 

In Figs. 25.10j 11 and 12 it was seen that the electronic signal-grid (i.e. input) 
admittance components (i.e. the admittance due to the presence of electrons) of a 
mixer designed for No. 1 grid injection of the oscillator are negative over a considerable 
portion of the normal operating range. Figs. 25.10 and 1 1, however, were taken with 
static voltages applied and so indicate that the phenomenon is not caused by an alter- 
nating oscillator voltage but is associated with the characteristics of the tube itself. 

The input admittance of negative grids in vacuum tubes is the sum of three factors : 
(1) the '*cold" admittance, or the admittance of the tube with the electron current 
cut off ; (2) the admittance due to feedback from other electrodes through tube and 
external capacitance, etc. ; and (3) the admittance due to the presence of the electrons 
in the tube. The first two factors have been well known for many years although 
certain aspects of the second have only recently received attention. (Refs. 29, 30 
and 48). The third factor, however is not so well understood although the excellent 
work done during the last ten years has paved the way for a complete understanding 
of the subjea. (Ref. 49). The present discussion is concerned only with this last 
point, namely the admittance of negative grids due to the presence of electrons in the 
tube. 

Early work on transit-time effects in diodes and negative-grid triodes had indicated 
that, at very high frequencies, the conductance became negative in certain discrete 
bands (i.e., at large transit angles). It was not, at first, appreciated that conditions 
were possible with negative-grid triodes in which the input conductance could be- 
come negative even at low frequencies (i.e., at small transit angles). Data taken 
on the input (No. 4 grid) conductance of pentagrid converters by W. R. Ferris of this 
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laboratory during 1934 showed that these tubes had a negative input conductance 
which varied as the square of the frequency and which remained negative at low fre- 
quencies. The conductance appeared, thereforcj to behave in the same way as the 
positive input conductance of ordinary negative-grid tubes, except for a reversal in 
sign. The data on the pentagrid were taken with an external oscillator voltage applied 
to the No. 1 grid. The work of Bakker and de Vries (Ref. 50) disclosed the possi- 
bility of a negative input conductance at small transit angles in a triode operated under 
current-limited conditions. They gave an experimental confirmation for a triode 
operated at reduced filament temperature. Data taken by the writer during 1936 
on a pentagrid converter showed that the negative conductance was present in this 
tube even when direct voltages, only, were applied and that it was accompanied by a 
reduction in capacitance. A fairly complete theory of the effect was developed in 
unpublished work by Bernard Salzberg, formerly of this laboratory, who extended 
the theory of Bakker and de Vries to the more general case of multigrid tubes with 
negative control grids in a current-limited region. Other experimental work was 
done on the effect during 1936 by J. M, Miller and during the first half of 1937 by 
the writer. In the meantime, the papers of H. Rothe (Ref. 51), I. Runge (Refs. 52, 53), 
and L. C, Peterson (Ref. 54) showed that independent experimental and theoretical 
work had been done on the negative-admittance effect in other laboratories. 

In a rough way, the negative admittance found under current-limited conditions 
may be explained as follows : The electron current in a tube is equal to the product 
of the charge density and the electron velocity. If this current is held constant, a rise 
in effective potential of the control electrode raises the velocity and so lowers the 
charge density. A reduction in charge density with increase in potential, however, 
results in a reduction in capacitance, provided no electrons are caught by the grid. 
Thus, the susceptive component of the part of the admittance due to the current 
through the grid, is negative. Because of the time lag due to the finite time of transit 
of the electrons, there is an additional component of admittance lagging the negative 
susceptance by 90 degrees, i.e., a negative conductance. The value of the negative 
conductance will be proportional to both the transit angle and to the value of the 
susceptance. Since both of these quantities are proportional to frequency, the 
negative conductance is proportional to the square of the frequency. 

The general shape of the curves of Fig, 25.10 may be explained as follows : At 
a No. 1 grid bias of about —20 volts, the cathode current is cut off and the electronic 
admittance is zero. At slightly less negative values of No. 1 grid bias, the electron 
current is too small to build up an appreciable space charge ahead of the signal grid 
(No. 4 grid). The latter grid, although it exhibits some control of the plate current 
does not control the major portion of the current reaching it and is thus in a substanti- 
ally current-limited region. Its susceptance and conductance are, therefore, negative. 
Higher currents increase the negative admittance until, at some value of No. I grid 
bias, the electron current is increased to the point at which a virtual cathode is formed 
i n front of some parts of the signal grid. At these parts, the current which reaches 
the grid is no longer independent of this grid potential, and as a result, a positive 
susceptance and conductance begin to counteract the negative admittance of other 
portions of the grid. The admittance curves reach a minimum and for still higher 
currents approach and attain a positive value. The current necessary to attain the 
minimum admittance point is less when the signal-grid bias is made more negative 
so that the minima for increasingly negative No. 4 grid-bias values occur at increasingly 
negative No. 1 grid-bias values. 

It may be noted that the signal-grid-to-plate transconductance is at a maximum 
in the region just to the right of the admittance minima of Fig. 25.10 (compare Fig. 
25.8). The admittance of such a tube used as an amplifier remains negative, there- 
fore, at the maximum amplification point. 
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SECTION 2 : CONVERTER APPLICATIONS 

By E. Watkinson, A.S.T.C, A.M.I.E. (Aust.)^ S.M.I.R.E. (Aust.). 



(j) Broadcast frequencies (it) Short waves (m) Types of converters. 

(i) Broadcast frequencies 

A. Spurious responses 

If a sinusoidal signal is applied to the signal grid of a converter and a sinusoidal 
oscillator voltage to the oscillator grid^ harmonics of each signal appear in the mixer 
plate circuit, together with sum and difference frequencies between each of the applied 
voltages and their harmonics. There is a component of plate current at each of 
these spurious response frequencies and each could be selected by a suitably tuned 
circuit. 

Alternatively when the plate circuit is fixed tuned to the intermediate frequency, 
undesired combinations of signal and oscillator harmonics can produce components 
of plate current at or near the intermediate frequency. These components heterodyne 
the desired difference frequency between signal and oscillator voltages. 

The most important spurious response is at the image frequency of the desired 
signal, i.e. removed from the oscillator frequency by an amount equal to the inter- 
mediate frequency but on the side of the oscillator frequency remote from the de- 
sired signal. Such a signal mixes with the oscillator to produce the intermediate 
frequency in the same way as the desired signal, and interference from it is not de- 
pendent on the characteristics of the converter. With other responses, produced 
by a combination of signal and oscillator harmonics, the amount of interference is 
dependent on the operating conditions of the converter. Thus it is desirable to 
reduce the oscillator amplitude as far as possible without affecting sensitivity or low- 
voltage operation, with the object of decreasing the magnitude of the higher order 
components in the transconductance-time curve (B in Fig. 25.1) of the mixer. 

Spurious responses are also possible at the harmonics of the intermediate frequency 
but these are due to feedback from the output of the i-f amplifier rather than to the 
converter. 

For a discussion and chart of the various possible combinations of the signal, har- 
monics of the signal^ the oscillator voltage and harmonics of the oscillator voltage 
see Ref. 78. 

B. The signal-frequency circuit 
1. Signal-grid loading 

The reason for positive and negative loading effects produced respectively by outer- 
grid and inner-grid oscillator injection converters is explained in Sect. 1 of this chapter. 

Converters with high capacitance between signal-grid and plate may also load the 
input circuit by feedback from the plate circuit, particularly at the low-frequency end 
of the broadcast band where the signal frequency approaches the intermediate fre- 
quency. 

The input loading has resistive and reactive components, and the value of the re- 
sistive component (Ref. 78) is 



where Gj, = l/r^ = anode slope conductance, 

Go = conductance of the external anode-load admittance at the signal fre- 



Bo =^ susceptance of the external anode-load admittance at the signal fre- 



= mutual conductance of the signal grid with oscillator operating, 
and Bgj, = susceptance of the grid-plate capacitance at the signal frequency. 
Since the resonant frequency of the plate circuit is so far from the resonant frequency 
of the grid circuit when tuned to any point in the broadcast band, the expression can 
be simplified to 




quency. 



quency. 



Bo 
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The grid-circuit loading is thus directly proportional to the grid-plate capacitance 
of the converter, and it is only in types in which this is high that input loading be- 
comes appreciable. For example the 6A8-G has a plate to signal grid capacitance of 
0.26 (xfxF and with an i-f transformer tuned by 85 ftfiF to 455 Kc/s the resistive com- 
ponent of the loading due to feedback across the valve is about 0.25 megohm at 600 
Kc/s rising to 0.45 megohm at 1000 Kc/s and 0.55 megohm at 1400 Kc/s. 

The resistive component of the loading is also proportional to the reactance of the 
capacitor tuning the plate circuit of the converter. This capacitor should be given 
as large a value as possible if grid loading is the main consideration. 

The reactive component of the input loadings which is always capacitive, appears 
in parallel with the tuning capacitor and can usually be ignored. 

Some converters have much lower plate-grid capacitance^ e.g. the 6J8-G has a 
maximum of 0.01 ixfiFy and in such cases the signal-grid circuit loading due to feed- 
back from the plate circuit is negligible. 

External coupling between oscillator and signal frequency circuits can cause another 
effect which may be mistaken for input circuit loading. This effect occurs in triode- 
hexode and similar types of converters when a tuned-plate oscillator circuit is used, 
the loss of gain being most noticeably at the high-frequency end of the broadcast 
band. In such a case, conversion sensitivity over the broadcast band is reasonably 
fiat, but aerial (or r-f grid) sensitivity shows poor gain at the high-frequency end even 
although the coil, checked separately, gives constant gain over the band. 

The coupling (capacitive or inductive) between the oscillator plate and the signal- 
grid causes an oscillator voltage to be applied to the signal grid which opposes the 
effects of the correctly injected oscillator voltage — see Sect. l(iv)A of this chapter. 
In severe cases the coupling may even be sufficient to give an oscillator voltage on the 
signal grid in excess of the bias, leading to severe damping of the input circuit . Tuned- 
plate oscillator circuits are most likely to produce this effect because the required 
oscillator grid voltage is a constant whether plate tuning or grid tuning is used and 
with a tuned plate circuit this voltage must be developed across the smaller untuned 
grid winding of the oscillator coil. At the same time the oscillator plate voltage, 
instead of being appreciably smaller than the oscillator grid voltage as in a tuned- 
grid circuit, is appreciably greater. 

A mechanical re-arrangement of the layout to isolate the oscillator-plate circuit 
from the signal-grid circuit will usually cure the trouble. In a difficult case it may be 
possible to arrange the wiring so that an opposite coupling between oscillator-grid 
and signal-grid will produce the required result. 

2. Signal-circuit regeneration 

It is possible to use controlled regeneration in a converter stage to give improved 
gain, image ratio and signal-to-noise ratio. Various possibilities are given in Ref. 65. 



One practical and economical circuit is shown in Fig. 25.22. VI is a triode-hexode 
and its 0.01 fiF screen by-pass capacitor CI is returned to ground through the 0.05 fiF 
a.v.c. by-pass capacitor C2. The signal-frequency voltage from the screen circuit 
developed across C2 is injected into the grid circuit in the correct phase to give posi- 
tive feedback at signal frequencies. 




Fig. 25.22. Screen regeneration in con- 
verter stage. 



FIG. 25.23 
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The regeneration obtained with this circuit is proportional to the reactance of C2 
and is therefore inversely proportional to frequency. An improvement of about 
4 db in sensitivity and image ratio and 2 db in signal-to-noise ratio can be obtained 
at the low-frequency end of the broadcast band with sufficient stability margin for 
production purposes. The regeneration is negligible at 1400 Kc/s. 

In a small 3/4 valve receiver in which the aerial coil trimmer is connected from 
aerial to grid for maximum gain, sensitivity is greater at 1400 Kc/s than at 600 Kc/s, 
thus the circuit of Fig. 25.22 is useful in minimizing the sensitivity difference between 
the ends of the band. 

Regeneration always has the disadvantage that variations in gain e.g. with different 
valves, are emphasized, but this need not be serious so long as moderate amounts 
of regeneration are used — sufficient for instance to give an improvement of the order 
outlined above. The circuit is applicable to other outer-grid injection converters, 
although component values may need modification, 

C. Operating conditions 

Recommended conditions for all types of converters are published by valve manu- 
facturers and these are satisfactory for normal applications. However variations 
are often required, perhaps to use common voltage supplies for electrodes in the con- 
verter and other valves, or perhaps to obtain say maximum signal-to-noise ratio 
even at the expense of sensitivity. 

The usual design procedure in such cases is to supply screen, oscillator plate and 
bias voltages by means of variable resistor boxes and to control the oscillator amplitude 
by means of resistors shunted across the untimed primary. In some cases, to be 
mentioned later, the effect of varying the primary impedance may need investigation. 

The valve operating conditions are set approximately to those recommended and 
then each voltage in turn is adjusted for maximum performance. This may need 
to be done more than once as variations in, say, bias voltage will affect the required 
screen voltage. 

In a typical case, the requirement from a converter might be maximum sensitivity 
and as the bias voltage is reduced the gain might rise to a maximum and then fall. 
This is due to an increase in conversion transconductance as the bias is reduced, 
followed by a decrease in plate resistance which more than offsets the increasing 
transconductance. However, with the bias voltage set for maximum sensitivity the 
screen dissipation may be excessive, A decrease in screen voltage followed by a 
further decrease in bias may give a similar sensitivity with satisfactory screen dis- 
sipation. It is important that the bias should not be reduced to a point at which some 
valves may draw grid current. The contact potential of indirectly-heated types 
normally does not exceed —1,0 volt and the applied bias in such cases can be safely 
reduced to between —1.5 to —2.0 volts provided that electrode ratings are not ex- 
ceeded. In the case of battery types, the contact potential is normally zero or 
positive, so that it is not necessary to apply a negative bias voltage to avoid grid damp- 
ing. 

Increased oscillator amplitude is likely to improve sensitivity to a broad maximum 
followed by a slight fall. However, as spurious responses increase rapidly with os- 
cillator drive, the amplitude should not be any greater than necessary. It is advisable 
to carry out checks at least at the limits of the timing range to be covered. 

To obtain maximum signal-to-noise ratio a similar procedure would be adopted 
but the final operating conditions would probably differ, e.g. in the case of a triode- 
hexode the screen voltage might be reduced. On the other hand, if the converter 
noise is of the same order as the signal-grid circuit noise, as is possible on the broad- 
cast band, the effect of variations in converter conditions on the signal-to-noise ratio 
of the receiver would not be great. 

When operating voltages have been determined, resistor boxes may still be useful 
for obtaining a suitable screen voltage-divider circuit if a.v.c. design is at all critical. 
If a minimum amoimt of control is required on the converter, for example to avoid 
a rapid increase of noise as a.v.c. is applied, a single series resistor from B-h will allow 
the screen voltage to rise in a triode-hexode type of converter and so decrease the 
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amount of control for a given a.v.c. voltage. Such a circuit will also minimize cross- 
modulation. However in converters withoat a suppressor grid the screen voltage 
must not approach the plate voltage because secondary emission from the plate will 
cause a large reduction in plate resistance and lead to damping of the first i-f trans- 
formerj so that some bleed from screen to ground may be needed. The best com- 
promise can readily be determined with resistor boxes. 

If maximum a.v.c. control is required from a triode-hexode converter^ for example 
when it is followed by a reflexed amplifier^ and play-through must be reduced to a 
minimum^ a large screen bleed may be needed. 

Maximum a.v.c. control can be obtained in pentagrid converters by reducing the 
oscillator plate voltage to a minimum consistent with satisfactory oscillator perform- 
ance. For example with 20 volts bias on the signal grid, the conversion transcon- 
ductance of a 6A8-G is reduced to less than^one half of the original figure when the 
oscillator plate voltage is changed from 200 to 100 volts^ although at minimum signal- 
grid bias the oscillator plate voltage has little effect on the conversion transconductance. 

Final operating conditions should not be decided upon until the tests outlined above 
have been repeated with a number of valves, some of which should preferably have 
characteristics near the upper and lower acceptance limits for the type. 

(ii) Short waves 
A. Alignment 

Short wave alignment of the converter stage is complicated by two factors^ firstly 
by " pulling " of the oscillator frequency due to adjustments to the signal-grid circuity 
and secondly by the fact that in many cases the range of the oscillator circuit trimmer 
is sufficient for it to be adjusted either to the correct response or to the image response. 

1 . Pulling : PulUng is due to couplings either in the converter valve or extern- 
ally, between the signal and oscillator circuits, and unless suitable precautions are 
taken it can result in faulty alignment at the high-frequency trimming point on the 
short-wave band. The effect is that as the signal^frequency trimmer is adjusted 
towards its correct setting, thus increasing the output, the oscillator is simultaneously 
detuned, which decreases the output when the signal is detuned from the peak of the 
i-f response. Thus the output rises to a maximum and then falls again, as is normal, 
but the maximum, instead of being the correct setting, is the point at which the de- 
tuning of the oscillator causes the gain to fall more rapidly than the increase due to the 
approach towards resonance of the signal-grid trimmer. 

The true maximum can be found by alternately peaking the signal circuit and re- 
tuning the oscillator circuit to resonance (by means of the main tuning control on the 
receiver) or by carrying out the two operations simultaneously— i.e. by slowly moving 
the signal-grid trimmer and continually tuning through the signal, noting the amount 
of output on each occasion and continuing until a maximum is reached. This pro- 
cedure is known as " rocking " the tuning control. 

If there is a noise source available with constant output over a band of frequencies 
at the alignment point (e.g. valve noise in a sensitive receiver, or a noise diode) it is 
possible to trim the signal-frequency circuit without rocking as the wide-band signal 
source avoids the effects of detxming. The signal input should not be large enough 
to operate the a.v.c. 

2. Images : Some of the difficulty experienced in short wave alignment at the end 
of the band is due to confusion between the correct response and the image. This 
results from the fact that the correct signal appears to differ depending on whether the 
signal generator is tuned or the receiver is tuned. For example, if a receiver with 
a 450 Kc/s intermediate frequency and with its oscillator on the high-frequency side 
of the signal frequency is correctly tuned to an 18 Mc/s signal the receiver oscillator 
is set to 18.45 Mc/s. The generator can then be tuned to a frequency 450 Kc/s 
higher than the oscillator i.e. 18.9 Mc/s and the image response will be found, or 
alternatively with the generator still set to 18 Mc/s the receiver can be tuned to the 
lower frequency of 17.1 Mc/s when the local oscillator will be at 17.55 Mc/s, 450 
Kc/s from the signal, and an image will be heard again. 
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Whenever there is any doubt as to which is the correct response, the frequencies 
should be worked out — conditions will be reversed from the example above if the 
oscillator is at a lower frequency than the signal — but a simple rule is that if the re- 
ceiver is being tuned and the oscillator is on the high frequency side of the signal, 
then the higher frequency signal is the correct one. 

A similar effect to an image response can also occur during signal-frequency trim- 
mer adjustment. With the oscillator on the high-frequency side of the signal it may 
be found that as the signal-frequency trimming capacitance is increased^ the output, 
with rocking^ rises to a maximum^ falls and rises to a second maximum^ which is the 
correct one. On the other hand if the receiver is left aligned at the first maximum it 
is found that the adjustment is approximately correct for the image frequency. 

This effect has no direct connection with the image response^ but is due to the 
decrease in sensitivity which can occur when the signal-grid circuit is tuned to the 
oscillator frequency — owing to grid damping in a severe case^ or out-of-phase os- 
cillator injection in other cases. Thus as the signal-circuit tuning initially approaches 
the correct setting the gain rises^ decreases again when the separation from the os- 
cillator frequency is small^ and then rises to the correct peak. In a sensitive receiver 
the illusion of correct alignment on the wrong peak is heightened by an increase in 
the level of the background noise due to the increased receiver sensitivity near the 
image frequency. 

B. Operating conditions 

Converters can be set up for operation on the short-wave band in a manner similar 
to that described for the broadcast band. However additional steps are also worth- 
while. Particularly when harmonic mixing — see C(4) below — is being used, 
it is advisable to investigate the effects of different values of oscillator-grid resistor. 
To avoid varying two quantities at the same time the oscillator voltage should be kept 
as constant as possible while the value of the grid leak is altered^ and readings should be 
taken at least at each end of the short-wave band. After the optimum grid leak 
value has been chosen, previously selected operating potentials should be rechecked. 

When the converter is a type with inner-grid oscillator voltage injection, improved 
sensitivity may be obtained with the oscillator operating at a lower frequency than 
the signal instead of under the more usual higher frequency condition. 

In Sect. 1 of this chapter it was explained that the space charge in front of the signal 
grid develops a voltage at oscillator frequency on the signal grid and that this voltage, 
depending upon its phase, increases or decreases the oscillator-frequency modulation 
of the electron stream. In a particular case with the oscillator at a higher frequency 
than the signal, the tuned circuit connected to the signal grid would present capacitive 
reactance to the oscillator voltage. A positive increment of oscillator-grid voltage 
increases the current flow and thus increases the space charge in front of the signal 
grid, i.e. the space charge becomes more negative. Since there is capacitive reactance 
between the space charge and signal grid and between signal grid and ground, a 
negative increment of space charge potential results in a (smaller) negative increment 
of signal-grid potential. Thus a positive change in potential on the oscillator grid 
results in a negative change in potential on the signal grid, so that the effective os- 
cillator modulation is reduced with a consequent reduction in sensitivity. 

However when the oscillator is operated at a lower frequency than that of the signal, 
the signal-grid circuit presents an inductive reactance to the oscillator voltage and the 
phase of the oscillator voltage on the signal grid is reversed. Thus the effective 
modulation of the electron stream is increased and sensitivity is improved. 

In practice, if neutralizing is not used, an improvement in sensitivity of two or three 
times is sometimes obtainable by changing from high-frequency to low-frequency 
oscillator operation, with an increase of the image ratio in the same proportion. The 
improvement in sensitivity and image ratio decreases towards the low-frequency end 
of the short-wave band as the separation between signal and oscillator circuits (i.e 
the intermediate frequency) becomes a larger fraction of the oscillator frequency 

For correct tracking with the oscillator on the low-frequency side of the signal, 
the padder is moved from the oscillator to the signal-frequency circuit(s) but this 
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does not introduce serious complications. However, a large band coverage is more 
difficult with the oscillator on the low side because the oscillator circuit covers a greater 
frequency ratio than the signal circuit, whereas on the high side it covers a smaller 
ratio. 

It is possible for external coupling between oscillator and signal circuits to exceed 
that which occurs due to internal coupling in the converter itself and it is advisable 
to check that the external coupling is negligible before investigating the effects of 
low-side and high-side oscillator operation, A valve voltmeter can be used across 
the circuit and the variation of the indication as the signal circuit is tuned through the 
oscillator frequency, with the circuit connected to and disconnected from the signal 
grid, shows the relative amount of coupling due to internal and external sources, 

A further desirable step in the investigation of short-wave performance is the de- 
termination of the best sensitivity that can be obtained by adjustment of the magnitude 
and phase of the oscillator voltage on the signal grid. This can be done by using a 
very small capacitor, variable in order to adjust the amplitude of the oscillator voltage, 
and connected between either signal-grid and oscillator grid or signal-grid and os- 
cillator plate to vary the phase of the oscillator voltage. In the absence of appreciable 
coupling within the receiver, some increase in sensitivity is usually obtained with 
a particular value of neutralizing capacitor, because maximum sensitivity is obtained 
not when the oscillator voltage on the signal grid is a minimum but when it is the 
correctly-phased maximum that can be present without signal-grid current flowing. 

Thus, when using a plate timed triode-hexode converter, it may be foimd experi- 
mentally that sensitivity is improved at 18 Mc/s with a 0.5 fifiF capacitor connected 
between oscillator grid and signal grid. In such a case it is usually possible to obtain 
a capacitance of approximately the correct value without using a separate component 
by a suitable arrangement of the wave-change switch wiring. 

However, when neutralizing is used, a measurement should be made of the effect 
of the neutralizing capacitance on the frequency stability of the receiver at 18 Mc/s. 
In general, sensitivity improvements due to oscillator voltage on the signal-grid must 
be offset against decreased frequency stability. The frequency shift in pentagrid 
converters of the 6SA7 type increases so rapidly with increased capacitance between 
signal-grid and oscillator grids that a neutralizing capacitance cannot be used in a 
normal short-wave receiver if a.v.c. is applied to the control grid. 

Unless special precautions are taken, grid current variations over the short-wave 
band are greater than desired. The increase at the high-frequency end of the band 
occurs because, although the coupling between primary and secondary of the oscillator 
coil which is required to maintain oscillation is reduced, the actual coupling remains 
imchanged. A small resistor (say 25 ohm J watt) wired between the tuned circuit 
and the oscillator grid is the usual method of obtaining reasonably imiform grid current 
over the band. The effective parallel circuit damping of the resistor in series with 
the capacitance of the oscillator grid is inversely proportional to the square of the 
frequency so that a large reduction in grid current can be obtained at the high-fre- 
quency end of the band without noticeably affecting the grid current at the low- 
frequency end. 

Such a resistor is sometimes also required to prevent squegging of the local oscillator 
when the amplitude of oscillation is high and the time constant of the oscillator grid 
circuit is much greater than the time required for one cycle of the oscillator frequency. 
For funher information on squegging see Chapter 35 Sect. 3(vi)C and Ref. 73. 

C. Frequency stability 

All the problems of frequency stability experienced with a separate oscillator (see 
Chapter 24) occur when the oscillator section of a converter is used as the local os- 
cillator in a superheterodyne receiver and in addition there are further causes of 
instability due to interaction between the oscillator and mixer sections of the valve. 

1. Frequency variations due to the local oscillator 

Local oscillators are always self-biased triodes so that the only potential applied to 
the circuit from external sources is the plate-supply voltage. Two common types 
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of frequency instability are du« to this link with the rest of the receiver. The first 
is " flutter " due to fluctuations in the B supply voltage as a result of the output- valve 
current varying at audio frequencies. These fluctuations vary the oscillator frequency 
so that the signal is continually detuned, giving a-f signals which make the " flutter " 
self-sustaining. The mechanism of " flutter "is more fully described in Chapter 35 
Sect. 3(vi)B and methods of overcoming it are given. 

The second detuning effect for which the B supply is responsible is due to the ap- 
plication of a.v.c. to the controlled stages of a receiver. This reduces the B current, 
causes the B voltage to rise, and thus produces detuning which will vary, for instance, 
with the instantaneous level of a fading station. 

Although in a particular case the detuning may not be sufficient to produce the 
symptoms described, it may still give unpleasant tuning at the high-frequency end 
of the short-wave band, a typical effect being that the receiver does not tune smoothly 
but jumps from one side of a signal to the other. 

When testing for these effects, modulated and immodulated signals of magnitudes 
varying from maximum to minimum should be used at the highest tuning frequency 
of the receiver and the volume control setting should also be varied. If equipment 
for measuring frequency shift is not available a useful test is to tune the receiver as 
accurately as possible to a large signal (perhaps 0.1 volt) with the volume control 
suitably retarded and then reduce the input to the smallest usable signal and turn 
up the volume control. If the signal is still timed, frequency shift may be considered 
satisfactory. The test should be repeated with different signal inputs in case positive 
and negative frequency shifts should cancel over the range of inputs first selected 

If flutter occurs on a large immodulated signal there are circumstances imder which 
it can be ignored. When the modulation is switched on it may be foimd that the 
output valve is severely overloaded, and that when the volume control is turned down 
to give no more than full a-f output the flutter may not occur. In such a case the 
flutter would not be noticed in normal use of the receiver and if a cure cannot be 
effected cheaply it may not be warranted* 

In practice it is found that frequency stability can often be improved by the simple 
expedient of increasing the oscillator grid current. In one particular triode-hexode 
the 18 Mc/s frequency shift for a given change in control grid bias was reduced to one 
tenth by increasing the oscillator grid current from 200 to 600 /x A. Frequency shift due 
to other causesj and with other types of converters can be improved in the same way, 
although in varying degrees. The improvement may of course have to be offset 
against a decrease in sensitivity and an increase in noise. 

A third type of oscillator frequency instability due to the B supply is experienced 
in F-M receivers. If there is a hum voltage superimposed on the B supply to the 
oscillator plate this will produce frequency modulation of the local oscillator, and the 
F-M detector will convert the resultant hum modulation of the signal carrier into 
a-f hum. 

2. Frequency variations due to the mixer 

The space charge adjacent to oscillator electrodes in a converter valve can be varied 
by altering the potentials on mixer electrodes. This, of course, gives rise to oscillator- 
frequency variations. The mixer screen voltage is particiolarly important because one 
of the two grids comprising the screen is adjacent to an oscillator electrode, so that it 
is desirable to keep this voltage as constant as possible. This frequently necessitates 
a separate decoupling resistor and capacitor for the converter screen because with a 
common supply to converter and i-f amplifier screens the appHcation of a.v.c to the 
i-f amplifier (even if the converter stage is not controlled) alters the mixer screen 
voltage and thus causes frequency shift. On rare occasions this shift may be used to 
offset another in the opposite direction due to a different effect. 

When frequency shift is troublesome it is desirable to isolate each of the causes 
and determine its direction, as cancellation is sometimes possible even if a complete 
cure is not. 

The effects upon oscillator frequency of varying a.v.c. voltages applied to a signal- 
grid electrode are more complex. With either outer-grid or inner-grid oscillator 
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injection a space charge adjacent to die oscillator grid can be varied by altering the 
direct potential applied to the signal grid. That this is not always the main source 
of frequency drift can be seen in some receivers with this type of instability by measur- 
ing the frequency shift for a given change in converter a.v.c. voltage with the signal 
generator connected firstly to the aerial terminal and then to the converter grid. It 
may be found that the frequency shift in the former case is many times that with the 
signal generator connected to the converter-grid, and it may even be in the opposite 
direction. 

This type of instability is due to coupling between oscillator and control-grid 
circuits. In Sect. l(iv)B of this chapter it is explained that at high frequencies it is 
usual for oscillator voltage to appear at the signal-grid of the converter. Coupling 
between signal- and oscillator-grid circuits results in some of this voltage being 
returned to the oscillator circuit and, in a manner similar to the operation of a re- 
actance-tube modulatorj this results in a modification of the effective capacitance at 
the oscillator grid. A constant variation of this capacitance would be of no signific- 
ance, but any alteration of converter operating conditions which resulted in a variation 
of oscillator voltage on the signal grid, e.g. the application of a.v.c. voltages, would 
alter the effective reflected capacitance at the oscillator grid and thus cause oscillator 
frequency shift. (Ref. 87). 

With a given set of conditions the simplest method of curing this type of fre- 
quency shift is usually to minimize the coupling between oscillator and signal grid 
circuits. In general, coupling is capacitive, partly within the valve and partly ex- 
ternal to it. In most modem valves the internal capacitance is not troublesome and 
to effect a cure it may be necessary to separate short-wave aerial and oscillator coils 
from each other, to separate the wiring from the two grids or from the two sections of 
the gang condenser, and to use wave-change switch contacts on the opposite side of 
the wafer. In the particular case of the 6BE63 it is desirable to reduce the external 
capacitance between the two grids of the valve to 1 ^^F or less. 

Another possible cure for this type of frequency shift is the use of harmonic mixing, 
in which the frequency difference between signal and oscillator circuits is so great 
that no significant amount of oscillator frequency voltage appears on the signal grid. 

3. Tuned-plate operation 

An analysis of timed-grid and tuned-plate oscillators (Chapter 24 Sect. 2) shows 
the differences between the two types of operation. However, it is mainly because 
of the structure of some types of converters that tuned-plate operation is preferable. 
When the oscillator section of a converter has a common electron stream with the 
mixer section, the osdllator-plate electrode is designed to modulate the electron 
stream as litde as possible since modulation by the oscillator plate cancels that from 
the oscillator grid. It is also desirable in equipment design to keep the oscillator 
plate alternating voltage as small as possible. With a tuned-grid oscillator, the plate 
voltage is smaller than the grid voltage and the reverse is the case with a tuned-plate 
oscillator. Accordingly, timed-grid oscillators are always used for converters having 
a common electron stream for the oscillator and mixer sections. 

Triode-hexode and triode-heptode converters have a separate triode for use as a 
local oscillator, and oscillator injecdon into the mixer secdon is carried out by a special 
injector grid which is in most cases internally connected to the oscillator grid. The 
capacitance and coupling effects of the injector grid are thus introduced into the 
oscillator circuit, and if a tuned-grid oscillator is used they appear direcdy across the 
tuned circuit. 

However with a tuned plate oscillator these effects are coupled to the tuned circuit 
from the oscillator primary winding and their effect is thus minimized. An im- 
provement in oscillator frequency stability, with respect to the effect of a.v.c. applica- 
tion to the signal grid, of five times has been measured with a typical triode-hexode 
on converting from a tuned-grid to a tuned-plate oscillator, while frequency shift 
for a given change in B supply voltage was halved under the same conditions. 

4. Harmonic mixing 

Many of the difficuldes experienced in high-frequency applications of converters 
are due to the small percentage of frequency difference between the oscillator and 



www.pmillett.com 



25.2 



(ii) SHORT WAVES 



995 



signal-frequency circuits. It was shown in Sect. 1 of this chapter that a sinusoidal 
oscillator voltage applied to the injector grid of the mixer section can also give mijcing 
at harmonics of the oscillator frequency. By taking advantage of this inherent con- 
verter charaaeristic it is possible to separate widely the resonant frequencies of the 
oscillator and signal frequency tuned circuits and thus eliminate many difficulties 
in high-frequency converter applications. 

There are disadvantages to harmonic mixing but in some cases they are outweighed 
by the advantages to be obtained. Firstly there is some loss in sensitivity over a part^ 
at least, of the tuning range and secondly there are spurious responses due to incoming 
signals mixing with the oscillator fundamental. 

With careful design the loss in sensitivity is small. In the normal 6 to 18 Mc/s 
short-wave range it will probably not be greater and may be less than 2 db from 10 
to 18 Mc/s. The maximum loss is usually at 6 Mc/s, and shoiild not exceed 3 db, 
about 2 db or less being normal. Even when the converter is the first valve in the 
receiver no serious decrease in signal-to-noise ratio of the complete receiver should 
be experienced. 

Because o.. a number of secondary effects which occur with harmonic mixing, this 
performance is better than would be expeaed from an investigation of maximum 
second harmonic conversion transconductance alone, although it presupposes that 
the best conditions for harmonic mixing are used. It will be found that higher grid 
current is necessary, particularly at the low-frequency end of the band, and a lower 
value of grid leak than normal is often useful in obtaining maximum sensitivity. In 
general, it is desirable to investigate the converter conditions carefully, as described 
previously, and for satisfactory performance inner-grid mixers should operate with 
the second harmonic of the oscillator on the low-frequency side of the signal. 

The reason for this is as follows. The modulation of the electron stream by grid 1 
gives a transconductance-time curve similar to Fig. 25. IB, and the space charge in 
front of the signal grid fluctuates at the same rate. This fluctuation, although of the 
same frequency as the local oscillator, has large harmonic components and since the 
space charge is coupled capacitively to the signal-grid circuit and this is tuned ap- 
proximately to the second harmonic frequency, most of the voltage induced into the 
signal-grid circuit is at the frequency of the second harmonic of the oscillator. This 
second harmonic voltage remodulates the electron stream with a phase which depends 
on whether the signal frequency circuit has capacitive or inductive reactance at the 
second harmonic frequency so that the re-modulation aids or opposes, depending on 
its phase, the original second-harmonic modulation by grid 1. For inner-grid in- 
jection converters, the oscillator second-harmonic frequency should be lower than the 
signal frequency for aiding re-modulation. 

It will be found that with harmonic mixing the same padder can be used as that 
required for the same frequency coverage with fundamental mixing. 

Although the spurious responses which arise due to fundamental mixing are a 
disadvantage of harmonic operation, a tuned r-f stage ahead of the converter will 
reduce them to neghgible proportions, not greater than —60 db in a typical case. 
Moreover, even when fundamental mixing is used there are responses, although 
smaller ones, due to signals mixing with the oscillator harmonics. Fundamental 
spurious responses 30 db below the signal could be taken as representative of receivers, 
without a r-f stage, using second-harmonic mixing so that these responses cause 
appreciably less interference than the normal image. 

The benefits to be obtained from harmonic mixing are evident when operating, 
for example, the 1R5 converter on the 6 to 18 Mc/s short-wave band. Because the 
1R5 has no separate oscillator-plate electrode, an oscillator circuit is often used in 
which the screen is connected to the oscillator primary winding to operate as the 
oscillator plate, A neutralizing capacitor is then needed between signal grid and 
oscillator grid and the determining of a suitable capacitance and its tolerances, the 
minimizing of coupling between signal and oscillator circuits and the stabilizing of the 
oscillator with reference to supply-voltage variations involve a considerable amount 
of work, as does the duplicating of the results in production receivers. 
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However^ with harmonic mixing neutralizing is not required. This is because a 
neutralizing capacitor is used with a 1R5 to balance-out the grid 3 oscillator VOltagC 
due to internal capacitive coupling from grids 2 and 4 and not due to space charge 
coupling. Since the oscillator frequency voltage on grids 2 and 4 is developed across 
a tuned circuit the harmonic content is low, and thus with harmonic mixing the 
second harmonic voltage developed on grid 3 is low. Moreover, no other voltages 
of any magnitude appear on grid 3 because, at frequencies other than those in the 
vicinity of the oscillator second harmonic, the impedance between grid 3 and ground 
is small. 

Thus a major difficulty experienced with fundamental oscillator frequency voltage 
on the control grid, is eliminated by harmonic operation. On the other hand the 
small amount of second-harmonic voltage that does appear on the grid 3 cannot be 
neutralized because no source consisting only of second harmonic voltages is available. 

Another feature of harmonic operation of the 1R5, and similar types of converters, 
is that sensitivity is increased by negative input impedance at high frequencies due 
to a negative transconduaance between the signal grid and screen and to large capacit- 
ance between these electrodes. The oscillator primary winding aas as a capacitive 
load at signal frequencies and feedback through the inter-electrode capacitance 
produces negative resistance across the signal-grid circuit. 

In a normal case, the amount of regeneration is small, but if there is an unusually 
large impedance in the screen circuit, e.g. if a very large oscillator primary winding is 
used, the regeneration may become excessive. 

The regeneration is not usually noticed when the oscillator fundamental is used 
for mixing because, as the screen circuit impedance is increased, the feedback of 
oscillator frequency voltage from screen to signal grid becomes excessive before 
noticeable signal-frequency regeneration occurs. 

Another aspect of harmonic mixing, common to all types of converters, is that 
because the signal and oscillator circuits are tuned to widely differing frequencies, 
coupling between the two circuits can be ignored and variations of coupling within 
the valve due to changing electrode potentials have little effect on the frequency of the 
local oscillator. The improvement in stability during alignment is very noticeable 
and in most cases the need for rocking the tuning control while aligning the short- 
wave aerial trimmer disappears. 

Frequency stability due to effects such as varying oscillator-input capacitance 
is not improved by harmonic oscillator operation because in general the oscillator 
tuning capacitance is unchanged at a given signal-frequency setting so that for a given 
capacitance change the frequency change is proportional to frequency. Although 
the oscillator operating on half the normal frequency has half the normal shift, the 
second harmonic will be no more stable than an oscillator fundamental on the same 
frequency. 

(iii) Types of converters 

A. Outer-grid oscillator injection 

Converters using outer-grid oscillator injection always have a separate oscillator 
section and are characterized by relatively good oscillator-frequency stability, re- 
lative freedom from interaction between oscillator and signal circuits on high fre- 
quencies and positive input loading of the signal-grid circuit, which increases in 
proportion to the square of the frequency. 

In the absence of undesired coupling between signal and oscillator-grid circuits, 
improved sensitivity will be obtained on short waves with these types by operating 
the oscillator at a higher frequency than the incoming signal. 

(1) Type 6J8-G : The electrode arrangement of the triode-heptode type 6J8-G 
is shown in Fig. 25.23. This converter is very stable in operation which makes it 
useful in dual-wave receivers in spite of its low conversion transconductance. It 
has a high plate resistance (4 megohms) imder recommended operation conditions 
so that the use of a high impedance first i-f transformer is more effective in increasing 
conversion gain than in the case of other converter types, for example the 6A8-G. 
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It is desirable not to apply a.v.c. to the 6J8-G on short waves if this is possible^ 
but if a.v.c. is used a tuned-plate oscillator circuit will greatly improve the frequency 
stability. 

(2) Types 6A£8, X79 and X61M : The electrode arrangements of these triode- 
hexodes is similar to that of Fig. 25.23 but there is no suppressor grid adjacent to the 
plate. Because of this it is necessary in circuit design to avoid conditions whicl; may 
lead to secondary emission from the hexode plate to the screen. 

Frequency stability with respect to B voltage variations is good, although it is de- 
sirable to use plate tuning of the oscillator if a.v.c. is applied to the hexode section 
on short waves. The conversion transconductances are high (approximately 750 
micromhos with 2 volts bias and a screen voltage of 85) and few special precautions 
are required to obtain non-critical operation and good performance on the broadcast 
and short-wave bands. 
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Fig, 25.23. Electrode 
arrangement of the triode- 
heptode type 6J8-G. 



FIG 25.25 

Fig, 25.25. Electrode ar- 
rangement of the pentagrid 
type 6AS(G). 



The operating characteristics of most outer-grid injection triode-hexodes are similar 
to those of the above types, 

B. Inner-grid oscillator injection 

Converters using inner-grid oscillator injection, with the exception of the 6K8(G), 
have combined oscillator and mixer sections using a common cathode stream. In 
general the oscillator frequency stability is poorer than that of outer-grid injection 
types and coupling between control and signal grids is greater, although modern 
valves are much improved in these respects. Under maximum gain conditions the 
input loading of the signal grid is negative but becomes less negative and ultimately 
positive as the signal grid bias is increased. 

To obtain maximum short-wave sensitivity without neutralizing, the oscillator 
should operate on the low-frequency side of the signal. 

(1) Type 6A8-G : The structure of the pentagrid (or heptode) type 6A8-G is 
shown in Fig. 25.25. It will be noticed that the oscillator plate consists only of two 
side rods without a normal gtid windings and that there is no suppressor grid, which 
leads to a low plate resistance (0.36 megohm under typical operating conditions). 
Nevertheless the conversion transconductance of 550 micromhos is sufficient to give 
reasonable conversion gain. 

When used with high impedance i-f transformers the 6A8-G may introduce some 
grid loading at the low-frequency end of the broadcast band due to feedback (Miller 
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Effect) from the plate circuit to the control grid through the relatively high (0,26 /x/xF) 
plate-to-grid capacitance. This effect is normally only just noticeable but may be 
aggravated by locating the 6A8-G against the back of the signal-frequency section 
of the tuning condenser so that appreciable capacitance is present between the plate 
of the valve and the stator assembly of the gang. The effect shows up as apparently 
poor aerial coil gain so that the cause may not be suspected. It is not of course peculiar 
to the 6A8-G but the aheady high plate-to-grid capacitance, the size of the valve and 
the lack of internal or external shielding make the effect more likely to occur with this 
type. The effect may be minimized by external shielding of the valve. 

Part of the oscillator plate (grid 2) current is due to electrons which have passed 
from the cathode through grids 1 and 3 and then been repelled by grid 4 back through 
grid 3 to grid 2 again. The oscillator charaaeristics and thus the oscillator frequency 
stability are therefore very dependent on the potentials applied to grids 2, 3 and 4 and, 
for shon wave operation, a.v.c. should not be applied to the valve. In addition it 
may be necessary to decouple the oscillator-plate voltage supply with an electrolytic 
capacitor and even to obtain it directly from the rectifier output—suitably decoupled 
to eliminate hum— in order to avoid feeding a-f variations from the output valve back 
to the oscillator plate and thus causing flutter. 

To obtain consistent performance it is desirable to keep the oscillator-plate voltage 
higher than the screen voltage. 



I D— 1 j- S CREEN 

frTirn 



0 0 0 0 



OSC.GRID V l—rS" 

(ro— 1 \ pt^ 

oo6oop,o6o6o 



OSC. PLATE 
CATHODE 



SHIELD TIED TO CATHODE 



OSC.GRID 
SiG.GRrD 

■» o o 
o o o o o 

0 0 0 0 0 

0 o o o o 

0 0 0 0 0 

o o o o o 

0 0 0 0 0 

0 o o o o 

0 0 0 0 0 

0 0 0 0 0 

0 0 0 0 0 

y O 0 0 o 

SUPPRESSOR 
CATHODE 



r 



o o o o o 

0 0 0 0 0 

0 o o o o 

0 0 0 0 0 

o o o o o 

0 0 0 0 0 

0 0 0 0 0 

O 0 0 o o 

o o o o o 

0 0 0 0 0 

9 0 0 0 0 



(iJljil 




SHIELD 

F!G. 2S.?^ FIG. 25.27 

Fig. 25.26. Electrode at- Fig. 25.27. Electrode ar- 

rangement of the triode- rangement of the pentagrid 

hexodc type 6KS(G). type 6SA7{GT). 

(2) Type 6K8-G : The structure of the inner-grid injection triode-hexode type 
6K8-G is shown in Fig 25.26. It was designed to provide more stable short-wave 
performance than the 6A8-G and has a higher oscillator transconductance and operates 
with lower oscillator excitation. Its lower conversion transconductance (350 mic- 
romhos) gives a lower conversion gain than that obtainable from the 6A8-G although 
the plate resistance (0.6 megohm) is higher. 

A.V.C. can be applied to the 6K8-G on short-waves but the frequency stability 
with respect to changes in other electrode voltages is only fair, 

(3) Types 6BE6 and 6SA7(GT) : The main point of interest in the structure 
of the pentagrid types 6BE6 and 6SA7(GT), Figs. 25.27, and 25.29 is that there is no 
electrode which functions only as an oscillator plate. 

By the omission of this electrode, it is possible to obtain a relatively high oscillator 
transconductance, without greatly increasing the total cathode current. 

The oscillator circuits employed with these types have certain unconventional 
features and Fig. 25.28 may be taken as typical. The lack of a separate oscillator 
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plate results in certain disadvantages in short-wave performance but because a voltage 
supply is required for one less electrode than usual the cost of components required 
is a minimum. The main difference between the 6BE6 and the 6SA7(GT) is the 
considerably higher oscillator transconductance of the 6BE65 due to the use of a 
formed No. 1 grid in this type. 

When the circuit of Fig. 25.28 is used, the oscillator provides peak plate current 
at the instant when the oscillating voltage {Ej,) on the cathode (with respect to ground) 
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FIG. 25. 2B 

Fig, 25.28. Typical self -excited converter circuit for type 6SA7{GT). 



and the oscillating voltage (Bg) on the No. 1 grid are at their peak positive values. 
For maximum conversion transconductance this peak value of plate current should 
be as large as possible. The effect on plate current of the positive voltage on the 
cathode is approximately the same as would be produced by an equal voltage of 
negative sign applied to the signal grid. Hence the amplitude of oscillator voltage 
on the cathode limits the peak plate current. This amplitude should therefore be 
small. 




Fig. 25.29. Electrode arrangement of 
pentagrid type 6BE6. 



During the negative portion of an oscillation cycle the cathode may swing more 
negative than the signal grid. If this occurs, positive signal-grid current will flow 
unless the oscillator grid is sufficiently negative to cut-off the cathode current. This 
sigtial-grid current flowing through the signal-grid circuit resistance will develop a 
negative bias on the signal grid and may also cause a negative bias to be applied to the 
i-f and r-f stages through the a.v.c. system. As a result, sensitivity will be decreased. 
In order to prevent signal-grid current, the d.c. bias developed by the oscillator grid 
shovild be not less than its cut-off value. 
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Because the peak plate current depends on how far positive the oscillator grid 
swings with respect to the cathode, it is desirable that this positive swing be as large 
as possible. It follows that the oscillator grid-leak resistance should be low, but 
not so low as to cause excessive damping of the tank circuit. It has been found, 
for operation in frequency bands lower than approximately 6 Mc/s, that all these 
requirements are generally best satisfied when the oscillator circuit is adjusted to 
provide, with recommended values of plate and screen voltage, a value of Ej, of ap- 
proximately 2 volts peak, and a dx. oscillator-grid current of 0.5 mA through a grid- 
leak resistance of 20 000 ohms. This will give a peak positive voltage of the oscillator 
grid with respect to cathode of about 4 volts 

On the normal short-wave band of 6 to 18 Mc/s, minimum grid current occurs 
at the low-frequency end of the band and the design procedure consists in adjusting 
the oscillator circuit so that sufficient grid current (200 fiA minimum) is obtained at 
6 Mc/s without developing excessive cathode voltage (approximately 2.5 volts r.m.s. 
maximum) at 18 Mc/s. The oscillator-grid bias is then somewhat less than cut-off 
at 6 Mc/s, but the signal-grid current should not be so high as to cause trouble. 
Oscillation at the high-frequency end of the band however, may be greater than 
optimum unless a grid stopper is used, but over-excitation will improve frequency 
stability. 

If, for manufacturing reasons, the use of a tapped coil is not desirable, a normal 
primary winding can l5e used for the cathode connection, although it will be necessary 
to reverse the connections from those for a plate-tickler oscillator. This coil arrange- 
ment allows one side of the padder to be grounded. 

Another method of connection which is satisfactory for the broadcast band is to use 
a plate-tickler oscillator circuit with the screen electrode as the oscillator plate and the 
cathode grounded. This connection can also be used on the short-wave band but 
the interaction between signal and oscillator circuits causes severe pulling and other 
associated troubles. A neutralizing capacitor between signal and oscillator grids 
will minimize these effects — neutralizing is not recommended with a cathode-coupled 
oscillator — and an alternative system is the use of harmonic mixing. 

Whenever the screen is connected to an oscillator primary winding the oscillator 
voltage on this electrode must be kept to a m.inimum, i.e. primaries must have as few 
turns as possible with maximum coupling to secondaries. In addition, it is often 
desirable to use a small carbon resistor in series with the oscillator grid electrode to 
prevent the oscillator voltage on the screen from rising excessively at the high-fre- 
quency end of the band. The reasons are^ firstly, that modulation by the oscillator 
voltage on the screen is out of phase with the modulation due to the oscillator grid, 
which decreases conversion sensitivity and, secondly^ that as the signal grid is between 
the two electrodes forming the screen a large oscillator voltage on the screen results^ 
through capacitive couplings in a comparatively large oscillator voltage on the signal 
grid^ particularly on short waves. This voltage can be neutralized, but normal 
neutralization is effective for only one frequency and set of operating conditions and 
when a large amount of neutralization is used and a balance between two large equal 
and opposite voltages is obtainedj any small change in conditions results in a large 
oscillator voltage reappearing on the signal grid. 

The arrangement of shields on grid 2 and of the siderods of grid 3 make the oscillator 
section of these types much more stable with respect to electrode voltage variations 
than the 6A8-G, and it can be used satisfactorily with a.vc applied on short waves. 

Nevertheless in any short-wave application care must be taken to reduce to a mini- 
mum any coupling between signal and oscillator grids if frequency stability is to be 
satisfactory. In the case of the 6BE6, the external capacitive coupling between 
oscillator and signal grids should be limited to 1 /x/xF for satisfactory short wave per- 
formance. 
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Fig. 25.31. Self -excited IR5 converter Fig. 25.32. Circuit for short-wave oper- 
circuit. ation of 1R5 converter. 

(4) Type 1R5 : The electrode structure of the 1R5 is similar to that of the 6BE6 
and 6SA7(GT) without the shields on grid 2, and with a filament instead of the heater 
and cathode. Circuits for use with the 1R5 are complicated by the lack of a separate 
cathode electrode but this may be overcome by using a choke as shown in Fig. 25.31 
Alternatively the choke may be omitted and a filament lead returned to A+ through 
a separate winding of the same number of turns as, and wound over the tapped section 
of, the oscillator coil. 

However, neither of these circuits is satisfactory on short waves if the full range — 
6 to 18 Mc/s — is to be covered, and even on the broadcast band there may be diffi- 
culty in obtaining sufficient grid current. The circuit of Fig. 25.32, with or without 
the padder feedback shown, is more suitable. 

Neutralizing is desirable on short waves if conversion is carried out with the oscillator 
fundamental. The neutralizing capacitor should be connected across the short-wave 
coils only, because a different value is normally required on the broadcast band, and 
oscillator voltage on grid 3 is usually less with no neutralizing than with the capacitance 
(from 2^ to 5 ^/iF) required on short waves. 

The purpose of the neutralizing capacitor in a circuit such as Fig. 25.32 is not so 
much the balancing out of oscillator voltage due to the space charge in front of grid 3, 
but the neutralizing of a voltage due to capacitive coupling between grid 3 and grids 
2 and 4, Therefore, as previously mentioned, it is essential to reduce the oscillator 
voltage on the screen to the lowest practicable value. 

If there is a tendency for the 1R5 to squeg at the high-frequency end of the short- 
wave band it is often possible to save the small carbon resistor in the oscillator grid 
lead, which is the usual cure, by reducing the value of oscillator grid leak to say 30 000 
ohms or slightly lower. This frequently increases sensitivity, other conditions being 
unchanged, and it is worth trying even if there are no signs of squegging. In most 
receivers the oscillator grid circuit damping caused by the low value of oscillator 
grid leak or by the grid stopper is desirable to reduce the oscillator voltage on the 
screen of the converter at the high-frequency end of the band with a consequent im- 
provement in sensitivity. 

A very satisfactory way to operate the 1R5 is to use harmonic mixing as described 
previously. The increased freedom in layout, the increased stabihty in all respects— 
which simphfies production alignment — and the removal of the need for neutralizing 
more than compensate for the slight disadvantages which in any case are of little 
importance if the receiver has a r-f stage. 
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SECTION 3 : SUPERHETERODYNE TRACKING 

By B. SandeLj A.S.T.C. 

(0 General (ti) (A) Formulae and charts for superheterodyne oscillator design 
(B) Worked examples (Hi) (A) Padded signal circuits (B) Worked example, 

(i) General 

The problem of tracking (whether it be in a straight or a superheterodyne receiver) 
is to set, simultaneously^ to some desired resonant frequency, each of a series of tuned 
circuits which are mechanically coupled together and operated from a single control 

In a superheterodyne receiver the problem is one of maintaining a constant fre- 
quency difference (equal to the intermediate frequency) between the signal circuits 
(such as the aerial and r-f stages) and the oscillator circuit. It is a relatively simple 
matter to make the difference between the signal and oscillator frequency equal to 
the i-f at two points in the tuning range. This condition is called two point tracking, 
and is applied whenever the error in ftequency difference between the circuits does not 
become a large percentage of the total pass band. Where the tuning error is likely 
to become excessive, it can be reduced by the addition of another component, in the 
form of a capacitor or inductor, into the oscillator or signal circuits. In this case it is 
possible to proponion the circuit components so that zero frequency error exists 
between the intermediate frequency and the difference between the signal and os- 
cillator circuits at three frequencies in the tuning range^ instead of two ; furthermore 
the error at frequencies between the tracking points is appreciably reduced. 

The most usual application of three point tracking has been in receivers covering 
the standard long, medium and short wave bands, and where the tuning element is a 
variable capacitor. For this reason attention will be confined to this system of tuning 
and a suitable design method will be detailed. Those interested in tracking per- 
meability tuned circuits are referred to the articles of Refs. 107 and 111. These 
give a method of three point tracking using identical variable inductors in the signal 
and oscillator circuits. 

It is necessary to point out 
that the theoretical solutions, 
so far published, of the three 
point tracking problem are all 
idealized in so far that they 
ignore in part, or completely, 
the effects of primary wind- 
Fices. 33 ^ ' °" signal and oscilla- 

tor coils. The best approach 
Fig, 25.33. Circuits used for tracking analysis. under these conditions ap- 
pears to be to select a method of determining values for circuit components which 

(a) Does not involve an excessive number of arithmetical operations and will allow 
the use of a sHde rule (or four figure logs) for all calculations, except in special cases. 

(b) Gives values for the components that fall within a few per cent of those actually 
required in the circuits. 

(c) Allows the change required in other circuit components to be rapidly estimated, 
when the value of one component in the circuit is changed by an amoxmt which falls 
within a previously determined range of values. 

(d) Lends itself to graphical methods of estimating the component values. 
After the component values have been calculated it is usually advisable to build 

a pilot model receiver in which the values of all the elements (padder, coils and trim- 
mers) can be varied over a small range (say ± 10%). In this way it is a fairly simple 
matter to secure tracking at the three points required, and at the same time to de- 
termine what tolerances are permissible in the component values before mistracking 
becomes excessive. Fixed padders and coils can then be used for further models 
of the same receiver ; although produaion difficulties can be reduced by using 
slug '* inductance variation in the oscillator coils as well as the usual variable parallel 
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capacitance trimmers in the oscillator and signal circuits (many receiver manufacturers 
also use " slug *' tuning of the signal circuits). 
A few points which may be of interest are : 

(1) The tracking error on the broadcast bands need not exceed a few Kc/s e.g. 
the error between tracking points need not exceed about 3 Kc/s on the 540-1600 Kc/s 
medium wave band using tracking frequencies of 600, 1000 and 1400 Kc/s. This 
error is negligible, in most cases, since the oscillator tuning takes charge and the lack 
of alignment affects the aerial and r-f circuits which are relatively unseleaive. 

A typical curve of tracking errors is shown in Fig. 25.34. 

(2) High impedance primaries, on the aerial and r-f coils, are practically always 
used in modern receivers covering the medium waveband. The coefficient of coup- 
ling in aerial and r-f coils, and the location of the primary resonant frequencies have 
very important effects on tracking. Suitable values for these factors are discussed 
in Chapter 23, Sects. 2 and 3. 

(3) When a series capacitance (padder) is used in the oscillator circuit only, the 
operating frequency of the oscillator must be higher than the signal frequency if 
three point tracking is to be secured. 

Three point tracking is obtainable if both the signal and oscillator ciroiits use 
series padders, whether the oscillator frequency is higher or lower than the signal 
frequency provided, of course, that the component values are correctly proportioned. 
If only the signal circuits are padded the oscillator frequency must be lower than 
the signal frequency to obtain three 
point tracking. 

A typical example of padding of 
the signal and oscillator circuits oc- 
curs in band-spread receivers, where 
the short wave band is covered in a 
number of steps (e.g. 6 bands may be 
used to time f'-'^m 6-18 Mc/s), and it 
is required to have approximately 
straight line frequency tuning with a 
standard variable capacitor (i.e. one 
whose capacitance versus rotation 
approximates to a straight-line fre- 
quency law). The tuning law need 
not be linear, however, and the shape of the calibration curve is largely under the 
control of the receiver designer. 

(4) Care is necessary in the placement of components so as to minimize untracked 
stray capacitances. For example, the padder may be placed at the earthy end of the 
oscillator coil to assist in this regard. 

(5) The selection of the best tracking points to give minimum error over a band of 
frequencies has received considerable attention from a number of designers. It 
has been generally accepted that the tracking error is reduced by setting the two outer 
tracking points somewhat in from the band limits, and locating the third tracking 
point at the geometrical-mean frequency (or some frequency near this value) of the 
outer tracking frequencies. However, it has been shown by Green (Ref. 105) that 
the maximum tracking error is reduced by bringing the high frequency point in 
from the band limit, setting the low frequency tracking point at or very close to the 
band limit, and making the third frequency the geometrical-mean of the two outer 
tracking frequencies. It has also been shown that the tracking errors are independent 
of the manner in which the total trimming capacitance is distributed across the os- 
cillator coil and the variable capacitor ; although it should be noted that the manner 
in which these capacitances are distributed can have an adverse effect on the L/C 

ratio, particularly at low frequencies. 

(6) Although the details set out in (5) are of interest they result in additional com- 
plication in the initial receiver design. A more suitable arrangement, for preliminary 
calculations, is to take the band limits as coinciding with the two outer tracking fre- 




www.pmillett.com 



1004 



TRACKING— (i) GENERAL 



25.3 



quencieSj and make the third point either the arithmetical-mean or geometrical-mean 
of the outer frequencies. This^eads to fairly simple design calculations^ and gives 
values for the components which are reasonably close to the optimum. The small 
differences in component values required to set to the optimum tracking frequencies 
(or whatever the designer chooses) can then be made experimentally. It should be 
observed that it has been usual to align receivers to tracking points on various bands 
which have been established by long practice as giving sufficiently satisfactory results 
e.g. on the medium wave band 600^ 1000 and 1400 Kc/s are in common use, but 
these are a compromise, due partly to a lack of more exact knowledge, and also because 
of the frequency allocations of the main broadcasting stations. If a station were to be 
located at, say, 540 Kc/s then the loss in receiver sensitivity, due to mistracking, 
would be serious if 600 Kc/s were to be taken as the low frequency tracking point. 

(7) The feedback winding on the oscillator coil should be as small as possible, 
consistent with correct oscillator operation, if good tracking is desired. For minimum 
error the oscillator feedback winding should have its natural resonant frequency 
well above the highest oscillator tuning frequency ; this means that stray capacitances 
across the winding should be kept as low as possible. The natural resonant frequency 
is important because the coefficient of coupling between the two oscillator coil wind- 
ings is usually large, and the amount of reactance reflected into the tuned circuit not 
only varies with frequency, but also sets a limit to the maximum possible tuning 
range. The limitation in timing range is a particularly serious factor in receivers 
covering the short wave range in one band. 

An additional and important reason for making the feedback winding as small as 
possible, is that for good oscillator stability the highest possible coefficient of coupling 
should be used, consistent with the smallest possible value of mutual inductance 
(M - WT^T,). 

(8) When tracking a superheterodyne receiver at three points in the tuning range 
(we will assume that the oscillator frequency is higher than the signal frequency) 
it often happens that the centre tracking (crossover) frequency does not fall at the 
frequency required. The question then arises as to how the oscillator series padder 
value should be altered. 

First the signal circuit trimmer capacitance (or inductance) is altered so as to give 
maximum output. If the capacitance was increased then the oscillator series padder 
should be increased. For a decrease in signal trimmer capacitance (or inductance) 
the oscillator series padder should be decreased. 

Complete re-alignment and re-checking is necessary after the padder value has 
been altered and it is important to remember that the oscillator inductance and trim- 
mer capacitance values will also require alteration. This is a simple process when the 
oscillator coil is " slug '* timed, and the trimmer capacitance is adjustable. 

Fig. 25.34 is also helpful in this regard, and the tracking error can be considered 
in terms of if so desired. It should be clear that if the value of Lq is increased 
the padder value should be decreased (and vice versa) to retain the desired oscillator 
frequency coverage, 

A good alignment procedure is to set first the signal and oscillator circuits at the 
band limits. Tracking is then obtained at the required points by setting the signal 
generator to the required tracking frequency and rocking the receiver dial while 
altering the oscillator trimmer capacitance (at the high frequency tracking point) 
and the oscillator inductance (at the low frequency tracking point) until maximum 
signal output is obtained. Tracking at the centre frequency can be checked either 
by alteration of the signal circuit trimmers, which have not been altered after the 
initial adjustment at the band limits, or, alternatively, by leaving the signal circuit 
trimmers untouched and rocking the receiver dial while adjusting the oscillator 
inductance (or capacitance) for maximum output. It is preferable to track the os- 
cillator to the signal circuits since these give the required tuning law. A complete 
re-check is always necessary after the initial alignment procedure is completed Of 
course correct tracking can be obtained by a nuniber of methods, but the procedure 
suggested above has proved very satisfactory for receiver development. 
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(ii) (A) Formulae and charts for superheterodyne oscillator design 

The equations quoted below are due to Payne- Scott and Green (Ref. 102) and 
Green (Refs. 103^ 105), Design charts are available in the references for the cases 
of arithmetical-mean and geometrical-mean tracking. The charts shown in Figs. 
25.35 to 25.39 are for geometrical-mean tracking only. 

For the circuit arrangements used in the derivation of these equations see Fig. 25.33. 




oil 1 1 1 I I 1 \ \ I 

'0 '2 1.4 1.6 1.8 2.2 2.4 2.6 2.6 3 0 

A 

FtG. 25.35 

Fig. 25.35. Cham giving T^^^^ for geometrical-mean tracking. 
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Notation for the equations 

wi = 2?: X low-frequency tracking point of the signal circuit {f{) 
=^ 2tt X high-frequency tracking point of the signal circuit (/a) 

W3 = 277 X third tracking frequency for the signal circuit (/a) 
= 277 X intermediate frequency (/^) 

fi 

P ^ ^2 + fz + fi 

+ fl + fi 

^ ~ ~ /l 

L,Lo — signal and oscillator inductances 

Gmax ~ incremental capacitance of each section of the ganged capacitors (i.e. 

difference between the maximum and minimimi values of the capacitor) 
T = capacitance in signal circuit at signal frequency (includes gang min. 
cap.) 

Tj = fixed capacitance in parallel with 

Tc = fixed capacitance in parallel with G in the oscillator circuit 
P — oscillator padding capacitance. 
When the extreme tracking points do not coincide with the band limits, the follow- 
ing additional notation is required. 

=2-77 X low-frequency limit of signal band (//) 
oja' = 27r X high-frequency limit of signal band (/2O 

fl 

O'rnax = ^oisd incremental capacitance of each section of the ganged capacitors 
between signal frequencies and /a' 
T' = T less the incremental capacitance of each section of the ganged tuning 

capacitors between signal frequencies /a and /a' 
Tc ^ less the incremental capacitance of each section of the ganged tuning 
capacitors between signal frequencies /a and /a'. 

Signal circuits : 

For the tracking points coincident with the band limits. 

^ ~ a2 - r 

1 25 330 

L = -= — r (or L = „ . g where T is in ^fiF and / is in Mc/s) 

Oscillator circuit : 

For the tracking points coincident with the band limits. 

_ G max 



- 1 

G max 



and 



r/S" - 1 
2 1 + 
1 + 



2(a - ffi 



- l)(a + y) 
2(a - /3) 



- 1X1 + y) 
For the case of arithmetical-mean tracking 

l^i.e./3 = 

_ a 2 3 + g 1 + 3^ 
^ = ^2 '3 + ^*1+ 3a 

For geometrical-mean tracking (i.e. /a = V/1/2) 
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_ D _ ^ 2)8 + (1 + ffioc-^ 
^ ^ JS^ ' 2a + (1 + )3)aJ 
(a) General formulae for padding and trimming capacitances. 
(1) T, given. 

P — P — T = P A- T " T 

* — * max ■*■ c * mm i ■* c ^ c 



(2) given. 



2 N ^ -Pmin 

^ P max P ~ P min 'P c 

Formulae when <^ P 

P = + 



error in P is given by — (^') x 1*^*^ P^r cent. 

Y 2 

error in is given by 55 — — r- x 100 per cent. 

(b) Formulae for inductance of oscillator coil 

/P \2 1 P P 1 



. \2 (Pmax\^ 1 



max max 

_ 25 330 X P„,,P„a, 
or I-o - j.^^ ^ y^). 

max 

(capacitances in /i/iF, frequencies in Mc/s) 

(c) Relations between P^taxj Pmim > and 7^ 

p _ p _L T 
^ max — ■* min i c 

p TT 
P T 

ma I 

(d) Relations between oscillator-circuit components. 

The effect of a change in value of one component of the oscillator circuit on the 
values required for the other components can be found from the following expressions ; 



=(1 + 



SP 



where SLq, etc. means a small change in Lqj etc. These changes must give values 
of P, Tc etc. which lie between the limits of the maximum and minimum values 
(Pmaxi Pmin) ^tc.) of the componcnts considered. 

(e) Auxiliary formulae when the outer tracking frequencies do not coincide with 
the band limits 



T, ~ T/ ^ T - T 
(B) Worked examples 

To illustrate the application of the equations and charts, worked examples are 
appended. 

A tuning capacitor is available having a capacitance range of 12-432 /^/xF. It is 
required to tune over the range of frequencies 530 to 1620 Kc/sj and the i-f of the 
receiver is 455 Kc/s, Determine the component values foi the signal and oscillator 
circuits. 
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For ease of working the outer tracking frequencies will be made coincident with 
the band limits, and the third tracking frequency (/a) will be taken as the geometlical- 
mean of the outer frequencies iVfJz = 926.6 Kc/s). 
Signal circuits 

G^a;, = 432 - 12 - 420 y.y.'F 

420 

^ 9 342 — 1 '^02^ fifiF (includes 12 fifiF gang min. cap. so that 
actual trimmer would be 38,24 /u/xF) 

25 330 

^ = 50.24 X 1.62^ - ^^^-^^H 

Oscillator circuit 

/1620\2 

1620 + 455 
^ =^3^T^5= 2.107, ^^= 4.440, 

(1 + j9)ai = 5.431 

r = J? ^ 9-342 r (2 X 2.107) + 5.43n _ 
4.44 L(2 X 3.056) + 5.43lJ 



432 - 12 
1.758 - 1 



= 554 ^fiF 



(432 - 12) 

^ (T75r^TS)^i ^ ^^-^ '^'^^ 

(a) A value for Tj^ (about 8 tifj-F) will be assumed, after preliminary calculation, 
as this is the usual case. 
As obviously Tj^ <^ P (Compare 8 ^fiF with Pmax) 
Pmin = Pma. - T,^^^ - 492.3 ^.^F 
554 X 6I.7"* _ ^ 

= T2T- = ^^-^^ 

From this it is permissible to estimate as 8 ^x/uF since this is about the order 

of stray capacitances likely to be across Lq, Any small error here is imimportant, as 

long as the value chosen for T is less than since this is taken up during circuit 
alignment. 

Hence P = 492.3 + 8 - 500.3 y.y.F 

Tc = 61,7 - 8 = 53.7 fifiF (includes gang min. cap. of 12 fifiF. 

Actual trimmer would be 41.7 n-fiF) 
ru^ r _ 25 33 0 X 492.3 X 554 

~ 61.7 X 5003^ "x (1.62"+~a45~5? " ^^^'^ 
(c) and (d) 

Suppose now that it is required to make a change in the value of one of the oscillator 
components. What should be the new values of the other components ? 

A good example is the padder ; a more suitable value may be 510 fifiF (which lies 
between the maximum and minimum values of 554 ^^xF and 492.3 fj-fiF), 

Then 

Sr, - -9.7 ;x,xF 

^^^-0 + lo-^') " = 1^ 

2 X 103.9 X 9.7 ^ 
^- - ^-3- -4.03 ^H. 

So that the new values for the oscillator components arc P = 510 fifiF 
T, 53.7 - 9.7 = 44 fifiF 
= 8 + 10 = 18 fiiiF 
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Lo = 103.9 - 4.03 = 99.87 fiH 
and these values all lie within the permissible range of values, set by the maximum 
and minimum values calculated for P, T ^ and ; denoted by P^ars Pmin etc. 

A table showing a series of values between the calculated maxima and minima is 
often very useful. In this way the most suitable component values can be selected. 
Also, three point tracking is still maintained at the selected frequencies with the range 
of component values determined, as the change in values is independent of the track- 
ing and intermediate frequencies provided these remain unaltered. 

The same design problem, previously solved algebraically, will now be carried out 
using the tracking charts. 
Signal circuits 

Procedure exactly as before. 

Oscillator circuit 

1620 
"530 

„ 1620 -f 455 ^ ^^^^^ 



3.056 



530 -f 455 
Gma. - 432 - 12 = 420 yiy.¥ 
(a) From the charts : 



= 0.15 ; therefore Tc 63 ^^F 

max 

= 1.2, therefore P„i„ - 504 mmF 
= 0.17, therefore _ - 71 mmF 



P^ax = 504 + 63 - 567 mmF 
Using Ti = 8 ^^F (as previously) 
P = 504 + 8 = 512 fifiF 
Tc = 63 ~ 8 - 55 fifiF 
^ 25 330 X 504 x 567 ^ 

^ 63 X 512^ X (1.62 -f 0,455)^ ^ 
(c) and (d) Any circuit component changes are made exactly as before. 
Suitable practical values are then selected after allowing for strays. 

(ill) (A) Padded signal circuits 

The case of the multi-band all-wave receiver is of interest to designers. It can 
hardly be said that the receiver covering the complete short wave band (6 — 18 Mc/s) 
in one step gives very satisfactory performance, particularly in the hands of an un- 
skilled operator. 

Consider first the case where bandspreading is obtained merely by loading additional 
parallel capacitance across the tuned circuits. The scale calibration will become non- 
linear with frequency and the scale will be crowded towards the low-frequency end 
of the band. If, instead of using parallel capacitance, a small capacitance is inserted 
in series with the tuning capacitor so as to restrict the tuning range, the scale will be 
crowded towards the high frequency end. From this it should be clear that a com- 
bination of the two methods can probably be made to give very much improved scale 
linearity. The method is not restricted, however, to producing a linear scale cali- 
bration. 

The circuit arrangement for the padded signal circuit takes the same form as the 
oscillator circuit. The analysis of these circuits, due to Green (Ref. 103), is based 
on tracking the padded signal and oscillator circuits to a (non-existent) pilot circuit 
(which also determines the form of scale calibration) at three points, and thereby 
making the padded circuits track with one another at the same three points. The 
error at frequencies between tracking points is usually not serious as the range of 
frequencies to be covered is generally fairly small. 



www.pmillett.com 



IL 



1014 (iii) (A) PADDED SIGNAL CIRCUITS 25.3 

The design problem is to select values for the padder P and the two trimming capaci - 
tances and such that simultaneously the following conditions are fulfilled :- 

(a) The desired frequency ratio is attained. 

(b) The scale calibration is linear, or, more generally, corresponds to a desired 
form. 

(c) The L/C ratio is maintained at a high value in order to achieve adequate gain 
in the signal circuits. 

To simplify notation the virtual pilot circuit takes the same form as the original 
signal circuit shown in Fig. 25.33 and the same notation is retained, for both the padded 
signal and oscillator circuits, as was previously used for the oscillator circuit alone. 
The design eqxjations are limited to the cases of arithmetical-mean and geometrical- 
mean tracking. Charts are available (in Ref, 103) covering the arithmetical-mean 
case. 

Summary of formulae 
Pilot circuit : 

T — 

" a3 - 1 



Padded circuit : 

P ^ 



r - 1 



where r is limited to the values given by p and R, 
Tc specified : 



* min max 

where P is first evaluated. 
T specified : 
P 



P 

max I 



min 



where P is first evaluated. 
When Tj^<^P 

P = Pmin + 

Gain is proportional to the dynamic impedance Z of the circuit and 

Q 



p2 



G + 



mo, 



- (effective capacitance across inductance). 



Pmin G -\- P max 

When G = G„ax then C = C^ax^ The value of P is obtained from the appropriate 
equations, according to whether or is specified. 
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Inductance 



1 



1 + 



1 + 



. , ""25 330 Pmin(G^,, + P^a.) 

or for numerical computation = r? — , r\2r>ur^ , ^ 

maxj 

using /iH, /A/iF, Mc/s. 
in which ( + is the known low frequency tracking point of the padded signal 
circuit. For a padded oscillator circuit replace (ajj + Wf) by + a>; ± oi^). The 
value for P is derived from the appropriate equation according as to whether Tc or 
is specified. 
For an unpadded signal circuit 

L = - ' 

The notation is identical with that given previously, with the addition of 
ui ~ In X any frequency in the tuning range 

— Itt X low frequency tracking point of pilot circuit 
(ii^ = 2tt X high frequency tracking point of pilot circuit 

= arithmetical- or geometrical-mean tracking point of pilot circuit 
oj, ~ Itt X true intermediate frequency of receiver 

ojj = Itt X virtual intermediate frequency for the combination of a padded 
signal circuit with a virtual pilot cir^iiit 

^2 ^2 

a. ^ — = = frequency ratio of pilot circuit 
^\ Ji 

o ^ ^ frequency ratio of padded signal circuit 

Oil + a>j 

G = incremental capacitance of each section of the ganged tuning capacitors, 
measured from its value at W2 
Gjnax = value of G at wi 

C = total eflfective capacitance across Lq 
Cmax value of C when G = G„ax 

Q = wLq/R where and R apply to the signal circuit, and this R is the 
r-f resistance of the circuit. 

(B) Worked example 

The method will be applied to the design of a receiver tuning from 6 to 9 Mc/s, 
using an i-f of 455 Kc/s, with a capacitor having a straight line frequency characteristic 
and a capacitance range of 12-432 /i/iF. Arithmetical-mean tracking will be used. 
Pilot circuit 

For the pilot circuit assume that the required scale calibration is given by 

a = 2 (A sufficient range of values for most receiver calibration curves 

is from about 3 to 1 .5) 
a2 = 4 
Signal circuits 

9/6 - 1.5 



jS^ ^ 2.25 

4 3 + 2 1 + (3 X 1.5) 

^ ~ P - 2.25' 3 + 1.5 * 1 + (3 X 2) 
432 - 12 

Pmax ^ P + = l^^2 -~ \ ^ '^^^'^ 

432 - 12 

^^^ax. (1.552 X 2.25) ~ 1 ^^''^ 
432 - 12 

T, = = 216.5 uuF 

^^ max 1.552 (2.25 - 1) 



=- 1.552 
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Pmin = 760.8 - 168.7 = 592.1 /i/tF 
Take the case where is specified. Draw up a table of component values, and 
select the most suitable. 







P 




50 




710.8 




100 




660.8 




150 


19.3 


616.8 


2.24 


200 




560.8 




250 




510.8 




300 




460.8 





From this it seems that a convenient padder value is 610,8 ^^F. Then find T 
and Lo to complete the table. If the values so found, using the first selection for P, 
are considered as being suitable, only those need be computed 
610.8 



592.1 
25 330 



[168.7 — 
X 592.1 



150] = 19.3 M^F 
X (420 + 760.8) 



== 2.24 >iH 



6^ X 610.8' X (420 + 168.7) 
So that the signal circuit components are 
Z,o ^ 2.24 /iH 
Tjr = 19.3 
P = 610.8 ^^F 

Tc = 250 ^/iF (which includes 12 ^^F gang min. cap.) 
(Suitable practical values are selected after due allowance for strays). 

An estimate can now be made of the circuit dynamic impedance (Z), as this will 
serve as a guide to the possible circuit gain- Improvement can often be effected by 
a redistribution of the component values, and the most favourable L/C ratios can be 
determined by completing the table set out earlier. 

However the L/C ratio and the component values selected are usually a compro- 
mise forced on the designer by considerations of practical convenience. 
Oscillator circuit 

It will be taken that the oscillator frequency is higher than the signal frequency. 
9 4- 0.455 



P = 



6 + 0.455 
2.145 

4 

2.145 
- 12 



- 1.464 



P = 
432 



3 + 2 1 + (3 X 1.464) 
■ 1 + (3 X 2) 



1.609 - 1 
432 



3 + 1.464 
= 689.6 ^/iF 
- 12 



= 1.609 



=^ 171.4 uuF 
(1.609 X 2.145) - 1 

432-12 

= 228 



P min 



1.609 (2.145 - 1) 
689.6 - 171.4 - 518.2 



M/iF. 



Take the case, this time, where Tj is specified and draw up a table of component 
values. Tl is not necessarily very much smaller than P. 





T 


P 




50 




564.1 




100 


85.6 


604 


1.619 


150 




639.7 




200 




1072 
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Then for the tabulated values of we have 

518.2 r / 4r7n 

These values are listed above. 

Taking the padder of 604 fifiF as being suitable, then is 100 /x/xF> and now 
find Tc and Lq. 

/518.2\ 

T, = 171.4 - 1^^;= ^^-^ 

_ 25 330 X 518.2 (420 + 689.6) _ i glQ H 
^° ~ (6 + 0.455)2 X 6042 (420 + 171.4) ~ * ^ 
So that one suitable set of oscillator component values would be 
- 100 /i/iF, P = 604 fifiF, Lo = 1.619 /xH 
and Te = 85.6 fifiF (including 12 f^fiF gang min. cap.). 

The signal and oscillator circuits should track at 6, 9 and 7.5 Mc/s. 

References to superheterodyne tracking 

Refs. 101-114, 121, 123, 134, 135. 
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SECTION 1 : CHOICE OF FREQUENCY 

(x) Reasons for selection of different frequencies (ii) Commonly accepted inter- 
mediate frequencies. 

(i) Reasons for selection of different frequencies 

The choice of a particular intermediate frequency in a receiver is governed by a 
number of factors. 

(a) If the frequency is very low the circuits will be generally too selective, resulting 
in side -band cutting. Very high selectivity will also make a receiver more difficult 
to tunej and imposes severe requirements on oscillator, and other circuit, stability. 

(b) The lower the intermediate frequency the more difficult it becomes to eliminate 
image interference. This difficulty becomes greater as the carrier frequency is in- 
creased. 

(c) The intermediate frequency should not fall within the tuning range of the re- 
ceiver, as this would lead to instability and severe heterodyne interference. Also 
lower harmonics (principally second and third) of the i-f should not fall within the 
tuning range if this can be avoided. This requirement is not always easy to meet 
because of the other factors discussed in this section. 

(d) Too high a value of intermediate frequency should be avoided as it generally 
leads to a serious reduction in seleaivity and, usually, gain. 

(e) The intermediate frequency should not be such that it approaches the range of 
frequencies over which the receiver is required to tune. 

(f) If the intermediate frequency is made too high, tracking difficulties between 
the signal and oscillator circuits may be experienced. 

(g) In some cases, where the intermediate frequency is higher than the highest 
received signal frequency (as in single span receivers), it is possible to tune the os- 
cillator only and use low-pass filters for the signal circuits. However, it L generally 
preferable to use tunable signal circuits, 

1020 
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(ii) Commonly accepted intermediate frequencies 

As a result of the experience gained over a number of years in addition to the con- 
siderations stated previously the values selected for the intermediate frequencies of 
most commercial receivers have become fairly well standardized. For the majority 
of broadcast receivers tuning the bands 540-1600 Kc/s and 6-18 Mc/Sj an i-f of about 
455 Kc/s is usual, A frequency of 110 Kc/s has been extensively used in Europe 
where the long wave band of 150-350 Kc/s is in operation. Receivers for use only 
on the short wave bands commonly employ an i-f of 1600 Kc/s or higher. Fre- 
quency modulation receivers covering the 40-50 Mc/s band generally use a 4.3 Mc/s 
i-f, and for the 88-108 Mc/s band they use 10.7 Mc/s. This latter value has been 
adopted as standard in U.S.A., and some other countries, for v-h-f receivers. 



SECTION 2 : NUMBER OF STAGES 

The number of stages required in the i-f amplifier is generally a compromise be- 
tween the factors of selectivity, gain, and cost. For the usual broadcast receiver 
having a 455 Kc/s i-f, one stage employing two transformers is generally considered 
as being adequate (when using an i-f valve with a f „ of about 2000 micromhos). 
The transformers in conunon use are two parallel tuned circuits coupled by mutual 
inductance and stray capacitance. The windings are arranged so that any capacitive 
coupling aids the mutual inductance. Care should be taken to keep capacitive 
coupling small as it alters the symmetry of the overall response curve of frequency 
versus attenuation. 

Common values of capacitance tuning the primary and secondary windings in 
commercial transformers are from about SO ^i^F to 120 ^^F to which must be added 
valve and circuit stray capacitances. Values as high as 800 ^^F are used in special 
circumstances, however. This point will receive further discussion in Section 7 of 
this chapter. Unloaded values for the primary and secondary Q*s are from about 
70 to 130. The transformer windings are in most cases coupled from 0.8 of critical 
to critical. The amount of coupling when the transformer is wired into the receiver 
is the important factor as stray coupling (including regeneration and alteration of 
tuning slug positions) will often alter any value of k or conditions for critical k measured 
external to the receiver. 

It should be noted particularly that the second i-f transformer usually feeds into a 
diode detector and this will appreciably alfect the selectivity and gain of the preceding 
stage because of the loading across the transformer secondary. This loading is com- 
monly taken as half the d.c. diode load resistance, which in most cases does not exceed 
0.5 megohm because of the detector circuit requirements. If improved selectivity 
is required then the secondary of the i-f transformer may be tapped and the diode 
circuit fed from this tapping point to reduce loading on the tuned circuit ; but this 
generally involves a loss in stage gain. 

For small battery receivers of the portable type it may be advantageous to employ 
three i-f transformers (i.e. two stages) rather than a r-f stage and one i-f stage. Al- 
though there is some reduction in signal-to-noise ratio with this arrangement, ad- 
ditional gain is often the main requirement. Further, it is possible to operate the 
two i-f valves in a very economical condition, e.g. by using reduced screen voltage, 
as the full gain available can seldom be utilized without difficulties arising from in- 
stability. The Q's of the i-f 's need not be more than 60 or 70 with this arrangement 
as the selectivity is more than adequate for ordinary reception. 

With receivers using higher intermediate frequencies at least two stages (three 
transformers) are often required to give improved selectivity. Another important 
consideration, however, is that the dynamic impedance of the load presented by the 
transformer to the valve is lower, and stage gain is decreased. Valves used in the 
i-f stages of receivers having a high value of i-f generally have a mutual conductance 
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(g^) of the order of 4000 micromhos to allow additional gain to be obtained to offset 
the loss due to the lower circuit dynamic impedance. These conditions apply par- 
ticularly in F-M receivers using an i-f of 10.7 Mc/s, Short wave receivers using 
1600 Kc/s i-f transformers commonly employ two stages (3 transformers) although 
one stage is often used and generally, but not always, the valves are similar to those 
used at lower frequencies and have a ^„ of about 2000 micromhos or less. The pass- 
band and gain requirements will largely determine the values of the constants for the 
transformers. 

A 10,7 Mc/s transformer in a F-M receiver has to pass a band of frequencies about 
240 Kc/s wide and at the same time must not introduce such an appreciable amount 
of amplitude modulation (due to the selectivity of the transformers) that the limiter 
(or whatever device is used that is insensitive to amplitude variations) cannot give 
substantially constant output. To secure these results, some designers use com- 
binations of overcoupled and critically-coupled transformers, while others prefer to 
use only critically-coupled transformers because of the simplification in the alignment 
procedure. For the type of F-M receiver using a ratio detector, two i-f stages are 
generally considered as being adequate (although this may lead to difficulties because 
of insufficient adjacent chaimel selectivity) with the second i-f valve feeding into a 
discriminator transformer. For most F-M receivers using limiters, three 10.7 Mc/s 
i-f transformers are used in cases where one limiter stage is included ; or for two 
limiter stages an additional very wide band i-f transformer may be incorporated. 
The purpose of the additional i-f transformer is to provide interstage coupling, but 
at the same time the design must be such as to introduce no appreciable amplitude 
modulation of the signal after it has passed through the first limiter stage. If a locked 
oscillator type of F-M detector (such as the Bradley circuit) is employed, then it is 
common practice to use three normal i-f transformers plus a fourth transformer giving 
a voltage step down of about 6 to 1 to provide a low impedance voltage source for 
driving the detector. An additional i-f stage is included in receivers using limiters 
for the purpose of giving the greater gain required to obtain satisfactory amplitude 
limiting with very weak signals ; the additional i-f stage also provides improved selec- 
tivity outside the required passband. 

The number, and type, of stages used in any i-f amplifier is decided, of course, 
by the various requirements of the particular receiver and' the seleaivity and gain are 
imder the control of the designer. Discussion as to the number of i-f stages used in 
'ypical A-M and F-M broadcast receivers is meant only to serve as a guide to common 
practice. However, it should not be overlooked that although gain and pass band 
requirements can sometimes be met with fewer stages than suggested above, adjacent 
channel selectivity will generally call for additional transformers. It is important 
that both pass band and adjacent channel selectivity be considered during the design, 
and if this is done there is usually little difficulty in selecting the nimiber of i-f stages 
required. 

Special i-f requirements can be fulfilled by making preliminary calculations for any 
number of stages which a designer may consider necessary. In Section 4 it is pro- 
posed to carry out the complete design of several transformers showing the various 
factors to which attention must be paid to meet a given set of conditions. 

SECTION 3 : COMMONLY USED CIRCUITS 

(0 Mutual inductance coupling (ii) Shunt capacitance coupling (m) Composite 
i~f transformers. 

In this section it is proposed to confine attention, particularly, to the most commonly 
used i-f transformer arrangement which uses mutual inductance coupling. Shunt 
capacitance coupling is not very widely used, but is included here as being of some 
interest because of its occasional application in F-M receivers. Details of various 
coupled circuit arrangements are given in Chapter 9 ; the references should be con- 
sulted for a more comprehensive survey of circuit arrangements, and analysis of their 
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properties. Of course, almost any type of coupling can be used in i-f circuits but 
transformers other than those using two windings coupled by mutual inductance are 
the exception rather than the rule in ordinary broadcast and communications receivers. 

(i) Mutual inductance coupling 

Fig. 26.1 shows the most widely used circuit arrangement for an i-f coupling trans- 
former ; Ci, Li and Cg, La are the primary and secondary capacitances and induct- 
ances respectively. The two windings are coupled together by mutual inductance. 
The total capacitances tuning the circuits are due to valve input and output, wiring 
and coil capacitances as well as Ci and C2. 

The transformer is set to the required i-f by using powdered iron " slugs " which 
are moved inside the primary and secondary windings to vary the inductance values. 
Variable capacitance trimmers are often used as an alternative, and in some cases this 
may be advantageous since the inductance values can be pre-set fairly accurately and 
the capacitance, which is not known accurately because of additional strays, can be 
set to give the required resonant frequency ; this arrangement also allows close control 
on the coefficient of coupling. However, capacitance trimmers are not always com- 
pletely reliable and it is often of greater practical convenience to use variable iron cores 
in transformer windings. Further, the fixed capacitors Ci and Cg can be of high 
quality (e.g. silvered mica) to improve the circuit stability. 




TYPICAL TRANSFORMER COUPLED 
i.F. STAGE 



FIG. £6-2 SHUNT CAPACITANCE COUPLED I.F, CIRCUIT 



The type of circuit being considered is discussed also in Chapter 9 Sect. 6(iii), 
(iv), (v). Graphical methods of determining selectivity are given in Chapter 9 Sect. 10. 

Section 4 below gives detailed design methods and examples for several trans- 
formers of this type. 



(ii) Shunt capacitance coupling 

This type of coupling arrangement is illustrated in Fig. 26.2. Circuits of this type 
can be conveniently arranged to give a fairly wide pass band and are sometimes used 
in F-M receivers, in particular, to couple two cascaded limiter stages. Some dis- 
cussion of this type of circuit is given also in Chapter 9 Sect. 8(ii). 

The design of circuits of this type is carried out in a similar manner to those using 
mutual inductance coupling. Usually the values selected for Ci and C2 are about 
50 /xyxF and the value for is determined by the required coefficient of coupling 
However, is generally fairly large, being of the order of 1000 to 2000 i^iB in typical 
cases. Li and L2 (which usually have equal values) are determined from : 

Li = L2 - 25 330/pC 
where Li is in microhenrys 

C is in fA/xF and is equal to — — 7-— — ( or ~ — 7- - ) 4- stray capaci- 

tance across the primary circuit 
and / is in Mc/s, and is taken as the intermediate frequency. 

The resistors and R2 are for the purpose of lowering the Q of the tuned circuits 
to the values required for the bandwidth desired. 
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The coefficient of couphng is given by 
C1C2 



+ c^xc, + C^) 



when > (C„ Q). 




B+ AVC. 
riC.26-i ARRANGEMENT FOR r-M>MO 
A-M l-F STAGE 



(iii) Composite i-f transformers 

Receivers used for F-M and A-M reception, on the 88-108 Mc/s and the 540-1600 
Kc/s bands respectively, generally have the i-f amplifiers arranged so that the inter- 
mediate frequency is 10.7 Mc/s for the F-M band and 455 Kc/s for the A-M range. 
For reasons of economy many manufacturers use the same amphfier valves for both 
i-f and so it is necessary to find a solution to this problem which does not require 
elaborate circuit arrangements. 

One solution is the circuit shown in Fig. 26.3. 
( ) ( ~_ \ ^^-^ M.c/^ transformer is represented by C^, 

^-^^ ^.-r^ V\IU ^^/^ transformers by L^y Cj etc. 

When the carrier output from the converter stage is 
10.7 Mc/sj the primary and secondary circuits of 
the 455 Kc/s i-f act as capacitances which allow the 
lower ends of the 10.7 Mc/s i-f to be effectively 
earthed. At 455 Kc/s the 10.7 Mc/s i-f transformer 
tuned circuits act as inductances in series with the 
transformers in use. The effective inductance, in 
series with the 455 Kc/s transformer, tends to offset 
any loss in gain due to the voltage drop across it be- 
cause it reduces the loading on the valve input 
circuit. Any possible loss in gain is not important, however, as the of the amplifier 
valves is about 4000 micromhos, and there are usually two i-f stages. The problem 
is generally one of getting rid of excess gain on the lower frequency channel ; it is 
for this reason that very low L/C ratios are used in the 455 Kc/s i-f transformers, 
in receivers for this purpose, and the primary and secondary capacitances are often 
of the order of 750 ^^F. This system of gain reduction is sometimes preferred to 
tapping down on 455 Kc/s i-f transformers using the more conventional component 
values as discussed in Sect. 2. 

In receivers using a common converter, for F-M and A-M, it is usual to short out 
whichever transformer is not in use. It is not considered necessary, in most cases, 
to use switching with all i-f stages. Receivers adopting the method of using separate 
converters for improved oscillator stability on the v-h-f band, and a common i-f 
channel, do not require any switching in the i-f amplifier ; the converter not in use 
having the high tension removed. Switching of detector circuits is also unnecessary ; 
the last 455 Kc/s A-M transformer can be conneaed directly to a diode in the first 
a-f voltage amplifier valve, and a separate double diode, connected to the discriminator 
transformer, is used for detection in the F-M channel after F-M to A-M conversion 
has been carried out. Some valves, such as type 6T8, incorporate three diodes, a 
triode, and two separate cathodes, and so will allow all the deteaion and first a-f 
voltage amplification functions to be performed with one valve without switching 
being required. An alternative arrangement, common in receivers using ratio de- 
teaors, is to use the grid-cathode circuit of the last i-f valve (the driver stage) as a 
diode for A-M deteaion. When the receiver has a.v.c. applied to the driver stage, it 
is possible to select suitable values for the a.v.c. load resistor and the i-f by-pass 
capacitor to provide a satisfactory R~C combination for A-M detection. 

The two transformers may have all the windings in one can, or two cans may be 
used for each i-f, one for the 10.7 Mc/s i-f, and the other for the 455 Kc/s i-f. This 
latter arrangement has the advantage that it reduces interaction between the windings. 
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and also permits both transformers to be " slug " tuned without using elaborate 
mechanical arrangements. In some cases where the transformers are both mounted 
in one can^ combinations of *' slug " and capacitance adjustment are provided ; an 
example of this is illustrated in Ref 12. 

Many arrangements have been suggested for combined i-f transformers, and some 
of these are described in Ref. 22. However, the circuit shown, or modifications of 
it, has received fairly wide acceptance as providing quite a good solution to the pro- 
blem. 



SECTION 4 : DESIGN METHODS 

(i) General 

(«) Critically-coupled transformers 

(A) Design equations and table (5) Example 

(C) Design extension (D) Conclusions 

(E) k measurement 
(Hi) Over-coupled transformers 

(A) Design equations and table (B) Example 

(C) k measurement {when k is high) 

(iv) Under-coupled transformers and single tuned circuits 

(A) Single tuned circuit equations (B) Example 

(C) Under-coupled transformer equations 

(D) Example 

(v) F-M i-f transformers 

{A) Design data (B) Example 

(vi) I-F transformer construction 

(vii) Appendix : Calculation of coupling coefficients. 



(i) General 

The design procedure for i-f transformers can be greatly simplified by the use of 
charts and tables. If certain assumptions are made, which approximate to practical 
conditions, the design procedure can be reduced to a few routine operations. Here 
we will consider only the two winding transformer using mutual inductance coupling ; 
the added capacitance coupling, which is always present, does not seriously affect the 
results particularly as its presence is taken into account when setting the coefficient 
of coupling (k). 

The methods given below can be applied to inductive or capacitive coupling pro- 
vided that the coefficient of coupling (k) is suitably interpreted [see appendix (vii) 
below for methods of calculating coupling coefficients]. The practical two winding 
transformer, as previously mentioned, has mixed coupling but this does not cause any 
difficulty when the two forms of coupling assist each other [suitable connections are 
given in (vi) below]. However, if the two forms of coupling are in opposition a 
rejection frequency is possible which can occur within the pass band of the trans- 
former. This effect is well known to receiver designers who have accidentally re- 
versed the connections of one of the i-f transformer windings, and found that the i-f 
stage gives practically no gain. This fact can also be made the basis of a useful method 
for measuring A, the capacitive coupling being increased (using a calibrated capacitor) 
until it equals the inductive coupling and zero voltage transfer then occurs at the 
working frequency. For further data on mixed coupling see Ref. 4. 

The initial assumptions will be that the primary and secondary inductances Li 
and Ls are given by L = \/ LiL^- Also, it will be assumed that the values of Q do not 
alter appreciably over the range in which the selectivity curves are taken. We will 
not always take the primary and secondary Q's as being equal, and the advantages 
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to be gained will become clear as we proceed. The magnification factor, or Q, will 
be defined as 

Q - vaoT ' 

and provided the ratio of Q1/Q2 or Q2/Q1 is not greater than 2, the error in the usual 
design equatio ns is n egligible for most practical purposes. 

As long as V Q1Q2 ^ (Qi + Q2)/2 the error in any of the usual approximate design 
equations will be small. If Qj and differ by large amounts then the exact design 
equations are necessary and can be obtained from Refs. 2, 3, 6 and 8, or the design 
can be modified by using the universal selectivity curves to obtain the required results. 
It is of interest to note that the simplified equations given by Kelly Johnson (Ref. 1), 
Ross (Ref. 2) and Maynard (Ref. 6 and Figs. 9.17 and 9.18 of this book) are identical 
when it is assumed that Q = Qi = Q2 and the various notations are made the same. 

It may be thought thaf writing Q = V Q1Q2 and L = Vl^L^ wiU be inconvenient 
since the i-f transformer, as constructed, will have its primary and secondary in- 
ductances and Q's equal. However, in the majority of cases L ^ Lj = L2 is applied, 
and the method is extended to fulfil the condition that the unloaded primary and 
secondary Q's should be equal while allowing the required Q = V Q1Q2 to be obtained 
in the receiver, without further adjustment. 

Critical-coupling, or a close approach to it, is most often employed in i-f trans- 
formers but there is little difficulty in designing transformers for almost any degree 
of coupling. All cases will be treated. 

Universal selectivity and phase shift curves are given in Chapter 9, Sect. 10 (Figs. 
9.17 and 9.18). Additional charts and tables are given, to be used as described in the 
appropriate sections. 

The design procedure generally consists of finding values of Q, k and stage gain 
for given bandwidths at some value of i-f ; or of finding the required bandwidth for 
values of Q and k previously determined. For clarity the cases of critical-, over-, 
and under-coupled transformers will be dealt with separately. Single tuned circuits 
are also included as they are sometimes required in i-f amplifiers. Additional data 
for the design of F-M transformers will be given in Sect. 4(v). 

Stagger tuning (Refs. 8, 13, 17 and 38) of i-f transformers (e.g. tuning primary and 
secondary to different frequencies) to give substantially the same bandwidths as over- 
coupled transformers, does not have a very wide application in F-M and A-M receivers 
(except in cases where variable selectivity is to be used) and will not be discussed in 
detail. 

Stagger tuning of single and double tuned circuits is widely used in television 
receivers, but this is a different application from the case where it is applied to the 
comparatively narrow bandwidths of ordinary sound receivers. In this case tfte trans- 
former primary and secondary are tuned to the same frequency, but this is not neces- 
sarily the intermediate frequency. 

■Since i-f transformers for television receivers involve special problems they are not 
treated here (see Refs. 27, 28, 94, 95, 96 and 97) Also, triple tuned transformers 
are not discussed, but the article of Ref. 26 gives an excellent treatment. 

Finally, the design methods do not make allowance for regenerative effects, nor 
should they be applied for finding the shape of resonance curves at frequencies far 
removed from resonance. The selectivity curve shapes are assumed to be perfectly 
symmetrical although in practice it will be found that this is seldom true. 

(ii) Critically-coupled transformers 
(A) Design equations and table 

In general the procedure given is similar to that due to Kelly Johnson (Ref. 1) and 
Ross (Ref. 2). However, these procedures assume that Q =^ Qi = Qa 5 we shall take 
Q = V Q1Q2 For niost cases it is not advisable to use the equations given below for 
Q1/Q2 or Q2/Q1 greater than about 2, unless some additional adjustment is made from 
the universal selectivity and phase shift curves. 
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For N critically-coupled transformerSj 
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(1) 
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(2) 
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(3) 






, 2X 


(4) 


and 
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- ^^^ 2 - X^ 


where p 


= attenuation at Af c/s off resonance 






N 


= number of identical transformers used (N = 


1 for one transformer) 




fo 


= resonant frequency (the i-f in our case) 






Q 


^ V QiQi = l/^c (in which and Q2 are actual primary and second- 






ary (2*8 ; kc is critical-coupling coefficient) 








= total bandwidth for a given attenuation (p) 




and 


d 


= phase shift between secondary current at 
current at Af c/s off resonance. 


resonance and secondary 



The required design information is given in equations (1) to (4). Usually either 
p is stated for a given bandwidth and a known i-f, or X can be found to allow p to be 
determined. Once these two factors have been found, the determination of k and/or 
Q is a simple matter. 

Table 1 lists various values of p and X. Suppose p is known, then X is read from 
the table and used in equation (3) to find Q (since 2J///o is already known). The 
coefficient of coupling is then = 1/Q. 

If complete resonance and/or phase shift curves are required, then the universal 
curves of Figs. 9.17 and 9.18 (Chapter 9, Sect. 10) are used. These curves apply 
to one transformer only. For N identical transformers the attenuation in decibels 
is multiplied by N ; for transformers which are not identical, the individual attenua- 
tions (in db) are added. Resonance and phase shift curves can also be determined 
directly, by using table 1 and eqns. (1) to (4). 

In the application of the universal curves take D X = Q2Af/fo (this Q bemg 
V Q1Q2 as determined) and b = k/kg = Qk (for critical coupling b = 1, in this case) ; 
which are the same as for = Q^. If the values of and Q2 differ by more than 
about 2 to I5 then the more exact expressions for D and b^ are applied to check how 
closely the required conditions are approached, it being carefully noted that in all 
expressions on the curves involving a that the Q shown is Q2. 

TABLE 1 CRITICALLY-COUPLED TRANSFORMERS 
For use with equations (1), (2) and (3) 
= Number of Transformers 



Attenuation (p) 


N - 1 


^ - 2 


N ^ 3 


Times Down 


db Down 
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X 


X 


V2 


3 


1.41 


1.14 


1.01 


2 


6 


1.86 


1.41 


1.25 


4 


12 


2.76 


1.86 


1.57 


7 


17 


3.73 


2.21 


1.81 


10 


20 


4.46 


2.46 


1.95 


20 


26 


6.32 


2.96 


2.26 


40 


32 


8.96 


3.54 


2.56 


70 


37 


11.9 


4.08 


2.82 


100 


40 


14.1 


4.46 


3.02 


1000 


60 




7.96 


4.46 


10 000 


80 




14.1 


6.66 



www.pmillett.com 



1028 (ii) CRITICALLY-COUPLED TRANSFORMERS 28.4 



The maximum stage gain is given by 

Gain - g^Qo^^Ljl (5) 
where = mutual conductance of i-f valve (if conversion gain is required, con- 

version conductance (^J is substituted for 
ct>o = li t X r esonant frequency (/«) i.e. /o = i-f 

and La are primary and secondary inductances 
and Q = VQ1Q2 5 Qi and are primary and secondary magnification factors. 
A condition, not specifically stated in the equations, is that L^C^ = LiC^ in all cases. 
The maximum gain is usually converted to decibels, so that the gain at any point 
on the resonance curve can be found by subtraction of the attenuation, also expressed 
in decibels. 

(B) Example and additional design extension 

A 455 Kc/s i-f transformer, using critical-coupling, is required to give a total band- 
width of 20 Kc/s for an attenuation of 20 db (10 times), 

(a) /o/2J/ - 455/20 - 22.75. 

(b) From table 1 we have X ^ 4.46 (since N = 1). 

(c) From eqn. (3), Q = 4.46 x 22.75 - 101. 

(d) - 1/Q - 0.0099. 

(e) Select a suitable value for Ci C2) ; a capacitance of 100 ^^F is satis- 
factory (made up of fixed + stray capacitances). 

, 25.33 25.33 
Then L^j^= ^^^^TTTm ^ ''^^ 
(/ in Mc/s ; C in ft^F) 

and take L = = ^2 since this is convenient in this case. 

(f) The i-f valve (e.g. type 6SK7) has ^„ = 2 mA/volt (- 2000 ^mhos). 

From equation (5), 

, - . 2 X 10-^ X 101 X 277 X 455 x 10^ x 1.22 x 10-^ 
Max. stage gam = 

= 352 times (or 51 db). 

(g) Some designs might stop here and the magnification factor would be taken 
as Q = Qi = Q2 = 101. It would be realized that valve loading would 
have an effect although possibly nothing more would be done (or else some 
attempt would be made to allow for the plate and grid resistances by finding 
new values of Qi and Qa)- 

Let us proceed further and ask whether the transformer as it stands fulfils 
the design conditions in a radio receiver. The answer is that obviously 
it does not, since it would be connected in most cases between two i-f valves, 
a converter and i-f valve or between an i-f valve and a diode detector. Sup- 
pose the connection between two i-f amplifier valves (type 6SK7 would be 
representative) is considered since this appears a fairly innocuous case. The 
plate resistance (f p) of a type 6SK7 under the usual conditions of operation 
is 0.8 megohm. The short circuit input resistance, also under one set of 
operating conditions, is 6.8 megohms (this is calculated from the data given 
in Chapter 23, Sect. 5) ; other effects, which would alter this value, will be 
ignored for simplicity, although they may not be negligible. It is first 
required to determine what values of Qi and Q2 are required to give Q = Qi = 
Qi - 101. 

This is found from 

K — QcoqL 
where Qu = unloaded Q 
Q loaded Q 

R = parallel resistance across winding 
wq = 27r/o ; (resonant frequency ^ /o) 
and L = inductance. 



www.pmillett.com 



26.4 



(ii) CRITICALLY-COUPLED TRANSFORMERS 



1029 



For the primary 

Q = 101 ; i? - = 0.8 MQ ; 
Wo = 27r X 455 X 10^; L - Li = 1.22 mH 
and Qco^L = 101 x 27r x 455 x 10^ x 1,22 x 10-» = 0,352 MQ. 
101 x 0.8 
2» - 0.8 - 0.352 = 
For the secondary 

101 x 6.8 
2- = 6:^3^ = 106.8. 

(C) Design extension 

The value Qu = 180 could not be obtained very easily, if at all, with a normal type 
of i-f transformer. In addition, the disadvantage of unequal primary and secondary 
Q's should be apparent. For values of Q only about 10% higher than that given, 
or where the transformer is coupled to a diode detector, the situation becomes so much 
worse that it is clear that a revised approach is necessary What is actually needed is 

(1) A transformer with equal values of primary and secondary 2*s when un- 
loaded. These will be denoted by Q„ = Qui ^ Qua- 

(2) The values of Q„i and Q^a to be such that when the transformer is connected 
into the i-f amplifier, and loaded by the valve output and input resistances, 
the desired value of Q = V Q1Q2 will be obtained. 

(3) The required coefficient of coupling {k) (critical for this particular example) 
to be unchanged. It will be described later how k can be pre-set to any 
desired value for any two circuits coupled together. 

(4) Excessive values of Q^i and Q«2 are to be avoided (see the previous method 
of determining Q^) as far as possible, because of the practical difficulties 
involved. 

(5) The response curve of frequency versus attenuation to be that specified (or 
very close to it). f 

All these conditions can be fulfilled very closely, provided the approximations 
made in deriving the design equations hold. A simple analysis of the circuits in- 
volved, and including the required conditions, gives 

where Q„ Q„i = Q„2 (unloaded primary and secondary Q) 

Q = V Q1Q2 (in which Qi and are loaded primary and secondary Q's) 
i?i ^ parallel resistance (r^ in our case) shunted across trans, primary 
i?2 = parallel resistance (grid input in our case) shunted across trans, second- 
ary 

^ QiQ^o^X^i + ^2) I in all cases it will be taken that L ^ = 
and ^ = 2[R,R, - {Qco,Lyi 
For our example : 

Q - 101 ; Q2 = 1,02 X 10* ; R^ - 0.8 MQ ; R^ 6.8 MQ 
QojqL = 0.352 MQ (found previously) 

a - 101 X 0.352 X 7.6 = 270 ; = 7.29 x 10* 

/3 = 2[5.44 - 0.124] ^ 10.63 (M^^)" 

- 270 + \/7,29 X 10* + 2 X 1.02 x 10* x 5.44 x 10.63 _ 

_ ___ „ 131 

so that Qui Qui ^ 131. 

To check that the transformer, when placed in the receiver, gives the desired value 
of Q ^ VQ1Q2 use 

2 = n n (8) 

from which 

131 X 0.8 
2^ - 0,458 + 0.8 ^^'^ 
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131 X 6,8 

= 123 




/QiQ7 V83.4 X 123 = 101, which is the desired value (as 
determined previously). 

(D) Conclusions 

All that is required to design the specified transformer is to go through the simple 
steps (a) to (e) and, knowing Ri and R^y apply eqn. (7). Overall response and phase 
shift are determined from the universal curves, as explained previously. 

It should be obvious that eqn. (7) will not hold under all practical conditions, but 
it is not limited by the ratio of Q1/Q2 or Qz/Qu and failing cases can be checked 
by the condition for p = 0, It has been assumed for simplicity that L = =^ 
but this is not essential, and the design equation could be extended to the case of 
L = V L1L2. In some failing case, if it is essential to fulfil the specified conditions, 
Qi and Qa (and if necessary Li and L^) can be selected to give the desired values of Q 
and L ; this will be illustrated in the section on the design of variable bandwidth 
crystal filters. 

(E) k Measurement 

The coefficient of coupling, A, for two circuits resonant at the same frequency, can 
be set on a Q meter (provided lies within the useful working range) using the 
relationship 

If Qui = Qu2 - Qu 
= 1 +%.ky 

where Qui = primary Q (sec. o/c or detuned by large amount) 

Qui = secondary Q (pri. o/c or detuned by large amount) 
Qb == Q to be obtained when primary and secondary are coupled and the 
secondary tuned to make the primary Q a minimum. 
(Usual precautions as to can and earthy side of secondary winding being grounded 
to be observed — it is preferable to use the same order of connections for measurement 
as those to be used in the receiver.) 

When the transformer has different primary and secondary Q*s, it is often advan- 
tageous to use the higher Q winding as the primary when setting the coefficient of 
coupling ; this applies particularly when the coupling is very loose. 

The actual capacitance values tuning the primary and secondary for Q meter meas- 
urements should include the allowance made for stray capacitance otherwise incorrect 
slug positions (i.e. incorrect inductance values) will give rise to an error which can be 
avoided. 

In our example we desire a value for k = 0,0099 (for critical-coupling when Q = 

V&&:= 101); Qu = 131. 
Then from (9A) 

2" = 1 + (1.297)3 ^ 
All that is required is to adjust the spacing between the two resonant circuits until 
the Q meter reads 48.9. The desired co-efficient of coupling has then been obtained. 
Alternatively, by transposing terms in the equation, k is given for any values of Q 
Qwi, and 2„2, 



so that k = rP~-^ 

The method applies directly to under-, over-, or critically-coupled transformers 
and is useful within the limits set by the usable range of the Q meter. For over- 
coupled transformers additional methods are sometimes required, and the procedure 
will be indicated in Sect. 5. 
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It is sometimes required to measure k in terms of critical or transitional coupling 
In this case the circuits are loaded to give the values of Qi and Q2 required when the 
transformer is connected into the receiver^ and the following expressions can be 
applied 



7^ 

k, "si I 



(9C) 



It might be noted that when Qi = Q2 the expressions (9C) and (9D) are identical, 
as would be expected. 

(iii) Over-coupled transformers 

(A) Design equations and table 

Here the method to be followed is based on that due to Everitt (Ref. 3). 
Fig. 26.5 illustrates the terms used regarding bandwidth. 

It should be noted that when the primary and secondary Q*s differ appreciably, 
two peaks of secondary output voltage do not appear immediately critical-coupling 
is exceeded. The actual value of kj which corresponds to the condition for two 
peaks of secondary voltage, is called the transitional-coupling factor [see Chapter 9, 
Sect. 6(v)], and Ret 8. 

In what follows we shall use Q = V Q1Q2 ^d L = V LiL^^ as was done for critic- 
ally-coupled transformers^ but this is not an approximation in the derivation of the 
design equations (10), (11) and (12) provided that L^Ci — L2C2. It will also be 
assumed, for simplicity, that the peaks of the response curve are of equal height and 
symmetrically placed in regard to /o- 

Q, = A + VA' - 1 (10) 

. iQ^y + 1 (n) 



2/J/p 



2Qk 



(12) 



2X 

' = 1 - 4- (Qk y ^''^ 
where Q =VQiQ2 = t i^^ which Qj and are primary and secondary Q*s 

respectively ; kc is coefficient of critical-coupling) 
k — any coefficient of coupling equal to or greater than critical 
A = gain variation from peak to trough (i.e. difTerence in transmission level) 
2/1/p = bandwidth between peaks ; ■\/2{2Af^) is the total bandwidth for two 
other points on the resonance curve with the same amplitude as at /o 
6 = phase shift between the secondary current at resonance and the secondary 

current at Af c/s off resonance 
X = (2Af/fM 
and /o = resonant frequency of transformer (i-f). 

The universal resonance and phase shift curves of Figs. 9.17 and 9.18 (Chapter 9 
Sect. 10) are directly applicable, using the exaa expressions if desired and taking Q 
as Q2 for all terms involving a. It is more convenient, and sufficiently accurate, to 
use the conditions for Qi = when Q1/Q2 or Q2/Q1 > 2 ; in this case b = Qk 
(or k/k c)i ^ — (2^///o)Q and since these expressions do not involve a, the value 
Q — V Q\Qi as determined in the design problem is used. A check will reveal that 
it is difficult to read any difference from the curves whichever method is used. 

It should be observed that five points on the resonance curve are given directly 
from the design equations. 
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To find the maximum stage gain which occurs at the peaksj the eqilation (5) as 
given for critically-coupled transformers, is applied directly. Generally it is the 

average gain in the pass band (V2^ X 2Af) which is required and this is given by 
multiplying eqn. (5) by 

iQk + 1)^ 

2[iQky + n ' ^^^^ 

If the gain at/o (i.e. at the trough of the curve) is required, equation (5) i!s multiplied 



by 



2Qk 



which is the same as multiplying equation (5) by 1/^, since equation (15) is equivalent 
to l/A. 

Equations (14) and (15) can be evaluated directly from Fig. 26.4 when Qk is known ; 
the dotted line being for eqn. (14) and the solid line for eqn. (15). Equation 5 is 
multiplied by the gain reduction factor so found. The gain reduaion ifidicated by 
eqn, (15) can also be read directly from the l/A column in table 2. \ 




Qk 

rtC.26 4 CAIN REDUCTION TACTORS FOR COUPLING 
OTHER THAN CRITICAL 

TABLE 2. OVER-COUPLED TRANSFORMERS 
For use with equations (10), (11), (12), (14), (15) 



A ( = peak to trough gain 
variation) 


Qk 


sj^ (Qky 




1 

A 


db 


Times Down 


0 


1.00 


1.00 


0.000 


1.00 


1.00 


0.25 


1.03 


1.27 


0.616 


1.61 


0.971 


0.50 


1.06 


1.41 


0.707 


2,00 


0.943 


1 


1.12 


1.73 


0.817 


3.00 


0.893 


1.9 


1.25 


2.00 


0.866 


4.00 


0.800 


2 


1,26 


2.02 


0.869 


4.08 


0.794 


3 


1.41 


2.41 


0.910 


5.81 


0.709 


3.1 


1.43 


2.45 


0.913 


6.00 


0.670 


4 


1.59 


2.81 


0.935 


7.90 


0.629 


4.4 


1,67 


3.00 


0,943 


9.00 


0.599 


5 


1.78 


3.25 


0.952 


10.56 


0.562 


6 


2.00 


3.72 


0.963 


13.84 


0.500 


6.6 


2.13 


4.00 


0.968 


16.00 


0.469 


7 


2.24 


4.24 


0.972 


17.98 


0.446 
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(B) Example 

A 455 Kc/s i-f transformer is required to pass a band of frequencies 16 Kc/s wide 
(i.e. ± 8 Kc/s). The variation in gain across the pass band is not to exceed 0.5 db. 

(a) From Fig. 26.5 it is reasonable to take the total bandwidth as 16 Kc/s and 
so the peak separation is 16/ V2 = 11.3 Kc/s. 

(b) 2J///o - 11.3/45 5 ^ 0.0248. 

(c) From Table 2, Vl - l/iQkY = 0.707. 

(d) From eqn. (12), k = 0.0248/0.707 = 0.035. 

(e) From Table 2, Qk = 1.41 

Q = 1.41/0.035 = 40.2. 

(f) Assuming a value for Ci (-= C^) of 80 jujuF (including strays) 

L = 25.33/0.4552 x 80 = 1.53 mH 
and take L = = L2 = 1.53 mH. 

(g) To determine the average stage gain in the pass band. From Fig. 26.4 
(or eqn. 14), with Qk = 1.41, reading from the dotted curve, gain reduaion 
factor equals 0.97. Assuming we use a type 6J8-G converter valve having a 
conversion conductance of 290 f^mhos (0.29mA/volt), then from eqn. (5) 
and the gain reduction factor. 

Average stage gain = 0.97 x tt x 0.29 x 40.2 x 0.455 x 1.53 
= 24.7 times (or 27.9 db). 

(h) Assume that the transformer is connected between a type 6J8-G convener 
and a type 6SK7 voltage amplifier and that both valves are working under 
a particular set of operating conditions. 

For type 6J8-G the conversion plate resistance = 4M^3 = Ri and for 
the type 6SK7 the short circuit input resistance = 6.S tAQ = R2 (as de- 
termined from Chapter 23, Sect. 5). 
From Equation (7) 

X = 40.2 X 0.17 X 10.8 = 73.8 ; = 0.544 x 10* 
j3 ^ 2 [27.2 — 0,17^] = 54.4 approximately 

73.8 + \/0.544 X 10* + 4.76 x W 

^ 41.4, 



Qu 
so that Q 



•54.4 



_ Qui = Qu2 = 41.4 which is the unloaded value for primary and second- 
ary Q's before the transformer is connected between the two valves ; the additional 
refinement in design is hardly necessary here, and it would be sufficient to make 
Q = Qi ^ Q2 40 (approx.). 




fo 

FREQUENCY 

FIG.26'5 ILLUSTRATION OF TERMS USED FOR OVER-COUPLED TRANSFOBMERS 

It can easily be checked, using the procedure set out for critically-coupled trans- 
formers, that the geometrical-mean of the loaded values Qi and Qz is 40.2 as required. 
Complete resonance and phase shift curves are plotted as previously explained. The 
values for k can be set in exactly the same way as explained in the section on critically- 
coupled transformers, if this is convenient. If ^ is high it is preferable to apply 
one of the following methods. 
(C) k measurement (when k is high) 

When k is high, one of the following methods may be used 

The first of these uses the relationship 
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4c 

where Ci = capacitance required to tune the primary to resonance with the second- 
ary open circuited. 
k coefficient of coupling required (say k greater than 0.1 or so) 
and AC = increment in capacitance required to tune the primary to resonance 
when the secondary is short circuited. 
As an illustration suppose k = 0.2 and Q = 200 /x^F (the exact working frequency 
may not always be convenient) then AC = S34 /x^iF. Using a " Q " meter, the spac- 
ing between primary and secondary is adjusted until this increment in capacitance is 
obtained ; this gives the required value of k. 

With some transformers, neither of the two methods given previously will be con- 
venient, and a third method is required. In this case a *' Q " meter is again used, 
and the two transformer windings are connected firstly " parallel aiding " and then 
** parallel opposing." Any convenient resonance frequency may be selected, and 
the two capacitance values (Ci and C2) required to resonate the coils with the two 
different connections are noted. The coefficient of coupling is then given by 

V 2a ACi + Cj 
where = LJL-^. (This result was determined by J. B. Rudd). 
For a pre-determined value of h the relationship 

- ^^^^^ 

1 + a(a - 2U) 

is applied^ where AC =^ change in capacitance = Ci — C^. 

As an example, suppose Li (i.e. = 1) the capacitance C2 = 100 and 
k = 0.1 is required. Then 

4 X 1 X 0.1 X 100 
= 1 + 1(1 - 2 X 0.1) = 22-2 ""F- 

This method should not be used for small values of k (say below about 0.02) as it 
does not take into accoimt capacitive coupling. For k equal to 0.02 or less the method 
of Sect. (ii)E should always be used. For k greater than about 0.2 the short-circuit/ 
open-circuit method, given previously, is usually the most convenient. All measure- 
ments must be made with the transformer in its can, and the can should be earthed. 

In cases where a " Q " meter is not available, the operation of the transformer can 
be checked using a single stage amplifier and measuring the selectivity curve with a 
signal generator and a valve voltmeter. Alternatively, measurements can be made 
in the receiver, and a typical case is illustrated in Chapter 27 Sect. 2(iv) in connection 
with measurements on ratio detectors (see also Chapter 14 of Ref. 17). 

(iv) Under-coupled transformers and single tuned circuits 

It is sometimes necessary to use combinations of single tuned circuits or under- 
coupled transformers in conjunction with over-coupled circuits to give a substantially 
level response over the pass band. Another application for the under-coupled trans- 
former often arises when an improvement in selectivity is needed, without an excessive 
loss in stage gain. It has been shown by Adams (Ref. 9) that the optimum conditions 
for selectivity and gain for a given Q, are obtained when the coefficient of coupling 
is approximately 0.82 of critical. However, it is readily shown for a transformer 
having k equal to 0.5 that the loss in gain is only about 2 db (approx, 0.8 of maxi- 
mum gain). 

The design equations (Ref. 1) that follow are applicable to single tuned circuits, 
which will be considered first : 
(A) Single Tuned Circuits 

p ^ (1 + X^)^i^ (16) 
X = (p'^^ - (17) 

Q = § (IB) 
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and d = tan-i y^Q = tan"^ X (19) 

JO 

where p = attenuation at Af c/s off resonance 

JV = number of identical tuned circuits (for a single tuned circuit N 1) 

/o = resonant frequency 
and 6 = phase shift between current at resonance and the current at Af c/s off 
resonance. 

The design of the single tuned circuit presents no difficulty, and it is only necessary 
to use Table 3 in conjunction with eqns. (16), (17) and (18). Selectivity and phase 
shift can be found from the universal curves of Figs. 9.17 and 9.18 (Chapter 9 Sect, 10), 
or selectivity can be evaluated directly from eqns. (16), (17) and (18) used in con- 
junction with Table 3. 



TABLE 3. SINGLE TUNED CIRCUITS 
For use with equations (16), (17) and (18) 
N = number of identical tuned circuits 



Attenuation (p) 


N = 1 


N = 2 


N = 3 


Times Down 


db Down 


X 


X 


X 




3 


1.00 


0.644 


0.509 


2 


6 


1.73 


1.00 


0.767 


4 


12 


3.87 


1,73 


1.23 


7 


17 


6.93 


2.45 


1.63 


10 


20 


9,95 


3.00 


1.91 


20 


26 




4.36 


2.52 


40 


32 




6.25 


3.27 


70 


37 




8.31 


4.00 


100 


40 




9.95 


4.53 


1000 


60 






9.95 



(B) Example 



Two single tuned circuits are required to give an attenuation of 17 db for a total 
bandwidth of 10 Kc/s. The i-f is 455 Kc/s. 

(a) From Table 3, AT = 2.45 (since N 2). 

(b) Q = 2.45 X 455/10 = 111.5 from eqn. (18). 

(c) Assuming C = 200 /x/xF (including all strays) 

L = 25.33/0.455^ X 200 = 0.611 mH. 

(d) The unloaded Q required depends on the combined effects of valve input 
and output resistance. Take the loading for the two transformers as being 
the samcj for simplicity. 

Then suppose Vp = 0.8 M^3 and grid input resistance = 6.8 }AQ the 
effective shunt resistance is 0.715 M^3. 
From eqn. (6) 

Q„ = 111.5 X 0.715/(0.715 - 0.194) - 153. 

(e) The gain of each stage (twice that for a critically-coupled transformer) is 
gmQt^o^i so that taking g„ — 2 mA/volt (2000 /xmhos) in each case^ stage 
gain = 277 X 2 X 111.5 x 0.455 X 0.611 = 390 times (or 51.8 db). 

(f) Suppose we have the loaded Q given as 111.5 (as in our previous problem 
using N = 2)j and we require the bandwidth for 6 db attenuation ; from 
table 3 obtain X = 1.0 and from eqn. (18) the total bandwidth (2Af) is 4.08 
Kc/s. In a similar maimer the attenuation can be found when the band- 
width is stated. The resonance curves could also be used to find X { -^ D in 
Chapter 9^ in this case) and p. 

(C) Under-coupled transformers 

If the transformers use very loose coupling, the methods for single tuned circuits 
could be applied (N = 2 for each transformer) in conjimction with eqn. (7). This 
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approach does not lead to very accurate results since the values of cout5ling are seldom 
less than 0.1 of critical and more often are of the order of 0.5 to 0.8 of critical. 

General design equations applicable to transformers having any degree of coupling 
are given below, but it will be seen* that they are not quite as tractable as in previous 
cases unless an additional factor such as Q, k, or Qk (i.e. a given proportion of critical- 
coupling) IS specified. However, this will offer little difficulty. 

X = [{(1 - a^)^ + (p2/Ar _ ^ - (1 _ a2)]i (20) 



P 



Ri + g'' - x^y + 4xn 

L (1 + a*^)2 J 



X = (2J///„)Q 
Qk 



(1 + a*^)2 J (21) 

(22) 



- « = ^,;.v:n -J (23) 

e - tan-i2X/[l ~X^ + a^] (13^) 
where p = attenuation at Af c/s off resonance 

a = Qk = k/k, 

Q =VQiQ2 = l/*c (in which Q^ and are the primary and secondary Q's 

and kc is critical coupling coefficient) 
k = any coefficient of coupling 
N = number of identical transformers 
/o = resonant frequency 
and B = phase shift between secondary current at and off resonance. 

The restriction of Q1/Q2 or Q2/Q1 > 2 is applied, as previously explained. 
It may be observed that these equations are the most general ones, e.g, if Qk = 1 
the equations reduce to those for critical-coupling. 

Stage gain is given by evaluating eqn. (5) and multiplying by eqn. (15) (or reading 
the gain reduction factor from Fig. 26.4). 

The coefficient of coupling can be set as described for critically- coupled trans- 
formers. 

(D) Example 

A 455 Kc/s i-f transformer is required to give a total bandwidth of 20 Kc/s for an 
attenuation of 4 times. The transformer is to be connected between a voltage am- 
plifier, having a plate resistance of 0.8 (e.g. type 6SK7), and a diode detector 
having a load resistance of 0.5 

In this case other loading effects due to the a.v.c. system etc. will be neglected. 
For a typical case where the a.v.c. diode plate is connected by a fixed capacitor to the 
i-f transformer primary, there will be appreciable damping of the primary circuit due 
to the diode circuit (approx. when diode is conducting). This damping will 

not be constant for all signal input voltages, particularly if delayed a.v.c. is used. 

(a) The difficulty first arises in evaluating X, If we select a suitable value for 
Q the problem becomes quite straightforward. 

To select a value for Q it is necessary to realize that an unloaded value of 
150 would be about the absolute maximum with normal types of construction, 
and even this figurc-w* well on the high side unless an " iron pot " or a fairly 
large can and former are used. Assume Q = 150 for this problem (so far 
as the procedure is concerned it is unimportant if a lower value is selected). 

The next point is that circuit loading will set a limit to the value of Q WqL 
(= Q/<^oC). Now L will be set, normally, by the minimum permissible 
value of C. Suppose C ^ 85 /i/xF including strays, then L = 1.44 mH ; 
and we will take L = = and C = Co for practical convenience. 

Better performance would be possible by making L^> but the improve- 
ment is only small, and hardly worthwhile unless the secondary load is very 
small. 

(b) For our problem 

ui^L ^ l/(^oC = 4120 Q ; also l?i - 0.8 MQ and 
Rz = 0.5/2 ^ 0.25 MQ (half the d.c. diode load resistance). 



www.pmillett.com 



26.4 



(iv) UNDER-COUPLED TRANSFORMERS 



1037 



Then applying eqn. (8) 

150 X 0.25 

~ 0.25 + (150 X 4.12 X 10"^) ^ 
150 X 0.8 
^^^^ = (0l^6lS) = ''''' 
so that 



Q = VQ1Q2 X 43.3 = 60.5. 

(c) From eqn. (22) 

20 X 60.5 
X = -^55- = 2.66. 

(d) From eqn. (23) 

Qk = p>66(2.66'' + (2.66=^ + 4) (4=^ + l)}i - (2.66^ + 4^^ - l) -j i ^ 

and >fe = 0.93/60.5 - 0.0154. 

(e) From eqns. (5) and (15) (the solid curve of Fig. 26.4) 

(2 X 60.5 X 4.12) 
Stage gain = 0.996 

= 249 times or 47.9 db. 

(f) The completed transformer has primary and secondary Q's of 150 (before 
connection into the receiver), a coefficient of coupling equal to 0.0154 (which 
is 0.93 of critical-coupling when the transformer windings are loaded) 
primary and secondary inductances of 1.44 mH and tuning capacitances of 
85 fifiF (including strays). The stray capacitances across the primary 
would be valve output (7 ft^xF for type 6SK7) plus distributed capacitance of 
winding, plus capacitances due to wiring and presence of shield can ; across 
the secondary there would be diode input capacitance (about 4 ^^F for a 
typical case), plus distributed capacitance of secondary winding plus wiring 
and shield can capacitances. The total capacitances can be measured in the 
receiver or estimated using previous experience as a guide ; typical values 
would be 10-20 /x/xF depending on the type of i-f transformer, valves etc. 
If the second valve is not a diode, the input capacitance should also include 
that due to space charge. Miller effect etc. as discussed in Chapter 2 Sect. 8 ; 
Chapter 23 Sect. 5 and Sect. 7 of this chapter. However, in most practical 
cases the total capacitance across the secondary is estimated by adding a 
suitable value to the valve input capacitance. Changes in input resistance 
which would affect the loading across the i-f transformer secondary, are also 
discussed in these same sections. Input capacitance changes with a.v.c. 
are considered in Sect. 7 of this chapter. 

(g) A complete resonance curve can be obtained from Fig. 9.17 (Chapter 9 
Sect. 10), by taking 

D = Q2Af/f, (= X) andb = Qk = k/k,, 
or directly from the design equations (20), (21) and (22). 

(v) F-M i-f transformers 
(A) Design data 

The design methods given so far are applicable to both F-M and A-M transformers, 
but there are additional data available which will be of assistance (see also Sect. 9(ii) 
of this chapter for an alternative design procedure based on permissible non-linear 
distortion). 

Bandwidth requirements are of importance, and it is fairly generally accepted that 
the i-f amplifier should be capable of passing all significant sideband frequencies 
of the frequency modulated wave ; where significant sidebands are taken as those 
having amplitudes which are greater than about 1% of the unmodulated carrier 
amplitude. The bandwidths for this condition can be found from Table 4 (see also 
Ref. 19) for commonly occurring values of modulation index. 
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TABLE 4. BANDWIDTHS FOR USE WITH F-M TRANSFORMERS 

AF carrier frequency deviation 



Modulation Index — 
AF 



f audio modulating frequency 



Values for — - may be interpolated with sufficient accuracy 



AF/f 


0.01-0.4 


0.5 


1.0 


2.0 


3.0 


4.0 


5.0 


6.0 


Bandwidth = 


2/ 


4/ 


6/ 


8/ 


12/ 


14/ 


16/ 


•18/ 


AF/f 


7.0 


8.0 


9.0 


10.0 


12.0 


15.0 


18,0 


21.0 


Bandwidth = 


22/ 


24/ 


26/ 


28/ 


32/ 


38/ 


46/ 


52/ 



As an example, for the F-M broadcast band AF = ± 75 Kc/s and the highest 
audio frequency is 15 Kc/s, then AF/f = 75/15 = 5. 

Then the required bandwidth is 16 x 15 = 240 Kc/s. 

The highest audio frequency is chosen because this imposes the most severe re- 
quirements on bandwidth ; e.g. suppose we had taken/ = 7,5 Kc/s, then the modula- 
tion index would be 10, and the bandwidth 28/ = 28 X 7.5 = 210 Kc/s. 

The bandwidths actually employed in a receiver should also make allowance for 
possible drift in the oscillator frequency. A reasonably good oscillator should not 
drift by more than about ± 20 Kc/s when operating around 110 Mc/s ; so that an 
additional 40 Kc/s should be added to the bandwidth. Of course, this is only a rough 
approximation, since the oscillator frequency variation is random and would intro- 
duce additional frequency modulation ; the determination of the true bandwidth 
would be quite a difficult problem, unless several simplifying assumptions are made. 

From what has been said, it appears that the receiver total bandwidth should be 
about 280 Kc/s to fulfil the most severe requirements. However, most practical 
receivers limit the total bandwidth to about 200 Kc/s, which is not unreasonable 
since the average frequency deviation is about ± 50 Kc/s, 

For such large bands of frequencies to be passed through tuned circuits which do 
not give transmission (for the bandwidth desired) without attenuation it is necessary 
to have some criterion which will allow the permissible amount of attenuation to be 
estimated. To eliminate non-linear distortion the circuits should provide a uniform 
amplitude and a linear phase characteristic over the operating range. Curvature of 
the phase characteristic of the timed circuits will cause non-linear a-f distortion, while 
curvature of the amplitude characteristic may cause additional distortion if the ampli- 
tude happens to drop below the operating voltage range of the amplitude limiting 
device incorporated in the receiver. A suitable criterion can be determined from the 
phase angle/frequency characteristics of the timed circuits (the phase angle being 
that between the secondary current at resonance to that at Af c/s off resonance). 
Inspection of universal phase shift curves will show that the greatest range of linearity 
of phase shift versus frequency change, is given by critically-coupled transformers 
(Ross, Ref. 2) ; but slight overcoupling does not lead to excessive non-linearity 
Overcoupling has some advantages, in particular slightly greater adjacent channel 
selectivity can be obtained ; but there is the disadvantage of more difficult circuit 
alignment. As an extension of this work, Ross (Ref. 2) has also shown that for a 
critically-coupled transformer a suitable criterion of permissible non-linearity is that 
X > 2 (24) 
where we will take 

X = (24///o)Q (this is the same X as previously) 
2Af = total bandwidth 
/(J = central carrier frequency 
and Q = V Q1Q2 (where Qi and Qz are the primary and secondary magnification 
factors). 

The amount of introduced amplitude modulation can be estimated from 
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- 1 



(25) 




l-e 2 0 2-4 



FIG.26-6 PEIRCEINTACE OF INTRODUCED A-M 
IN AN F-M CURRENT FO R N 
CRITICALLY COUPLED TRANSFORMERS 



P + 1 

where m = amplitude modulation factor 

and p = attenuation at bandwidth of twice deviation frequency (i.e. 2 J/ ^ 2 JF). 

Fig. 26.6 shows directly values of m for various values of X. Values of m are of 
importance since they allow an estimate to be made of the amplitude limiting re- 
quirements demanded from whatever device is incorporated in the receiver to " iron 
out " amplitude variations. 

Many F-M receiver designs allow anything 
from 20% to 50% of introduced amplitude 
modulation, but these figures should always 
be considered in connection with the amount 
of non-linear distortion introduced by the 
tuned circuits [see Sect. 9(8)]. Good designs 
often allow considerably less than 20% of 
introduced amplitude modulation. 

It is also worth noting, before leaving this 
section, that the carrier frequency should 
be regarded as a reference point only, since, 
unlike amplitude modulation, its amplitude 
varies and becomes zero under some conditions of modulation. This is the 
basis of a method due to Crosby (Ref. 25) used for measuring frequency deviation. 

(B) Example 

A F-M i-f amplifier is required using three critically-coupled transformers. The 
i-f is 10.7 Mc/s and the frequency deviation i 75 Kc/s ; the highest a-f modulating 
frequency is 15 Kc/s (critical-coupling has been selected in this case but a combina- 
tion of critical and over-coupled transformers might lead to a better solution). 

The converter valve to be used has a conversion of L5 M^? and a conversion con- 
ductance of 475 ^mhos ; and the two i-f valves each have plate resistances of 2 M^? 
and gm = 5000 ^mhos. 

(a) For simplicity it will be taken that any additional selectivity, due to the other 
tuned circuits in the receiver, is negligible. Also, as will be illustrated, the 
dynamic impedances of the i-f transformers will be so low as to render ad- 
ditional damping due to plate and grid input resistances negligible ; this is 
not true, however, if the final transformer is connected to a limiter stage 
because of grid current damping— some consideration will be given to this 
later. 

(b) From previous considerations regarding bandwidth, in cormection with 
Table 4, we will adopt 220 Kc/s as a compromise. 

If we design on the limit of X =^ 2, then from eqn. (3) 

2 X 10.7 X 10« 

O = =97 4 

^ 220 X 10=> 

and kc - l/Q = 0.0103. 

(c) Taking 2Af ~ 2AF =150 Kc, s, for maximum frequency deviation, since 
Q = 97.4 and N = 3, then, from eqn. i3)yX 1.365 and, from equation (1), 
p = 2.55, whence from eqn. (25) or Fig. 26.6, 

2.55 - 1 

m — ^ - = 0.436 or 43.6% amplitude modulation. 

(d) This is a severe additional requirement for limiters etc., and could also lead 
to high distortion, although the condition for linearity of phase shift with 
frequency is fulfilled. The distortion can be found from eqn. (54) for each 
of the transformers. 

(e) Select suitable values for Ci and Cj. To obtain the highest possible dynamic 
impedance these are usually made rather small. Take 

Ci — Cg ^ 60 /x/xF (including strays) 
25 330 

Li= = U) = .TT^rV^ - 3.68 ^H. 
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There would be an advantage in making Cj < d and Li > but this is 
awkward for winding i-f's on a machine. 

(f) The dynamic impedance of each winding (considered uncoupled from one 
another) is 

^0 =^ Qc^o^ = 97.4 X 2Tr X 10.7 X 3.68 = 24 000 Q 
which is very much less than the valve plate or input resistances in typical 
stages. 

(g) To find the overall gain of the i-f stages :— For the first stage, connected to 
the converter, we are concerned with conversion gain. 

From eqn. (5) and step (f). 

Conversion gain 475 x 10*' x 24 000/2 =^ 5.7 times (15,1 db). For 
the second and third stages in each case, gain ^ 5.7 x 5/0.475 = 60 times 
(35.6 db). Hence the overall gain is 15.1 + (2 x 35.6) = 86.3 db. 

(h) If the third transformer connects to a limiter its design should be modified 
for best results ; however, this is not done in many receivers. Grid current 
will alter the effective input capacitance of the limiter valve and cause very 
appreciable detuning of the transformer secondary. To overcome this 
detuning it may be necessary to make the pass band of this transformer 
somewhat greater than for the other two, or else to use a very large capacit- 
ance (of the order of 600 fifiF) to tune the secondary (tapping down is also 
effective). It has also been suggested that Qi should equal in this case 
(Ref. 21). The important point, apart from possible distortion, is that the 
susceptibility to certain types of impulse noise is increased if the tuned 
circuits are not accurately aligned to the centre frequency of the discrimina- 
tor. Fiirther, when the i-f circuit is detuned, additional amplitude modu- 
lation will be introduced, and this increases the difficulty of obtaining effeaive 
limiting. Grid current damping, of course, would tend to offset the effect 
to some extent (see also Refs. 21, 24). Since this transformer would pro- 
bably be non-standard in any case, it would be advantageous to make Li as 
large as possible, to assist in keeping the stage gain high. This follows as 
a result of the stage gain being directly proportional to ^/ L1L2Q1Q2 = LQ, 

(i) It is important to check whether the i-f transformers will provide sufficient 
adjacent channel selectivity: This will depend on the frequency allocations 
of the various transmitters. In the U.S.A. local F-M transmissions are 
usually spaced 400 Kc/s apart, and the past experience of some designers 
has indicated that adjacent selectivity is adequate if the receiver bandwidth 
is not more than about 800 Kc/s for a relative attenuation of 60 db. 

In the example above there are three critically-coupled transformers each 
having a nominal Q of 97 : 

From Table I, X = 4.46 for 60 db attenuation. 
From eqn, (3) 

Xfo 4.46 X 10.7 X 10« , 
2^f - = ^ = 494 Kc/s. 

However, commercial F-M receivers have given reasonably satisfactory 
performance with two i-f transformers with Q*s of about 75 leading to a band- 
width of 1 140 Kc/s for 60 db attenuation. It might also be noted that larger 
commercial receivers generally use three transformers with Q's of about 
70 to 75 and not 97 as found in the worked example, which is not to be taken 
as indicating good design practice. 

Whether the selectivity performance is entirely adequate will depend very 
largely on the relative field strengths of the desired and undesired trans- 
missions at the point of reception, and it is to be expected that more exact 
figures will only be decided on after a number of years* experience with 
practical operating conditions. The problem is similar to that of the A-M 
broadcast receivers (using 455 Kc/s i-f transformers) where it is usually 
taken that adjacent channel selectivity will be adequate if the overall band- 
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width does not exceed about 40 Kc/s for 60 db attenuation relative to the 
response at the centre frequency, although many commercial receivers have 
bandwidths of less than 30 Kc/s for the same attenuation. 

(vi) I-F transformer construction 

The methods of (i) to (v) in this section will allow the necessary design data for an 
i-f amplifier to be collected together. The final step is to determine the winding 
details and physical arrangement of the transformers. It is not proposed to discuss 
the merits of various types of windings, but merely to give a few details which have 
proved helpful in practice. 

For transformers working at the higher frequencies, the windings are quite often 
solenoids and the determination of the number of turns required is a simple matter. 
Satisfactory results can be obtained by applying Hayman's modification of Wheeler's 
formula as given in Chapter 10. Methods are also set out for determining the number 
of turns per inch, and suitable wire diameters for obtaining optimum values of Q. 
Usually wire gauges between 18 and 28 s.w.g. are suitable as they are not so heavy 
as to be awkward to bend and they do not tear the usual type of coil former when the 
construction requires the leads to be passed through the inside of the former down to 
the base connections. Some error in the calculated number of turns will be apparent 
unless allowance is made for the inductance of leads. The number of turns required 
is finally determined experimentally in any case so that the calculated number of turns 
provides a good starting point. 

Measurements must always be made with the coils in the cans because the effects 
of the can, brass mounting bosses, slugs etc. on inductance and Q are quite large. 

Powdered iron *' slugs " are commonly used for setting the inductance values and, 
for 10,7 Mc/s in particular, the iron must be very finely divided if the coil Q is not 
to be seriously changed as the cores are moved through the windings. Sufficient 
inductance variation also requires that the " slugs " have a certain minimum size. 

Silvered mica fixed capacitors are to be preferred for good frequency stability with 
temperature changes, particularly at high frequencies such as 10.7 Mc/s, and tem- 
perature compensation using negative temperature coefficient capacitors is essential 
if the best results are to be obtained. Cheaper mica types are very often used at the 
lower frequencies around 455 Kc/s. If capacitance trimmers are to be used, care 
must be taken in their choice as pressure types are often mechanically unstable and 
sometimes have very low Q values. Suitable wax or other treatment should be 
applied to fixed capacitors to offset the effects of changes in humidity. 

Coils should be baked* to remove moisture and then given suitable wax or varnish 
treatment to prevent humidity changes altering their properties. The electrical 
characteristics of the coils will be altered by wax etc. and it is essential to check the 
final values for Q, k etc. after the treatment is complete. 

Typical former diameters for i-f transformers range from about f in. to | in., and 
the grade of material used for the former will affect the stability of the transformer 
directly when variations in temperature and humidity occur. 

The design of transformers with pie windings (a larger number of pies generally 
reduces distributed capacitance and increases Q) is not as simple as for solenoids since 
most equations require a knowledge of coil dimensions which are not always available. 
There are also optimum sizes of winding to give the highest possible Q — see Chapter 
10. A method which has proved satisfactory in practice is to make measurements 
on various types of coils which are likely to be used fairly often and apply the re- 
lationship 

N - B^/l (26) 
where N = turns per pie 
L = inductance in 
and B ^ experimentally determined constant. 

As an example : A winding is to be made to have an inductance of 1.44 mH. Pre- 
vious experiments have shown that, in the frequency range of 300-900 Kc/s and for 

*See also Chapter 11 Sect, y 
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an inductance of about 0.5-2 mH, a two pie winding on a 9/16 in. former (each pie 
5/32 in. wide, with 3/32 in. spacing between the pies and using 5/44 A.W.G. LiU 
wire) has the fac tor B = 4.33. Then from eqn. (26) 



N - 4.33V 1440 = 165 turns per pie; 

the two pies each of 165 turns, being connected series aiding. The same method 
can be applied in cases where it is convenient, to any type of winding. 

Since the presence of the iron " slug " will affect inductance (and r-f resistance) 
it is necessary to determine its effect and also to calculate the variation in inductance 
which can be made. The turns required are found for the condition with the " slug " 
in the winding and in the position giving the mean inductance value. This means 
that the value of L used in eqn. (26) will be less than the calculated value by the in- 
crease due to the iron. 

The value of the inductance (L) using a powdered iron core (e.g. magnetite) can 
be found from 



where Lq = inductance of air cored coil 
Ti = radius of iron core 
rg = mean radius of coil 
/i = length of core 
/a = length of coil 
fj^eff = effective permeability of iron core (Refs. 88 and 89 list values for fM 
and fMeff for various types of iron powders j typical values for «// are 
from 1.5 to 3, depending on the type of iron) 
a = 0.8 when h < k 
and a — 1 when /a < l^. 

The iron cores in common use are about } in. to | in. in diameter and range in length 
from about \ in. to 1 in. An inductance change of about ± 10% when the ** slug '* 
is moved through the winding, is generally sufficient for most requirements. The 
dimensions required for solving eqn. (27) are available if the experimental procedure 
previously suggested has been canied out on air cored coils ; or the whole procedure 
can be carried out experimentally. 

Some manufacturers make up 455 Kc/s i-f transformers completely enclosed in 
powdered iron pots. There is often little difficulty with this construction in obtaining 
Q*s in the order of 1 50, Stray capacitances are often large, however, and sometimes 
lead to very unsymmetrical resonance curves. 

At the lower frequencies (up to about 1 or 2 Mc/s) Litz wire is advantageous for 
obtaining high Q values and 3, 5, 7 and 9 strands of about 44 A.W.G. (or near S.W.G. 
or A.W.G. gauges) wire are common ; Q values greater than about 120 will require 
some care in the transformer construction, and the size of can selected will materially 
affect the value obtainable (see Ref. 91 for illustration). 

The required values of Li, L2, ^, etc. for developmental purposes are conveniently 
found using a Q meter. Methods for setting ^, using a Q meter, have already been 
outlined in this section. For an experimental transformer it is of assistance to place 
the windings on strips of gummed paper (sticky side outwards) wrapped around the 
former. In this way the windings can be moved quite readily along the former. 

It should be noted that some variation in k can be expected when the transformer 
is connected in the receiver because of alteration of" slug " position, added top capacit- 
ance coupling (this occurs for example because of capacitance between the a.v.c. and 
detector diodes) etc. Regeneration is also troublesome as it alters the effective Q 
values, and hence the conditions for critical k. To avoid overcoupling it is sometimes 
desirable to make the value of k somewhat less than is actually required (often about 
0.8 to 0.95 of the critical value depending on the receiver construaion and i-f). If 
all added coupling is accounted for and the Q values are those specified then no diffi- 
culty arises. Some slight increase in coupling, in the receiver, is not necessarily 
serious, because the loaded primary and secondary Q*s are not always equal. In this 





(27) 
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case a double hump in the secondary vohage does not appear until transitional coupling 
has been exceeded, and the k required for this to occur is always higher than k critical ; 
transitional and critical k are the same, of course, when primary and secondary Q's 
are equal. 

For the capacitance and mutual inductance coupling to be aiding, the primary and 
secondary windings are arranged so that if the plate connects to the start of the prim- 
ary, then the grid (or diode plate) of the next stage connects to the finish of the second- 
ary winding ; both coils being wound in the same direction. This method of con- 
nection also assists in keeping the undesired capacitance coupling to a minimum. 
The order of base connections is also important in reducing capacitance coupling and 
the grid and plate connections should be as far from one another as possible. 

The cans to be used with i-f transformers should be as large as is practicable. They 
are generally made from aluminium, although copper was extensively used at one time. 
Cans should preferably be round and seamless. Perfect screening is not obtained, 
in general, and care is necessary in the layout of the various stages to ensure that the 
transformers are not in close proximity to one another. When mounting the trans- 
former into a can, if there is a choice as to the position of the leads (ahhough this is 
largely determined by the valve type available) it is always preferable to bring the con- 
nections for each winding out to opposite ends, as this reduces stray capacitance 
coupling. The effects of the coil shield on inductance and r-f resistance can be cal- 
culated (see Chapter 10 and Ref. 4, p. 134) and the results serve as a useful guide^ but 
direct measurement on the complete transformer is the usual procedure. Mechanical 
considerations generally ensure that the can is thick enough to provide adequate 
shielding (for considerations of minimum thickness see Ref. 4, p. 135). 

Methods for determining gear ratios^ winding pitch and so on, for use with coil 
winding machines are discussed in the literature (Refs. 29, 30, 31, 32) ; see also Chapter 
11, Sect. 3(iv) in particular. 

Finally, the measure of the success of any i-f transformer design will be how closely 
the prediaed performance approaches the actual results obtained when the transformer 
is connected into the receiver. 



(vii) Appendix : Calculation of Coupling CoefQcients 

For the calculation of the coefficient of coupling (see also Chapter 9) it is helpful 
to use the following rules of procedure : 

(a) If the coupling circuit is drawn as a T section, the coefficient of coupling is 
given by the ratio of the reactance of the shunt arm divided by the square root of the 
product of the sum of the reactances of the same kind in each arm including the 
shunt arm, 

ie k = 

\/{X^ + X^XX, + X^) 

(b) If the coupling circuit is drawn as a i7 section, the coefficient of coupling is 
given by the ratio of the susceptance of the series arm divided by the square root of 
the product of the sum of the susceptances of the same kind in each arm including 
the series arm, 

A few examples will now be given to illustrate the procedure. From rule (a 
applied to Fig. 9.15, 



V{X, + XJ{X, + XJ ViL, + LJ(L, + L^) 
For Fig. 9.12 using rule (b) 

^ _ 

" V(Bi + BJ{B, + ~V{C, + CJ(Ca + CJ 

For Fig. 9.14 using rule (a) 
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For Fig. 9,13 using rule (b) 
k 



It is sometimes helpful to make use of the obvious relationship in the form of k 
for the two types of circuit, by drawing dual networks and writing down the value of 
k for the duals as though capacitances were inductances and vice versa, e g. the in- 
ductances of Fig. 9.13 are the duals of the capacitances of Fig. 9.14, and so the value of 
k is written down for, say. Fig. 9,14 and if k is required for Fig. 9.13 we merely sub- 
stitute the symbols Ly for Ci C«. 

As a more difficult example the coefficient of coupling for Fig. 9 16(A) will be cal- 
culated. Firstly redraw the two coupled circuits as two T sections and then combine 
the two directly connected series arms. The complete coupling circuit now com- 
prises a series arm Li — M-^ ; a 17 section made up from Afi, — Mi 
~\- L2 — Afg, Afa ; a series arm — M^. Transforming the U section to a T 
section and adding the two series arms of the previous circuit to the new series arms, 
we have a single T section in which the first series arm is 

iTTL? + Li - Ml - ^ 

the second series arm is 

MIW - M, - Af,) ^ ^ _ ^ _ Li,(L/ + Lap - MlMi + M^) 

and the shunt arm is 



Applying rule (a), and writing L„ = + L 

k = 



MiAfa 



kik2 

^ V(i - k.'Xl =~k^ 

Afi ^ ^ M, 
where = — =r-. and kz = - ' 



As a further example a bridged T coupling section will be considered, made up 
from inductances bridged by a capacitance. This corresponds to the familiar case 
of a mutual inductance coupled transformer with added top capacitance coupling 
(e.g Fig. 9.16D) and also refers to any practical i-f transformer because of the presence 
of stray capacitance affecting the coupling between the primary and secondary wind- 
ings. 

The procedure in this case is to use rule (a) and determine the coupling coefficient 
due to mutual inductance (the inductances are considered as forming a T network) i 
call this k^. Next use rule (b) to determine the coupling coefficient due to capacit- 
ance coupling (the capacitances form a U network) ; call this k,. Then if the con- 
nections are such that the two forms of coupling aid each other, the resultant coupling 
coefficient is 

and if < 1 then 
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kj' = -\- kc (approximately). 
For the case of the two forms of coupling being in opposition 

^ 1 - k^k, 

and if k^tk^ 1 then 

= km — (approximately). 

The above expressions for k j can be derived quite simply from data given in Ref . 
101 J or directly using a similar method to that set out below. The results are most 
helpful in determining rapidly the effect of additional top capacitance coupling e.g. 
an i-f transformer is connected between the last i-f amplifier valve and a diode de- 
tector, and the a.v.c. diode is connected to the primary of the transformer in the usual 
manner. Then clearly there is top capacitance coupling added across the i-f trans- 
former due to the direct capacitance between the two diodes, and a knowledge of the 
.value of this capacitance will allow the added coupling to be taken into account when 
designing the transformer. If the capacitance value is not known its effect can be 
estimated when a response curve is taken. 

This method for finding kj can be applied in exactly the same way to a bridged T 
coupling network in which the two main series arms are inductances with mutual 
inductance coupling between them, the shunt arm is a capacitance and the T is bridged 
by a capacitance. 

An alternative procedure, and a most important one, for determining k will now 
be discussed. This method can be applied quite generally to determining coupling 
coefficients for Tl and T networks which have L^C^ = L^C^. The method is due to 
Howe and the reader should consult Refs. 99 and 100 for a more detailed explanation. 
This procedure uses the relationship 



where co^ is the higher angular frequency of free oscillation in the circuit and is 
the lower angular frequency of free oscillation. 




(lii is calculated from Fig, 26. 6A, which shows a symmetrical T network with mixed 
coupling, by considering the capacitors C to be charged as shown. During the dis- 
charge of the capacitors it is clear that L^C^ have no effect on the resonant frequency 
in this case, and 

cog is calculated from Fig. 26.6B in which the capacitors C are charged as shown. 
In this case, when the capacitors are discharging, it is convenient to consider the 
shunt arm as being made up of two equal parts each carrying the primary and second- 
ary current alone ; the reactances of and being doubled to allow for the single 
current. Then 

1 



(L + 2L^) 



f CCJ2 \ 
\C + CJ2) 
LG 



so that k 



A somewhat similar procedure can be applied to a /7 network, or an equivalent T 
network can be found and the above procedure applied. 
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For cases where the sections are imsymmetrical some modification in the procedure 
is necessary. Taking the case of a T section using inductance coupling (with LiC^ = 
L2C2) the shunt arm is replaced by two inductances (Xj and X2) in parallel such that 
their combined inductance equals that of the shunt arm (L„) and such that the values 
selected will give equal resonant frequencies for the two circuits 
. Li + 

The case of capacitance coupling is treated in a similar way. The procedure is then 
exactly as before for the symmetrical coupling network. There would be little diffi- 
culty in extending this procedure to the case of the unsymmetrical T section using 
mixed coupling, but it is wonh noting that numerical solutions are much easier to 
handle than a general algebraic solution even in the case of simple coupling. 

For the two mesh network just considered, using mixed coupling and in which 
LjCi = L2C2 it is usually simpler to use the relationship 

*r " 1 ± k„k, 

as was done for the bridged T network. Taking the example just considered. 



C 



and k 



L + Lm C + C„ 



(L + LJ(C + 



exactly as before. 

It should be carefully noted that in all cases of mixed coupling the sign of L„ is 
most imponant. For the example just given L „ was taken as being positive ; this 
is the case of the two forms of coupling being in opposition, and zero voltage transfer 
occurs when the shunt arm is series resonant. With L„ negative the two forms of 
coupling aid each other and there is no series resonant frequency. The aiding con- 
dition, which is the one usually required, is possible only when the coupling between 
the two inductances is due to mutual induction, as a physical coupling inductance 
would act so as to oppose the capacitive coupling. 

The methods given so far, for determining the coupling coefficient, are useful for 
the types of circuit considered. However, it should be observed that they can be 
applied directly only to the following cases : 

(1) Circuits having coupling elements all of the one kind i.e. all capacitances or all 
inductances (simple coupling). 

(2) Circuits having mixed coupling in which the primary and secondary circuits 
are tuned to the same frequency. However, it is only necessary that LjCi = L^Ci 
and the primary and secondary circuit elements need not be identical. 

Determination of k for the cases just stated usually presents little difficulty and is 
simplified by choosing one or other of the procedures outlined ; , these cases cover 
most practical requirements. A real difficulty does arise when the primary and 
secondary are tuned to different frequencies and the coupling is mixed. 

It may now be of interest to consider the procedure given below which makes use 
of the result obtained by Howe (Ref. 98) and foUows from the definition that the 
coupling between two circuits is the relation between the possible rate of transfer of 
energy and the stored energy of the circuits ; by the possible rate of energy transfer 
is meant the rate of energy transfer in the absence of all resistance other than that 
utilized for coupling. 
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The definition leads to the relationship 



k = 



where we have taken for our purposes that 

= 277 X resonant frequency of primary circuit with sec. o/c 

— 277 X resonant frequency of secondary circuit with pri. o/c 
= voltage transferred from primary to secondary 

= Z„ for a primary alternating current of 1 amp. and angular frequency wi 

12 

£"21 = voltage transferred from secondary to primary 

= for a secondary alternating current of 1 amp. and angular frequency 
21 

0)2 

= maximum energy stored in primary circuit for an alternating current 
of 1 amp. 

— maximum energy stored in secondary circuit for an alternating current 
of 1 amp. 

This method can be applied to any two oscillatory circuits coupled together in any 
manner, when all the elements are linear and bilateral. 

As a simple example consider the case covered previously of an unsymmetrical 
T section of inductances. Then 

12 21 



^21 



and k ^ 4= / "^-^-"f- ^ ^ 



exactly as before. 



ViL, + LJ(L, + LJ 

It can be seen that the primary and secondary frequencies need not be considered 
in cases of this type involving simple coupling only. 

Now consider an unsynmietrical T section with mixed coupling, and different 
primary and secondary resonant frequencies : 



12 WiC„ \ OJlC„/ 
Zm = OJzL^ — —-^ = OiShrn - ^^') 



W^2 = 1-2 + 



k = 



L.- - ■■■ ' 



and since 



Ci + Cm 



(L2 + L,m)C20m 

the expression for k can be rewritten as 



/ {L^ 



It should be carefully noted that the wi and used here are not the same as found 
previously for the natural resonant frequencies of the coupled circuits. 
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If now we take = ^ L and d = = C, 
L^C^ - LC 

(L + LJ(C + CJ ■ 
Since this case corresponds to that used in connection with Figs. 26. 6A and 26, 6B 
it would be expected that the results would correspond. However, it is seen that 
there is an additional term L„C in the denominator of the second solution. This is 
explained by the method used for determining wi and in the latter case, and so 
the method as given here cannot be considered exact. The approximation involved 
in this particular example is that the result is equivalent to 

km ± k 

kj = km ± kc and not kj^ = r~ — ^-f • 

1 ± kmkc 

This is seen quite readily because 

L + - C + C„ 

L„(C + CJ - C(L + L„) L„C„ - LC 



and so - ^^^^^ ^ - ^L+LJ(C+-CJ 

which is the result just obtained. 

A rather similar difficulty occurs when determining the central reference frequency 
for the transformer of Fig. 26.2. The angular frequency (oj) is determined exactly 
as above by considering the secondary on open circuit, and for this case 



+ <^2 



2 

where and are now determined in the same way as for Figs. 26.6A and 26.6B, 



SECTION 5 : VARIABLE SELECTIVITY 

d) General considerations {it) Automatic variable selectivity. 

(i) General considerations 

Any method giving variable -coupling may be used to provide variable selectivity. 

Variable-coupling by means of pure mutual inductance is the only system in which 
mistuning of the transformer does not occur without introducing compensation of 
other component values. As the coupling is increased above the critical value, the 
trough of the resonance curve remains at the intermediate frequency (Ref. 8). 




fo 



FlC.26-7 

With any other type of coupling which has no mutual inductance component, one 
of the two humps remains at the intermediate frequency. The mistuning is then 
half the frequency bandwidth between htmips. 

The method of switching tertiary coils appro ximates*far more closely to the curve 
for pure mutual inductance (M in Fig. 26.7) than it does to the other curve. The 
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tertiary coil may have no more than 5 % of the turns on the main tuning coil and less 
than 0.5% ratio of inductance. The symmetry of the overall selectivity curves is 
usually good. 

Variable capacitance coupling may be used and the coupling capacitor may be either 
a small capacitor linking the top end of the primary to the top end of the secondary 
or it may be a common capacitor in series with both primary and secondary circuits. 
This latter arrangement is commonly known as " bottom coupling." 

For '* top coupling " very small capacitances are required and the effect of stray 
capacitances is inclined to be serious, particularly in obtaining low minimum coupling. 
It may be used, however, with a differential capacitor arrangement whereby con- 
tinuously variable selectivity is obtained (Refs. 41, 42). The differential capacitance 
in this case adds to or subtracts from the capacitance in the primary and secondary 
circuits to give the requisite tuning The disadvantage of this arrangement is that 
sufficiently low minimum coupling is very difficult to obtain and the capacitor is a 
non-standard type. 

Bottom coupling " has results similar to *' top coupling,'* but is easier to handle 
for switching and also has advantages for low coefficients of coupling. A two or three 
step tapping switch may be used to give corresponding degrees of bandwidth pro- 
vided that simultaneously other switch contacts insert the necessary capacitances in 
the primary and secondary circuits, for each switch position, to give correct tuning. 




TWO POSITION SELECTIVITY FiG. 26. 7A 

One such bottom coupling method which requires the minimum of switching for 
two degrees of coupling is shown in Fig. 2 6,7 A (Ref. 42a). The two coils and La 
should each be in a separate shield can. With switch 5^ in the position shown, the 
selectivity is broad ; in the lower position the selectivity is normal. Capacitances 
as shown are only illustrative. The same principle can be used for three values of 
coupling, using seven capacitors. 

In most cases, the second i-f transformer is slightly under-coupled and its peak is 
used to fill in the " trough " between the peaks of the first transformer in its broad 
position. 

A wide variety of circuit arrangements for obtaining variable selectivity has been 
described in the literature. Design methods and practical constructional details 
for many of these can be found in the references listed at the end of this chapter. 
Further discussion is also given in Chapter 11, Sect. 3(iii). 

(ii) Automatic variable selectivity 

Automatic variable selectivity allows the bandwidth of the i-f amplifier to be varied 
with signal strength, the pass band being a maximum for the strongest signal. 

Many types of circuits have been developed using variable circuit damping, varying 
coupling reactance and circuit detuning. A number of the circuits are not very 
practical arrangements since they involve the addition of a number of valves whose 
sole function is to provide variable bandwidth. 

One interesting circuit arrangement (Ref, 46), v/hich does not require any additional 
valves, is shown in Fig. 26.8, 

To imderstand the operation of the circuit it is first necessary to consider what 
happens in an ordinary mutual inductance coupled transformer. It is well known. 
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when two circuits are coupled together, that there is a back e.m.f. induced in the 
primary winding from the secondary which will have a marked effect on the magni- 
tude and phase characteristics of the primary current as a function of frequency. 

The primary current response curve exhibits a double peak at values of k even less 
than critical, because the back e.m.f. represents a voltage drop that decreases rapidly 
on either side of the resonant frequency. Double peaking of the primary current is 
masked in its effect on the secondary current by the selectivity of the secondary circuit. 
When the coupling exceeds critical (actually transitional) coupling the secondary 
current exhibits two peaks, but to a lesser extent than the primary current. 




■F VOLTAGE 
. .AMPLIFIELR 
;== 1 C6K7) 
V2 



L[ -I ISmH 
L2" l-t4mH 
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QrQ2-llb 

l| &l2 wound in 
same direction 
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AUTOMATIC SELECTIVITY ARRANGEMENT 



If the magnitude of the counter e.m.f, is increased by increasing the mutual in- 
ductance, and at the same time a voltage of almost equal magnitude and opposite 
phase is added in series with the primary circuit, a single peak of output current can 
be obtained in the transformer secondary. The additional series voltage, so intro- 
duced, will increase the stage gain and selectivity from the condition which existed 
prior to its introduction ; in our case the prior condition is that the stage gain is less 
and the secondary current has two peaks, i.e. the transformer is initially over-coupled. 

In the circuit of Fig. 26.8 the valve performs the dual functions of amplification 
and production of the series voltage to be added to the primary circuit, A resistance 
in the cathode of produces an a,c. voltage drop, which is proportional to the 
of the valve and the secondary current of the transformer ; this voltage drop across 
the cathode resistor is the one applied back to the transformer primary. When a 
strong signal is being received a.v.c. will increase the bias on the grid of and so its 
is reduced. When the (and consequently the voltage drop across the cathode 
resistor) is sufficiently small, peak separation is obtained ; the width between the 
peaks depending on the value of mutual inductance. Weak signals reverse the pro- 
cess and narrow down the overall response curve. 

A quantitive analysis (setting out design data and instability conditions) is given 
in the Ref, (46). For the circuit of Fig, 26.8 the peak separation is given as 8 Kc/s 
foi an i-f of 450 Kc/s. Other designs are shown for peak separations of 15 Kc/s 
and also for obtaining two position automatic selectivity ; the latter arrangement 
necessitates the use of a relay. 

Other types of automatic selectivity are discussed in the references listed. 



SECTION 6 : VARIABLE BANDWIDTH CRYSTAL FILTERS 

(i) Behaviour of equivalent circuit (ii) Variable bandwidth crystal filters {Hi) De- 
sign of variable bandwidth i-f crystal filter circuits (A) Simplifying assumptions {B) 
Gain (C) Gain variation with bandwidth change (D) Selectivity (E) Crystal constants 
(F) Position of filter in circuit (G) Other types of crystal filters (iv) Design example. 

(i) Behaviour of equivalent circuit 

Fig. 26,9 shows the generally accepted equivalent electrical circuit for a quartz 
crystal of the type used in the i-f stage of a communications receiver. 
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In this network suppose we consider that R is zero, then between terminals 1 and 2 
there is a reactance 

(oL — l/coC 

When o)L = 1/ ojC the reactance is zero and the circuit is series resonant. 

When £oL "~ ( + —7^ ) the reactance is infinitely large, and the circuit is 
CO \Cj Cq/ 

parallel resonant (anti-resonant). 

The difference in frequency between and fr is given approximately by 

^^ = 2-§-/- 

From the values of the 455 Kc/s crystal constants which are given in (iii)E below, 
it will be seen that J/ is about 250 c/s in a typical case. 

The presence of R will slightly modify the conditions for which parallel resonance 
occurs. For our purposes the conditions given are near enough. 

It should be clear from the circuit that the parallel resonance frequency (/j,) wiU be 
higher than the series resonance frequency (fr). For frequencies above fr the resultant 
reactance due to L and C in series is inductive, and this is connected in parallel with a 
capacitive reactance due to Cq. A typical curve of output voltage versus frequency 
change, for this type of circuit, is shown in Fig. 26.10. 

If the value of Co could be altered as required, then the position of would be 
variable. Suppose by some means we are able to connect a negative capacitance 
(or a parallel inductance will give somewhat similar results) across Co ; then the 
value of the capacitance shunted across the series circuit will be 

C = Co - Cv. (29) 




From this, it follows that C can be reduced from its initial value of Co (when Cj^ is 
zero) until it becomes zero, and Cj^ has then exactly neutralized Co. The response 
curve would now be that for the series circuit (made up from L, R and C) alone, which 
behaves as a pure series resistance at Z^. If the magnitude of Cj^ is further increased, 
then C becomes negative and the series circuit is shunted by a negative capacitance ; 
^yhich is equivalent to shimting an inductance across the series circuit (which behaves 
like a capacitive reactance for frequencies below fr). This means that the parallel 
resonance frequency (/p) will now be lower than the series resonance frequency (fr)* 
Any frequency above or below the series resonance frequency can now be chosen as 
the rejection, or parallel resonance, frequency and the current through the circuit, 
at this point, will be reduced ; the values for and the current depending on the 
circuit constants. 

To achieve the variation in C the circuit of Fig 26,9 (i.e. the crystal) is incorporated 
in the bridge circuit of Fig. 26.1 1, in which Cj^ is made variable to achieve the results 
discussed. In this circuit is the load impedance ; Z, is the impedance of the 
voltage source ; Zi and are any two impedances used to make up the resultant 
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FIG. 26-11 CIRCUIT ARRANGEMENT FOR 
VARYING c\-Co-Cn; 



bridge circuit. It will be realized that the presence 
of Zj and would have some modifying effect on 
our previous discussion, but the general principles 
remain unchanged ; these impedances will be taken 
into account when the design of the crystal filter 
stage is carried out. 

The arrangement of any practical circuit using a 
single crystal can be reduced to the general form of 
Fig. 26.11. 

Two typical circuit arrangements are shown 
in Fig. 26.12. Fig. 26.12(A) shows that Zj and 
Za are obtained by using two capacitances and for the bridge arms. Fig. 12(B) 
uses a tap on the i-f transformer secondary (L^ and L^) to obtain the bridge arms 
Zi and Zs- 

In any circuit arrangement such as those shown, the best overall selectivity is ob- 
tained when C is zero (i.e. C^^ = Cq). Under this condition, if the circuit is de- 
signed with some care, the response curve of output voltage with frequency change 
will be reasonably symmetrical. If Cj^ is varied to place above or below /r, although 
we may improve the selectivity (and so the rejection) against an unwanted signal at 

the resonance curve is no longer symmetrical and the selectivity is decreased on the 
opposite side of the curve. 

XTAL 2 



-r 





I-F TRANS. 



1-F TRANS. . ^. - 

(A) (B) 
FIG. 2612 PRACTICAL CIRCUIT ARRANGEMENTS FOR QUARTZ CRYSTAL 
FILTERS 

(ii) Variable bandwidth crystal filters 

It is often necessary, in practical receivers, to have means available for varying the 
bandwidth of the crystal filter circuit. This can be achieved in a number of ways, 
such as detiming the input and (or) output circuits or varying their resonant im- 
pedances. Also, as well as having variable bandwidth it is desirable that there should 
not be appreciable change in stage gain as the bandwidth is altered. Further, the 
overall response curve of voltage output versus frequency should remain as sym- 
metrical as possible with changes in bandwidth when the bridge circuit is arranged so 
that Ct, is neutralized by C^. 

To fulfil all of the conditions above, a simple solution is to use a tuned circuit as 
the load for the filter circuit, and to alter its dynamic impedance by switching-in 
either series or parallel resistors. Simple detuning of the input circuit, or the output 
circuit, is not very satisfactory and the best results can only be achieved by detuning 
both the input and output circuits in opposite directions by an amount depending 
on their relative Q's. (For a description of circuits using the latter method see Refs. 
48 and 63). To obtain constancy of gain it is necessary that the voltage source im- 
pedance be low, and this again suggests the switched output circuit when the band- 
width is to be varied. The choice of series or shunt resistors to alter bandwidths is 
largely bound up in stray capacitances across switch contacts and the resistors them- 
selves ; careful consideration here suggests that resistors in series with the inductor, 
or the capacitor, of the tuned load will probably give the least detiming effects. Un- 
less the values of the tuning capacitances for the input and load circuits are fairly 
large, alteration of Cj^ will have some appreciable effect on the resonant frequencies 
of these circuits, giving rise to asymmetry of the response curve and loss in sensitivity. 
This effect can sometimes be overcome, partly, by the use of a differential type of 
neutralizing capacitor. However, circuits using this arrangement should be care- 
fully examined as usually there are still some detuning effects. For most practical 
cases it is sufficient to choose suitable values of tuning capacitance, particularly when 
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operation is confined to an i-f of 455 Kc/s, and to tap down on the circuit when this 
is possible. 

Two other points are worth mentioning. The first is that the crystal stage gives 
high selectivity around resonancej but the '* skirt " selectivity may be quite poor ; 
for this reason the other stages in the receiver must provide the additional " skirt " 
selectivity required. In addition^ good '* skirt " selectivity is a requirement of the 
i-f amplifier to minimize any possible undesirable effects which may arise because of 
crystal subsidiary resonances. The other point is that having C^y as a variable control 
is not necessarily a great advantage, and simpler operation is obtained when can 
be pre-set to neutralize Co- This cannot be done with all types of variable bandwidth 
circuits, since the conditions for neutralization may be altered as the bandwidth is 
ch"&nged. 

(iii) Design of variable bandwidth i-f crystal filter circuits 
(A) Simplifying assumptions 

From Fig. 26.11, when a capacitance balance is obtained as far as Co is concerned, 
^ CIZJZ^), (30) 

Since Co is generally about 17 /x/xF it is convenient to make = Z^. Also, 
must have very low losses if the attenuation at the rejection frequencies is to be high. 
The general design will call for all capacitors to be of the low loss type. When the 
condition of eqn. (30) is fulfilled, the equivalent circuit reduces to that of Fig. 26.13(A). 




' EQUIVALENT CIRCUITS FOR CRYSTAL FILTER WHEN Cq- 

For purposes of analysis it is convenient to rearrange Fig. 26.13(A) as shown in Fig 
26.13(B)j and, if we take Z^ = Z2, the value of Z'a will be a quarter of the total dynami, 
impedance of the secondary circuit of the i-f input transformer. E\ will be 
the voltage developed across the two series capacitors tuning the i-f transf'jr 
secondary. 
(B) Gain 

First we will derive an expression for the overall gain of the i-f stage. 
From Fig. 26.13(B), 

_ Z ^ 

E\ 

where £"0 



z\ - 



z, + z\ + 

output voltage across load circuit applied to grid of following i-f am- 
plifier valve 

load impedance 
voltage source impedance 
crystal impedance (Co neutralized) 




FIG. 26-14 CIRCUIT FOR DE TERMIN I NG 1 5' 



= ^ + ^C-^ - i) 

^ -R at resonance (i.e. i-f) 
and E\ = available voltage developed at tap on input i-f transformer secondary. 

To compute the complete stage gain we must now consider Fig. 26.14. Here, 
since we requ^'re maximum gain, a critically-coupled transformer is connected to a 
voltage amplifier valve (VJ whose grid to cathode input voltage is Eg. Then since 
E' s is half the total voltage appearing across Ci and C^ 
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where = mutual conductance of Vi 

OJq = 27T X i-f 

and L ^VZ^ (always provided that L^Ci = L2C2). 

Combining eqns, (31) and (32) j the gain from the grid of Vi to the grid of the next 
amplifier valve (Vj) is 



Eqn. (33) gives a great deal of information about the circuit. For constancy of gain^ 
it follows that should be very much greater than {Z\ + Z^. Since Z^. (or R 
at resonance) cannot be altered by the receiver designer^ it is necessary to make Z\ 
as small as possible. However^ as Z\ is made smaller the overall gain will be affected 
since it is a centre tap on the output of the input i-f transformer. The maximum value 
for Z^ will be limited by the maximum bandwidth requirements, and the permissible 
values of circuit constants. The other factors affecting gain are gmy Q and L. For 
a given valve under a fixed set of operating conditions, is practically outside the 
designer's control ; the value of L(=^/L^L^ is made as large as possible consistent 
with the requirements of minimum permissible tuning capacitance ; Q =a/QiQ2 
is adjusted so that is made as high as possible, and since we desire Z\ to be low a 
suitable value is selected for Qa- The method of determining Q has a large effect 
on the stage gain which can be obtained, as will be seen later in the illustrative example. 

(C) Gain variation with bandwidth change 

For constancy of maximum gain at fo (i.e. the i-f) it has been suggested that Z\ 
should be small. There is a limit, however, to the minimum gain variation that can 
be obtained for a given change from maximum to minimum bandwidth. From the 
preceding equations it may be deduced that the maximum stage gain (^^ax) is ob- 
tained when the bandwidth is greatest, and the minimum gain mi „) when the band- 
width is least. This limit in gain variation (since R for the crystal is fixed) is the con- 
dition for which the voltage source impedance {Z\) becomes zero, which occurs when 
A R (R p — /?) 

where Rj. = total series resistance (at fo) when the bandwidth is least 
{= R -ir Z\ + Z ^ ; in which Z^ has its smallest value) 

and Rj,^ = total series resistance (at /o) when the bandwidth is greatest 

{= R -\- Z\ Z j ', in which Z^ now takes up its largest value). 
To determine the voltage source impedance (Z'3) for the usual condition where 

Z' g is not zero, we use 

RriRr - R) - o:Rr(Rr - R) 
_ ^2 ^ 1 ^1 ^2 ^3g>j 

* Rt — OlRt 

^2 ^1 

which, for convenience, is rewritten in terms of eqn. (34) as 
7, _ ce.0 - a 



(35A) 



Rrp — R R^p — R 

where Rr and Rj^ have the values given immediately above, 
^1 * 2 

R ^ equivalent series resistance of crystal 
and a = = gain variation desired, and must always be less than one. 

If a value is selected for Z' 3 then 

RrJ^Rr, - R) - ^'s^r, ^ ^^^^ 
R'P {,Rf — R) — R-T,^ J 
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(D) Selectivity 

Selectivity around resonance can be calculated by the methods to be outlined^ but 
for most purposes it is sufficient to determine the bandwidth for a given attenuation 
at the half power points (3 db attenuation or 1/a/2 of the maximum voltage output) 
on each of the required selectivity curves. 

Considerable simplification in the design procedure is possible^ if the bandwidths 
ff.r 1 db attenuation (or less) are known. In this case it would be sufficiently accurate 
to take Z ^ and equal to their dynamic resistances at resonance^ at least for most 
practical conditions^ without introducing appreciable error. The advantage obtained 
being that^ in what follows^ ^ ^t^^ conditions. The 

value of would be given by Qx = /o/4^/ for 1 db attenuation^ and this expression 
would be used in place of eqn. (38). However^ the procedure given is more general 
and there should be little difficulty in applying the simplified procedure, if necessary. 
Further the method given illustrates (in reverse) how the bandwidths near resonance 
can be calculated for various amounts of attenuation. 

To determine the bandwidth at the half power points proceed as follows : first 
it may be taken that the equivalent inductive reactance of the crystal is very much 
greater than the inductive reactance of the load and source impedances. Also^ pro- 
vided the variations in gain are not allowed to become excessve^ at and near resonance 
the value of Z\ is very closely R\. For very narrow bandwidths^ near resonance^, 
it is also sufficiently close to take = Rj^; for large bandwidths the resistive com- 
ponent (Rj) of Z^ at the actual working frequency will have to be found. From these 
conditions^ we have 

^ _ WqL OJqL 1 ^^^^ 

Rj^ + R' B + R wqCR' 'p 

where Qx = the equivalent Q of the circuit of Fig. 26.13(B) 
L =^ equivalent inductance of the crystal 
C = equivalent series capacitance of the crystal 
R ^ equivalent series resistance of the crystal 
Rj^ = resistive component of Z^, the load impedance^ at the frequency being 

considered Z^ at resonance) 
R's ^ resistive component of Z\ the voltage source impedance 
R'-P = R^^ + R' s + R = total series resistance at frequencies away from/o 
(for very narrow bandwidths R^ Z^^ and R'-^ Rj-^ 

and o3q = 27T X /o (where /o is the i-f). 

From the principles of series resonant circuits we know that the total bandwidth 
(2 J/) for the half power points (3 db atten.) is given by 

2^/ = h/Q., (38) 

It follows from eqns. (38) and (37) that for large bandwidths should be small 
and so R\ should be large. For narrow bandwidths the reverse is true^ and the 
limiting case for the narrowest bandwidth would be when R' j R (i.e for the crystal 
alone) ; a condition impossible to achieve in practice because of circuit requirements. 

Since Zj ^ {Z\ -\- R) for constancy of maximum gain at/o^ under conditions of 
varying bandwidth^ it also follows that will mainly be determined by the magnitude 
of the resistive component of the dynamic impedance of Z^. 

Some additional selectivity is given by the input i-f transformer^ and for more 
exact results the attenuation for a particular bandwidth would be added to that found 
for the crystal circuit. This additional selectivity is usually negligible around the 
" nose " of the resonance curve, but can be determined from the universal resonance 
curves of Chap 9 Sect 1 0, evaluating D and h for unequal primary and secondary 
Q's (Qi and Q2) and noting that Q in these expressions is Qs 

The resonance curve for the complete circuit is seldom necessary for a preliminary 
design. The procedure is rather lengthy but not very difficult. First it is necessary 
to find the resistive component of Z^ (i.e. Rj) at frequencies off resonance. This is 
carried out from a knowledge of |Z^ |(= Z j) at resonance^ and by determining the 
reduction factors from the universal selectivity curves. Multiplying |Z^ | by the 
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indicated attenuation factors gives the required magnitudes of load impedance |Z'^|. 
To find the resistive component, values of 6 corresponding to the various bandwidths 
(and values of |) are read from the universal phase-shift curves of Chapt. 9 Sect. 10 
Then 

^z. ^ i\ cos (39) 
The resistive component of Z\, can be found in a similar way from 

R\ = Z\ cos ^ 

but since the impedance of Z'^ is generally small, and the circuit relatively unselective, 
R\ can often be taken as equal to Z\ for a limited range of frequencies near resonance. 
When Z\ is very low, it can be neglected in comparison with + R. 

Then, since the resistance {K) and the inductance (L) of the crystal are known, 
eqn. (37) can be applied to determine the values of corresponding to the various 
bandwidths. (Strictly /o would be replaced by the actual operating frequency off 
resonance, but this is hardly necessary). 

Knowing the different values of Q^, and since the bandwidths corresponding to 
each value are known, the various points for the complete selectivity curve can be 
found from the universal resonance curve for a single tuned circuit (it is unimportant 
that this is for a parallel tuned circuit rather than a series tuned circuit, since the 
conditions for parallel and series resonance are practically the same provided the Q 
is not less than about 10 ; there is, however, a reversal in sign of the phase angles 
for the two cases). Additional selectivity due to the input transformer can be taken 
into account if this degree of accuracy is thought to be necessary, 
(E) Crystal constants 

Before a complete design can be carried out, some data on the equivalent electrical 
constants of the quartz crystal must be available. In most cases details can be ob- 
tained from the crystal manufacturer. 

Typical values for the electrical constants of 455 Kc/s quartz crystals widely used 
in Australian communications receivers are : 

R - 1500i?; C 0.018 /x/xF ; Co - 17 /x/xF. 

The crystals are a special type of X cut bar and have no subsidiary resonances for a 
range of at least ± 30 Kc/s from/^. They are approximately 20 mils (0.02 in.) thick;, 
] in. wide, | in. long and are mounted between flat electrodes with an air gap not 
greater than 1 mil. (0.001 in.). 
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nc.26 l^) APPROKIWATE METHODS FOR DETERMINING EQUIVALENT 
ELECTRICAL CONSTANTS OF QUARTZ CRYSTALS 



If the required data cannot be obtained, then details of methods for measuring, 
firstly, the value of Q for the crystal, can be found in Ref. 65. The experimental 
set-up is shown in Fig. 26.15(A) and Q is found from 

fr 



2(/. 



fr /Er_ 
- fr)\J 



(40) 



where 

and E.r> 



series resonance frequency 
parallel resonance (or antiresonance) frequency 
voltage across terminating resistance at series resonance 
voltage across terminating resistance at parallel resonance. 
A knowledge of Q will allow the filter circuit to be designed, but if values for C 
and Co are required these can be readily measured (Ref. 64) by using the arrangement 
of Fig. 26.15(B) and the relations 



+ Co 
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and 



(42) 



where 



C = 



fv 



and 



La 

Co 



fr 

fv A 



series capacitance of crystal 
parallel capacitance of circuit -L^C^ 
parallel inductance of circuit L^C^ 
shunt capacitance across crystal due to holder etc. 
parallel resonance frequencies of combined circuits. The com- 
bination has two parallel resonance frequencies, one above and 
one below Z^. 

series resonance frequency, measured with combined circuit, 
parallel resonance frequency of circuit L ^ alone. 
Co is determined by disconnecting the crystal and adding capacitance to L^C^ 
to retune the circuit to the frequency Z^. 

(F) Position of filter in receiver 

In most receivers using crystal filters at least two i-f stages are included, since the 
gain of the crystal stage is usually well below that for a normal i-f stage. Low stage 
gain immediately after the converter valve may have an adverse effect on signal-to- 
noise ratio, and it is sometimes preferable to place the filter between the first and second 
i-f voltage amplifier valves ; however, it is fairly common practice to place the selective 
crystal stage immediately after the converter to reduce the effects of spurious responses. 

It would not be satisfactory to place the filter between the last i-f valve and the 
detector because of the low impedance of the load in this case. 

Since it is common practice to incorporate at least one r-f stage in receivers of the 
type mentioned, it is unlikely that effects such as possible deterioration in signal-to- 
noise ratio would be of any consequence. However, good design suggests at least 
two i-f stages plus one or more r-f stages, depending on performance requirements. 

(G) Other types of crystal filters 

There are several types of crystal filters suitable for use in radio receivers other 
than the simple bridge circuit, to which attention has been confined. Typical ex- 
amples are double-crystal and bridged T filters. These circuits are characterized 
by having two rejection frequencies, usually placed with geometric symmetry about 
fr. Details can be found in Refs. 49, 54, 55 and 61. 

Resistance balancing is sometimes applied to the complex types of crystal filters 
to increase attenuation at the rejection frequencies. This method has also been 
applied to wave filters using LC circuits only. Details are given in Refs. 59, 60 and 61. 

(iv) Design example 

Using the constants for the 455 Kc/s crystal given in (E) above, it is required to 
design a crystal filter circuit to have a total bandwidth (2Af) for 3 db attenuation. 




SELECTIVITY 
CONTROL 



TYPE 6SK7 

Rv=o-4oen, {for bandwidths stated) 

Li='4-9WH Q| = I40 

L2"0-i2 -mH q^" 140 

Cp'-abpfjf (including strays) 

■^IG. 26!6 CRYSTAL FILTER CIRCUIT DESIGNED FROM ILLUSTRATIVE EXAMPLE 



which can be varied from 200 c/s to 3 Kc/s. The variation in maximiim stage gain 
should not exceed about 2 db (± 1 db about the average gain) but it is desirable to 
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keep the stage gain as high as possible, consistent with stable operation with varying 
signal input voltages (i.e. large detuning of the i-f circuits should not occur when the 
signal voltages vary over a wide range). 

To make the problem complete, it will be assumed that the filter is connected be- 
tween two type 6SK7 pentode voltage amplifier valves. The complete circuit is 
shown in Fig. 26.16, 

(r) Since = Z^ and Co ^ 17 /a/aF, let us select a suitable capacitance range 
for Cjy. The smallest residual capacitance for Cj^ will be about 3 /a/aF. From this^ 
we have to increase a further 14 /a/xF to neutralize Co- In addition^ it is desired 
to move the rejection frequency (fp) below /„ so that it is reasonable to allow C^f to 
increase at least a further 14 /a/aF. The total increment in C^r is thus 28 /a/aF i wtxich 
gives a range of 3 to 31 /a/aF ; for convenience this is made^ say^ 3 to 35 /a/iF (or what- 
ever is the nearest standard capacitance range). 
(20 From eqn. (38) : 

for 200 c/s total bandwidth, and 3 db attenuation, 

Qx^ = 455/0.2 - 2275 ; 

for 3 Kc/s, 

Q^^ = 455/3 = 151.6. 
(30 From eqn, (37) (and C = 0.018 /a;iF) 
10^=^ 

z — Q 

^1 2275 X Itt X 455 x 10^ x 0 018 

8550 X 2275 ^ . 
and R\ = t^t-t = 0.128 M^P. 

^2 151.0 

So that (since = 1500 Q) 
Rj^ + Z% - 8550 - 1500 = 7050 Q 
i?/ + Z\ = 0.128 - 15 X 10-3 = 0.126 

2 

For narrow bands of frequencies, Ri^^ Z^^, and we may write 

i?V = Rr and + Z\ ^ 7050 Q. 
^1 ^1 ^1 

(40 To find . It should be clear, from the values ]ust given (Z', remains 
unchanged) that for fairly large bandwidths 

R^^ > Z\, 

Assume that, for the load circuit, Qj^ - 140. Then by calculation, or from the 
universal resonance curves, we have for a single tuned circuit and a frequency of 
455 Kc/s, 

Z, ac resonance 

1.37. 



\Z'^ \ at 3 Kc/s bandwidth 

Also, the phase shift 0 = 42° 43'. 
Using these factors in conjunction with eqn. (39), 
_ 0.126 

''^'^2' ~~ cos e ~ 0.735 

and so Z,^ ^ 1:?^^ ^ 0.235 M.. 

(If the maximum bandwidth required is too large it will be found that Z^^ cannot 
be obtained with ordinary circuit components). 

From this, since Z^ -= Qj^ajpL^, 

140 X 277 X 0.455 
25 330 
^/^ - 0455^-^^186-^ 
(50 If it is possible to make Z^ higher than 0.235 megohm then a voltage step-up 
is possible using the arrangement of Fig. 26.17, which also reduces detuning effects 
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when is varied. Good circuit stability (which requires a large value for Cj) is 
most important since the circuit bandwidth and gain are very critical to detuning. 
The main causes of detuning are capacitance changes at the input of Vj due to grid 
bias variations, and resetting of \ this latter capacitance change is offset, to some 
extent, in the alternative circuit since it appears across only part of the tuned circuit 
capacitance. Any form of tapping down is helpful in reducing detuning variations 
due to C^i but this is limited by the impedance required for the filter load circuit. 



Fig. 26.17. Alternative load circuit 
for crystal filter stage. 



FIG. 26.17 



Methods of reducing detuning effects are discussed in Sect. 7(ii), and could be 
applied here to offset changes in valve input-capacitance. Connecting the grid to a 
tap on the tuned load is an obvious means of reducing the effeas of valve input- 
capacitance variation. This method involves a loss in gain, but this is not necessarily 
serious as in some receivers the total gain is more than can usefully be employed. 

The aaual fixed capacitance for is found approximately as follows : 
Valve input capacitance = 6.5 /a/aF 



Strays across coil + wiring etc. 

+ Co = 2Co = 2 X 17 

Total strays 
Fixed capacitance req. ^ 208 — 



49 



(60 From eqn. (34) ; and since Rj 8550 Q and 



8.5 /i/iF 

34 p/aF (when Co is neutralized by 
49 /x/aF 

159 /x/iF (say 160 /x/xF). 



Rt^ = 0.237 hAQ (approximately; i.e. 
0.237 (7050) 

0.83 



+ R\ 



8550 (0 235) 

(which shows that the gain variation is practicable). 

Then, since a 2 db down = 0.794, we have from eqn. (35A) 
0.83 - 0.794 0.036 X 7050 



Z' = 



0.83 



0.794 



0.83 



-= 306 



7050 0.235 X 10« 
so that Z, - 47', 1224 Q. 



{!') To determine the approximate range of the selectivity control i?^,. For maxi- 
= 0. For minimum bandwidth, since (= R^^ = 7050 — 



mum bandwidth R 
306 - 6744 

Z 

then Qj.^ = 



and R\ 




= 4 



[This is 
step 



an approximation 

(8')] 



only ; see end of 



- 420 Q. 



Resistance already in circuit when Q is 140, is 

= 1680/140 = 12 Q. 
Range of i?« required is from 0 — 408 Q. 

This is the range if i?^ is connected in series with L^. If i? is to be connected in 
series with the capacitive arm of it should be realized that it would actually be in 
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series with the fixed capacitance of 160 ^^F only, and not the total capacitance, so 
that new values for the range ot Ri, would have to be calculated in this case. 

(8') The design of the input transformer is the next step. For maximum gain the 
transformer will be critically-coupled (this term is hardly a correct one in the design 
which follows and for this particular case it might be preferable to use other methods). 

Consider first the secondary circuit. The total secondary capacitance, if we select 
100 ^^F capacitors (connected in series) for the ratio arms of the bridge circuit, will be 
100/2 + 14.5 64.5 ^piF. The 14.5 nfj,¥ represents the approximate total for 

Cjy Cy Cq 

— (smce Cy = Co) = 8.5 ^/iF plus an allowance of 6 yi^xV 

for coil and circuit strays. 

Then the apparent secondary inductance required is 
25.33 

^2 — n xcrc^ 7TT ~ 1-9 mH. 

0.4552 X 64.5 

From step (6') above, Zg = 1224 Q. Since critical-coupling (see remarks above) 
will halve the actual value of Qsj we must use an uncoupled value for Z, of 2448 Q. 
This allows us to determine the uncoupled secondary magnification factor 
2448 2448 

2^ = = w = 

Because of the low value for the condition of coq^L^C^ ^ 1 is no longer suffici- 
ently accurate. For cases such as this, where Q is less than about 10, proceed exactly 
as before but modify the value of Lo by a factor QV(1 + Q")- This gives the true 
condition for resonance (unity power factor) if Q is assumed constant and is variable 
as it will be in most i-f transformers of the type being considered. The actual value 
required for La is now 



r 0,45^ n 

U (actual) ^ l-9Lr^^-J- 0-32 mH. 

(9') Since the secondary Q is very low, and L2 is fixed by other considerations, it 
should be clear that if we require reasonably high stage gain the primary Q ( ^ Qi) 
and the primary inductance should be as high as possible ^ since this will allow 
QL =\/ Q1Q2L1L2, to be increased. 

As the minimum capacitance across Li will be about 25 (xfiF (valve output + strays, 
which will be fairly high for a large winding), then it is possible to make 
25.33 

= 0.455^ X 25 = 

Of course, it may not be advisable to resonate the primary with stray capacitances 
only, but there are practically no detuning effects present (except those due to tem- 
perature and humidity variations). The possibility of instability must not be over- 
looked, however, when the grid to plate gain is high, and for the case given it would 
probably be necessary to neutralize the i-f stage or to reduce the gain by increasing 
the capacitance value above 25 ^/nF (and so reducing Li). However, Li will be made 
large here to illustrate the design procedure to be adopted in cases such as this, where 
Li is not equal to L2 and also to bring out an additional useful point which could be 
overlooked in cormection with the design of a.v.c. systems ; see Chapter 27 Sect. 3(xv). 

(10') Assume that unloaded Q values of 140 for the primary and secondary can be 
obtained. The plate resistance (r^,) for type 6SK7 is 0.8 NLQ for a set of typical 
operating- conditions. Then the actual value of is 
__Qur, 140 X 0.8 _ 

^ Q^cooU^TV, ^ T796"T~a8~ ^ 

(ir) In order that the actual value of shall be 1224 Q (and so Z\ = 306 Q) the 
secondary circuit must be loaded with a resistance Rs given by 

QuQ^oi^L^ 140 X 2448 

Qu^ - Q2 140 - 0.45 
where has the apparent value of 1.9 mH, and not its actual value, so as to make 
allowance for the use of approximate expressions which are normally only applicable 
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when Q exceeds about 10. 

(120 Q = VQ^2 =V'40.6 X 0.45 - 4.28. 

The coefficient of coupling = 1/4,28 = 0.234. 

L =Vl[L2 =V4.9 X 0.32 = 3.06 mH. 
The actual value of is required here. 

(130 It IS now proposed to estimate the gain. To find the true gain for the con- 
ditions selected it would be necessary to solve the complete equivalent circuit. It 
should also be noted that the condition for secondary circuit series resonance does not 
coincide with the condition for parallel resonance. Correct circuit matching (i.e. 
that the value of Z\ is the required one) can be readily checked from the equivalent 
secondary circuit. This has been done to ensure that the previous modifications 
to the transformer constants are quite satisfactory. Here the original gain equation 
(33) will be used, and then a suitable correction factor (namely /Xj^ ) will be 

applied for this special case where Xc^ ^ X The results show an appreciable 

error, about + 20% in the worst practical cases, but the additional labour involved 
in a more exact analysis is hardly justified. 

For the valve type selected ^ 2000 jumhos (2 mA/volt). Gain from grid of 
Vi to grid of V2, using eqn. (33), is 



p X 4.28 X 277 X 0.455 x 1 .25'j 

- 0.992 X 7.7 = 7.6 times (17.6 db). 
Gain (min, bandwidth) = 6744/8550 x 7.7 = 6.07 times (15.6 db). 

The factor X^^JX^^^ = 5470/917 = 5.95 and so the maximum gain is about 45 
times (33 db) and the minimum gain about 36 times (31 db). The calculated value 
from the equivalent circuit is 38 times. 

Thus the maximum total gain variation (including all approximations) is about 
2 db as specified i.e. =b 1 db about the average gain. Larger variations in gain, if 
permissible, would also allow increased overall gain ; the disadvantages have been 
discussed previously. 

(140 For some purposes a standard i-f transformer using fixed capacitances of 
about 100 jUjLiF, and the coupling increased to critical when the secondary and primary 
are correctly loaded, would give satisfactory results. The gain variation, and maxi- 
mum gain, are largely controlled by the value of the damping resistor connected 
across the secondary of the transformer. 

To control bandwidth it is necessary to increase to increase the maximum band- 
width, is increased to decrease the minimum bandwidth. If switched steps are 
required for bandwidth control, can be calculated for each step ; the remainder 
of the design is exactly as before. 

The arrangement used for the input transformer is only one of many possible cir- 
cuits. For cases such as the one given here (where the total gain is not a prime re- 
quirement) it may be preferable to leave the secondary circuit untuned and to use a 
tapped resistor to provide the ratio arms for the bridge circuit. The design pro- 
cedure is readily developed from the usual coupled circuit theory. 



(z) Causes of detuning (it) Reduction of detuning effects (A) General (B) Circuits. 

(i) Causes of detuning 

Detuning of i-f (and r-f) circuits is largely due to changes in valve input capacit- 
ance. The capacitance change is brought about when the grid bias on the valve is 



Gain (max. bandwidth) 
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altered, the bias change being due to the a.v.c. voltage altering with different signal 
inputs. This alteration in bias also leads to variation in the valve input conductance 
which will have to be considered in some circuits, since the conductance increases 
by about 2:1, from cut-off to normal operating conditions, with typical valve types 
operating at 100 Mc/s (see Ref. 68 ; also Chapter 2 Sea. 8 and Chapter 23, Sect. 5). 

If all the factors which cause valve input capacitance and conductance changes 
are considered the problem is rather involved as can be seen from the discussions 
given in Chapter 2, Sect. 8 and Chapter 23, Sect. 5. We will confine attention here, 
mainly, to input capacitance changes which are most troublesome in receiver design. 

One of the principal causes of change in valve input capacitance is the variation in 
position and density of the space charge distribution between grid and cathode, 
brought about by the change in grid bias. 

Variation in grid-plate transconductance {gm) is another principal cause of input 
capacitance change as will be seen later. 

Short-circuit input capacitance changes are not very much affected by frequency, 
although the change in capacitance with transconductance is slightly greater at low 
frequencies than at high. The slight variation with frequency will not usually be 
important when compared with the changes due to alteration of transconductance, 
so that the data given in Chapter 2, Sect. 8 can be used directly. From this data, 
it is seen that the short-circuit input capacitance alters by about 1 to 2 /x/xF in typical 
cases. It is interesting to compare these changes with that due to grid-to-plate 
coupling i.e. Miller effect (see Chapter 2, Sect. 8). 

Suppose, for simplicity, that the plate load acts as a pure resistance. Then the input 
capacitance change is given by 

= - = c4/f^) (43 

Taking a type 6SK7, with a plate load of 0.25 megohm, as a typical example. Then 
since Cgj, = 0.003 iifiF, r,, = 0.8 MQ (this value is not constant, but it has been 
assumed so for simplicity) and^,„ changes from 0-2000 /imhos,the input capacitance 
change is 

2 X 0.8 X 0.25 X 10^ 
AC = 0.003 ~ ^ ^•1'* '^'^I^' 

If Cpj, is augmented by stray capacitances, such as those inevitably present due to the 
socket, wiring etc., this figure for AC will be very appreciably increased. The 
corresponding change in short-circuit input capacitance is 1.18 /x/xF (see table Chapter 
2 Sect. 8), 

The effects are additive and cause an increase in input capacitance as the grid bias 
voltage becomes more positive, 

(ii) Reduction of detuning effects 
(A) General 

There are a number qf methods available for reducing the effects of valve input 
capacitance variations, and these methods (in most cases) also reduce input conduct- 
ance variations. Usually the reduction of these effects will lead to a loss in stage gain 
unless additional circuit changes are made. 

In the case of the ordinary broadcast receiver special circuits are not often used. 
T'he only precautions taken are : 

(1) The total capacitance tuning the i-f transformer secondary, in particular, is 
made as large as is practicable consistent with other circuit requirements. Values 
of 200 ^/xF, or so, should be used if possible, although values of the order of 100 fifiF, 
are generally used, since it is anlikely that the change in input signal will be such as 
to cause the maximum input capacitance change. Large values of tuning capacitance 
for the transformer are also helpful in increasing the attenuation at frequencies far 
removed from resonance. Also, with some types of converter valves (e.g. 6A8-G) 
a large tuning capacitance for the primary of the first i-f transformer can be of assist- 
ance in reducing degeneration in the signal input circuit connected to the converter ; 
this applies particularly to signal frequencies which approach the intermediate fre- 
quency. 
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(2) The receiver is aligned on small input signal voltages, since detuning effects 
will be less serious when the input signal is large. 

(3) The circuit layout is such as to minimize stray grid-to-plate capacitance. 
The degree of circuit mistiming in terms of frequency shift can be determined by 

comparing the input capacitance change with the total capacitance across the valve 
input circuit. A number of helpful practical examples of circuit mistiming are given 
in Ref. 69. 

There are several additional factors which are of importance. 

(1) Detiming will cause sideband asymmetry and so lead to the possibility of in- 
creased distortion. This is of particular importance in high fidelity receivers. 

When the carrier is received on the side of the i-f selectivity curve, one set of side- 
bands is almost completely eliminated (or at least substantially reduced in amplitude), 
and the amplitudes of the carrier and low frequency components of the other set of 
sideband frequencies are reduced. The timed circuits will introduce phase and, fre- 
quency distortion and the diode detector will give rise to non-linear distortion because 
of the absence of one set of sidebands. Experiment has shown that with the usual 
type of receiver the amount of detuning that can be tolerated before distortion becomes 
noticeable to a critical listener is about ± 1 Kc/s. 

(2) Detuning of the r-f and converter input circuits can lead to a reduction in 
signal-to-noise ratio. This effect is not often very serious, when compared with the 
deterioration in signal-to-noise ratio caused by the reduction in gain of the r-f stages 
as the a.v.c. bias is increased ; further discussion of this point will be given in con- 
nection with the design of a.v.c. systems in Chapter 27. 

(3) Detuning can result in considerable loss in adjacent channel selectivity. This 
is not particularly serious if the receiver has been aligned on small signal input, since 
the deterioration occurs when the desired signal is large. 

(4) The i-f stages lend themselves more readily to compensation methods than the 
r-f circuits ; in the case of the r-f circuits exact compensation can usually be obtained 
at one frequency only. Since the r-f stages are often relatively unselective, detuning 
is not often a very serious factor and it is usual to compensate only in the i-f circuits. 

(5) Even although exact compensation for input capacitance changes can be ob- 
tained at the resonant frequency, the compensation is not complete at frequencies 
removed from the i-f centre frequency, and there will always be some departure from 
symmetry on the " skirts " of the overall response curve. However, since compensa- 
tion is required mainly at the centre frequency, this is not serious. 

(6) The neutralization methods to be described in Section 8, in connection with 
stability, will affect input capacitance variations which are due to grid-to-plate coup- 
ling. If the amplifier is neutralized, then the input capacitance changes with grid bias 
will be due, mainly, to space charge effects. 

(B) Circuits 

Attention will be confined to the circuits of Fig. 26.18 (some discussion of which 
has already been given in Chapter 23, Sect. 5), since these allow satisfactory results 
to be obtained with a small number of components. Other types of compensating 
circuits can be found in Refs. 67, 71, 72. 

In Figs, 26. ISA and B, Cb is a by-pass capacitor and may be neglected in the dis- 
cussion which follows. It is possible to show that, for complete compensation of 
the input capacitance variation, the condition required is 

Rjcgk = ^CIC,^ (44) 
where = imbypassed cathode resistance 

g\ = grid-to-cathode transconductance ; which is given by g^ilk/h) in 
which is the mutual conductance ; /jt is the total d.c. cathode cur- 
rent (for a pentode this is usually the sum of the plate and screen-grid 
currents) ; is the d.c. plate current 
AC = valve input capacitance change 
and Cgjc = grid-to-cathode capacitance. 

For a typical case suppose dC = 3 /x/xF, C^k = 6 /x/xF and^^ 2000 (11.8/9.2) 
= 2560 /xmhos, so that 
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Rk ^ (3/6) X (10V2560) = 195 Q. 

Since AC/C^k determines the value of Ri, for a particular valve, it is sometimes 
convenient to increase C.^ artificially to obtain a more suitable value for i?^. This is 
done by adding a small capacitance between the grid and cathode terminals. How- 
ever, too large a total value for C.^ can have an undesirable effect on the valve input 
conductance, particularly at high frequencies, and so it is not advisable to increase 
Cpfc to more than about twice its usual value or even less, at high frequencies (say 
10 Mc/s or so). For typical results see Ref. 68. For 455 Kc/s i-f circuits it is often 
permissible to connect the whole of in parallel with C^k- 

Because of the presence of the unbypassed cathode resistor there will be a change in 
the effective mutual conductance (and consequently a loss in gain) given by 

S m 

i m( eff eetive) ~ Y^^R^g^^ ' (^5) 

In our example : 

2000 

gm(.jfec.i..) - J _^ 195~2.56 X 10-^ ^ ^^^^ 

If C^jfc is increased to 20 /i^F then i^^ = 58.5 Q and the effective g„, = 1740 /Limhos. 
The actual cathode bias resistor required is approximately 260 Q so that about 200 Q 
(= R\) would be used and this is then by-passed in the usual manner by C^, as shown 
in Fig. 26.18B. The increased value of Cgk would need some corresponding re- 
duction in Co since the total capacitance tuning the i-f transformer secondary includes 
the resultant capacitive reactance due to Cgk and R^in series if the reactances of Ct, 
and Cfc are neglected. 




A.V.C. 

IG. 26-18 WETHOD FOR REDUCING VARIATIONS OF INPUT 
ADMITTANCE 



The use of an unbypassed cathode resistor results in an increase of the short-circuit 
feedback admittance, and this effect can be used to increase the stage gain so as to 
offset the loss in g„^ and, also, the reduction in Q of the input transformer due to the 
cathode resistor forming part of the tuned circuit. Two methods are available for 
increasing the feedback admittance ; the first is to connect the plate and screen by- 
pass capacitors back to the cathode ; the second is to add a small capacitance between 
plate and cathode, the plate and screen by-pass capacitors being connected to ground 
in the usual manner. These methods of increasing gain need to be treated with some 
care as they can easily lead to oscillation and particular attention is needed if instability 
is to be avoided. With some valve types (e.g. 6SG7, 6SH7, 9001, 9003, 6AG5, 
6AK5) the plate-to-cathode capacitance is already relatively high because of the in- 
ternal connections between the suppressor grid, beam confining electrodes, and the 
cathode ; this can lead to oscillation difficulties without external capacitance being 
added. 

In the majority of cases it is preferable to return plate and screen by-pass capacitors 
(also the suppressor grid) to ground, and add a capacitance from plate to cathode if 
this is thought to be desirable. 

With any circuit the capacitances can be measured and the value for R^ accurately 
calculated, but in a practical case it is generally much simpler to determine an approxi- 
mate value for and then find the exact value experimentally. 
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SECTION 8 : STABIUTY 

(0 Design data (tt) Neutralizing circuits. 

(i) Design data 

The discussion of Chapter 23, Sect. 7 should be used in conjunction with the data 
to be given here ; also, the detuning effects discussed in the previous section are 
closely bound up with the data which follow. 

For stages using single tuned circuits the expression given in Chapter 23 is more 
conveniently arranged as 



Max, stable impedance 



=7i 



(46) 



from which it immediately follows that the 

Max. stable gain =^ / ^^'^^ 

For double tuned circuits which are critically-coupled — ^the usual case — Jaffe 
(Ref. 74) has shown that 

Max. stable impedance 




and max. stable gain = / ^ (^^) 

where g^ = mutual conductance of amplifier valve 

(jjq = 27T X /o (and /o is operating frequency ; i-f in this case) 
Cffp== total grid-to-plate capacitance made up from that due to the valve, 
wiring and valve socket etc. 

Additional data are given in Ref, 75 for cases where the input and output circuits are 
not identical. This reference also shows that greater gain is possible when the im- 
pedance of the input circuit is less than that of the output circuit ; a condition which 
is fulfilled only in special cases in practical i-f circuits. 

The equations given above, and in the references, are useful in forming an estimate 
of the possible maximum gain obtainable and in indicating some of the causes of 
instability ; but detailed calculations for various circuit possibilities hardly seem to 
be justified. 

It may be helpful to note that when selecting a particular type of valve for maximum 
gain combined with stability, the most suitable is that having the greatest value of 
gm/Cgj, consistent with other circuit requirements (and cost). For an i-f valve, 
gm/C gp is of considerable importance but for a r-f valve operating at v-h-f it is also 
very important to consider the factor gm^/ as pointed out in Chapter 23, Sect. 5. 

(ii) Neutralizing circuits (See Supplement page 1498) 

A simple neutralizing circuit, which requires only the addition of one capacitor, 
is shown in Fig. 26.19(A). The equivalent capacitance bridge is shown in Fig. 
26.19(B), It is assumed that the cathode by-pass capacitance is large. 

The condition for the effects of the grid-to-plate capacitance to be neutralized is 

= (50) 

where = neutralizing capacitance required 

C = a.v.c. by-pass capacitance (usually about 0.01 fiF) 
Cgp total grid-to-plate capacitance including strays 
and Cgjc = total grid-to-cathode capacitance including strays. 

For a typical case C = 0.01 ^F, C^^ - 0.01 f^fxp and Cgj, = 15 ^fxF. 
Then = 0.01 x 10-« (0.01/15) = 6.7 fi/iF. 

The exact value for is determined experimentally. For receiver production 
it is generally sufficient to use a fixed value for Cy which is reasonably close to the 
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F1C 26 19 I-F NEUTRALIZATION CmCUIT 



value required. The neutralization is generally not sufficiently critical to require 
different capacitance values in different receivers of the same type, as even panial 
neutralization is helpful and often sufficient. 

Other circuits using various arrangements of inductance and capacitance for neutral- 
ization and stabilization can be found in the references. Two interesting alternatives 
(Refs. 79 and 80) to that of Fig. 26.19 are shown in Fig. 26.20. 

Circuit (1) will be briefly discussed ; circuit (2) should be self-explanatory. In 
both cases all the components have their usual values except C3 in circuit (1), and 
La is an added inductance (in i-f and some r-f circuits) in circuit (2) ; the latter ar- 
rangement is of interest when the cathode is grounded for d.c. To obtain complete 
neutralization in circuit (1) it is required to make 

C, = Ci(C,,/C„,) (51) 
where Ci = i-f tuning capacitor 

Cpfc = total plate-cathode capacitance including all strays 
and Cgj, = total grid-plate capacitance including all strays. 

In a typical case for a 455 Kc/s i-f transformer Ci = 100 /a/aF, Cj>jt = 10 ju/xF, 
C,p = 0.01 /ijuF. 

Then C3 = 100 X (10/0.01) = 0.1 ^F, which is used as the by-pass capacitor 
across the cathode resistor. Also, remember that exact neutralization may not be 
necessary. 




BOTH CIRCUITS ARE DEGENERATIVE , BUT ARE RE- 
GENERATIVE WHEN AA', B8' ARE REVERSED 
FlC.26-20 METHODS FOR STABILISING R-F AND i-F AMPLIFIERS 



This circuit requires no additional components and C3 is set to the value required 
for neutralization. It will be noted that the capacitance of C3 is somewhat larger 
than is generally used for a by-pass capacitor. The only disadvantage is that an 
additional lug is required on the i-f transformer base and care is necessary to keep 
critical leads as short as possible. The advantage of the circuit in a r-f stage shoiild 
be apparent. 

Receivers which combine the detector diode in the i-f amplifier valve sometimes 
require additional neutralization because of feedback (which may be either regenera- 
tive or degenerative) caused by the grid-to-diode capacitance. A typical circuit is 
shown in Fig. 26.21. This requires two capacitors^ Cj^i and Cj^2» in addition to the 
usual circuit components. 
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Analysis of this circuit (Ref. 77) shows that sufficient accuracy can be obtained if 
two bridge circuits are used to find the values of C^i and C^z- Although there is 
interaction between the two circuits, which affects the values selected for C^i and Cjy2> 
the calculated values are sufficiently close to allow the practical circuit to be satis- 
factorily neutralized. The values of C^i and C^2. are adjusted in the circuit until 
complete neutralization is obtained. Fixed values can then be selected, since the 
circuit is not very critical to small changes in the values of the neutralizing capacitors. 



p 




FrC.26-21 NEUTRALIZATION IN DIODE PENTODE 



The equations required are (50) above, which is used to determine C^i^ just as pre- 
viously, and 

Cs, = C(C.,/C.*) (52) 
where C = a.v.c. by-pass capacitance (as before) 

Cffd = grid-to-diode capacitance including strays 
and Cfffc = gria to cathode capacitance (as before). 
For a typical case : 

C^p = 0.007 fi/xF (including strays), C^d = 0,009 ft^F (including strays), 

C = 0.01 fiF, C,fc = 15 fipF (including strays), 
Cjvi - 0.01 X 10-» X (0.007/15) = 3,3 /x^zF, 
C^r^ = 0,01 X 10-« X (0.009/15) = 6 ^^F. 
In an actual receiver, using a type 6SF7, the values required were C^i ^ 4 /x/iF ; 
Cff2 = 7 fi^iF. With wiring re-arrangement the values required were Cj^j = 3 iifiF 
and Cjy2 = 5 ^/aF, 

For methods of alignment and a suitable neutralizing procedure see Ref. 77. 



SECTION 9 : DISTORTION 

(i) Amplitude modulation i~f stages {it) Frequency modulation i-f stages. 

(i) Amplitude modulation i-f stages 

In Chapter 23, Sect, 8(i) the causes of modulation envelope distortion were briefly 
discussed. These same factors apply, also, to i-f amplifier stages, but become more 
serious because of the larger signal voltages which must be handled by the valves. 

The most severe conditions for non-linear distortion will be obtained in the voltage 
amplifier preceding the detector stage, and the worst condition is given when the 
grid bias, due to a.v.c, is large. To reduce the distortion due to non-linearity of the 
valve characteristics, the final amplifier valve is sometimes operated with fixed bias, 
but this also affects the a.v.c. characteristic (see Chapter 27 Sect, 3). As an alter- 
native, partial a.v.c. may be applied to the last stage. If the screen voltage is supplied 
by means of a series resistor (as is common practice) instead of a voltage divider, 
appreciable reduction in distortion is possible. The screen voltage rises as the grid 
bias voltage is increased and, although there is some loss of efficiency in the a.v.c. 



www.pmillett.com 



1068 DISTORTION— (i) AMPLITUDE MODULATION I-F STAGES 26.9 



system^ the distortion is materially reduced ; this can be confirmed experimentally. 
As a compromise between distortion and a.v.c. action, the screen supply voltage can 
be obtained by means of a high resistance voltage divider arrangement if so desired. 
Detailed measurements of distortion have been made on typical i-f voltage amplifier 
valves for various methods of screen voltage supply and some of the results can be 
found in Ref. 83. In cases v^^here the range of bias voltage is hmited^ a high resistance 
voltage divider can be arranged to give less distortion than that given by the series 
feed arrangement, A total increase in non-linear distortion of the order of 2% for 
90% amplitude modulation is to be expected in typical cases using a series screen 
resistor. Because of the internal construction of remote cut-off valves^ such as those 
used in i-f and r-f amplifiers, the screen current is often rather variable and this sug- 
gests a voltage divider in cases where variations in screen voltage are important (see 
Ref. 84). 

For methods of measuring the signal handling capabilities of i-f amplifier valves 
and the non-linear distortion from this cause, the reader is referred to Ref. 4 (page 
335) and Ref. 83. 

Frequency distortion, caused by sideband cutting due to the selectivity of the tuned 
circuits, is always present to some extent ; this should be obvious from the discussion 
on the design of i-f transformers and it is not proposed to treat the matter further here. 

(ii) Frequency madulation i-f stages 

With frequency modulation receivers, distortion of the amplitude (in itself) of the 
frequency modulated wave is generally not of great importance, provided the ampli- 
tude limiting device is capable of smoothing out the variations. Non-linearity in 
i-f and r-f valve characteristics are of secondary importance, with this system of 
reception, and the non-linear distortion appearing in the receiver output from this 
cause is usually negligible ; this is the reverse of the case for amplitude modulation. 

The amount of distortion caused by the non-linearity of phase shift /frequency 
characteristics of the tuned circuits is of considerable importance, however, and 
poorly designed i-f transformers will lead to non-linear distortion in the receiver 
output. If the criterion for non-linearity given in eqn. 24 [Sect. 4(v) of this chapter] 
is fulfilled, then the distortion in the receiver output due to the i-f circuits preceding 
the discriminator (or whatever detection system is used) will be quite small, and in 
most cases less than that introduced by the detection and audio systems. 

When a F-M receiver is accurately tuned to the centre frequency of the carrier, 
the non-linear distortion of the modulating signal introduced by the tuned circuits 
will consist mainly of odd order harmonics. Of these the third harmonic (H^) is 
the largest and a method of estimating its magnitude is helpful when i-f transformers 
are being designed. The required expression is (Ref. 82), 

H3 ^ p (1 + ^-)^-L-(r + Q^^T J • (53) 
For a critically-coupled transformer Qk = 1 and so 

H, (1 + A')Kl ~ (54) 

where A ^ }~Q 

Jo 

AF = frequency deviation 
/o central carrier frequency 
Q ^ magnification factor (Qi Q^) 
/3 = modulation index AF/f 
f ^ a-f modulating frequency 
and k = coefficient of coupling (the coupling may be inductive or capacitive 
and either shunt or series). 
For 1 db attenuation it is known that, for a critically-coupled transformer with 
identical primary and secondary circuits, Q = /o/total bandwidth. From this we 
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may write A ^ Ji^/total bandwidth. If it is taken that the total frequency deviation 
{2AF) is equal to the total bandwidth for 1 db attenuation^ then we obtain 

^ ^ i and H3 = 1^ ^ ^ %. (55) 

The Q required for this condition is given from the previously stated relationship 
Q ^ /o /total bandwidth. 

Suppose Q = 71 is obtained, for a critically-coupled transformer, with 10.7 
Mc/s, 2AF = 150 Kc/s and j3 = 5. Then the third harmonic audio distortion intro- 
duced by each transformer is 1.4% (approx.) ; using either eqns. (54) or (55). 

If Q = 80 is obtained from the procedure of Sect. 4, then eqn, (54) gives = 
1.57% ; eqn. (55) is not applicable in this case. 

It should be clear that a simple approximate design procedure can be developed 
from the conditions leading to eqn, (55). 

The distortion given in the examples is somewhat higher than that experienced 
under normal operating conditions. The third harmonic of 15 Kc/s wiJl hardly 
trouble the listener, but harmonics of the lower audio frequencies would be serious 
if their amplitudes are appreciable, and the possibility of intermodulation effects 
should not be neglected. 

Applying eqn. (54) for Q = 71, AF = 50 Kc/s (more nearly the usual operating 
condition) and a modulation frequency of 5 Kc/s, then /fg = 0.074%. (See also 
Chapter 27, Sect. 2 under heading " Non-linear distortion ")• 

It should be carefully noted that eqn. (55) applies only for the special conditions 
under which it was derived. Distortion is normally calculated from eqns. (53) and 
(54). 

Only a few of the significant factors have been mentioned here, and for more de- 
tailed information the reader is referred to Refs, 82, 85, 86 and 87, 
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SECTION 1 : A-M DETECTORS 

(0 Diodes (A) General (B) Diode curves (C) Quantitative design data (D) Miscellaneous 
data (ii) Other forms of detectors (A) Grid detection (B) Power grid detection (C) 
Plate detection (D) Reflex detection (E) Regenerative detectors (F) Super regenerative 
detectors. 

(i) Diodes 
(A) General 

A diode has two electrodes namely plate and cathode. It is therefore identical in 
structure with a power rectifier but the term is generally restricted to valves which are 
used for detection or a.v.c. as distinct from rectifiers which are used for power supply. 
The operation of diodes with a.v.c. is considered in detail in Sect. 3 of this chapter. 
The operation of a diode on a modulated wave is rather different from the operation 
of a power rectifier, and it is necessary to consider the characteristic curves of a diode 
valve if a full understanding of the operation is to be obtained. The operation of 
diodes on a modulated input is considered in (B) below. Fig. 27.1 shows typical 
distortion curves for a diode operating firstly under ideal conditions with no a.c. shunt- 
ing (ciirve B) and secondly the distortion resulting when a load of 1 megohm is shunted 
across a diode load resistance of 0.5 megohm (curve A). The respective percentages 
of harmonic distortion at 100% modulation are approximately 6% and 12% so that the 
presence of such shimting has a very marked effect on performance; ; these curves 
apply only for the particular conditions under which they were derived. 

The design of a diode detector for low distortion is based on the following require- 
ments : 

(1) That the input voltage should not be less than 10 volts peak. 

(2) That no appreciable a.c. shunting should be present. 

The first of these two requirements is easily met for local stations and a voltage 
from 10 to 20 volts is quite common in receivers fitted with a.vx. The second re- 
quirement is one which is difficult to satisfy. Shunting of the diode load may be 
due to : 

1072 
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FIG, 27.1 

(1) The a.v.c. system. 

(2) The following grid resistor. 

(3) An electron ray tuning indicator. 

The circuit of a typical diode detector is shown in Fig. 27.2 in which the diode load 
resistance is together with i?i ; the latter, in conjunction with Cj and C^, form a 
r-f filter so that the r-f voltage passed on to the a-f system may be a minimum. i?i 
is generally made about 10% of ^2 and typical values are 50 000 ohms and 0,5 megohm. 
The capacitances of Ci and depend upon the frequency of the carrier ; for an inter- 
mediate frequency of 455 Kc/s they may both be 100 jujuF. 

If the volume control (i?,) is turned to maximum the shunting effect due to 
will be appreciable, since R3 cannot exceed 1 or 2 megohms with most types of valves. 
If, however, grid leak bias is used on a high-mu triode valve, R3 may be approximately 
10 megohms and the input resistance of the valve will then be of the order of 
5 megohms. This is sufficiently high to be unimportant but for lower values of R^ 
the distortion with the control set near maximum may be severe. It is found in most 
conventional receivers that the a-f gain is considerably higher than that required for 
strong carrier voltages and under these conditions the control will be turned to a low 
setting. The a.c. shunting effect due to R^ is practically negligible provided the control 
is below one-fifth of the maximum position. A good method of overcoming the 
a.c. shunting due to the audio amplifier is shown in Fig. 27.3. The diode may be 
in the same envelope as the i-f amplifier valve. Negative feedback is applied across 
y^-^ part of the cathode bias resistor for the a-f 

f \ voltage amplifier valve. For the component 

values shown, the measured input resistance 
between points A and B is in excess of 10 
megohms for frequencies up to about 10 Kc/s. 
A possible disadvantage is the reduction in 
overall gain because of the negative feedback, 
although this is not generally serious. In- 
creasing the feedback resistance R increases 
the overall gain, but reduces the input re- 
sistance, Intennediate values of gain and 
input resistance may be selected as desired. 
For further details of receivers using this 
arrangement see Refs. 6 and 7. 
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FiG.27-3 AUDIO AMPLIFIER GIVING LOW AX. SHUNTING ACROSS DIODE LOAD 



Another useful method of reducing a.c. shunting effects is to use a cathode follower 
stage between the detector and the a-f voltage amplifier. This is often conveniently 
accomplished by employing a double triode valvCj one section serving as the cathode 
follower and the other as an a-f voltage amplifier. 

Distortion due to the a.v.c. system will be discussed in detail in Sect. 3 below. One 
type of distortion often encountered is caused by delayed a.v.c. systems at the point 
where the a.v.c. diode just starts to conduct. This form of distortion is called differ- 
ential distortion and may be kept to low values by making the delay voltage small. 
The conventional arrangement for obtaining a.v.c. voltage from the primary of the 
last i-f transformer is generally preferred, as it reduces the a.c. shunting effect across 
the detector diode ciraiit. 

The a.c. shunting due to the addition of an electron ray tuning indicator to the diode 
detector circuit is serious and difficult to avoid. In order to reduce the distortion to a 
minimum the resistor feeding the grid of the tuning indicator may be made 2 megohms 
and the effect will only then be apparent at high percentages of modulation. If the 
tuning indicator is connected to the a.v.c. system it will not operate at low carrier 
levels unless the delay voltage is extremely small. One possible method, where the 
utmost fidelity is required, is to use the same circuit as for delayed a.v.c. but with a 
delay voltage of zeroj and to connect the tuning indicator to this a.v.c. circuit. With 
this arrangement a.c shunting due to the a.v.c. circuit and the tuning indicator is 

eliminated, while differential 
loading no longer occurs. 



A VC, \AAAAAA- 
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FIG. 27-4 



4. 

COMPENSATED 



DIODE DETECTOR. 



An interesting arrangement 
(Ref. 8) for coimteracting the 
effect of a.c. loading, and so in- 
creasing the maximum percent- 
age of modulation which can be 
handled without excessive dis- 
tortion is accomplished by the 
use of the circuit of Fig. 27.4. 
In this arrangement a positive 
bias is applied to the diode plate 
in such a way as to be propor- 
tional to the carrier input. A 
fixed positive bias would not be 
satisfactory since it would only 
give low distortion at one carrier 
level. 
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PLATE VOLTS. 

nc.27' S TYPICAL DIODE CHARACTERISTICS. 

(B) Diode curves 

Typical diode characteristics are shown in Fig. 27.5. Each* curve corresponds to 
the peak voltage of a constant unmodulated carrier voltage. On this graph may be 
drawn loadlines corresponding to diode load resistances in a similar manner as for 
triodes. The intersection of the applied loadline (OA) with the peak input voltage 
curve indicates the d.c. voltage developed by the diode and available for a.v.c. As 
the load resistance increases, so the d.c. voltage approaches the peak input voltage. 

For example, if the carrier input is 10 volts peak and the diode load resistor 0.5 
megohm, the diode current will be 17 ^A, and the d.c. voltage — 8.7 volts. If 100% 
modulation is applied to the carrier, the operating point will move at audio frequency 
along the loadline from the intersection with the " 0 " curve, through X to the inter- 
section with the 20 volt curve. The distortion over this excursion is small (about 
5% second harmonic) and may be reduced still further by operating with a higher 
carrier input voltage. 

Typical diode curves with loadlines already drawn are shown in valve data books. 
Average curves are shown in Fig. 27.6 and these are applicable to the diodes incorpor- 
ated in standard types of Radiotron diode-triode and diode-pentode valves. It has 
become the usual practice to show the signal input voltages in r.m.s, values rather than 
the peak voltages indicated in Fig. 27.5. 

If the d.c. load resistance of 0.5 megohm, represented by OA in Fig. 27.5, is shunted 
by an a.c- load (such as would occur due to the grid resistor of the following valve) 
the dynamic loadline will be similar to BC, which passes through the static point X 
but which has a slope corresponding to the total effective a.c. load resistance. This 
loadline (BC) reaches cut-off at about 75% modulation and the distortion at higher 
percentages of modulation will consequently be severe. For any combination of 
d.c. and a.c. loads it is possible to draw the loadlines and determine the limiting 
percentage of modulation before distortion becomes excessive. It should not be 
overlooked that there will be some distortion present even before the limiting per- 
centage of modulation is reached. The evaluation of this distortion is discussed below. 

(C) Quantitative design data 

Design formulae will be set out below so that the performance of the diode detector 
circuit can be assessed. These expressions are used in conjunction with the diode 
curves of Fig. 27.6. The design procedures are necessarily a series of compromises 
but the results form a useful practical guide. For a more detailed discussion the 
reader is referred particularly to Ref. 1 (p. 339), Ref. 2 (p. 413) and Ref. 5 (p. 553). 
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(a) Diode detection efficiency 

This can be found from curves such as those shown in Fig. 27.6. The efficiency 
(assuming a sine wave input) is 

Suppose the d.c. load is 0.5 megohm and the signal input {Erms) is 15 volts (r.m.s.). 
Then from the curves E^c 16.8 volts, 
16.8 

7? = 0.793 or 79.3%. 

\/2 X 15 

Actually the a.c. load should be determined and used for all calculations. The 
a.c. load is, from Fig. 27.2, 

The dx. load for the diode detector is 

R,, - i?i + (3) 

If simple a.v.c. is used the effect of additional a.c. shunting due to this circuit should 
be taken into account. In this case the effects of additional capacitive reactance are 
usually neglected for simplicity. 

(b) Critical modulation ratio 

The highest percentage of modulation which can be handled by the detector, before 
serious distortion of the modulation envelope occurs, is given by 

where F = fraction of Rac across which R^ is tapped 

^ Ri + R2 ~ 

If Rdc = 0.5 MQ, made up from R^ = 50 000 Q and R. = 0.45 MQ, then 

F = 0.45/0.5 = 0.9. Taking i? = 0.793 as before, and i?3 = 1 we have, 

m = 1 - 0.793 X 0.9 q-j^^ - 0.78 or 78%. 

It should be noted that the smaller F is made, the higher the critical modulation 
ratio. If F is fixed, then i?3 is made as large as possible but is usually limited to 
about 1 or 2 megohms unless special circuit arrangements, such as those discussed 
previously, are made. 

The critical modulation ratio can also be increased by applying a positive d.c. 




FIG. 27.6 
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bias voltage to the diode plate. This arrangement is only satisfactory if the bias can 
be changed for each i-f input voltage {Erm^) see Ref. 1 (page 348). 
For this case 



0 



(5) 



The circuit of Fig. 27.4 shows a practical arrangement for increasing the critical 
modulation ratio by applying positive bias to the diode plate, as mentioned previously 
in Sect. (A) above. 

(c) Equivalent damping across i-f transformer 

The secondary circuit damping is found approximately from 

R.ciVl - r}' - V COS-i^) 



R. = 



T?(COS^^T? — TjVl 



(6) 



R^/Rac can be read directly from Fig. 27.7 for various values of tj. 

Suppose Rac = 0.36 fAQ and -q = 0.793 then, since Re/R^c 0.7, the equivalent 
damping resistance is 0.7 x 0.36 = 0.25 MQ. 

It is often taken in practice (as a " rule of thumb ") that the equivalent damping 
resistance is half the d.c. diode load resistance. This gives an equivalent damping 
resistance of Rdc/2 =^ 0.5/2 = 0.25 M.Q in this case. However, it should be realized 
that if the diode efficiency is taken as unity, the equivalent damping resistance which 
appears across the tuned circuit is half the a.c. load resistance ; this is indicated by 
Fig. 27.7. 




F>C.27-7 
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Damping of the i-f transformer primary is serious when the a.v.c. voltage is 
derived from a diode detector connected to this voltage source. The usual arrange- 
ment is a capacitor (100 ^^F or less) taken from the plate cormection of the trans- 
former primary to the diode plate. The additional primary damping from this source 
is approximately one third of the d.c. load resistance for the a.v.c. diode. This also 
follows fairly readily if it is considered that R^c shunts the primary of the transformer, 
and in addition the diode conduaion current also adds damping equivalent to a parallel 
resistance of approximately R tic/2. From this 
R^IR^J2) ^ Rac 

" R^^ + R^J2 3 * 

For a typical case, the a.v.c. resistance would be 1 megohm, and so the equivalent 
damping resistance would be approximately 0.33 megohm. If the i-f amplifier valve 
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has a plate resistance of 0.8 megohm the primary damping resistance would be 0.23 
megohm. 

This means that, with detector and a.v.c. diodes conducting, both the secondary 
and primary circuits of the i-f transformer are heavily damped and this damping must 
be taken into account when the i-f transformer, conneaed between the last i-f voltage 
amplifier valve and the diode detector, is being designed. Delayed a.v.c. will, of 
course, affect the primary circuit damping and three conditions arise : the diode not 
conducting, the diode just starting to conduct, and the diode conducting when the 
applied voltage is reasonably large. When conduction just starts the damping de- 
pends very largely on the diode detection efficiency and will vary quite appreciably 
for a small range of input voltages. It is usually sufficient, however, to know the 
tuned circuit damping for the two conditions, diode not conducting, and diode con- 
ducting with a reasonably large input voltage. For the diode not conducting the added 
damping is approximately Rac j Rdc should not be used here. With the diode con- 
ducting the added damping can be taken as Rac/^ with sufficient accuracy in some 
cases since in this case the fact that the diode detection efficiency is not unity offsets 
to some extent the increase in damping which is obtained when i?oc is used in place 
of R,,. 

Damping of the transformer tuned cir^ts as determined above assumes linear 
diode plate-voltage — plate-current characteristics. For parabolic diode deteaion 
the damping differs by only a small amount from that given by the linear characteristics 
and so, in practice, it is seldom necessary to treat the two cases separately. In any 
case the order of accuracy to be expected in the final results from the procedures set 
out, would hardly justify any additional refinements in the design calculations. 

(d) The actual degree of modulation 

The degree of modulation applied to the detector is always less than the modulation 
of the incoming carrier. The actual value of m which the detector will be required to 
handle is given approximately by 

~ R,,R, + 2Zj{R,, + R,) '^'^ 
where = original modulation percentage 
R,, R^ + R, (see Fig. 27.2) 
R3 = grid resistor of following stage (see Fig. 27.2) 
and ^ load impedance presented to the i-f voltage amplifier preceding the 

detector stage ; including the effeas of all damping on the primary 
and secondary of the i-f transformer. 
In addition, at higher audio frequencies the reduaion of side band amplitude by 
the selectivity of the earlier stages in the receiver results in a further decrease in depth 
of modulation. 

(e) Audio frequency output voltage and response (frequency distortion) 
The approximate r.m.s. audio frequency output voltage can be determined for a 

particular arrangement by using the equivalent circuit of Fig. 27.8. It is often as- 
sumed that all capacitive reactances are negligible, for simplicity in carrying out gain 
calculations. However, the circuit is readily modified to include Ci, and C3 as 




E'-^^E,,,(.+ ^)=E..(.t^) 

r DIODE CIRCUIT A 
FREQUENCIES. 
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shown by the dotted lines, and any additional capacitances in the circuit can be in- 
cluded if necessary. For this diagram 
m = modulation factor 
ErmB = i-f input voltage 

7} = detection efficiency determined from curves of Fig. 27,6 
Z = total load impedance connected between the terminals AB. (This is 
equal to Rae over the middle audio frequency range) 

and R'a = internal equivalent resistance of diode at audio frequencies. This is 
given by the inverse slope of the curves of Fig. 27.6. 
Rz and R^ are as shown in Fig. 27.2. 
It should be noted that R'a is not the diode conduction resistance (Ra) but is related 
to it by 

(8) 

cos-^T7 ^ 
Also R'a and /?d are not constant for all operating conditions. For our previous 
example we see from the 15 volt (r.m.s.) curve of Fig. 27.6^ and taking the diode load 
as being 

Ri + Ri = 0.5 MQ, for simpUcity, 
(17 - 16.5) X 10« 
- (42 - 26) = 31200 

It will be seen that R'a is determined in a rather similar manner to that used for 
fi tiding the plate resistance of multi -element valves. The diode conduction resistance 
in this case is (approximately) 6500 ohms. 

It is sometimes required to find the audio frequency response and this can readily 
be determined from the complete circuit of Fig. 27,8. A suitable procedure would 
be as for r.c. amplifiers in which the capacitances are ignored over the middle fre- 
quency range (say around 400 to 3000 c/s), and the audio voltage output is calculated 
for the resistance network only. At low frequencies the effects of Ci and can 
be ignored since they are usually about 50 to 100 {XfxF each, and only the effect of 
C3 would be considered. At high frequencies C3 would be neglected and the effects 
of Ci and considered. Often only the maximum output voltage is reqiiired plus 
the total output variation from say 50 c/s to 10 Kc/s, and this simplifies the calcu- 
lations. If Fig, 27.8 is inspected it will be seen that it is a simple matter to apply 
the generalized low frequency response curves given in Chapter 12, The high fre- 
quency curves can also be applied directly if R^ can be neglected (this is usually per- 
missible) and Ci and C2 are considered as being in parallel. 

When using the circxiit of Fig. 27.8 it is more convenient to determine the voltage 
E^g since this is given directly by 

It follows thatj over the middle frequency range^ 
- R,\ 



Epui E AB Rat — R\ 



Eout — E 
E' ^AB E Rae -t Rd 

If Ri can be neglected in comparison with R^ and R^ in parallel^ then Ecut = ^ab 
over the middle frequency range. 

It is more accurate to determine' from the curves of Fig, 27. 6^ since t) is not 
constant for a modulated carrier voltage and the effects of contact potential are in- 
cluded in the measured data. The procedure is to draw the a.c. loadline on the graph 
and note the d.c. voltages E^c^ and E^c^ given by the maximum and minimiun values 
of Erm, during modulation. From this 
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The simplified graphical procedure is only suitable when the amplitudes of harmonics 
higher than the second are negligible [see also (h) below]. More accurate graphical 
methods are required if this is not true. 

To compare the results obtained by the two methods, assume E^^, = 15 volts 
and the percentage modulation is 50% (i.e. w = 0.5). As determined previously 
7] = 0.793, and it will be taken that R^c = Rdc ^ 0.5 megohm. Then 

E^g - -qm E,„s = 0.793 x 0.5 x 15 = 5.95 volts (r.m.s.). 
From Fig. 27.6, Eaci = 26.5 volts and £"^62 = 7.5 volts so that 

£■^5 - — 7:. (26.5 - 7.5) = 6.7 volts. 
2V2 

The discrepancy between these two results is easily explained, as an examination of 
typical diode circuits giving the d.c. voltage developed by the diode in the absence 
of signal input shows that there is about —0.5 to —1 volt developed across a diode 
load of 0.5 megohm. This difference is also illustrated by the curve of Fig. 27.5, 
which shows that —1 volt is developed for the conditions being considered. It is 
also seen that the variation in detection efficiency ( rj) over the range of voltage used 
does not have a large effect on the final result. The presence of d.c. voltage across 
the load resistor, in the absence of signal input voltage, is due to contact potential 
in the diode. 

(f) Effect of shunt capacitance on detection efficiency 

Too low a value for Ci and Cj will affect the detection efficiency. Provided the 

12,72 

total shunt capacitance across the diode load is not less than /a/aF the ef- 

jRac 

feet can be neglected where 

/ = frequency (expressed in Mc/s) 
R R 

Rac = Ri + (expressed in MQ). 

For our previous example of Rae = 0.36 MQ, and i-f of 455 Kc/s, the capacitance 
due to Ci and should not be less than about 78 /a/aF ; this includes all stray capacit- 
ances. In the circuit of Fig. 27.2 typical values of Ci and Cz are 100 /a/aF each and 
if Ri is neglected it is seen that the total capacitance is more than twice the value 
required even when strays are neglected. It would be feasible to reduce Ci and C2 
to 50 fifiF respectively with a reduction in attenuation at the higher audio frequencicbv 

(g) Non-linear distortion 

If the value of total capacitance across the diode load resistance is too large, the 
discharge time constant will be too long and the voltage across the diode load 
will not follow the modulation envelope. This will give rise to non-linear distortion 
and suggests that the rate of discharge of the load circuit should not be less than the 
maximum rate of change of the modulation envelope. It can be shown that non- 
linear a-f distortion due to this cause can be almost completely avoided provided that 

> m. (9) 

Suppose we neglect the decoupling resistance {Ri) in Fig. 27.2, as this urmecessarily 
complicates calculations when its value is about 1/10 of R2 (the usual case). 

What is required, is to determine a value for CtRdc which will allow m = 1, i.e. 
the incoming signal to be 100% modulated. However, it should be clear from pre- 
vious discussion that the modulation percentage is generally a good deal lower than this 
figure, and it seldom happens that Very high modulation percentages occur at high 
audio frequencies. 

Take R^c as 0.5 megohm, then l/coCt mR^, - 1 x 0,5 x 10«. 

Assume that the highest audio frequency is 10 Kc/s, then = 2tt x 10* and so 
10^=^ 

C - — = 31.8 uuF. 

^ 277 x 10^ X 0.5 X 10=^ 

This is the largest value Ct should have if the detector is to be capable of handling 

audio frequencies of 10 Kc/s and 100% amplitude modulation. 

It will be noticed from (e) above that the detector efficiency will be reduced if Ct is 
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given the value determined. A suitable practical compromise would be to make 
Ci = C2 — 50 and retain the values of Rn R2 and ^3 given in the example. If 
improved decoupling is required then i?j could be increased to say 0.1 megohm 
This also permits a higher critical modulation ratio at the expense of some reduction 
in available audio output. The difficulty with non-linear distortion is not encountered 
when Ci is charging^ since the diode is conduaing and the charging time constant is 
approximately CtR'd which in our example is, taking Ct = 100 ^uF, 100 x 10"^* 

X 3.12 X 10* = 312 /X sees. The discharge time constant is approximately 100 

X 10^^'' X 0.5 X W = 50/1 sees. 

(h) Estimate of magnitude of non-linear distortion 

The distortion can be found from the curves of Fig. 27.6 in the same way as for power 
amplifiers (Ref. 3, p. 100). The operating point corresponding to a given signal 
input is marked on the a.c. loadline. The maximum and minimum excursions of 
the modulation envelope are now marked on this same line. If only second harmonic 
distortion is required (and higher order harmonic distortion is very small) these points 
are sufficient. For distortion calculations which involve harmonics higher than the 
second the methods detailed in Chapter 13 should be used. The expression to be 
used here is 



2nd harmonic percentage = ^(^ _|_ |) ^ 100%, 
positive current swing 

where A - 



(10) 



negative current swing 
Voltage swing would give the same results, since the load is taken as being a pure 
resistance. 

Suppose we take R^c = Rde and use the 0.5 MQ loadline. The carrier input 
voltage is 15 volts (r.m.s.) and is modulated 50%. The voltage swing is thus ± 13 
volts (r.m.s.) about 15 volts. 

From Fig. 27.6 this gives (approximately) 
53 - 33.5 



O J 1/0.11\ 
2nd harmonic percentage = ^ttt ) 



X 100 = 2.6. 



The true a.c. loadline would indicate somewhat more distortion than is given by 
this simple example. 

(D) Miscellaneous data 

(a) With radio receivers using diode-triode or diode-pentode valves as combined 
detectors and a-f or i-f amplifiers several effects require consideration. Where the 
combined valve is used in the a-f application, difficulty is often experienced with 
residual volume effect (" play-through *'). This effect is quite distinct from the 
minimum volume effect experienced with receivers using a refiexed amplifier. The 
residual volume is heard in the receiver output when the audio volume control is 
turned to zero (the grid may also be earthed as a further check). The cause of the 
effect is capacitive and electronic coupling between the detector diode and the plate 
of the a-f voltage amplifier. 

In some cases there may be direct coupling at audio frequencies, but usually the 
important factor is coupling of modulated i-f currents which are detected in the audio 
amplifier. 

A complete cure for the trouble is to combine the detector diode with the i-f voltage 
amplifier. However, this can sometimes lead to difficulties with regeneration or 
degeneration at i-f due to coupling between the detector diode and signal grid. When 
the valve is retained as an a-f amplifier it is necessary to keep all stray coupling to a 
minimum by careful layout and wiring. Diode pentodes are often helpful, particularly 
when series screen feed is used, as adequate screen by-passing gives a marked improve- 
ment. Adequate cathode circuit by-passing is essential in all cases. Neutralization 
to reduce the effect is almost useless unless rather elaborate circuits are used. In 
some cases different types of sockets offer an improvement. If simple a.v.c. is used, 
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earthing, or even leaving disconnected, the second diode will often effect an almost 
complete cure. Obviously the diode connection nearest the plate of the voltage am- 
plifier is the one which should be earthed. 

A second effea which is less frequently encountered is residual volume due to 
capacitance between a diode and the control grid of a combined detector and a-f 
amplifier. Normally this capacitance is unimportant because with the volume control 
turned right down the control grid is groimded through the grid coupling capacitor 
(see Fig. 27.2). However if the audio amplifier is grid leak biased it may have a 10 
megohm grid leak, and in this case a 0.001 grid coupling capacitor would give 
adequate bass response for a small receiver. Under these conditions a voltage of the 
order of one thousandth of the i-f input to the diode could appear on the control grid 
and with a high gain receiver this is ample to give aimoying minimum volume. The 
remedy, of course, is to increase the size of the grid coupling capacitor, 

(b) In general, diodes do not start to conduct at precisely the point where the plate 
voltage exceeds zero. Contact potentials and other effects will sometimes allow 
the valve to conduct when the diode plate voltage is slightly negative (this is usual 
with valves having indirectly heated cathodes), but in other cases (e.g. some battery 
valves) conduction does not occur until the plate voltage is appreciably positive. This 
point can be appreciated by an examination of typical diode curves. The effects of 
the contact potentials will be further considered in Sect. (3) below when automatic 
volume control is being discussed. 

For a discussion of the effects of positive and negative start of plate current (which 
may be deliberately introduced as mentioned in (C)(b) above) in diode detectors the 
reader is referred to Ref. 1, Chapter 8. 

(c) There are distinct advantages in having the a-f volume control as the diode 
load. For the usual operating conditions on local signals the setting of the control 
is fairly well down, and so the effects of a.c. loading are very much reduced. This 
advantage is lost when the control is in the grid circuit of the a-f voltage amplifier. 
The disadvantage is that many controls become noisy, usually after a fairly short 
period, when they have the diode ciirrent passing through them. A compromise 
arrangement may be best with the control in the grid circuit (R3 in Fig. 27.2) and 
i?i about 0.1 megohm and R2 say 0.5 megohm, 

(d) As a summary of the characteristics of the diode detector, it may be stated that 
its performance as regards frequency and non-linear distortion is excellent provided 
the input voltage is high and the factors discussed above regarding a.c. shunting etc. 
are incorporated in the detector design. All forms of detectors suffer from distortion 
at low input levels, but the diode has the particular advantage that the input maybe 
increased to a very high level with consequent reduction of distortion, without any 
overloading effect such as occurs with other forms of detectors. 

(e) Crystal diodes are described in Section 7. 




f 10,27-9 FORM OF GRID LEAK DETECTOR. 



(ii) Other forms of detectors 
(A) Grid detection 

Leaky grid or ** cumulative detection " has been used for many years and is still 
widely used for certain applications. The theory of its operation is essentially the 
same as that of the diode except that a triode is also used for amplification. The 
derivation of a leaky grid detector from the combination of a diode and 
triode is shown in Fig. 27.9. Whether the grid capacitor and resistor are inserted 
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shown (as is usual with the diode) or at the point X is immaterial from the viewpoint 
of operation. The diode is directly coupled to the triode and therefore the audio fre- 
quency voltages developed in the diode detector are passed on to the triode gridj but at 
the same time this grid is given a d.c. bias through the d.c. voltage developed in a 
similar way to that by which a.v.c. is obtained. Consequently the operating point of 
the triode varies along the Qg-ip curve from zero towards more negative grid bias 
voltages as the carrier voltage is increased. This is the same effect as that obtained 
when the diode is omitted (Fig. 27.10) since the grid and cathode of the triode act as a 
diode and produce the same results. The illustration given was purely to demonstrate 
the derivation of the one from the other and not to be a practical form of detector 
since no advantage is gained by retaining the diode in the circuit. 




FIC.27-I0 GRID LEAK DETECTOR WITH 
TRANSFORMER COUPLING. 



It will be seen that the operating point varies along the e^-ij, characteristic curve 
between zero bias and the cut-off point (Fig. 27.11). There will be a cenain strength 
of carrier at which the detection will be most satisfactory^ and at lower or higher 
levels detection will not be so satisfactory on account of improper operating conditions. 
If with a cenain carrier input voltage the d.c. bias on the grid is OAy then the point 
corresponding to peak modulation is B where OB equals twice OA, If the point 
B is on the curved part of the characteristic, or in the extreme case actually beyond 
the cut-off J the distortion will be severe. A valve having low fi and low ^„ is capable 
of operating with a higher carrier voltage than a valve with improved characteristics^ 
but the gain in the detector stage will be less. There is a further difficulty in that 
the plate current at no signal, or at very weak signal, may be excessively high. If 
transformer coupling is used this may, in extreme cases, damage the valve, or pass too 
much direct-current through the transformer, unless the plate supply voltage is re- 
duced. If resistance coupling or parallel-feed is used the efficiency of the detector 
is decreased. As with diode detection there is distortion at low levels due to the 

/ " diode characteristics '* but as distinct 
/ from the diode, the overload point 
/ T occurs at quite a low carrier voltage. 
/ ^ This method of detection is therefore 
/ ^ very much limited in application. 

With battery type valves used as 
cimiulative grid detectors it is often 
advantageous to connect (Fig. 27.10) 
to filament positive ; Ci remains as 
before. The advantage obtained is 
that larger modulation percentages can 
be handled and detection will start 
with smaller input voltages . The 
arrangement is equivalent to supplying 
the grid, which is acting as the plate 
of a diode, with a positive bias voltage 
(see Ref. 1, p. 357) and moving the 
position of the start of grid current. 
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A typical circuit for a grid leak detector as used in radio receivers is shown in 
Fig. 27.12, 

Damping of the input circuit occurs in the same manner as for a diode but additional 
damping occurs because of grid-plate coupling. The arrangement shown in Fig. 
27.12 for the grid resistor further increases the loading on the input circuit. Detailed 
discussions of this type of circuit can be found in Refs. 2 (p. 414), 1 (p. 377) and 10. 



(B) Power grid detection 

Power grid detection is a modification of leaky grid or cumulative detection and the 
circuit is identical in form, but the operating conditions are so chosen that the valve 
will operate on higher carrier voltages without overloading. In order to obtain a 
short time constant from the grid capacitor and resistor combination the capacitance 
and resistance are reduced, thereby improving the high audio frequency response. 
Under optimum conditions the distortion is at least as high as that of a diode together 
with increased distortion due to the curvature of the e^-i^ characteristic. The over- 
load point, even though higher than that of ordinary leaky grid detection is at a much 
lower level than that with diode detection. 

All forms of grid detection, particularly " power grid detection," involve damping 
of the grid circuit due to grid current, and this damping causes loss of sensitivity and 
selectivity. Grid detection is thus similar to diode detection in that it damps the input 
circuit. It has the advantage over diode detection in that gain is obtained in the de- 
tector which can be still further increased if transformer coupling is used between it 
and the following stage. Transformer coupling can, of course, only be used when 
the valve has a low plate resistance. 

The foregoing comparison between a diode and a grid detector is on the basis of the 
detector alone. In modem practice the diode detector is frequently in the same 
envelope with a voltage amplifier and the total gain is quite high. 

(C) Plate detection 

Plate detection or " anode bend detection " involves operation towards the point 
of plate current cut-off so that non-linearity occurs, thereby giving rectification. 
Owing to the slow rate of curvature the detection efficiency is small, but there is an 
advantage in that the amplification which is obtained makes up, to a certain extent, 
for the poor detection efficiency. Due to the gradual curvature the distonion is very 
great with low input voltages, and even with the maximum input before overload 
occurs the distortion is rather high with high percentages of modulation. An im- 
portant advantage of plate detection is, however, that the grid input circuit is not 
damped to any great extent, and the detector is therefore sometimes spoken of as being 
of infinite impedance, although this term is not strictly correct. 

With pentode valves it is possible to use either " Bottom Bend Rectification " as 
with triodes or " Top Bend Rectification " peculiar to pentodes. This " top bend " 
in resistance coupled pentode charaaeristics can be seen on valve data sheets e.g. 
type 6J7 dynamic — characteristics provide a good illustration (Fig. 12.14A). 

A similar effect occurs with triodes, but only in the positive grid region, and for this 
reason it is incapable of being used for plate rectification. For top bend rectification 
with a pentode valve it is desirable to operate the valve with a plate current in the region 
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of 0,95 (Eg/Rj). The exact operating point for optimum conditions depends upon 
the input voltage. 

Pentode valves are particularly valuable as plate detectors since the gain is of such 
a high order. If resistance coupling is used the gain is reduced very considerably, 
and in order to eliminate this loss it is usual to adopt choke coupling using a very high 
inductance choke in the plate circuit, shunted by a resistor to give a more uniform 
frequency response. If the shunt resistor were omitted the high frequencies would 
be much greater than the low frequencies in relative level. 

With all forms of plate detectors the bias is critical and since different valves of the 
same type require slightly different values of bias the use of fixed bias is not recom- 
mended. A very high value of cathode resistance is usually adopted to bias the valve 
very nearly to cut-off, and in such a way that if valves are changed, or vary durmg life, 
the operating point maintains itself near optimum (Fig. 27.13). 



Screen grid and pentode valves with self-bias have been used as plate detectors 
very satisfactorily for a number of years, although the distortion with the usual arrange- 
ment is too high for them to be used in any but the cheapest radio receivers at the 
present time. Such a detector is, however, permissible for some types of short-wave 
reception and for amateur communication work where its high grid input impedance 
results in higher sensitivity and selectivity. 

With the usual plate detector the cathode bypass capacitor (Ca, Fig. 27.13) has 
customarily been made sufficiently large to by-pass both audio and radio frequencies. 
Often Cz is a 25 ftF electrolytic in parallel with a 500 ;i^F mica capacitor. This 
arrangement, although widely used in the past, is not a correct one and leads to dis- 
tortion when the modulation factor is at all high. The effect is similar to that de- 
scribed in connection with diode detectors having the a.c. loadline appreciably different 
in slope from the d.c. loadline. The correct procedure calls for the resistor Rz to be 
by-passed for radio frequencies only, and although this results in a very considerable 
loss in gain because of negative feedback, the results obtainable are excellent. In a 
typical case R^, might be taken as 10 000 to 100 000 ohms and as 500 to 100 ^^F 
respectively, the plate load resistor would be about 0.25 megohm ; additional r-f 
decoupling is usual in the plate circuity although this is not shown in Fig. 27.13. This 
circuit is often called a reflex detector, although this term is sometimes reserved for 
cases where 100% negative feedback is used with a plate detector, and the audio out- 
put is then taken from the resistor in the cathode circuit ; the plate is earthed for 
a.c. in this case. The results obtainable from the modified plate detector are ex- 
cellent, and are comparable with those given by the diode arrangement. The reflex 
detector is further discussed below. 
(D) Reflex detector 

The reflex detector is essentially a plate detector with negative feedback. Any 
amount of feedback may be applied from zero to 100%, and as the feedback increases, 
so the distortion decreases and the stage gain decreases until in the final condition 
with 100% feedback the gain is less than unity. The reflex detector has an even 
higher input impedance than the usual type of plate detector, and is therefore valuable 
in certain applications. Under certain conditions the input resistance is negative 
and can lead to instability troubles. The increased selectivity can also result in side- 
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band cutting. The degree of feedback may be adjusted to give any required gain 
(within reasonable limits) by altering the size of cathode by-pass capacitor and the 
relationship between the plate and cathode load resistance, but the distonion increases 
with gain and if low distonion is required the maximum gain is limited to about three 
or four times even with a pentode valve. With maximum degeneration and stable 
operating conditions, the distonion (see Ref. 11) is about the same as for a diode 
operating under similar input voltage conditions, while the reflex detector has the 
distinct advantage of high input impedance. One application which appears to be 
of importance is in high fidelity t.r.f. receivers, but even here the reflex detector has 
not shown any very marked improvement over the diode from a consideration of 
distortion alone. Input voltages in the order of 10 volts (r.m.s.) are usually most 
satisfactory when low distortion is desired and in a typical case using 100% feedback 
about 3% total harmonic distortion can be expected when the modulation depth ap- 
proaches 100%. This assumes that the a.c. shunting is high (say 10 : 1 or so) com- 
pared with the d.c. load. Some useful discussion is given in Refs. 14 (pages 51-55) 
and 15. These performance figures can be compared with those stated previously 
for the diode detector under similar operating conditions. Reflex detectors do not 
provide a.vx. and so are not used in normal broadcast receivers. They could be used 
in combination with amplified a.v.c. to provide a receiver with good characteristics. 

Typical circuit component values have been discussed in (C) above in connection 
with modified plate detectors. For the case of 100% negative feedback (i.e. the load 
resistance is in the cathode circuit and the plate is earthed for a.c.) the cathode 
resistance is made large compared with \/gm. and a typical value is 25 000 ohms. 
The by-pass capacitance across this resistance can be about 500 There is 

seldom any difficulty with a.c /d.c. ratios as the grid resistance of the following a-f 
stage is generally about 0.5 megohm. Additional components required are a blocking 
capacitor, to prevent the d.c. cathode voltage from being applied to the grid of the 
a-f amplifier, and a series resistor and shunt capacitor to provide additional r-f de- 
coupling between the two circuits. 

A limitation of the reflex detector is that there is a definite maximum for the input 
signal voltage for freedom from grid current. A funher increase of input causes 
rectification at the grid, with added damping of the grid input circuit, and a steady 
increase in distortion. An increase in the supply voltage raises the threshold point 
for grid current. Further data are available in Refs. 11, 12, 13, 14 and 15. 



R-F CHOKE .QIJUF 




FlG.27-14 REGENERATIVE DETECTOR. 



(E) Regenerative detectors 

A common arrangement for this type of detector is shown in Fig. 27.14. The 
amount of positive feedback is adjustable^ by means of C/, to allow increased sensi- 
tivity with various signal input voltages. Oscillation will occur when the degree of 
feedback is sufficiently large^ and the circuit can then be used for the detection of CW 
telegraph signals. For battery operated valves it is usual to return the grid resistor 
to filament positive. 
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Best results are generally obtained using pentode valves and resistance-capacitance 
coupling to the following audio stage. This arrangement minimizes " threshold 
howl." 

Feedback control is possible with a variety of circuits but least difficulty is usually 
experienced with the variable capacitor arrangement, or the use of a variable resistor 
in the screen circuit. The latter arrangement is advantageous as regards the re- 
duction of detuning effects. 

Further details of this type of detector can be found in Refs. 1, 5, 16^ 17, 18, 19 
and 20, 

(F) Superregenerative detectors 

The superregenerative detector is a regenerative circuit in which the detector is 
automatically switched in and out of oscillation at a very low radio frequency rate 
(usually about 15 to 100 Kc/s). This switching frequency is called the '* quench- 
ing '* frequency. In general the quenching frequency is increased as the carrier 
frequency becomes greater, but sensitivity and selectivity are improved by using the 
lowest permissible value of quenching frequency. For many cases it is usual to 
make the quench frequency about twice the highest audio frequency contained in the 
modulation envelope, and it is not considered good practice for the quench frequency 
to be lower than this value. The amplitude of the quench voltage is also important 
and it will have a very appreciable effect on the selectivity characteristic. In general 
if the quench voltage amplitude is increased in a separately quenched circuit, the 
selectivity is reduced. 

The advantage of this circuit is the extremely high sensitivity which is possible 
using a single valve. The disadvantages are the high noise level in the absence of a 
signal, the poor selectivity, and the high distortion. 

The circuit of Fig. 27.14 can be made to operate as a superregenerative detector 
by increasing the time constant of the grid resistance and capacitance combination, 
and making the amount of regeneration very large. The quenching frequency can 
be simply adjusted by altering the value of the grid resistance. 

A separate quenching oscillator is often used with the regenerative detector arrange- 
ment, but as this requires additional circuit components and sometimes an additional 
valve, it is not so popular as the simple arrangement previously mentioned. The 
development of suitable types of double triode and convertei valves largely overcomes 
this objection, however, and many modem circuits use separate quenching. 

Several other points of interest arise with this detector. Amplitude limiting occurs, 
so there is less interference from car ignition and similar noises than when other 
detectors are used ; the output on strong signals is not much greater than for weak 
signals. Noise quieting and limiting are improved however, by using low quench 
frequencies. A r-f stage should be incorporated in receivers using this type of de- 
tector to reduce radiation. This additional stage will not materially alter the signal- 
to-noise ratio obtainable with the detector alone. Circuits incorporating the prin- 
ciple of superregeneration have been used in cheap F-M receivers ; this point will 
receive some further consideration in the section on F-M receivers in Chapter 36. 

The method to be adopted for measuring the selectivity of a superregenerative 
receiver requires some consideration. Conventional methods are usually inadequate 
since in most cases the problem is similar to that of taking the selectivity curve of 
a receiver having a.v.c, but in this case the a.v.c, cannot be disconnected. A suitable 
procedure (Ref. 26) is as follows. 

With no input signal applied the audio noise output is measured. A signal is ap- 
plied at the resonance frequency and its amplitude adjusted until the noise is sup- 
pressed by about 10 to 20 db (or any convenient amount). The selectivity is then 
found by tuning the signal generator to various frequencies around resonance, in the 
usual manner, and the input voltage is adjusted until the same degree of quieting is 
obtained as at resonance. The difference between the two signal inputs off and at 
resonance for the same degree of quieting, gives the attenuation at the particular fre- 
quency being considered. 

Further details of this detection system are available in page 622 of Ref. 5, page 
148 of Ref. 20, Refs. 21, 22, 23, 24, 25, and 26, 
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SECTION 2 : F-M DETECTORS 

(0 Types of detectors in general use (it) General principles (tit) Phase discrimina- 
tors (A) General (B) Design data (C) Design example (iv) Ratio detectors (A) General 
(J3) Operation (C) Types of circuit (D) Design considerations (E) Practical circuits 
(F) Measurements on ratio detectors, 

(i) Types of detectors in general use 

Although many ingenious methods have been suggested for the detection of fre- 
quency modulated signals, only a few circuits have found general acceptance by re- 
ceiver manufacturers. Of these detectors a form of locked oscillator (the Bradley 
detector) has been used by one large manufacturer, but does not appear to have been 
employed to any extent outside of this organization. Amplitude discriminators 
have been used to a very limited extent with duo-diode triode valves having a separate 
cathode for the two diodes. However, the generally accepted method of F-M de- 
tection has been the phase discriminator. A modification of the basic phase 
discriminator circuit has been used for the ratio detector, and this arrangement 
has achieved wide popularity because it allows a satisfactory F-M receiver to be con- 
structed without the use of an additional amplitude limiting stage. Simple detuning 
of the signal circuits has been employed in one type of receiver (the Fremodyne) 
to give frequency to amplitude conversion, but this is only satisfactory in a very cheap 
receiver where cost is more important than quality. 

In what follows attention will be confined, mainly, to the design procedures to be 
adopted for phase discriminators and ratio detectors. References are listed at the 
end of this chapter, and can be consulted for details of a number of the alternative 
detection systems available. The amplitude and phase discriminators used in con- 
nection with Automatic Frequency Control Systems are further considered in Chapter 
29. 

(ii) General principles 

The circxiits which will be considered here utilize tuned circuits to convert fre- 
quency changes to amphtude changes. The amplitude modulated carrier is then 
applied to detectors (usually diodes) to recover the intelligence contained in the re- 
ceived signals. 

Although the amplitude modulated carrier applied to the detectors is also frequency 
modulated, the detectors are only sensitive to amplitude changes, and so it is only the 
resultant amplitude variations which appear at the output of the detector stage. It is 
because the detectors are sensitive to amplitude changes, that some method of limiting 
is required to overcome undesired amplitude variations. 

The tuned circuits to be described are called discriminators, although this name is 
often taken to include the diode detectors as well. If distortion is not to be introduced 
by the discriminator it is essential that the amphtude variations produced be directly 
proportional to the frequency variations i.e. the circuit must be linear over the full 
range of applied frequency deviation. The usual precautions for reducing distortion 
in the detector circuits must also be applied, just as for any other A-M detector. 
These precautions have been discussed previously, and those given for diode detectors 
should be carefully observed here. One big advantage does appear, however, the 
percentage amplitude modulation is likely to be quite small, depending on the fre- 
quency-amplitude conversion efficiency of the discriminator circuit, and so the possi- 
bility of non-linear distortion is considerably reduced. 

(iii) Phase discriminators 
(A) General 

The basic circuit arrangement, together with the voltage distribution at the resonant 
frequency, for a phase discriminator is shown in Fig. 27.15. The name arises be- 
cause the operation is dependent on the 90° phase shift which occurs at resonance 
between the primary and secondary voltages of a tuned transformer. When . the 
frequency of the applied primary voltage Ej (the magnitude of this voltage will be 
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FIG.27I5 



BASIC PHASE DISCRIMINATOR CIRCUIT. 



assumed constant for the moment) alterSj the phase angle between Ei and Eg changes 
from that at resonance. This leads to a change in the relative magnitudes of E ^ 
and E^. 

The vector relationship between the primary and half secondary voltageSj for the 
phase discriminator, are shown in Fig. 27.16. This assumes constant primary voltage 
El. 

If the primary voltage Ej has its 
amplitude varied in a suitable man- 
ner (e.g. by setting the coupling 
between the transformer windings, 
for given primary and secondary 
Q's, so that two primary voltage 
humps of the required amplitude 
appear as the frequency is varied) 
the linearity and sensitivity of the 
discriminator can be very appreci- 
ably improved. 

This statement, regarding line- 
arity and sensitivity, refers, of 
course, to the relationship between 
voltage output and frequency-devia- 
tion from the central reference fre- 
quency (i.e. the nominal intermedi- 
ate frequency). 

Analysis of the phase discrimina- 
tor for F-M applications has been 
made by K. R. Sturley (Refs. 27 
and 28), and the results of this 
analysis will be used below It 
might be mentioned that a number 
of discriminator circuits for a wide variety of applications have been designed using the 
data derived by Sturley and very satisfactory results have been obtained in practice. 
Before proceeding to set out the design data, the circuit of Fig. 27.17 will be briefly 
discussed. 

The voltages applied to the plates of the double diode valve Vz will be E' ^ and 
E' g respectively. The output voltages from the diodes are developed across i?3 
and /?4, and the circuit is arranged so that the available output voltage is equal to the 
difference between the two separate voltages. This means that when the frequency 
of the carrier voltage is exactly equal to the intermediate frequency, no output will be 
obtained from the detector. Reference to Fig. 27.16 should help to make this point 
quite clear, since the rectified voltages across and i?4 in Fig. 27.17 are given by the 
peak voltages applied to the diode plates multiplied by the detection efficiency of the 
diodes. As the signal deviates from the central reference frequency (i.e. the inter- 
mediate frequency), a voltage (Eout) will appear between the points P and N (Fig. 
27.17), and its polarity will depend on the relative magnitudes of the voltages across 
/?3 and /?4 ; e.g. point P will be negative with respect to point N when the voltage 
across 3 is less than that across R4. It follows that it should be possible to calculate 
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riC27 17 TYPICAL PHASE DISCRIMINATOR ARRANGEMENT FOR F-M DETECTION. 

the relationship between output voltage and frequency change from 

^0.* = v(E'^ - E's) (11) 
where = the diode detection efiiciencyj and is assumed to be the same for both 

diodes of V^. 
(B) Design data 

For most designs it is usual to take the total secondary voltage Ez as being twice 
the primary voltage £"1 i.e. 

= 2. (12) 
Primary and secondary Q's are made equal, so that 

e - Qi Qz. (13) 
The value for Q is determined from 

Q = /./(2J/) (14) 
where fr intermediate frequency 

and 2Af = total frequency range for which substantially linear operation is re- 
quired. 

The coefficient of coupling for the transformer is found from 

Qk = 1.5 (15) 
when a good compromise between sensitivity and linearity is required (the usual case). 
For special cases where linearity is the main requirement it is suggested that 
Qk = 2 (16) 
be used. The loss in sensitivity^ in this case is about 1 .54 times as can be seen by 
comparing eqns. (20) and (21). 

From the principles of coupled circuits it is possible to show that 



and for our particular cases with E2/E1 = 2 and Qk 
between and is 

LJL, = 1.77 (for Qk = 1.5) 
and L^/Li = 1 (for Qk 2). 

The discriminator sensitivity at fr is given by 



(17) 

1.5 or 2, the relationship 

(18) 
(19) 



5.465 X lO^gmQ^^ivEg volts per kilocycle deviation, (20) 

3.554 X lO^gmQ^l^iV^g volts per kilocycle deviation, (21) 

mutual conductance of Vi 
magnification factor determined from eqn. (14) 
primary inductance of transformer 
diode detection efficiency 
peak voltage between grid and cathode of Vi. 
It should be apparent that the sensitivity, given by eqns. (20) and (21), is directly 
proportional to E^ and so the output from the discriminator is dependent on the input 
voltage. To overcome this difficulty the valve is arranged as a limiter in such a 
way that the product gyn^g is kept almost constant, and thus the output voltage is 
no longer directly dependent on the magnitude of the signal input voltage. 

Curves of discriminator output voltage versus frequency deviation can be found 
from vector diagrams similar to that of Fig. 27.16, and then introducing suitable cor- 



where 



and 



(Qk = 1.5) 
^(Qk = 2) 

g m 

Q 
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rection factors to allow for variations in deliberately introduced by the transformer 
design. However, it is possible to determine two generalised curves for the design 
conditions previously imposed, one curve for Qk = 1.5 and the other for Qk = 2. 
The curves are shown in Fig. 27.18A, and relate the quantity X (which is a function 
of bandwidth) to the relative output voltage Erei- Only the positive halves of the 
curves are shown since the negative halves have substantially the same shape. To 
determine the output voltage -Bout against frequency, it is only necessary to multiply 
the horizontal scale by a factor determined by eqn. (14), and the vertical scale by a 
factor determined by eqn. (20) or eqn. (21) (depending on whether Qk = 1.5 or 2 
is used). 



(-If) 



rrG.27-ia^) ctNEMDSto phase discriminator curves or relative voltage output (Erel) versus x 

^ WITH Eg/E4*£i QA»I'5 AND 2. 

The two curves shown in Fig. 27.18(A) are calcul-ated from the following equations. 
For Qk = 1.5, the relative voltage output is 
3.25A 

^rel = , (22) 



and for Qk = 2, 
Erel 



~ x^y + 4X^ 

5A 



\/(5 - x^y + 

where ^ =^^"^[^(1 + j-^.)V(^)^- 



(23) 



1 - 



1 -j-X^) + JfOI 

X = Q 2 J///, 

Q = magnification factor determined from eqn. (14). Equation (14) is the 

condition fox X = 1 
^/ = frequency deviation from 
and fr = intermediate frequency. 

To illustrate the design procedure, and to bring out additional points, a worked 
example is appended. 
(C) Design example 

A phase discriminator is required for use with a 10.7 Mc/s F-M i-f channel. The 
maximum frequency deviation of the carrier is ± 75 Kc/s. To make the problem 
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complete it will be taken that the highest audio frequency is 15 Kc/s and the de- 
emphasis time constant is 75 micro-seconds. 

(a) The majority of applications call for reasonable discriminator sensitivity and 
so the condition QA; = 1.5 (see eqn. 15) is practically always used. Also, high primary 
dynamic impedance will increase the sensitivity of the discriminator. However, 
since Q is fixed by other considerations (see eqn. 14) Li should be large, but Li is 
limited by which in turn is limited by the permissible minimum secondary capacit- 
ance Cn. A value is selected for and the design can then proceed. 

(b) A suitable value for Ca, including all strays, is 50 fifi¥. Then 
25 330 

L2 = TTT^^-^ = 4.41 fiU, 



10.72 X 50 
From eqn. (18), 

_ L, 4.41 



1.77 



1,77 



= 2.5 mH. 



25 330 



From this 

Ci = lo'va' y""2 5 ^ ^^'^ (including all strays), 

(c) If the discriminator frequency — voltage characteristic were exactly linear then 
it would be sufficient to make the total frequency range 2J/ 2 x 75 150 Kc/s. 
To this would be added an allowance for frequency drift due to the oscillator and the 
discriminator tuned circuits. Since the discriminator characteristic is not exactly 
linear (it is linear for about 80% of the total curve using the data given as can be seen 
from Fig. 27.18) and the frequency drift is not always small it has become common 
practice in broadcast F-M circuits (of the type being considered) to make 2 J/ from 
200 to 400 Kc/s. 

As a practical compromise we will take the total bandwidth (2 J/) as 250 Kc/s, but 
the design procedure is the same irrespective of what bandwidth is selected. 

With 2Af = 250 Kc/s we have from eqn. (14) 
Q = 10.7/0.25 = 42.8. 

From eqn. (15), Qk ^ 1.5 
and so k = 1.5/42.8 = 0.035. 

(d) Simimarizing, for the discriminator transformer (see also Fig. 27.17) 
Li - 2.5 /aH ; La = 4.41 /^H ; C, = 88.5 /x/xF ; C2 - 50 fifiF ; Q ^ Qi 

42.8 ; k = 0.035 ; M = 0.116 ;xH. Secondary winding to be centre-tapped, 
capacitance values include all strays. 



= 2. 



The 
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(e) The discriminator sensitivity at/r is given by eqn. (20). Assume Eg = I volt 
(peak), = 5 mA/volt and ^ 0,7. Then 

^iQk = 1.5) ^ 5.465 X 10^ X 5 X 10"^ X 42.8^ X 2.5 X 10"^ x 0.7 x 1 
= 0.0875 volts per kilocycle deviation. 
This also allows the vertical scale factor to be determined for the complete dis- 
criminator curve as shown on Fig. 27.18(B). The horizontal scale factor is found from 

X = Q = 1 [i.e. eqn. (14)]. 

^, , ' ^fr 10.7 X 10' 

Therefore ^/ = ^ = ^riTizT = "^'Z'- 

The procedure for finding the plotted points on the curve of Fig. 27.18(B) is as 
follows. Draw up a table, as shown below, with values of X corresponding to values 
of Erei read from the curve of Fig. 27.18(A). Since it has just been determined that 
Af ^ 125 Kc/s when X = 1, the column for J/ can be filled in (e.g. when X = 0.8 
then J/ = 125 x 0.8 = 100 Kc/s, and so on). The sensitivity has been determined 
as 0.0875 volts per kilocycle deviation, and so for 25 Kc/s deviation E^ut = 0.0875 x 
25 = 2.19 volts (the lowest deviation frequency in the table should be used to find 
E^ut in this case). It is now seen that the value of E^ut = 2.19 volts corresponds to 
Erei = 0.28, and so the scale factor is 2.19/0.28 = 7.82, If 7.82 is now multiplied 
by Erei in each case, the column for Eout can be filled in. The complete curve for 
E^^t versus J/ can now be plotted. 



X 


^/ 






0.2 


25 


0.28 


2.19 


0.4 


50 


0.56 


4.38 


0.6 


75 


0.84 


6.56 


0.8 


100 


1.12 


8.76 


1.0 


125 


1.36 


10.61 


1.2 


150 


1.52 


11.9 


1.4 


175 


1.6 


12.5 


1.5 


187.5 


1.62 


12.7 


1.6 


200 


1.6 


12.5 


1.8 


225 


1.52 


11.9 


2.0 


250 


1.31 


10.5 



(f) It now remains to determine suitable values for the other components in the 
circuit of Fig. 27.17, 

C3 is for the purpose of connecting the transformer primary to the secondary 
centre-tap, and providing isolation of the secondary from the h.t. on the plate of V^. 
A suitable value is 100 ^/iF. The capacitor should have high insulation resistance. 

C4 is a by-pass capacitor ; a value of about 0.01 ^F is usual. 

Rs and are made equal, and are generally about 100 000 ohms each. 

C5 acts as a by-pass for i-f but must not appreciably affect the audio frequency 
response. The usual value is about 100 /i^F. 

The de-emphasis network consists of R^ and Cg. For 75 microsecond de-emphasis 
the nominal values would be 75 000 ohms and 0.001 fiF respectively. If an improved 
a.c/d.c. ratio is thought to be necessary then suitable values would be say, 0.25 MQ 
and 300 /i/iF. The grid resistor in the following a-f stage should not be less than 
1 if excessive loss in gain is to be avoided. However, the actual values used in a 
receiver will generally deviate from these nominal figures if the overall audio frequency 
response of the receiver is made to follow the 75 microsecond de-emphasis curve to 
15 Kc/s, because of the presence of stray capacitances etc. and in some cases to help 
compensate for the overall a-f response. 

To determine Ri : — the transformer primary damping due to a single diode circuit, 
connected as shown, is i?dc/3. For this circuit R^c ^ R^ = Ri ^ 100 000 ohms. 
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Also, because of the circuit arrangement, and are in parallel. The total damping, 
due to diode conduction cxirrents in addition to R^ and i?4, is then 
/R^A 100 000 

= ^ = 16600 

If /?3 is not equal to R^, the damping resistance is given by R^/3 and Ri/3 in parallel 
i .e. 

R,RJ3(R^ + R,). (When R^ = R, = R^, the value R^je is obtained as 
above). 

Take the undamped primary Q (written as Qu) as being 100, and neglect the ad- 
ditional damping due to the plate resistance of Vi. Then the total damping resistance 
(R) required to obtain a primary Q of 42.8 is 

_ QuQojL^ __ 100 X 42.8 X 277 X 10.7 x 2.5 
" Qu - Q ~ 100 - 42.8 

= 12,500 Q. 

From this 

12 500 X 16 600 
- 06 600 - 12 500) -^"^Q^^- 
To determine R^ : The transformer secondary damping is given by 
=^ R^^ ^ 100 000 Q. 

(This follows because the damping across each half of the secondary is R3/2 and 
RJ2 respeaively, and in each case there is a step up, due to the transformer being 
centre tapped, of 4 times. From this, across the whole of the transformer secondary 
there are two resistances 4i?3/2 and 4R4/2 in parallel, and since R^ = = R^^ the 
above result is obtained immediately). 

The total damping resistance (R') required to make = = 42,8 is 
R' = 12 500 X 1.77 = 22 100 Q, 

From this 

22 100 X 100 000 
^--(100 000 - 22 100)- 2®^^ 

The design of the limiter stage will be discussed in Chapter 29. 

(g) Some causes of discriminator unbalance will be mentioned, before leaving this 
section, and it is helpful to consider the circuit as a bridge in which unbalance has to be 
eliminated. Even when the transformer secondary is centre-tapped accurately, un- 
balance can occur because the capacitive coupling between the two halves of the second- 
ary winding and the primary winding is not necessarily equal. This calls for care in 
the method of arranging the windings. Two methods are in common use. The 
first uses a bifilar method with the two halves of the secondary wound side by side. 
The second method arranges the secondary into two halves, placed on either side of the 
primary winding, and the coupling of both sections, including that due to stray capacit- 
ances, is made equal. 

Capacitive unbalance will also occur when the input capacitances of the diodes 
are not equal. Suitable arrangement of stray capacitances can often be used to help 
in offsetting this effect. 

The use of a small capacitance connected across one of the diodes is helpful in re- 
ducing capacitive unbalance effects. 

Balancing of the conduaion resistances of the two diode units is largely outside 
the control of the receiver designer, but variation in the value of /?3 and 2? 4 can be 
made to assist in cases where a very high degree of balance is thought to be necessary. 
Additional precautions of this nature are seldom carried out in commercial receivers. 

It should be noted in Fig. 27-17 that, if the resistors R^ and R^ are shunted by 
two separate capacitors, an additional series resistor or r-f choke will be required be- 
tween the junction of R^ and R^ and the centre tap on L^. Connecting the junction 
of R2 and /?4 through a by-pass capacitor to ground would also effectively short- 
circuit the i-f primary voltage to ground, if the additional component is not used 
For most circuits the arrangement shown is applicable, since it requires a minimum 
of components consistent with satisfactory performance. The alternative arrangement 
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R-FCHOKE 

B+ 

FIC.27I9 ALTERNATIVE ARRANGEMENT FOR PHASE DISCRIMINATOR. 



is shown in Fig. 27.19. The design procedure to be used is exactly as before, except 
that the primary circuit damping due to the diode circuits (the damping is actually 
across the r-f choke) will be approximately i?dc/4 instead of i?dc/6 ; the secondary 
circuit damping is R^c as previously, where Rdc = R3 = If a resistor is sub- 
stituted for the r-f choke then the circuit damping is again modified depending on 
the value of resistance used in the circuit. Considerations leading to the choice of 
a suitable value for the inductance of the r-f choke will be given in detail in Chapter 29 
Sect. 2, in connection with the discussion on a.f.c. discriminators. 

It is perhaps worth mentioning that hum due to heater-cathode leakage is some- 
times troublesome in discriminator circuits, particularly with miniature diodes, and 
a simple and effective cure for this trouble is to make the cathode positive with respect 
to the heater. This can be readily effected, for example in Fig. 27.19, by connecting 
a 10 000 resistor by-passed by, say, a 0.01 fiF mica capacitor between the earthy 
end of /?4 and ground ; the junction of and the 10 000 Q resistor is then connected 
to B-|- via a scries resistor whose value is selected so that about 10 to 15 volts appears 
across the 10 000 Q resistor (which now forms one arm of a voltage divider). In a 
typical case the series resistor would be about 0.16 Mi2 for a B+ of 250 volts. 

(iv) Ratio detectors 
(A) General 

Many of the details given below, regarding ratio detectors, have been taken from 
Refs. 34, 35 and 36. Practical experience with several of the arrangements shown 
has confirmed much of the data given in the design sections. However, a nimiber of 
additional factors will warrant discussion. 

The principle underlying many circuits for F-M detection is the peak rectification 
of two i-f voltages, the relative amplitudes of which are a function of frequency, to- 
gether with means for combining the rectified voltages in reversed polarity. The 
output is then equal to the difference between the two rectified voltages. This state- 
ment is directly applicable to the phase discriminator circuits of Figs. 27.17 and 27.19, 
the two i-f voltages being those applied to the diode plates, and the rectified voltages 
combined in reversed polarity being those which appear across the load resistors 
R3 and i?4. The way in which the two i-f voltages, applied to the diode plates, are 
dependent on the instantaneous intermediate frequency has been discussed in con- 
nection with Figs. 27.15 and 27.16. It was mentioned previously that, with the phase 
discriminator, changes in the magnitude of the input signal will give rise to amplitude 
changes in the resultant output voltage, and the need for some form of amplitude 
limiting was emphasized. 

In an attempt to eliminate the necessity for a limiter, a ratio type of detector has been 
developed from the basic phase discriminator circuit. In this modified circuit the 
rectified voltages are split into two parts in such a way that their ratio is proportional 
to the ratio of the instantaneous i-f voltages applied to the detector diodes, and the 
sum of the two rectified voltages is kept constant. It has been found in this type of 
circuit that the useful output voltage, which is proportional to the difference between 
the two rectified voltages developed by the diode detectors, tends to be independent 
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of amplitude variations superimposed on a frequency modulated voltage applied to 
the discriminator circuit input terminals. 

A basic ratio detector circuit is shown in Fig. 27.20(A). It can be seen that this is 
similar to the conventional phase discriminator but one of the diodes is reversed, and 
so the total voltage between the points P and N is equal to the sum of and E^. 
The sum of E^ and E^ is held constant by means of a battery or a large capacitance. 
This point will be further discussed as we proceed. The audio output voltage is 
taken from the junaion of Rz, and C5, C7 and is equal to (£"1 — £'ii)/2. The 
voltage output with frequency change is seen from Fig. 27.20(B) to be similar to that 
for a conventional discriminator circuit. 

The sum voltage (£"i -f E^) can be stabilized by using either a battery or by shunt- 
ing a large capacitance across the load resistors R3 and R^, A battery would limit 
the operation in such a way that the input signal would need to be at least strong 
enough to overcome the fixed bias due to the battery voltage. A better solution is to 
use a capacitor, since the voltage across it will vary in proportion to the average signal 
amplitude and thus automatically adjust itself to the optimum operating level. This 
allows amplitude rejection to be secured for a wide range of input signal voltages, the 
lowest useful signal being determined by the ability of the diode rectifiers to conduct 
with small input voltages. 

When a capacitor is used to stabilize the rectified output voltage its capacitance 
must be sufficiently large so that the sum of Ei -f £"2 cannot vary at an audio frequency 
rate. This calls for a time constant in the circuit made up from R^s Ri and the 
additional capacitance C of about 0.2 seconds. The effects of C5 and C7 on the time 
constant can be neglected, since the value of the capacitance C will be of the order 
of microfarads (usually about 8/xF). 
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(a) constant normal input voltage e-Ca 

STABILIZING CURRENT i.^=0 
" DJODE CURRENT -i-d,- ^ ' ^^.f^^ 

EFFECTIVE DIODE LOAD RESISTANCE- R3+R4 



(C) DECREASE IN INPUT VOLTAGE e<eo 



(bJincrease in INPUT VOLTAGE e>eo 

STABILIZING CURRENT ^^<^0 
DIODE CURRENT ^<0^ ~^+^^ 
EFFECTIVE DIODE LOAD RESISTANCE<CR3"^R4 



STABILIZING CURRENT ^J^O 




DIODE CURRENT -IdL 



EFFECTIVE DIODE LOAD RESISTANCE^ R3+R4 



E,^-E2 



E,-t-E2 HELD CONSTANT AT VOLTAGE 
EQUAL TO RECTIFIED OUTPUT WHEN 

lnG.2721 RATIO DETECTOR CIRCUIT SHOWING CONDITIONS FOR DIFFERENT SIGNAL 

INPUT VOLTAGES. 

It is worth noting that the a.v.c. voltages available from ratio detector circuits have 
values which are not always directly suitable for application to controlled stages. 
Some form of voltage divider arrangement is often necessary to obtain suitable volt- 
ages for securing the desired a.v.c, characteristic. 

(B) Operation 

A brief qualitative description of the operation of the ratio detector will be given 
here. A complete quantitative analysis has not been made, although many of the 
significant factors have been investigated (see Refs. 34, 35 and 36). 

Fig. 27.21 shows the same basic circuit as Fig. 27.20(A), rearranged in a more 
convenient form for discussion. The main details of operation are also indicated, 
and show what happens in the circuit when the amplitude of the signal input voltage 
changes. For the case (A) where the amplitude of the signal input voltage is con- 
stant, the stabilizing current is zero and the circuit has essentially the same output 
characteristic as a phase discriminator. When the signal amplitude increases (B), 
the average diode current also increases, and resultant direct current flows into the 
stabilizing voltage source (i.e. the battery is being charged). From this since E^^ + E2 
remains constant^ it is seen that the effective diode load resistance must decrease 
and so the primary and secondary circuits are more heavily damped than for the case 
(A) where the input voltage has a fixed value. The increased damping on the trans- 
former circuits will tend to offset the increase in the amplitude of the input voltage, 
and so the output voltage will also tend to be constant. 

Similarly, when the signal amplitude decreases— case (C)~ the stabilizing voltage 
source supplies additional current (i.e. the battery is being discharged) to offset the 
reduction in diode current, so as to maintain Ej_ + E., constant ; the effective diode 
load resistance is now increased, and so the circuit damping is reduced. 

From this it is seen that stabilizing the rectified voltage results in the equivalent 
load resistance varying in such a way as to offset changes in the amplitude of the signal 
input voltage. It also follows that there must be optimum circuit conditions which 
will allow the undesired amplitude variations to be offset most effectively (although 
these conditions are not necessarily the same for all input voltages). The conditions 
for obtaining the most satisfactory operation will be summarized below when dis- 
cussing the design of the ratio detector. 
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(C) Types of circuit 

There are two types of ratio detector circuit in common use. The first of these is 
the so called balanced circuit and is illustrated by Fig. 27.22. At first glance this 
does not seem to be the same as the basic circuit previously discussed. However, 
if the tertiary winding is considered as Li for the moment (its presence will be ex- 
plained presently), and it is taken that Cg has a high reactance at audio frequencies 
and negligible reactance at i-f, then a simple re-arrangement of the circuit will show 
that it is the same as that of Figs. 27.20 and 27.21. Whether the junction of C5 
and C7 is connected to ground, as shown in Fig. 27.22, or Cg is connected from the 
junction of C5 and C7 to the junction of R3 and as would be expected (since Cs 
is part of the audio load circuit) is unimportant, as can be seen by redrawing the cir- 
cuit. C is the stabilizing capacitor. 




FlG.27-22 BALANCED TYPE OF RATIO DETECTOR CIRCUIT. 



The second type of circuit in common use is the unbalanced arrangement of Fig. 
27.23. The operation is similar to the balanced arrangement but it obviously cannot 
be redrawn directly into a balanced arrangement. The A-M rejection is the same 
whether the centre-tap of J? 3 and or any point along the load is groimded, provided 
that the stabilizing capacitor can hold the voltage across its terminals constant. This 
condition is not easily met, however, at very low audio frequencies because very long 
time constants for the diode load circuit have undesirable effects when the receiver 
is being tuned. 

In general the balanced circuit will give better amplitude rejection at low frequencies 
than the unbalanced arrangement, when the time constants of the two circuits are the 
same. 

Additional advantages of the balanced ratio detector are that the ratio of a.v.c. 
voltage to audio voltage is comparable with that obtained in conventional A-M de- 
tector circuits, and also a voltage is available which is zero at the centre frequency 
and can be used for a.f.c. purposes if so desired. 

The presence of the tertiary winding in the discriminator transformer is readily 
understood when it is considered that it provides a simple method of tapping down 
on the transformer primary without the use of blocking capacitors and a choke, and 
at the same time allows the overall sensitivity of the detector to be increased by per- 
mitting a high primary circuit dynamic impedance. This is particularly helpful since 
the value of the total diode load resistance is generally small (usually less than 50 000 
ohms total). 

Because of the low value of load resistance it should be clear that high detection 
efficiencies are not easy to obtain, and so high perveance diodes are of considerable 
assistance in this regard because their internal impedance will be comparatively small. 
However, it is often found that high perveance diodes are more susceptible to hum 
pick-up than the medium perveance types and so are not necessarily the best choice 
in all circuits. 

Before leaving this section an additional point of interest will be discussed. In 
Fig. 27.24 are shown typical curves of output voltage against signal input voltage for 
a ratio detector. It can be seen from these curves that the output is not constant 
with input voltage for a given frequency deviation. This effect can be offset to a 
large extent by using the valve preceding the ratio ^detector as a partial limiter. For 
weak signals the driver valve can be used as a straight voltage amplifier, but if a grid 
resistor and capacitor are included which have a fairly short time constant (say 10 
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microseconds or so) they can be used to derive a bias voltage for the grid of the valve 
when the signal exceeds some pre-determined level, and the valve can then be used 
to provide a degree of limiting. In this way the use of an additional valve is still 
avoided, since most ratio detectors operate satisfactorily with as litt'e as 10 millivolts 
(or less) applied to the grid of the driver valve, but the advantages of additional am- 
plitude limiting can be obtained on strong signals. Of course, satisfactory results 
are obtainable with a ratio detector alone and the application of a.v.c. bias to the 
earlier stages is helpful but improvement is possible with the arrangement suggested^ 
and with very little additional trouble. With the partial limiter arrangement a.v.c. 
is sometimes applied to the first i-f voltage ampUfier, the a.v.c. bias being derived from 
the ratio detector circuit as indicated in Figs. 27.22 and 27.23. Some receiver manu- 
facturers do not use a.v.c. at all, but use suitable grid resistor-capacitor arrangements 
with both i-f valves to provide additional bias when the signal is sufficiently large. 
Some care is necessary with the limiter arrangements, since detuning of the i-f trans- 
former can have adverse effects particularly with some types of noise interference. 
This point received consideration in Chapter 26 when the design of the F-M i-f 
transformers was being discussed. , ^^^^ 5,^^^^ 




Unboionccd Typ« "of Ratio D«t<ctor FiG. 27.24 TyPKOl Input-Output Voltoge C 

for RotiO Oet«ctcr 



(D) Design considerations 

The data given below are quite general, but the circuit constants suggested are 
based on a centre frequency of about 10.7 Mc/s and a peak separation of approxi- 
mately 350 Kc/s. Most of the information which follows (with certain modifica- 
tions) is taken from Ref. 34, where a more detailed explanation is available. 
Diode characteristics 

Good ratio detector performance can be obtained with either high perveance diodes 
such as type 6AL55 or medium-perveiance diodes such as type 6H6. 

The circuits used will differ with high and medium perveance diodes in the extent 
to which the rectified output voltage is held constant. They will also differ with 
respect to the compensation used to minimize the residual unbalanced component 
of amplitude modulation in the output. The unbalance is brought about by secondary 
transformer detuning effects caused by input reactance variations due to the diodes. 
The magnitude of the effect is generally less for diodes having lower perveance. 

Because the diode rectification efficiency, and hence the diode circuit loading, 
varies with signal level, optimum A-M rejection is obtained for a particular input 
voltage. The level at which optimum A-M rejection is obtained can be altered by 
varying the circuit constants, particularly the fraction of the total rectified voltage 
which is stabilized^ or the ratio of secondary and tertiary voltages. 
Secondary inductance 

The secondary L/C ratio should be as high as possible consistent with circuit 
stability. This suggests capacitance values from 25-70 ^a^aF. Also^ the secondary 
Q should be as high as possible, depending on the required peak separation. Suit- 
able Q values are 75 to 150^ with the higher values giving improved sensitivity, for 
a given A-M rejection, but less peak separation. 
Load resistors 

The value R of the diode load resistors is generally selected to reduce the operating 
secondary circuit Q to a value of approximately one-fourth or less of its unloaded 
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value. Smaller values for R will increase the downward modulation handling capa- 
bilities of the detector;, but will also reduce its sensitivity. 
Primary L/C ratio and Q 

The primary L/C ratio should be as large as possible to increase the sensitivity. 
The limiting factor is the maximum stable gain between the grid and plate of the ratio 
detector driver valve (i.e. the last i-f valve preceding the detector). When determin- 
ing the maximum gain it should be remembered that the gain may increase during 
downward amplitude modulation, particularly on either side of the centre frequency. 

If the primary Q is high enough so that the operating Q is determined mainly by 
the diode loading, the grid-plate gain will rise during the A-M cycle. This is advan- 
tageous since it increases the ability of the detector to reject downward modulation. 
The primary Q is made as high as possible consistent with peak separation and stable 
gain requirements. 
Coupling 

The value of coupling used, together with the number of turns in the tertiary wind- 
ing, is the principal factor in determining the ratio of the tertiary voltage to the half 
secondary voltage. This ratio should always be close to vmity. The coupling is 
generally adjusted to half critical in the actual circuit, since the degree of coupling is 
dependent on the other circuit component values and these are selected before the 
coupling is finally set to the desired amount. 
Tertiary inductance 

The number of turns on the tertiary winding is adjusted so that the required ratio 
of tertiary voltage to half secondary voltage is obtained (see under Coupling). 
Reducing unbalanced A-M component 

There will always be some residual amplitude modulation in the detector output 
because of the variation in the effective diode input capacitance during the A-M cycle, 
and because of the imbalance introduced by the transformer and other circuit com- 
ponents. Several methods are useful in overcoming this effect. One is to vary the 
effective centre- tap on the secondary winding (this method is shown in Fig. 27.26) 
and another is to make the resistors and R^ shown in Fig. 27.25 unequal. In 
addition a resistor R^ is used in series with the tertiary winding (see Fig. 27.25) to 
modify the peak diode currents, which has the effect of appreciably reducing the un- 
balanced A-M component particularly at high input voltages. The methods using 
resistors to reduce unbalance also reduce the detector sensitivity. 

The reduction of unbalance effects is carried out by observing the condition for 
minimum A-M output when a signal which is simultaneously amplitude and frequency 
modulated is applied to the detector. 
Time constant of stabilizing voltage 

The discharge time constant of the stabilizing capacitance and the load resistance 
should be about 0.2 second. Larger time constants will give better amplitude re- 
jection when the undesired modulating frequency is low, but have undesirable effects 
on the tuning. The timing effect is similar to that given by an ordinary A-M receiver 
when the a.v.c. time constant is too long. 

Experiments with the time constant of this circuit give some interesting effects. 
If the stabilizing capacitance is made very large, say 100 fxF or so, and the receiver is 
tuned rapidly across a signal, it will be foimd that the point of maximum output is 
very easily determined, and there is no effect from the usual side responses. When 
the receiver is detuned the noise level rises, as the capacitor discharges, and the side 
responses again become evident until the receiver has been tuned once through the 
point of maximum output. 
Additional details 

It is not particularly easy to achieve a good balance with the ratio detector circuit, 
and \isually more care is required in this respect than with the conventional phase 
discriminator. However, the better the balance obtained the better will be the 
rejection of undesired amplitude modulation. 

Although the side responses are normally well down on the response at the main 
tuning point, with this type of circuit, considerable improvement has been noticed 
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FIG. 27. 25 R^Cg-DEEMPHASIS CIRCUIT 

when the bandwidth of the discriminator is fairly large (say 300 to 400 Kc/s) and the 
i-f response is such as to give steep sides to the overall selectivity curve. With re- 
ceivers using two i-f transformers (each critically-coupled and both having primary 
and secondary Q's of about 75) the side responses are still sufficiently large to be notice- 
able, although they are 12-15 db down on the main tuning position. Receivers using 
three transformers (each critically-coupled and having Q*s of about 70) give a very 
marked improvement^ and the two undesired side responses can only be found after 
careful searching. If the transformers are made more selective the side responses 
are reduced^ but the additional non-linear distortion introduced by the tuned circuits 
may no longer be negligible, as can be determined from the data given in Chapter 26. 
Further^ the amount of amplitude modulation on a carrier goes up as the selectivity 
of the transformers is increased, and this undesired A-M has to be removed by the 
ratio detector thereby reducing its effectiveness to other undesired external noise. 
Even in the case of the receiver with only two i-f transformers, the undesired side 
responses are very much less noticeable than with receivers using the usual limiter 
and discriminator combination 
(E) Practical circuits 

Two circuits which have been constructed and tested under working conditions 
are shown in Figs. 27.25 and 27,26. The intermediate frequency is 10.7 Mc/s 
Constructional details and performance data can be found in Refs, 34 and 37. 
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Unbalanced Rano Detector 



De-emphasis is obtained in the circuit of Fig. 27.26 by adjusting the value of the 
capacitor marked C^. The time constant (0.4 second) of the diode load circuit is 
about twice as long as that previously recommended for typical casesj but the per- 
formance is quite good, and, as suggested in Ref. 37, the individual designer can set 
the constants to suit his own requirements. 

The secondary winding for the circuit of Fig, 27.25 is a bi filar arrangements while 
that of Fig. 27.26 has the secondary split into two sections placed on either side of 
the primary. In the latter case slug tuning is used for one half of the secondary so 
that the effective centre tap can be set to any desired position. 
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(F) Measurements on ratio detectors 
Primary and secondary Q's 

To measure the unloaded primary Q, the double diode valve is removed from its 
socket and the secondary is detuned. The primary Q is then determined by the 
selectivity of the primary tuned circuit. The loaded primary Q is measured in the 
same way but with the double-diode valve in the circuit. 

To measure the secondary Q the primary is heavily loaded by a shunt resistor. 
The secondary Q is then determined from the selectivity of the secondary winding 
as indicated by the rectified voltage variation with frequency. When measuring the 
unloaded secondary Q, the diode load resistance should be replaced by a resistance 
of about one megohm. When measuring the loaded secondary Q, the normal load 
resistors should be used. For these measurements the centre-tap of the secondary 
winding should be disconnected from the tertiary winding, to prevent the tertiary 
voltage from contributing to the rectified voltage. 
Coupling 

The percentage of critical-coupling can be measured by noting the change in prim- 
ary voltage as the secondary is varied from a tuned to a detimed condition. With all 
circuit conditions normal, and the signal input voltage set to the intermediate fre- 
quency, the primary voltage (E^ is noted. With the same input signal level, the 
secondary is detuned so that the primary voltage rises to Ez- The percentage of 
critical-coupling can then be expressed in terms of the ratio between the primary 
voltage with the secondary detuned and tuned using the relationship 

For example, if the signal voltage at the plate rises 25 per cent. (i.e. E2 = 1.25 E^) 
when the secondary is detuned, the coupling is 50 per cent of critical. 

The ratio between the secondary and tertiary voltages can be measured indirectly 
in terms of the rectified output voltage which is obtained (a) with the secondary tuned 
and (b) with the secondary detuned. In both cases the input signal is adjusted so 
that the primary voltage remains constant. If the ratio between the voltages read in 
(a) and (b) is r, that is if 

Rectified voltage (tuned secondary) 

^ — ■ — — - — • 

Rectified voltage (detuned secondary) 
then y -VV^ - 1 

where 5 = half secondary voltage at centre frequency 

P ^ ** primary " (i.e. tertiary) voltage effective in the diode circuit at the 
centre frequency. 
The ratio S/P is usually made equal to unity. 
Signal generator 

It is convenient to have available a signal generator of good quality capable of 
being simultaneously frequency and amplitude modulated. Undesired amplitude 
and frequency modulation should not be present in the generator output. 
Alignment procedure 

The ratio detector may be aligned by using either an unmodulated signal set to 
the centre frequency and a d.c. vacuum-tube voltmeter, or by using a F-M signal 
generator and an oscillograph. 

If an unmodulated signal generator is used, the procedure is to set the signal to the 
intermediate frequency, and with the d.c, vacuum-tube voltmeter connected to measure 
the rectified output voltage (this is usually the a.v.c. take-off point), the primary 
tuning being adjusted for maximum voltage output. 

The procedure used for adjusting the secondary tuning depends upon whether the 
centre-tap of the stabilizing voltage is earthed or whether one end is earthed. If 
the centre-tap is earthed, the secondary tuning is adjusted so that the d.c. voltage at 
the audio take-off point is equal to zero ; the d.c. vacuum-tube voltmeter is shifted 
to the audio take-off point for this measurement. If the detector is of the unbalanced 
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type the secondary tuning is adjusted so that the d.c. voltage at the audio take-off 
point is equal to half the total rectified voltage. As an alternative an amplitude 
modulated signal can be used, the primary trimmer is adjusted for maximum d.c. 
output voltage and the secondary trimmer adjusted to give minimum audio output ; 
the residual output is measured in the conventional manner. Circuit unbalance is 
indicated if the two methods do not give the same secondary trimmer setting. 

If sweep alignment is used, the primary can be accurately aligned by using a com- 
paratively low deviation, and adjusting the primary trimmer for the maximum am- 
plitude of output voltage. The secondary may be adjusted by using a deviation such 
that the total frequency swing (twice the deviation) is equal to the peak separation. 
This procedure makes it possible to adjust the secondary tuning so that a symmetrical 
detector characteristic is obtained. 
Peak separation 

The separation between the peaks on the F-M output characteristic of a ratio de- 
tector may be measured by applying a frequency modulated signal and increasing the 
deviation until the response is just observed to flatten at the peaks. When this is 
done, the peak separation is equal to twice the deviation. 

If an attempt is made to measure the peak separation by plotting the output charac- 
teristic point by point, the peak separation obtained will usually be considerably less 
than that obtained under dynamic conditions with the output voltage stabilized. The 
F-M detector characteristic may be plotted point by point provided a battery of the 
proper voltage is connected across the stabilizing capacitor. The voltage of this 
battery must be equal to the rectified voltage which exists at the centre frequency. 
In practice it is convenient to use a 7.5 volt C " battery and to adjust the signal 
input so that the capacitor-stabilized voltage at the centre frequency is equal to the 
battery voltage. 

It is worth noting that the peak separation is not constant for all values of input 
voltage, and measurements should be made for several representative voltages of the 
magnitude likely to be encountered under practical conditions of reception. The 
peak separation is wider for larger input voiiagesj as a result of the increased diode 
loading on the tuned circuits. Similarly the peak separation is less for smaller input 
voltages because of reduced circuit damping. 
Measurement of A-M rejection 

The measurement of A-M rejection can be carried out using a signal generator 
which can be simultaneously frequency and amplitude modulated. 

Ref. 34 shows a number of the typical wedge-shaped patterns which are obtained 
when visual methods are used for determining the amplitude modulation present 
in the audio output. A pattern of the type to be expected is shown in Fig. 27.27. 

The measurement of the A-M rejection 
of a ratio detector can be described in terms 
of the pattern obtained for a given frequency 
deviation and a given percentage of amplitude 
modulation. 

The measurements should be made for 
several different values of input voltage. 
Ideally the pattern obtained should be a 
diagonal line regardless of the presence of 
amplitude modulation. The amount by 
which the pattern departs from a straight 
line indicates the extent to which the de- 
tector fails to reject amplitude modulation. 

To measure A-M rejeaion with a genera- 
tor which can only be frequency modulated 
the procedure is as follows. A frequency 
fig727.27 modulated signal fully deviated (± 75 Kc/s 
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in the usual case) is applied, and a battery of which the voltage is equal to the rectified 
output is shunted across the stabilizing capacitor. The magnitude of the input 
signal is now reduced until the output becomes distorted as a resuh of the diodes 
being biased by the stabilizing voltage, and finally the F-M output drops to zero. 
The ratio between the initial input signal and the minimum input signal for which 
the F-M output becomes distorted is then a measure of the amotmt of downward 
modulation that the detector can reject. For example if the voltage ratio is r, then the 
percentage of downward amplitude modulation which can be handled is 100 (r — l)/r. 
To determine the rejection of the detector for upward amplitude modulation the 
same set-up is used and the change in output is noted as the input signal is increased. 
Since the amplitude of the input signal is not varied dynamically, this method will 
not indicate any imbalanced component which may be present in the output. The 
latter is more conveniently measured using simultaneous F-M and A-M as discussed 
previously. 

Another method which can be applied to measure the amplitude rejection pro- 
perties of any type of detector for different signal input voltages may be worth dis- 
cussing. The input signal is simultaneously frequency and amplitude modulated. 
Any audio modulating frequencies can be selected which are not harmonically related, 
and suitable values are say 400 c/s for F-M and 30 c/s for A-M. The percentage 
A-M can be taken as 30% (or any value desired) and the deviation as ± 22.5 Kc/s 
(or any other, value). The ratio of the desired and undesired audio outputs can then 
be measured on a frequency selective voltmeter such as a wave analyser. Measure- 
ments can be made at the centre frequency to indicate residual A-M, and for various 
frequencies off the centre frequency to determine the rejection capabilities of the 
detection system imder operating conditions ; e.g, those which occur when oscillator 
and other frequency drift occurs. Low audio frequencies are preferable for this 
test (and also for the previous methods), particularly with ratio detectors, since the 
amplitude rejection is least for this condition. Tests on a number of ratio detectors 
have indicated similar performance when high audio modulating frequencies are 
used, but considerable variation occurs in the amoimt of amplitude rejection obtained 
for the lower audio frequencies using balanced and unbalanced circuits. This is 
readily understood when the function of the stabilizing capacitor is considered. 

Standard test procedures have been devised for F-M receivers, and standard methods 
for evaluating the degree of A-M rejection, downward modulation handling capability, 
and the effects of mistiming are described in Chapter 37. 

Non-linear distortion 

Distortion measurements are usually quite difficult to carry out with any degree of 
accuracy because of the inherent non-linear distortion present in the signal source 
and test equipment. Tests on typical F-M receivers using limiter-discriminator 
combinations and ratio detectors have been made, using the low power stages of a 
F-M broadcast transmitter as the signal source. The non-linear distortion in the 
transmitter signal was less than 0.5% for frequencies from 100 c/s to 15 Kc/s, and 
less than 1% from 30 to 100 c/s ; the frequency deviation was set to ± 75 Kc/s in 
all cases. 

Both types of receiver indicated a measured overall distortion of the order of 2 to 
2.5% in the frequency range 100 c/s to 7.5 Kc/s, 3 to 5% at 50 c/s and 5% at 15 Kc/s 
although this latter case was a visual check only. Above 10 Kc/s the non-linear 
distortion with ratio detector receivers is generally somewhat higher than with limiter- 
discriminator receivers. The input in all cases was approximately lO'O /xV and the 
output was adjusted to 0.5 watt. The test frequency was 97.2 Mc/s and the i-f of 
all receivers was 10.7 Mc/s. The measured distortion for the a-f amplifier alone was 
0.5% for the range 100 c/s to 7.5 Kc/s and 2% at 50 c/s ; above 7.5 Kc/s, observa- 
tion was made using an oscillograph and as there was no visible distortion it was as- 
sumed that distortion was less than 3%. 

The non-linear distortion is increased with ratio detector receivers when the magni- 
tude of the input voltage is made very large. With the other type of receiver the input 
signal must be sufficiently large to ensure satisfactory limiter operation. Receivers 
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using a combination of partial limiting and a ratio detector give excellent results for a 
wide range of signal input voltages, and do not require extra valves. 

The test conditions used are very severe, as it is unlikely that a 15 Kc/s audio signal 
will cause 75 Kc s deviation ; although it should not be overlooked that pre-emphasis 
in the transmitter will cause a 15 Kc/s modulating signal to be increased in magnitude 
by about 17 db. Listening tests indicate that excellent results are obtainable with 
any of the receiver arrangements. It will be appreciated that the possibility of errors 
in the distortion measurements are very large, and the results are given to serve as an 
indication of the magnitude of the distortion to be expected with typical F-M receivers 
which do not include elaborate design features, but conform to good engineering 
practice. 



SECTION 3 : AUTOMATIC VOLUME CONTROL 

(0 Introduction (it) Simple a.vx. (Hi) Delayed a.v.c. (iv) Methods of feed 
(a) Series feed (b) Parallel feed (v) Typical circuits (vi) A.V.C. application (vii) 
Amplified a.v.c. (viii) Audio a.vx. (ix) Modulation rise (x) A.V.C. with battery 
valves (xi) Special case with simple a.v.c. (xii) The a.v.c filter and its time constants 
(xiii) A.V.C. characteristics (xiv) An improved form of a.v.c. characteristic (xv) 
Design methods. 

(i) Introduction 

Automatic volume control is a device which automatically varies the total ampli- 
fication of the signal in a radio receiver with changing strength of the received signal 
carrier wave. In practice the usual arrangement is to employ valves having remote 
cut-off" or " variable-mu " grids and to apply to them a bias which is a fimction of 
the strength of the carrier. 

From the definition given, it would be correctly inferred that a more exact term to 
describe the system would be automatic gain control (a.g.c). The older term a.v.c. 
has been retained here as the name is not likely to lead to any confusion, and is widely 
used throughout the radio industry. 



(ii) Simple a.v.c. 

In order to obtain simple a.v.c. it is only necessary to add resistor and capacitor 
C4 to the ordinary diode detector circuit shown in Fig. 27.28. In any diode detector 
there is developed across the load resistor (R^ and in series) a voltage which is 
proportional to the strength of the carrier voltage at the diode. The diode plate end 
of the load resistor is negative with respect to earth (Fig. 27.28) and therefore a nega- 
tive a.vx voltage is applied to the controlled grids. R^ and C4 form a filter to remove 
the a-f component and any residual i-f and leave only the direct component of voltage. 

Since a capacitor in series with 



TO B4- 
CONTROLLED 
GRIDS 



:c4 



FIG. 27.28 




series with a 
resistor takes a finite time to charge 
or discharge, the a.v.c. filter circuit 
has a " time constant." The time 
constant of R^ and C4 is equal to 
RiCi. For example, if R^ is 1 meg- 
ohm and C4 is 0.25 microfarad the 
time constant will be 0.25 second. 
In this circuit the time constant is 
also influenced by R^ during charge 
and by R^ during discharge, but since 
Ri is small compared with it will be 
sufficiently close for practical purposes 
to regard i?,iCj as giving the time 
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constant during charge^ and 0,(^2 , + R^) as the time constant during discharge. 
It is seen that the charge time constant is shorter than the discharge time constant. 
Time constants in a.v.c. circuits will be discussed in detail in (xii) below. 

For 100% reaification efficiency the a.v.c. voltage would equal the peak i-f voltage 
applied to the diode. Because of losses the a.v.c. voltage is always somewhat less 
than the peak carrier voltage (this is readily seen from Figs. 27.5 and 27.6)y and since, 
in general^ a higher voltage is required for the a.v.c. than for detection^ this will be a 
limitation to the use of simple a.v.c. 

The design of the i-f transformer to couple the i-f voltage into the diode circuit is 
quite straightforward. The damping to be expected across the windings due to the 
diode circuits has akeady been discussed in Sect. l(i)Cc of this chapter. Methods 
of i-f transformer design are detailed in Chapter 26. 

In the circuit of Fig. 27,28 the d.c. diode load consists of and i?2 in series, R^ 
being used in conjunction with capacitors and to form a filter to prevent the 
major part of the imdesired i-f voltages from appearing across R2, The volume 
control is /?2 in this circuit, and the advantages and disadvantages of using the control 
in this position were discussed in Sect. l(i)Dc above. At audio frequencies R^ is 
shunted by R^ and by R^ when the setting for R2 is at the maximum. It follows that 
the diode load for a.c. is considerably different from that for d.c, and, as previously 
discussed in Sect. l(i), considerable non-linear distortion of the a-f output will result 
when the modulation percentage is high. R^^ and C4 will substantially remove all 
audio frequency variations from the a.v.c. bias applied to the controlled stages, as well 
as any residual i-f voltages which may be present across R^, 

Fig. 27.28 shows R^ connected to the junction of R^ and R23 but in some cases R^ 
is connected to the top of Ri, This latter arrangement will give a slightly higher 
a.v.c. voltage, the amount depending on the size of but the amount of i-f filtering 
for the controlled stages is reduced. With the usual component values it is not very 
important which arrangement is used. 

Owing to the effects of contact potential in the diode, together with rectification 
due to unavoidable noise voltages, there is a voltage developed across R^ even with 
no carrier input. Even with a weak carrier input this voltage is increased. Conse- 
quently it will be seen that with the weakest carrier likely to be received there is an 
appreciable negative voltage applied to the controlled grids. If no means were taken 
to compensate for this, the overall sensitivity of the receiver would be decreased. 
Compensation for the initial standing bias, before a carrier is received, can be carried 
out by applying a lower minimum negative bias to the controlled stages. However, 
a very real disadvantage of simple a.v.c. is now apparent in that the sensitivity of the 
receiver may decrease as soon as a carrier is received. To overcome the loss in sensi- 
tivity on weak signals a delayed a.v.c. system is used and this gives very much improved 
control. 

A special case of the effects of contact potential with zero bias valves is worth noting 
before leaving this section. Suppose a negative bias voltage exists between the grids 
and cathodes of the controlled valves due to positive grid current. This current can 
be sufficiently large to cause an appreciable negative bias voltage to appear across the 
resistance common to the controlled stages and the detector, and so give rise to a 
negative bias voltage between plate and cathode of the diode. Under this condition, 
if simple a.v.c. is being used, there will be no output from the receiver until the signal 
is sufficiently large to overcome this delay bias on the detector. If a separate diode is 
used for a.v.c. the effea will be to increase the delay bias. Typical exiamples of the 
effect have occurred in praaice with type 1P5-GT voltage amplifiers used in con- 
junction with the diode section of a type 1H5-GT. An obvious remedy is to apply a 
small positive bias voltage to the diode plate, but the grid current can often be ap- 
preciably reduced by increasing the screen voltage. 

(iii) Delayed a.v.c. 

The delay " in delayed a.v.c. refers to voltage delay, not time delay. A delayed 
a.v.c. system is one which does not come into operation (i.e. it is delayed) until the 



www.pmillett.com 



27.3 



(iii) DELAYED A.V,C, 



1107 



carrier strength reaches a pre-determined level. The result is that no a.vx. voltage 
is applied to the grids of the controlled stages until a certain carrier strength is reached, 
and the receiver will have its maximum sensitivity for signals with an amplitude below 
this pre-determined level. 

The circuit used for delayed a,v.c. also makes possible improved rectification 
efficiency in the a.vx. circuity thus producing slightly greater a.v.c. voltage for the 
same peak diode voltage. This is due to the higher value of a.v.c. diode load resistance 
(R^ in Fig. 27.29) permissible in this circuit. With the a.v.c. arrangement shown the 
ax. loading on the detector circuit is reduced when compared with the arrangement of 
Fig. 27.28 and this reduces the distortion of the audio output voltage. Some non- 
linear distortion of the modulation envelope does occur at the primary of the trans- 
forruer but this is considerably less than that introduced when the a.v.c, voltage is 
obtained from the secondary circuit. In addition, the overall selectivity up to the 
primary of the i-f transformer is less than that at the secondary, and the a.vx. will 
start to operate further from the carrier frequency than if fed from the secondary. 
The advantage here is that the tendency to give shrill reproduction is reduced as the 
receiver is detuned from a carrier. 




Differential distortion, caused by variable damping of the a.vx. diode input circuit, 
is frequently mentioned as an inherent disadvantage of delayed a v.c. because of the 
distortion which is introduced when the diode bias line cuts the modulation envelope. 
Careful measurements have shown that the additional distortion occurring just as 
the a.vx. diode starts to conduct is quite small provided that the delay voltage is 
small and the average depth of modulation is not large (say 50% or so). With a delay 
voltage (^^, Fig. 27.29) of 3 volts the total harmonic distortion was found to increase 
from an average level of about 2.5% to a peak of 4%. Not only is the amount of 
distortion fairly small, with the usual depth of modulation, but it only occurs over a 
limited range of input signals, which, with a small delay voltage such as 3 volts or 
less, occurs at such weak signal strengths as to be relatively unimportant. However 
with 100% modulation this type of distortion will always occur. Of course, when the 
input vohage is too small for the a.vx. diode to conduct there is no distortion. From 
the evidence available, it appears that the effect of differential distortion is a com- 
paratively minor one when the circuit is correctly designed, and a small delay voltage 
is used. Detailed discussion of the distortion produced by delayed a.vx. can be 
found in Refs. 44 (p. 189) and 46. 

If it is desired to apply full a.v.c. vohage to certain controlled stages and a fractional 
part only to another stage, this may be done by tapping at a suitable point and by 
adding a filter circuit similar to that made up from and C4. 

Staggering* of the a.v.c. is sometimes advantageous, as a considerable improvement 
in signal-to-noise ratio is often possible by controlling mainly the i-f amplifier valves, 

*By staggering of the a.v.c. is meant the application of different values of a.v.c. voltage to various stages 

www.pmillett.com 



1108 (iii) DELAYED A.V.C. 27.3 

However, in some cases this leads to difficulties with cross modulation. When cross 
modulation is a serious problem it is preferable to control the r-f amplifier valves 
fully. Often no great care is taken with broadcast receivers in the method of applying 
a.v.c. With high quality communications receivers precautions are necessary, and 
it is helpful if the r-f and i-f valves to be controlled by a.v.c. can be selected by the 
operator. In this way optimum performance can be obtained under all conditions. 
The usual arrangement, however, is to design an a.v.c. system with compromise 
characteristics and fit manual switching for the selection of suitable time constants. 
The signal-to-noise ratio of the receiver should be measured when the a.v.c. charac- 
teristic is being determined, to ensure that the performance of the receiver is not 
seriously impaired when the signal input voltage is increased. Cross modulation 
tests are also necessary when the receiver performance is being determined. Further 
discussion of these problems can be found in Ref. 43 (pages 169 and 179). A dual 
a.v.c. system which has interesting possibilities is described in Ref. 50. Further dis- 
cussion on a.v.c, and noise is given in Chapter 35 Sect. 3(i). 

When a duo-diode triode (or pentode) valve is used with cathode bias, the value of 
the bias is usually between 2 and 3 volts. Such a voltage is suitable for use as a.v.c. 
delay bias ; a very simple arrangement is possible by returning R^ to earth as shown 
in Fig. 27.34. Alteration of the delay bias because of the presence of contact potentials 
must be considered, and this effect has already been discussed in (ii) above. 

A circuit which eliminates differential distortion, even with large delay voltages 
and high modulation levels, is shown in Fig. 27.38B. Signal detection and a.v.c. 
detection are carried out as before, but a diode, D^, and the three resistors Rg, 
and Rio are also used. R^ and R^q form a voltage divider from B-f to ground, the 
junction of these resistors and R^ having a potential of, say, +50 volts. Typical 
values for R^ and R^ could be 1 megohm and 5 megohms respectively, and it will be 
seen that R^ and R^ form a voltage divider between +50 volts and the source of 
a.v.c. potential. 

The operation of the circuit can be explained most simply if the diode is ignored 
initially. Under these conditions, with no signal input to the receiver, point X will 
be practically at ground potential since there will be no i-f input to the diode and 
the voltage at Y will be approximately 

+ 50 X p ' p - + 8-1/3 volts. 

Now as an increasing signal is applied to the input of the receiver, the available a.v.c. 
voltage at X will increase, and when this voltage reaches — 10 volts, the potential across 
the voltage divider R^R^ will be 50 - (-10) volts, and the potential at Y will be 

-10 + (50 + 10) ^s—Jr^ = ^ ^^i^s- 

A still larger voltage of —40 volts at X will give at Y 
-40 + (50 + 40) ^ — = -25 volts 

Thus in the absence of the diode Dg, point Y would have a potential with respect 
to ground which was positive in the absence of a signal and became less positive, zero 
and then more negative progressively as the signal input increased. 

However the diode D3 modifies this voltage variation by conducting whenever 
point Y tends to become positive. The result is that under no signal and small signal 
conditions point Y, from which a.v.c. is applied, is substantially at ground potential 
but as the signal input increases above some critical value, Y becomes progressively 
more negative. Thus the requirements of delayed a.v.c. have been met, although 
the loading of the diode on the primary tuned circuit is near enough to being con- 
stant whether a.v.c. is being applied or not. 

After the delay has been overcome, the increase in negative potential at Y is not so 
rapid as the increase at X, the ratio being the same as that of the voltage divider formed 
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by and R^^ However by using a large value of resistance for R^ and a high positive 
voltage the ratio can be made as close to unity as required by any practical considera- 
tions. 

The cost of the resistors R^ and R^q can often be avoided by using a source such 
as the screen of a valve which has no a.v.c. applied, or a voltage divider used for some 
other purpose, for the positive potential. To save the cost of a valve having an ad- 
ditional diode for Da it is quite possible to use the signal diode Di as the source of 
a.v c. voltages, and D2 as the " sinking " diode. Alternatively Di and Dz can be used 
as in Fig. 27.38B and the suppressor grid of say the i-f amplifier can be used as Da, 
although in this case with no signal applied the a.v.c. line will take up the potential 
of the cathode of the i-f valve. 

This method of providing delay either to the first stages or to all controlled stages 
of a receiver is of course equally applicable whether manual or automatic volume 
control is used 



(iv) Methods of feed 

The a.v.c. voltage may be fed through the secondary of the r.f. transformer to the 
grid of the valve (sometimes called " Series Feed ") or directly to the grid (some- 
times called " Shunt or Parallel Feed *'). In the latter case it is necessary to use a 
blocking capacitor between the top of the tuned circuit and the grid to avoid short- 
circuiting the a.v.c. voltage to ground through the comparatively low resistance of 
the tuned-circuit inductor. Actually the second term is a misnomer, since either 
circuit arrangement leads to the r-f and d.c. bias voltages being applied, effectively, 
in series with one another between grid and cathode of the controlled valve. This 
may not be immediately obvious in the case of so called " parallel feed," but can be 
readily seen by drawing an equivalent circuit consisting of a r-f voltage generator in 
series with a capacitor and in parallel with these a resistor in series with a battery. 
The capacitor charges to some value q because of the battery, and the r-f voltage due 
to the generator then acts in series with the resultant voltage across the capacitor, 
varying the total charge and consequently the voltage across the output terminals 
of the circuit. 

It should be noted that the terms " Series Feed " and " Parallel Feed " have no 
bearing on the type of a.v.c. filter circuit, which may be series, parallel or a com- 
bination of both. The two types of a.v.c. feed circuits will now be considered in 
greater detail. 






/NO- ^ J F'G. 27.30 

(a) Series feed 

One arrangement of series feed is shown in Fig. 27.30. It will be seen that in 
each r-f tuned circuit a blocking capacitor (Cj, Cg) is used so that the rotor of the 
ganged tuning capacitors may be earthed and the a.v.c. voltage fed to the lower ends 
of the coils. In the r-f stages the use of this blocking capacitor will reduce the fre- 
quency coverage, and may also affect the tracking of the tuned circuits. To reduce 
these effects the same capacitance value should be used in each of the i-f stages, and the 
value selected should be fairly large consistent with other considerations. Also, if the 
capacitors are not to affect the Q of the tuned circuits adversely, they must be of a 
low loss type. A disadvantage of a high capacitance is that it increases the time con- 
stant of the a.v.c. circuit. 

For typical cases C5 and Cg would be about 0.05 fiF if the maximum capacitance 
of the tuning capacitor is about 400 ;x;xF. The effect on the tuning range is easily 
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determined by considering the reduction in total capacitance due to the capacitors 
being connected in series. Resistors and are used in conjunction with the 
capacitors to provide decoupling between the various stages ; typical resistance values 
are 100 000 ohms. 

Since the tuning capadtOfS in i"f transformers need not be connected directly to 
earthy blocking capacitors are not necessaiy. In these circuits the capacitor C4 
(Fig. 27.29) serves to by-pass all high-frequency components of current from the 
earthy sides of the secondaries of the tuned circuits of the i.f stages to earth, as well as 
being part of the a.v.c. filter. 




With the r.f. stages an alternative arrangement is to insulate the rotor of the ganged 
capacitors, and to by-pass it to earth by a single capacitor (Ce, Fig. 27.31). This 
enables the a.v.c. voltage to be applied without using any blocking capacitors in the 
r-f tuned circuits^ and has the further advantage that the time constant of the a.v.c. 
circuit may be made small. The arrangement also has obvious disadvantages and is 
little used, 
(b) ParaUel feed 

The " parallel (or shunt) feed " circuit is shown in Fig. 27.32. In this arrangement 
a blocking capacitor is necessary to prevent a low resistance d.c. path being formed 
from grid to earth by the tuning inductor. The resistors R^, R9 and Rio provide part 
of the d.c. path from the valve grids back to the cathodes. Since the individual resis- 
tors are shunted across their corresponding tuned circuits, the values selected must not 
be too low as otherwise appreciable damping occurs. A 0.5 megohm resistance in 
parallel with a typical r-f tuned circuit generally is not serious, but could appreciably 
reduce the dynamic resistance of an i-f circuit. For these reasons " parallel feed " 
is sometimes used with r-f stages, but it is seldom applied to i-f stages, and receivers 
are often designed to use both systems of a.v.c. feed. 




Parallel feed " for the r-f stages is sometimes more convenient than " series feed," 
and appears to be satisfactory in most respects, although it has been found that grid 
blocking is more likely to occur with " parallel feed " than with " series feed." 

With any method of feed it is important that the total resistance in the grid circuit 
should not exceed the maximum for which the valves are rated. Depending on the 
characteristics of the particular valve type and the effeas on electrode dissipations 
and total cathode current, as determined by equation (6) on page 82, the 
following maximum values of grid resistor may be used as a general guide. 

For one controlled stage 3 megohms 
For two controlled stages 2.5 megohms 
For three controlled stages 2 megohms 
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These resistances are to be measured between the grid of any valve and its cathode. 

The values above assume that the receiver is normally tuned to a station and that 
the controlled valve or valves are operating at reduced cathode currents and trans- 
conductancca as determined by the a.v.c. bias. 



(v) Typical circuits 

A typical circuit of a simple a.v.c. system^ with three controlled stages, is shown in 
Fig. 27.33. In order to provide the simplest arrangement the cathode of the duo- 
diode valve is earthed and grid bias is obtained for the triode section by the grid leak 
method using a resistor of 10 megohms. This method of biasing reduces the a.c. 
shunting across the diode load resistor. The cathodes of the controlled stages are 
normally returned to a point of positive voltage to ensure that the recommended nega- 
tive grid bias is obtained for conditions where the input signal is very small ; cathode 
bias is the usual arrangement. 




The circuit values shown are typical for an intermediate frequency of 455 Kc/s. 
An a.v.c. resistor of 1.25 megohms is used so that the total resistance to earth from 
any grid does not exceed 2 megohms. If there were only two controlled stages this 
could be increased to about 1.75 megohms with a consequent decrease in the a.c. 
shunting. 

A typical delayed a.v.c. circuit is shown in Figs. 27.34. Cathode biasing is used 
for the pentode section of the duo-diode pentode valve, and since the bias wiU usually 
be about two or three volts this also provides a suitable a.v.c. delay voltage without 
any further complication. With circuits using delay voltages on the a.v.c. diode the 
bias due to automatic volume control on the controlled valves is zero imtil the peak 
voltage on the diode exceeds the delay voltage. The controlled stages are arranged 
to have a self-bias voltage equal to the recommended minimum grid-bias voltage. 



(vi) A.V.C- application 

Automatic volume control is normally 
applied to the converter on the A-M broad- 
cast band, irrespective of valve type. On 
the short-wave band some types of con- 
verters give very satisfactory operation with 
an a.v.c. bias voltage applied to the signal 
grid, while others introduce difficulties be- 
cause of the appreciable shift in oscillator 
frequency caused by the changing signal 
grid bias. When no r-f stage is used it is 
often necessary to apply a.v.c. to the con- 
verter, but when a r-f stage is incorporated 
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it is frequently advantageous to operate valve types 1A7-GT, 1C7-G, 6A8, 6D8-G 
on fixed bias. Valve types 6J8-G, 6KS, 6BE6j 6SA7 and all triode hexodes may 
be used with a.v.c. on A-M broadcast and short wave bands*. For receivers operating 
in the 88-108 Mc/s F-M broadcast band, a.v.c. bias is not applied to the signal grid of 
the converter valve ; very often on this band fixed bias is used for the r-f stage^ and 
a.v.c. is applied to the i-f stages only. Whether a.v.c. is used at all with these receivers 
often depends largely on the type of detector, but it is advisable to avoid overloading 
of the early stages so as to reduce the possibility of the generation of undesired spurious 
responses ; this often calls for a.v.c. bias to be applied to the r-f stage. 

Some oscillator frequency shift occurs \Yith all types of converters when the signal 
grid bias is altered. With valve types such as the 6A8 operating on the short wave 
band the reception of a fading signal is difficult since the variations caused by a.v.c. 
bias may cause the signal to swing in and out of the pass band of the receiver. An 
even greater difficulty occurs when the receiver is being tuned to a strong signal, 
since the magnitude of the output will be dilfferent when tuning in from either the 
high frequency or the low frequency side of the signal. Very careful adjustment is 
required to obtain the best tuning position. A rather similar effect has been noticed 
on both the broadcast and short-wave bands, but in this case the effect is generally 
due to faulty gang wipers. When this is the cause it can occur with any type of 
receiver (t.r.f. or superheterodyne), but with superheterodynes the oscillator section 
of the ganged capacitor should be checked first, as this is generally the one causing 
most of the difficulty. 

With ordinary broadcast receivers having a r-f stage, converter, and a single i-f 
stage, automatic volume control is normally applied to all three stages. If decreased 
modulation rise is required it is preferable to operate the i-f stage with about one-half 
of the full a.v.c. bias or, alternatively, to supply the screen voltage by means of a series 
resistor ; the latter arrangement is the more usual one in practice. Negligible modu- 
lation rise is possible, with effective a.v.c. action, if all control is omitted from the 
i-f stage, but difficulties such as those due to decreased signal-to-noise ratio must 
not to be overlooked when this system of a.v.c. is used on a number of tuning ranges 
(see (iii) above). 

In a receiver without a r-f stage it is difficult to avoid overloading with large input 
signals, and a.v.c. is applied to both stages even though modulation rise may be 
objectionable with very high inputs. In order to obtain maximum control the screen 
voltage for the i-f valve should be obtained from a voltage divider. The degree of 
control must, however, be weighed against the possibility of non-linear distortion ; 
this factor has already been discussed in Chapter 26 in connection with distortion in 
i-f amplifiers. 

For a receiver having two i-f stages the second stage should preferably be operated 
at fixed bias in order to prevent modulation rise. It is possible that better overall 
performance at high input signal levels will be obtained when the second i-f stage is 
operated at a negative bias somewhat greater than the minimum bias. Removal 
of control from the last i-f valve will often reduce the possibility of overloading this 
stage, although this is not always a good solution as will be discussed in (xv) below. 

(vii) Amplified a.v.c. 

There are a number of methods available whereby the a.v.c. voltage to be applied 
to the controlled stages can be amplified, either before or after rectification. 

(a) One or more stages of amplification may be used to form an a.v.c. amplifier 
charinel operating in parallel with the signal channel, and having a separate diode 
rectifier. If the total gain of the a.v.c. amplifier channel is greater than the total 
gain of the equivalent section of the signal channel, there is effectively a system of 
amplified a.v.c. This is more effeaive than the usual arrangement with a single 
channel, since it retains the full amplification of the a.v.c. channel under all conditions. 
It also has advantages in flexibility due to the isolation of the two channels, and the 
a.v.c. channel may be designed to have any desired selectivity chararteristics. 

•See also Chapter 25 Sect. 2 pages 990-1001. 
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(b) Ifa common i-fchannel is used, it 
is possible to add a further i-f stage with 
fixed bias for a.v.c. only, followed by a 
separate a.v.c. rectifier. By this means 
it is possible to avoid the distortion due 
to shunting of the diode load resistor, or 
to " differential loading " at a point 
where the a.v.c. delay is just being over- 
come. 

(c) A d.c. amplifier may be used to 
amplify the voltages developed at the 
rectifier. A typical circuit arrangement 
giving d.c. amphfied a.v.c. is shown in p,^ ^7 35 
Fig. 27.35. Design methods are given 

in Refs. 44 and 45. circuit Arrangcmcnr tor Obtoinin) D.C. Amplified A.VC 

See also Fig. 27.43 and the description given in Sect. 4(ii) later in this chapter. 

(viii) Audio a.v.c. 

Audio a.v.c. is sometimes used in radio receivers in conjunction with a.v.c. applied 
to the r-f and i-f stages to flatten out the overall a.v.c. characteristic. Whole or part 
of the a.v.c, bias voltage is applied to an audio frequency voltage amplifier valve 
having a grid with a variable-mu characteristic. 

It should be clear that conventional a.v.c. systems cannot give a perfectly constant 
a-f output with a varying input voltage, because conventional a.v.c. is a " back-acting " 
device in which the effect on the controlled stages must follow the change occurring 
at a later stage in the receiver. Audio a.v.c. is " forward-acting " and so a constant 
or even a drooping characteristic is possible for increasing signal input voltages. 
Simple audio a.v.c. systems tend to introduce a considerable amount of non-linear 
distortion into the audio output voltage when the signal input voltage is large This 
is due to the curvature of the — characteristic of the controlled valve. 

The amount of distortion can be reduced to negligible proportions by the use of 
elaborate circuits, but as these systems generally require an additional a-f amplifier 
valve they are not used to any extent in commercial radio receivers. 

If it is decided that audio a.v.c, is desirable, the usual procedure is to obtain the 
best possible a.v.c. characteristic, apart from the a-f amplifier, and then to add just 
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enough a.v.c. bias voltage to the a-f amplifier to give the required overall results. 
The improvement in the overall a.v.c. characteristics, when audio a.v.c. is used, can 
be seen from Figs. 27.36 and 27.37. 

An example of combined a.v.c. occurs in receivers using a reflexed voltage amplifier 
stage (see Chapter 28). In this case the a.v.c. bias voltage applied to the valve control 
grid is effective in controlling both the i-f and a-f gain, and if properly used the system 
can be made to assist very materially in obtaining good a v.c. charaaeristics from a 
receiver having only one other controlled stage, namely the converter stage in the usual 
receiver. Another example of a circuit using audio a.v.c. is shown in Fig, 27.45. 

(ix) Modulation rise 

When a modulated carrier voltage is applied to a voltage amplifier stage in which 
the valve has a curved gn ~ characteristicj the modulation percentage will increase. 
This modulation rise is noted in the output as audio frequency harmonic distortion 
(non-linear distortion), mainly second harmonic. Practically all of the modulation 
rise occurs in the final i-f stage. 20% modulation rise is equivalent approximately 
to 5% second harmonic. Modulation rise with fixed bias is extremely small even 
with remote cut-off valves, but there is a slight advantage in using a valve having a 
sharp cut-off characteristic. Modulation rise may be decreased by operating the 
i-f stage on a fraction of the a.v.c. voltage, but this adds to the expense of the receiver. 
Alternatively, a noticeable improvement may be made by supplying the screen from 
a series dropping resistor connected to B + . This is recommended for circuits 
having one r-f and one i-f stage. Modulation rise can sometimes be reduced by 
increasing the gain from the grid of the final i-f valve to the a.v.c. diode. Improving 
the amount of control on the earlier stages by reducing the screen voltage (this pro- 
vides cut-off with lower grid voltages) will help in reducing modulation rise, but is 
likely to lead to difficulties with cross modulation when the receiver is used in close 
proximity to a powerful transmitter, 

(x) A.V.C. with battery valves 

When battery valves operating at zero bias are used, it is possible to obtain delayed 
a.v.c. by incorporating a duo-diode-triode or duo-diode-pentode valve having a diode 
plate situated at each end of the filament. A delay of between 1 and 2 volts (depend- 
ing on the filament voltage) is obtainable by this means, and makes a very simple and 
satisfactory arrangement. The diode at the positive end of the filament is used for 
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a.v.c, and its return is taken to filament negative. The diode at the negative end of 
the filament is used for detection and its return is taken to filament positive. 

It sometimes happens that the filaments of battery valves are operated in series or 
series-parallel arrangements. Under these conditions it becomes more difficult to 
design an efficient a.v.c. system than v/hen parallel filament operation is used. In 
the usual type of a.v.c. circuit the grid returns from the several controlled stages are 
brought to a common point, and the zero signal grid voltage on these stages is the same. 
With series or series-parallel operation, however, the filament voltages differ with 
the result that the zero signal bias on one or more stages may differ from zero by a 
multiple of the filament voltage. Circuit arrangements which allow the bias on the 
grids to be zero for no signal input generally allow only a reduced proportion of the 
a.v.c voltage developed by the diode to be applied to some of the controlled stages ; 
full a v.c. bias can only be applied to one or two stages in most cases. Fig. 27.38A 
shows a typical circuit arrangement for the case where the filaments are connected 
in series and operated from the H.T. supply. The a.v.c. voltage divider is made up 
from the resistors Rgy Rq, Rio and R^. A value of about 2 megohms is usual for 
Rio while Rii is made about 2 megohms per 1.3 volt drop, in the case of 1.4 volt valves 
(which are operated with 1.3 volts as a recommended value for the series filament 
connection). In the circuit shown a higher proportion of the a.v.c. control voltage is 
applied to valve Fa than to valve F3. The purpose of the resistors Z??, Rzi R33 R4 
and /?5 is to allow the correct filament voltage to be applied to each of the valves, since 
it should be obvious that the valve V13 at the negative end of the chain^ carries the 
total cathode current for all the valves^ and each of the other valves carries the cathode 
currents for all the other valves which are nearer to the positive end of the chain than 
the valve being considered. This statement is modified when R^ is used, because 
this provides an alternative path for the cathode currents. From this it follows that 
no shunting resistor is required for K5 




Ri — Filament dropping rcititor 
f*j,R3,*'*,R7 ^at^o<^« current" Ihunttng rtiiitorj 



Ri Filament current ihantin^ rtrtitOr 

Rj Bior rcrirtor 

Ra Diode load 

R9 A.V.C. filter reiijtof 

FIG. 27.38A Rh *V.C. irid biai" rctirtor 

(xi) Special case with simple a.v.c. 

If a simple a.v.c. circuit, such as that shown in Fig. 27.28, is used in conjunction 
with a diode-pentode (or triode) operating with cathode bias, the diode load return 
will be two or three volts above earth. It is necessary, in this case, to provide addi- 
tional negative bias voltage on the controlled stages if the correct minimum bias 
voltage is to appear between grid and cathode in each case. 

(xii) The a.v.c. filter and its time constants 

There are several reasons why filter circuits, such as those shown in Fig. 27.33, are 
required. One important reason is to prevent r-f and a-f voltages which appear 
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across the a.v.c. diode load from being applied back to the grids of the controlled stages. 
If r-f or i-f voltages are applied back to the grids then instability troubles are certain 

to arise, A-F applied to the grids can lead to a reduaion in the percentage of modu- 
lation present on the carrier. Inter-stage filtering is also necessary because undesired 
coupling can lead to instability and spurious whistle responses. From this it can be 
seen that the prime function of the filter circuits is to allow only the d.c. voltage de- 
veloped across the diode load to be applied as additional bias on the controlled valves. 
The components making up the filter also serve the necessary function of completing 
the r-f and i-f circuits through low impedance paths and, funhermore, the resistors 
serve to complete the d.c. return path between grid and cathode of each controlled 
valve so that the correct negative bias voltage can be applied. 

It is not permissible to choose values of resistance and capacitance at random if 
satisfactory circuit operation is to be obtained. Several conflicting factors must be 
considered when the component values are being selected. The time constant (de- 
fined below) of the filter network, must be low enough so that the a.v.c. bias voltage 
can follow the changes in signal input voltage with sufficient rapidity to offset the 
effects of fading. Limiting values for the total circuit resistance have been stated in 
(iv) above, and the choice of suitable values for R and C will be discussed as we pro- 
ceed, but first the expression " time constant " will be defined. 

The " time constant " of a resistance-capacitance network is the time in seconds 
required for the capacitor to acquire sufficient charge for the voltage between its plates 
to be equal to 63.2% of the total voluge applied to the circuit. Alternatively, it is 
the time taken for a charged capacitor to lose sufficient charge for the voltage across 
its plates to fall to 36.8% of the initial voltage existing between the plates in the fully 
charged condition- It is a simple matter to show that, for the conditions stated, the 
time constant (T) is given by 

T = RC seconds 
where R = circuit resistance in ohms 
and C =^ circuit capacitance in farads. 

(It is usually more convenient to write 

T = resistance in megohms x capacitance in microfarads = seconds). 

If the total resistance in the circuit is altered in any way from its value during the 
charging operation to a different value during the discharge of the capacitor, then it is 
helpful to use the terms " charge time constant " and " discharge time constant." 
In a.v.c. circuits there is always a difference between the charge and discharge time 
constants, because during charge the diode is conducting and its conduction resistance 
effectively short-circuits the d.c. diode load resistor. This also means that the " charge 
time constant " is always more rapid than the " discharge time constant " in these 
circuits. 

Suitable values for " charge time constants " are 

Broadcast good fidelity receivers 0.25 to 0.5 second 

Broadcast receivers 0.1 to 0.3 second 

Dual wave or multi-band receivers 0.1 to 0,2 second 

For the reception of telegraphy longer time constants are often required to ensure 
silence between signals, and a value of about 1 second is often used. In any good 
quality communications receiver it is usual to provide facilities for selecting any one 
of a number of a.v.c. time constants. This enables the operator to select the most 
suitable condition to offset the particular type of fading being encountered. Too 
rapid a time constant is not selected for high quality broadcast reception as rapid 
fading Would cause bass-frequency anti-modulation and so reduce the audio frequency 
bass response. See also Chapter 35 Sect. 3(i)B2, page 1233. 

In broadcast receivers the charge and discharge time constants are often very nearly 
equal However, for some types of reception it may be preferable for the charge time 
constant to be rapid to prevent the beginning of a signal from being unduly loud, 
but the discharge time constant is made comparatively slow to prevent a rapid rise 
in noise output during intervals between signals (see also Ref. 43, p. 181). 
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The procedure for calculating charge and discharge time constants is as follows. 
Consider Fig. 27.30 in conjunction with Fig. 27.28, then 

For 2 stages 

Charge time constant = 

RiiC^ + + C,) + R,(C, + Q) + R,C, 
Discharge time constant = 

C,(R, + i?4 + ^2) + C^(R, + R2) + C,(R, + R,) + C,R,. 
These follow readily when it is considered that the diode is conducting during 
charge, and R^ ^ R^ ; the diode is non-conducting during discharge. 
For 3 stages 

Charge time constant — 

Ri(C^ + C4 + C, + Cfl) + R,{C, + C5 + Cfl) + R,C, + R,C,. 
Discharge time constant == 

Cfl(/?fl+ R, + R^) + C,(R, + /?4 + ^2) + C,(R, + R2) + Ci(i?i + R,) + C^R,. 
If the circuit of Fig, 27.28 were considered alone the charge time constant would be 
RiiCz + C4) + RiCi (assuming R2 > Ri), and the discharge time constant 
Ci(/?i + Rz) + C2R2 + Ci(i?i + /?2). The way in which the total time constant 
is built up for the more complicated cases will be readily seen, and the addition of 
extra controlled stages should offer little difficulty when the new time constants are 
to be determined. 

For a more detailed discussion of time constants in a.v.c. circuits the reader is 
referred particularly to Ref, 47. 




Fig, 27,38B. Circuit for "sinking 
diode " arrangement which reduces 
differ e ntial distortio n . 



(xiii) A.V.C. characteristics 

A.V.C. Characteristic Curves may be plotted on 6 cycle log-linear graph paper as 
shown in Fig. 27.36. The input is usually taken from 1 \x\ 10 \ volt. The output 
is usually shown in decibels, with an arbitrary zero reference level. The complete 
curves are useful not only for demonstrating the eifectiveness of the a.v.c, but also 
to indicate modulation rise. 

To facilitate the developmental work on the complete receiver it is helpful to draw 
on the same graph 

(a) A curve of distortion against input voltage for 30% modulation at 400 c/s. 

(b) A curve of the developed a.v.c. voltage against input voltage. 

(c) Curves of the total bias voltages on the controlled stages against input voltage. 

(d) A curve of noise output against signal input voltage*. This allows the signal- 
co-noise ratio, for any input voltage to be determined. 

If fixed minimum bias is used, curves (b) and (c) will differ only by the bias voltage. 
If self-bias is used they will differ by the minimum bias voltage present with no input 
voltage, and will tend to run together at high input voltages. For methods of con- 
ducting the experimental measurements see Chapter 37. 

•See also Chapter 35 Sect. 3(i) pages 1229-1234. ' ~~ 
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Fig. 27,36 shows several a.v.c. curves, each corresponding to a particular condition. 
In taking these curves two separate diodes were used to maintain constant transformer 
loading and other conditions. Contact potential in the diode results in a slight in- 
crease in the standing bias voltage on the controlled stages ; this effect has been dis- 
cussed in (ii) above. 

Curve A is the ** no control " characteristic and is the curve which would be fol- 
lowedi with the a.v.c. removed from the receiver, up to the point at which overloading 
commences. This characteristic is a straight line and the slope is such that an increase 
of ten times in the input voltage gives a 20 db increase in output. 

Curve B is the a.v.c. characteristic for a delay of —9 volts. For inputs of 3 to 
18 /xV the experimental curve follows the no control line exactly, and then deviates 
sharply for inputs above 18 /aV. From 18 to 500 000 /xV the slope of the curve is 
fairly constant, the output increasing by about 3.25 db for each 10 times increase in 
the input voltage. Above 500 000 /xV (i.e. 0,5 V) input the curve tends sharply up- 
ward, indicating severe modulation rise. 

Curve C is the a.v.c. characteristic for a delay of —3 volts. The a.v.c. comes into 
operation at a lower input voltage, as would be expected, and the average slope is 
steeper than for the higher delay voltage. In both cases, however, the ** knee *' of 
the curve as it leaves the no control line is very clearly defined. 

Curve D is the a.v.c. characteristic for a delay of zero voltage, with due compensa- 
tion for the effect of contact potential on the standing bias of the controlled valves. 

Curve E is typical of the characteristics obtained when audio a.v.c. is added to a 
receiver. Over the range of inputs from 100 to 500 000 /xV the total rise in output 
is only 3 db. 

Curve B has been drawn according to the conventional method whereby the output 
is adjusted to half the maximum undistorted output of the receiver for an input signal 
of 1 volt. Curves C and D were then taken directly, without any further adjustment 
to the volume control. Owing to a slight effect on the gain of the receiver when the 
delay voltage is varied, Curves C and D fall slightly below the datum line at an input 
of 1 volt. Curve E has been drawn to correspond to Curve C, since both have the 
same delay voltage. The volume control, however, was advanced considerably for 
Curve E. It should be noted that no conclusions should be drawn from the relative 
vertical positions of a.v.c. characteristics drawn according to the conventional method 
since the volume control settings are unknown. 

(xiv) An improved form of a,v.c, characteristic 

The conventional method of obtaining a.v.c. characteristics does not give all the 
information which is available, and an improved method yielding additional data has 
been suggested by M. G. Scroggie (see Ref. 51). This method will now be described. 

Instead of commencing at an input of 1 volt and adjusting the volume control to 
give one-quarter or one-half of the maximum undistorted power output at 30% modu- 
lation, Scroggie's method is to commence at a low input voltage with the volume 
control set at maximum. The input is increased until the output is approximately 
one-quarter of maximum, and the volume control is then set back to reduce the power 
output to one- tenth of the reading. This process is repeated until an input of 1 volt 
(or whatever is the maximum available from the signal generator if this is less than 
1 volt) is reached. 

This method is illustrated by the curves shown in Fig. 27.37. The scale 
of power output represents the output (at 400 c/s) which would be obtained with the 
volume control at maximum and 30% modulation, provided that no overloading 
occurred in the audio amplifier. A number of interesting facts may be obtained from 
an examination of these curves. 

1. The residual noise level of the receiver may be shown. 

2. The sensitivity of the receiver in microvolts input for any selected output level 
(e.g. 50 mW or 0.5 W) may be read directly from the curves. It should be noted 
that the output includes noise. 
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3. The power output corresponding to any selected input voltage and any position 
of the volume control may be obtained. For example, with a delay of —3 volts 
(curve Bl) the delay voltage is overcome at an output level of slightly less than 2 watts 
with the volume control set at maximum. As a further example (again assuming 
400 c/s and 30% modulation) take the same curve at an input of 1000 ^aV, where the 
output is shown as approximately 10 watts with the volume control at maximum. 
The setting of the volume control to give 4 watts output and using 100% modulation 
instead of 30% is 

V(30/100)2~x (4/10) =0.11 
of the maximum resistance of the control. The actual amount of rotation will depend 
on whether the volume control resistance is related to rotation by a linear or a logarith- 
mic law. 

4. The voltage at the detector may be calculated from a knowledge of the a-f gain 
and the detection efficiency. The a.v.c. bias voltage can also be determined in- 
directly by calculation from the data obtained. 

5. The slope of the initial part of the curve can show up an under-biased valve in 
the receiver. Cheap receivers frequently use a common source of bias for two or 
more valves, and under these conditions it can happen that one of the valves has too 
little bias and gives less than its maximum gain when there is no signal input to the 
receiver. As the input is increased, a.v.c. is applied to each controlled valve and this 
gives a comparatively rapid increase in gain from the under-biased valve. Such an 
increase shows up as an early section of the a.v.c. curve with a slope more vertical 
than it would otherwise be — usually with a slope in excess of 6 db per octave — and 
with a noticeable bend towards the horizontal at the point at which the valve receives 
the bias required for maximum sensitivity. 

To operate a valve under these conditions is of course imdesirable, and in use the 
receiver will emphasize the fading of any signals which fade through the range of 
signal inputs over which the effect operates. 

6. The signal-to-noise ratio for any input can be read directly from the graph, as 
mentioned previously. In addition, the increments of signal-to-noise ratio with 
increasing input can be checked- An ideal receiver would give a 20 db improvement 
of signal-to-noise ratio for each 20 db increase in input, and it is possible for a normal 
receiver to approach this value, at least over the first decades of the a.vx. graph. 
Any significant departure from the ideal can usually be traced to the application of 
a.v.c. to the first valve in the receiver [see Chapter 35 Sect. 3(i)] and care should be 
taken to keep the signal-to-noise ratio improving as rapidly as possible until it has 
reached a value of at least 45 db. 

Scroggie's method makes possible the measurement of ratios 9s great as this, or 
much greater, because although one reading, the power output, may be beyond the 
range of the output meter used, the volume control of the receiver is in effect used as 
a multiplier. 

7. The noise curve of the receiver might be expected to decrease indefinitely with 
increasing a.v.c. voltage, but there are two reasons why it may not do so. The first is 
that although the object of the test is to measure the signal-to-noise ratio of the re- 
ceiver, in practice the signal-to-noise ratio of both the signal generator and the re- 
ceiver are being measured. A 50 db ratio between 30% modulation and residual 
noise with no modulation is a representative figure for a signal generator of reasonable 
quality, and it is generator noise which causes the noise curve in Fig. 27.37 to become 
approximately horizontal shonly after 1000 fj,W input. 

The second reason for the noise curve not decreasing indefinitely is that in most 
receivers in which power supply filtering has been kept to a minimum, for reasons 
of economy, there is some modulation hum with high inputs. This hum shows up 
as an increase in the level of the noise curve, and by plotting the curve over the full 
range of inputs expected to be applied to the receiver the designer can assure himself 
that the level of modulation hum does not become obiectionable. An increase in 
modulation hum can be seen in Fig. 27.37 as the input approaches 1 volt. 
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The a.v.c. characteristics in Fig. 27.37 can be taken as typical of curves taken by 
this method. Bi and Ba show the signal and noise curves respectively for a 5 valve 
receiver without audio a.v.c. and Ci and Ca show the results for the same receiver 
with audio a.v.c. It will be seen that the delay is overcome at about 15 input 
and that at say 0.1 volt input there is 8^ db of audio control by the a.v.c. The noise 
ratio (Bi — Ba) should be identical with the ratio (C^ — Cg) since the only difference 
between the B curve and the C curves is that due to modified audio gain. Thus 
the curve Cg would become approximately horizontal at 2000 input and at —25 db. 

This method enables greater accuracy to be obtained for very small input signals 
since the power output reading will be well up on the scale of a typical output meter. 
With the conventional method the output is too small to measure accurately with a 
standard type of output meter. 

At extremely low input voltage levels the noise fluctuations make accurate output 
measurements very difficult to carry out. 

(xv) Design methods 

One of the difficulties faced by a receiver designer in making a preliminary calcu- 
lation of the a.v.c. performance of a receiver is often the lack of complete data on some 
of the valve types he is expeaed to use. If a completely satisfactory preliminary 
design is to be made it is necessary to have available, firstly, data on the manner in 
which mutual or conversion conductance varies with grid bias voltage ; this data 
must be for conditions of fixed screen voltage, and also for the case where the screen 
voltage is applied by means of a series dropping resistor. The second requirement 
is to know for a given percentage of non-linear distortion the signal handling capa- 
bilities (input and output) for various grid bias voltages, of the valves to be used in the 
controlled stages ; this knowledge is required particularly in the case of the last (and 
sometimes an earlier stage, as will be discussed below) i-f voltage amplifier valve when 
a large delay bias is used on the a.v.c. diode. Diode characteristics are also required, 
but these are usually available. The requirements of valve data are partly fulfilled 
in some cases, and for later valve types some additional information is available. 

Because of the time required to carry out measurements to obtain the additional 
data, receiver designers, in the majority of cases, make only a few preliminary calcu- 
lations to determine the desired time constants etc., and then proceed to achieve 
suitable a.v.c. characteristics by experimental procedures. As an example, with 
broadcast receivers it is usual to take the cathode bias voltage used for control grid 
bias on the multi-element valve containing the a.v.c. diode as providing sufficient 
a.v.c. delay bias (this bias is generally about —3 volts) and with the usual series of 
valves (e.g. 6SK7, 6J8-G etc.) and transformers a reasonably satisfactory a.v.c. charac- 
teristic is obtained ; this assumes that component values are used which are of the 
order of those discussed in previous sections in connection with Figs. 27.33, 27.34 etc. 
For the type of receiver where improved a.v.c. characteristics are called for, a fairly 
large delay bias may be used on the diode. In general, the higher the delay voltage 
the flatter will be the a.v.c. characteristic (over the range of a.vx. operation) and this 
is illustrated by Fig. 27.36. The limitation on the allowable amount of delay bias 
is set, however, by the magnitude of the signal voltage appearing at the grid and 
plate of the last i-f amplifier valve, and it is for this reason that, when large delay 
bias voltage is used, the i-f valve is sometimes operated with reduced or zero a.v.c. 
bias. However, as this reduces the number of controlled stages it is not neces- 
sarily a satisfactory solution, and a better arrangement is to use an additional stage to 
obtain the necessary control. 
Design examples 

Attention will be confined mainly to simple delayed a.v.c. systems of the more 
common types. For additional design information and discussion the reader is 
referred to Refs. 45, 44, 43 and 53. A good practical approach to the problem is 
given in Ref. 43. 

(1) A receiver is to have one r-f and two i-f stages controlled by a.v.c. ; the con- 
verter operates with fixed bias. It is required to estimate, roughly, the diode delay 
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bias required if the detector output voltage is not to change by more than 6 db for a 
change in signal input to the aerial stage of 50 db« 

Assume first that the a.v.c. and signal detectors are linear, that equal signal voltages 
are applied to the detector and a.v.c. diodes, and that the detection efficiency (t?) is 
unity. Since stage gain varies with change in mutual conductance (g^) it can be taken, 
with typical voltage amplifier valves, that the gain alters by about 1 .5 db for each ad- 
ditional volt of negative grid bias (this can be determined with greater accuracy from 
similar methods to those given later). Since there are three controlled stages using 
similar valves, the total gain decrease is 4.5 db per volt of bias. (Suppose similar 
valves are not used, one valve giving a gain change of 2 db per volt of bias and two 
others giving 1.5 db per volt, then obviously 1 volt of a.v.c. bias change alters the re- 
ceiver gain by 5 db). 

The total decrease in receiver gain which is required equals 50-6 = 44 db. To 
achieve this the additional a.v.c. bias needed is 44/4.5 = 9.8 volts. That this is also 
equal to the delay bias required for the stated conditions, can be appreciated because, 
at the threshold of a.v.c. operation, the voltage on the detector diode will be 9.8 volts 
peak, and for a further 9.8 volts (peak) increase in signal input the total voltage applied 
to the detector is 19.6 volts giving an increase in a-f output voltage of 6 db. The 
effect of 19.6 volts (peak) signal applied to the a.v.c. diode is to produce the required 
9.8 volts d.c. bias since half the peak input voltage is required to overcome the delay 
voltage. 

To illustrate a funher point, suppose it had been taken that an 80 db input change 
should only give 6 db output voltage change. Then the delay bias required would be 
(80-6) /4.5 = 16.4 volts. This also means that the stage preceding the detector 
must deliver 32.8 volts peak when the carrier is constant. During modulation of the 
carrier the peak voltage delivered by the last i-f stage can reach 65.6 volts, and if 
distortion is to be avoided the valve preceding the detector must be capable of de- 
livering this amount of output voltage when the total bias is 16.4 volts plus the stand- 
ing bias. Whether this is possible can be determined from curves of the signal 
handling capability of the valve in question, or by direct measurements using a mod- 
ulated carrier. It will be foimd, usually, that the maximum output voltage which can 
be handled without severe distortion is very much reduced when the grid bias voltage 
is large. This then suggests that reducing the a.v.c. bias on the last i-f amplifier 
valve will allow the permissible plate voltage swing to be increased. Reducing the 
bias voltage also results in the stage gain being increased, and so the same a.v.c. bias 
voltage is produced with a smaller signal input voltage. However, the amount of 
total control is reduced, and so partial or zero a.v.c. bias on the last i-f valve is not 
necessarily a satisfactory solution in every case. 

It should be observed that the last i-f stage is not necessarily the one in which over- 
loading will occur first. In Chapter 26, when discussing the crystal filter stage, 
it was pointed out that the grid to plate gain of the valve preceding the filter was very 
high with the arrangement shown. Suppose the grid to plate gain of the first valve 
is 400 times, but the gain from the grid of the first to the grid of the second valve 
(into which the filter feeds) is 5 times, then if the grid to plate gain of the second valve 
is less than 80 times it becomes immediately apparent that the first i-f valve will be 
overloaded before the second one. Extreme cases this type are not likely to occur, 
but they present possibilities which should not be overlooked. 

(2) A detailed design for a single controlled stage is to be carried out from valve 
data. Simple a.v.c. is to be used. 

The valve type selected for this example is the 6SK7 remote cut-off pentode. 
The average characteristics are shown in Fig. 27.39. The standing bias is —3 volts 
and the mutual conductance (g^) for this condition is 2000 micromhos. For a 
total grid bias of —35 volts the f „ is 10 micromhos. If cathode bias were used some 
additional error would be introduced, although this is usually neglected. 

The first step is to convert the ^„ — E^, curve of Fig. 27.39 to a curve showing the 
change in gain of the controlled stage with variation in grid bias. The actual value 
of stage gain is not required since it is assumed to be directly proportional to g 
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The change in g m is expressed in decibels, taking as the reference level (0 db^ the 
value of ^„ for maximum gain, i.e. the with only the standing bias (—3 V) applied 
to the grid. In this case the ^„ used for zero reference level is 2000 miaomhos* 
Then using 

i-u • • rAu^ OA 1 ^mCgri = -3 V) ^ 2000 
Change in gain (db) = —20 logi© • = —20 logic 

the following values are obtained (the values for g^ are taken from Fig. 2739). 
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+ a.v.c. bias). 
These results are plotted in Fig. 27.40 as 
curve 1. It might be noted that the aver- 
age slope is 1.4 to 1,5 db per volt. 

It is next required to determine the 
amount of a.v.c. bias voltage developed by 
the diode circuit, for various input voltages 
applied to the diode. In a typical case the 
d.c. diode load resistance would be 1 meg- 
ohm, and the d.c. voltage developed for 
various signal input voltages can be taken 
directly from Fig. 27.6, The developed 
d.c. voltages are tabulated in colunm (2) below against r.m.s. signal (Erms) applied 
to the diode. 



-30 -20 -to 
CONTROL-GRID VOLTS 
6SK7 Mutual Choracrcrisrici 
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Total bias 
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Totol Grid Bias Voltajc 
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Curvei of (T)Var lotion in Stage Coin and 
(?) Olodt Input with Changing 



It is now necessary to relate the total bias (a.v.c. + standing bias) to the change 
in diode input voltage ; the change is conveniently expressed in decibels. Any signal 
voltage applied to the diode may be taken as zero reference level (0 db), and in our 
case Erma = 2 volts will be convenient. Then the change in diode input voltage is 
given by, 

db change in diode input = 20 logio Tif^~ — " ^ ^ TT^ 

^ ^ ^^"^ Erms (for total bias —5.2 V) 

= 20 logio — ^ 

The results are tabulated in column (4) of the table given above, and the total bias 
versus diode signal input change is plotted as curve (2) in Fig. 27.40. 

Finally, it is required to find the way in which the output changes with changes in 
signal input to the amplifier. If we assume various values for the change in signal 
voltage applied to the diode, it is a simple matter to determine the total grid biasj and 
from this the change in stage gain, by using curves (2) and (1) Fig. 27.40. Also from 
the curves, it is seen that, with zero change in diode input (0 db), the amplifier stage 
gain is 3 db down on the maximum possible gain. (This is because we selected 
Erms = 2 volts 38 being the zero reference level). If now we assume, say, 2 db change 
in diode input, the actual change in stage gain is —4,3 — (—3) = — 1.3 db. Because 
voltage input applied to the diode has increased 2 db, and the amplifier stage gain has 
decreased 1 .3 db, it follows that the signal voltage applied to the amplifier grid must 
have increased 2 + 1.3 ^ 3.3 db. 

The direct output voltage change across the detector load, for 3,3 db change in sig- 
nal input, is from —2,2 volts to —2.9 (i.e. from curve (1), Fig. 27,40, the total bias vol- 
tage change is from —5.2 to —5.9 volts, which correspond respectively to —2.2 volts 
and —2.9 volts across the diode load, when the standing bias is —3 volts). Ex- 
pressing the direct output voltage change in decibels, we have 

a V c bias 

Output change (db) = 20 log^ 



20 logio 



' a.v.c. bias for E,„, - 2 V 
a.v.c. bias 
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From this we have for 3.3 db change in signal input voltage (2 db change in diode 
input) a corresponding output change of 2.4 db. The complete a.vx. characteristic 
is tabulated below and plotted in Fig. 27.41. 



Change m diode 




Change in Signal 


Change in diode 


input (db) 


Bias Voltage 


input (QD) 


output (db) 


0 


— 2.2 


0 


0 


2 


— 2.9 


3.3 


2.4 


4 


— 3,5 


6.5 


4.0 


6 


- 4.5 


10.6 


6.2 


8 


— 6 


16.8 


8.7 


10 


- 7.5 


22 


10.6 


12 


- 9.1 


27.2 


12.3 


14 


-11.8 


33.9 


14.6 


16 


-15 


40 


16.7 


18 


-18.5 


46 


18.5 


20 


-23.9 


52,8 


20.7 


22 


-29.5 


60 


22.5 


22.8 


-32 


65.8 


23.2 



It is seen that a change of 60 db in signal input gives an increase of 22.5 db in output. 
It should also be observed that in most cases it can be taken that the diode input is 
directly proportional to diode output, and the additional set of calculations need not 
be made — e.g. 60 db change in signal input gives 22 db change in diode input or 22,5 
db change in diode output. For three similar controlled stages the output change 
would be reduced to 7.5 db. If the valves to be controlled are not of the same type, 
then individual input-output curves must be drawn and the results combined to give 
the complete a,v.c. charaaeristic. 




0 10 ao 30 40 so 60 70 

db Chonft In Signal Input (Cdkulatid for Mjnimuj* 
FIG. 77.41 D»<Hk bput E«ns -SVoIti) 



Fig, 27.41. Calculated a.vx. characteristic for a single controlled stage using type 65X7. 

The a,v.c. characteristic for diode input voltages smaller than Ervis = 2 volts can 
be readily plotted, but as the useful range of signal input voltages, where control is 
mainly required, is usually greater than this value in a reasonably sensitive receiver 
(and because of the limitations of the diode curves) this value has been taken as afford- 
ing a satisfactory example. ' . * 
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The variation in gain given by simple a.v c. is limited, and for very strong signals 
a local-distance switch or some other method to prevent overloading of the receiver 
is required. 

(3) The voltage amplifier and diode detector used for the previous example are to 
be used in a delayed a.v.c. circuit, in which the delay bias apphed to the diode is 
-10 volts. 

If they are not available, the diode characteristics relating r.m.s. input voltage to 
d.c. output voltage, for various delay bias voltages, can be measured directly. The 
rectified voltage, used for a.v.c. bias, is not completely independent of modulation 
when a delay bias is used, and there is an increase in the available d.c. when the per- 
centage modulation is increased. Usually the a.v.c. comes into operation for lower 
carrier input voltages than would normally be expeaed, particularly when the per- 
centage of modulation approaches 100%. 

The complete design procedure now follows that given previously for simple a.v.c. 
using the data derived by the method given in the last paragraph. It should be clear 
that curve (1) in Fig. 27.40 remains unchanged, but curve (2) must be replotted. The 
resultant data are then available for plotting the a.v.c. characteristic. For signal 
input voltages of which the peak value does not exceed the diode delay bias, the re- 
ceiver operation is the same as for one which does not incorporate a.v.c. (this is dearly 
shown in Fig. 27.36). 

The slope of the no control line is readily determined since it is taken that the output 
is directly proportional to the input. 

SECTION 4 : MUTING (Q.A.V.CO 

(j) General operation (it) Typical circuits (iii) Circuits used with F-M receivers 

(i) General operation 

When a sensitive receiver which incorporates automatic volume control is being 
tuned from one signal to another there is an objectionable increase in noise output. 
This effect can be overcome by using a circuit arrangement which will make the re- 
ceiver silent in the absence of a signal. Arrangements of this nature are known by 
various names such as muting, interstation-noise suppression, quiet automatic volume 
control (Q. A.V.C), or squelch systems. 

It is desirable, with these circuits, for the receiver to come into operation with the 
weakest possible useful signal voltage. Since the useful signal voltage may be variable 
for different conditions of reception, communications receivers are usually fitted with 
a variable threshold control which can be adjusted to give the best results. For 
broadcast receivers variable external controls are not used, the muting range being 
pre-set by the manufacturer. 

Most systems of muting depend for their operation on the application of a large 
bias voltage to an i-f amplifier valve, the detector or an a-f amplifier valve. A wide 
variety of circuits has been used by receiver designers, but attention will be confined 
here to a few typical arrangements, since the general principles are much the same in 
all cases. 

(ii) Typical circuits 
(a) Biased diode detector 

A simple type of biased deteaor muting system is shown in Fig. 27.42. It is seen 
that the circuit arrangement for the detector is quite conventional except that the diode 
load is returned to a tap on the cathode resistor. This makes the diode plate negative 
with respect to cathodie, by the voltage developed between the cathode and the tapping 
point on the bias resistor R t and so detection cannot occur until the peak signal input 
voltage exceeds this negative bias voltage. The components are marked to corres- 
pond to those in Sect. 1 of this Chapter. 
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It should be apparent that there will be a range of signal input voltages around the 

threshold point over which the audio distortion Will bc scvcrc. 




FIG. '27.42 Bia«d Dettctor Muting Systtm 

A more elaborate muting system, giving improved results over the simple system 
of Fig. 27.42 has been described by K. R. Sturley (Ref. 44). This uses a negatively 
biased diode and at the same time the circuit is arranged to provide d.c. amplified 
delayed a.v.c. The operation of this circuit can be readily imderstood from Fig. 27.43. 
The diode marked acts as the automatic volume control detector, and the d.c. 
voltage developed across the load resistor R2 is applied to the grid of the triode section 
of F3 and amplified. The diode will only come into operation when the cathode 
of F3 becomes negative with respect to the diode plate, and the a.v.c. bias is delayed 
until this condition occurs. Considering now the double diode F2, it is seen that 
acts as the detection diode, but it can only detect when the signal input voltage exceeds 
the negative bias voltage developed across the cathode circuit Rk, Ck- This negative 




A.F. Amplifier 

FIG, '27. 43 Bia5cd Oemtor Muting Syittm 
witb 

OC Amplified 4 Oeloyfd A.V.C 

bias voltage only exists when the diode D2 is conducting, which occurs when the 
cathode of is positive. As soon as the cathode of K3 becomes negative, the a.v.c, 
comes into operation, the diode Dz no longer conducts, and the negative bias is re- 
moved from the plate of the detection diode Dj which then begins to fxmction in the 
usual manner. Part of the detected voltage output will appear across Rjc, Ck but 
this is not serious if the value of jt is very much less than the resistance of Rj (say 
about one tenth or less). It is recommended that Ck^k be made equal to Cj/?!- 
(b) Inoperative audio amplifier 

A typical arrangement of this type (Ref. 57) is shown in Fig. 27.44. Vi is any double 
diode, such as type 6H6, and is a pentagrid mixer, such as the type 6L7, in which 
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grid 1 has a remote cut-off and grid 3 a sharp cut-off characteristic. Some systems 
use two valves in place of to effect muting and audio frequency amplification. 
Improved systems are also available (Ref, 54) which use a duo-diode pentode to elimin- 
ate the separate double diode valve^ the pentode section being used as the intermediate 
frequency voltage amplifier. Audio a.v.c. is readily applied in this latter case. 




FIG. 27.44 Inoperative Audio Amplifier Muting System 



From Fig. 27.44 it is readily seen that the diode detector and simple a.v.c. arrange- 
ments are quite conventional. The audio output from the detector is applied to grid 1 
of the valve Fj. Only part of the cathode bias is applied to grid 1 by using a tap on 
the cathode resistor. In the absence of conduction through the diode Do there is a 
large negative bias applied to grid 3 due to the total cathode bias voltage developed 
across and Rg in series. The d.c. path to grid 3 is via R^, Rs and Rq. Rq has a 
high value of resistance to prevent the plate of D2 from being connected to ground 
through the comparatively low impedance of the cathode circuit of Kg (which includes 
the muting control as shown). The circuit made up from R^, Cq and C^ is merely 
a filter to allow the application of direct bias voltage only to the muting grid (3) of 
V2 ; however, R^ also performs the useful function of stabilizing the voltage applied 
to grid 3 in the event of the anti-muting bias being sufficiently large to cause grid 
current. R5 is the diode load resistor for D2, and C5 allows the application of i-f 
voltage to the plate of the diode D2. When a signal is received the voltage developed 
across R^ is sufficiently large, and of the correct polarity, to reduce the total negative 
bias on grid 3 and so allow the valve to perform the function of voltage amplifier 
for a-f voltages applied to grid 1. 

An interesting arrangement (Ref. 54) is shown in Fig. 27.45, in which a duplex- 
diode pentode and its associated circuit combine the functions of muting, detection, 
conventional and audio a.v.c, and audio frequency amplification. The valve is 
a duo-diode pentode in which grid 1 has a remote cut-off characteristic (the circuit 
was developed around the Australian-made type 6G8-G). The operation of this 
circuit is somewhat different from those previously discussed. The maximum gain 
obtainable from a resistance-capacitance coupled audio frequency amplifier occurs 
when the negative grid bias has a particular value. For a negative bias less than the 
optimum value (and for a particular screen voltage, which is generally made fairly 
low), will drop and the stage will effectively be muted. When the negative bias 
is made larger than the optimum value the gain of the stage will decrease at a com- 
paratively slow rate. This principle is used in the circuit of Fig. 27.45 and the signal^ 
muting, and audio a.v.c. voltages are all appUed simultaneously to the control grid. 
The cathode resistors R^q and R^ are used to set the bias voltage to give the optimum 
value for maximum gain. R^i is then adjusted to a lower value to reduce the total 
bias voltage, and to cause the gain to drop to such a low value that muting has effec- 
tively occurred. It is necessary to select the values of bias and screen voltage so that 
the maximum screen dissipation is not exceeded. When a signal voltage is applied 
to the a.v.c. diode, the rectified voltage developed across R7 increases the grid bias 
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in a negative direction which increases gm (and so the stage gain) and the valve un- 
mutes. For further increases in signal voltage the a.v.c. comes into operation, and 
the gain of the audio stage (and also the other controlled stages) begins to fall off 
in the usual manner. It is seen that only part of the total a.v.c. bias is applied to the 
grid of Kj. 




AV-C. 

FIG. 27.45 ^inqlc Vohrc ArTqnqcmtnt to Provide 

Muting, Audio AV.C, Detection and A/, Amplification 



(iii) Circuits used with F-M receivers 

The general principles for muting circuits used in F-M receivers are much the same 
as for the circuits previously discussed. However, many of the circuits are novel 
and a few typical arrangements will be discussed. 

One typical arrangement (Ref. 59) is shown in Fig. 27.46(A). Valve types Vy, 
and K3 are those normally employed for limiting and detection. Valve V, is a double 
triode with separate cathodes such as the type 6SN7-GT. Seaion (1) is used as a 
d.c. amplifier for the muting control bias voltage which is applied to the grid of Section 
(2). The triode of Section (2) is used as an audio frequency voltage amplifier in the 

usual manner- 1 1. i- • 

The operation of the circuit is as follows. In the absence of a signal the limiter 
valve draws full plate current, and the positive voltage applied to the cathode of 
triode (1) of V, (from the voltage divider R^, R^, i^a) is a minimum. At the same time 
there is a positive vokage on the grid of (1) which is sufficiently large to ensure that 
there is a resultant positive voltage on the grid with respect to cathode. This allows 
the plate of (1) to draw full current and makes point A negative with respect to point 
B across the resistor R,y and so a negative bias is applied between grid and cathode 
of triode (2). This bias is made sufficiently large to cut off the plate current of (2) 
and so prevents any a-f output from being obtained. 




FIG. 27.46(A) Muting Sy»tfm for F-M Rectivtr 
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When a signal voltage is impressed on the limiter Vz the plate current is reduced, 
and so the positive voltage applied to the cathode of triode (1) (Vi) is increased. When 
the signal input is sufficiently large the positive cathode voltage will exceed the positive 
voltage on grid (1) by an amount which is sufficient to cut off the plate current. This 
puts the points A and B at the same potential and so removes the negative bias from 
the grid (2). Triode (2) of K4 then acts as an ordinary a-f voltage amplifier, and its 
normal bias is obtained from the voltage drop across the cathode resistor R^. 




Fig. 27.46(B) shows a simple but effeaive arrangement for muting. Noise voltages, 
in the absence of a signal, which appear in the screen circuit of the second limiter 
valve, are applied to the control grid of the triode section of the muting valve (e.g. 
type 6AV6) and the amplified noise voltage is applied to the diode detector circuit. 
The d.c. voltage across the diode load is applied as additional negative bias to the grid 
of the a-f voltage amplifier valve and cuts off this stage. When a signal is received 
the noise voltages are reduced and so the additional bias on the a-f valve falls and the 
stage begins to function in the normal manner. 

Another useful arrangement is shown in Fig. 27.46(C). In this circuit noise 
voltages from the screen circuit of the second limiter are applied to the grid of the 
muting valve (which could be a type 12AT7) via the high pass filter Ci Cg Ri, Triode 
section (1) operates as an anode bend detector and the direct voltage developed across 
R2 cuts off triode section (2) ; the relay is then in the unoperated condition. When 
a signal is received the noise voltages are reduced due to the receiver quieting, and 
at the same time additional bias is applied to triode (1) by the rectified voltage appearing 
at the first limiter grid. The voltage across R2 is now insufficient to cut off triode (2) 
and the relay is operated by the plate current. The relay can operate a contact to 
short the grid of the output valve to earth : additional contacts can also be utilized 
should the receiver be used for special purposes. The circuit can readily be re- 
arranged so that the relay is not required, and an additional control bias is made 
available to cut off the a-f voltage amplifier by increasing the voltage in the cathode 
circuit in the absence of a signal. The coupling network R^ R^ R^ C3 has a suitably 
selected time constant, and the circuit arrangement is such as to prevent amplitude 
modulation or over deviation of the frequency modulated signal from muting the 
receiver. 

Both of the circuits of Fig. 27.46(B) and (C), or variations of them, have been widely 
used in f-m mobile and V.H.F. link receivers. In some cases additional negative 
bias is applied to both the a-f voltage amplifier valve and the a-f output valve ; this 
has the advantage in the case of mobile receivers that the battery drain is reduced very 
appreciably during stand-by periods since a large proportion of the battery drain is 
due to the H.T. current drawn by the output valve. 
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If muting ON-OFF is required it is usual to switch an additional resistor into the 
cathode circuit of the muting valve. This resistor is made sufficiently large to cut 
off the valve and so render the muting inoperative. 

A number of other useful circuit arrangements can be obtained from Refs. 58 and 
59. Many circuits have appeared in the patent literature, but have not been generally 
published. One of particular interest uses the two limiters (which are resistance- 
capacitance coupled) as a multivibrator unit, the output of the second valve being 
coupled back to the input of the first by means of resistance and capacitance con- 
nected in series. In the presence of signal input voltages the relatively low ampli- 
fication between the valves prevents the feedback network from being effective. 
In the absence of a signal the grid biases are such that noise voltages will be amplified 
sufficiently until the circuit operates as a multivibrator. One of the two valves is 
then always in a non-conducting condition and there is no audio output. This system 
is described by J. A, Worcester in G.E. Patent Docket 68743. Another useful circuit 
is given by R. A. Peterson in R.C.A. Patent Docket 21,998. This incorporates d.c. 
amplification and also requires the use of an additional double diode with separate 
cathodes. The diodes rectify noise output (which contains A-M) from the limiter. 
The d.c. voltage developed across the diode load is amplified and applied as a muting 
bias on the a-f amplifier valve. Unmuting occurs in the presence of a signal by using 
a negative voltage from the limiter grid to oppose the rectified voltage appearing 
across the diode load. 

Muting circuits are generally applied only to F-M receivers using the limiter and 
discriminator combination. The noise level between stations with receivers using 
ratio detectors or locked oscillator arrangements is generally fairly low, and muting 
is not usually considered to be so necessary in these cases. However, it is a relatively 
simple matter to utilize the rectified d.c. voltage available at the output of a ratio de- 
tector (or also in a conventional discriminator, see Ref. 62 p. 120) to operate a muting 
system, since the rectified d.c, voltage is proportional to the strength of the incoming 
signal. 



SECTION 5 : NOISE LIMITING 

(i) General iii) Typical circuit arrangements, 

(i) General 

The purpose of a noise (or crash) limiter in a radio receiver is to assist in the reduction 
of noise pulses, such as those due to ignition interference and crashes of static, so that 
their effects may be minimized at the receiver output. The difference between muting 
systems and noise limiters should be carefully distinguished, as they perform quite 
different functions in connection with the type of noise which they are meant to 
eliminate. 

Noise limiters in general follow two trends. One group punches a hole " in the 
signal so that the receiver output is momentarily cut off. The other main group 
functions by limiting the maximum output to a value which is not appreciably greater 
than some pre- determined level. 

It can be shown fairly readily (Ref. 63) that the best results for noise reduction can 
be obtained by placing the limiter in the receiver at a point of low selectivity. The 
Lamb silencer (Ref. 65) for example, is usually placed after the first i-f stage and its 
operation is such as to cut off the plate current in the second i-f amplifier valve, 
momentarily. 

For many purposes elaborate noise limiting circuits (Refs. 65, 71) are not essential, 
and the tendency in the usual communications receiver is to use simple diode limiting 
to remove noise peaks. For amateur work sufficiently good results are often possible 
using audio output limiters (see Refs. 66, 67, 68). With the A-M receivers used in 
mobile communications systems a very elaborate noise limiter may be incorporated. 
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See also Chapter 16 Sect. 6 for speech clippers and Sect. 7 for noise peak and output 
limiters. 

The threshold of operation for noise limiters can be arranged for either automatic 
or manual setting for different signal input voltages. Good results are possible using 
automatic setting, but the more elaborate circuits practically always make some pro- 
vision for manual control. 

(ii) Typical circuit arrangements 

The Lamb silencer can be made to give excellent results, but because it is rather 
elaborate it is not extensively used in commercial communications receivers. For 
a description of its operation, together with complete circuit data, the reader should 
consult Ref, 65. 



— ' A " series " type of diode limiter is shown in Fig. 27.48. 

^ A.F. " 'B FIG. 27.41 The diodc Di is used for detection in the usual manner 
sbunt'Dkxk Noi„ Limit.r j^-^^^ j^-g^^g^ conducting with normal 

signal voltages appUed to the detector circuit. For bursts of noise there is an in- 
stantaneous negative voltage applied to the plate of D23 and when this negative voltage 
exceeds the positive bias the diode stops conduaing and so opens the audio output 
circuit. A large amount of audio gain is required when this type of circuit is used, 
because of the low audio voltage available. 

These simple circuits have several disadvantages. Firstly they are both susceptible 
to hum because of heater-cathode leakage when the cathode of is above earth. 
For example this limits the size of the resistor R which can be used in the circuit 
of Fig. 27.48, and so results in a loss in audio output. (An increase on the value shown 
would be permissible however). A further disadvantage is that stray capacitances will 
allow some of the high frequency noise components to appear in the receiver output, 
even though the diodes are operating in the prescribed manner j this can be largely 
overcome with care in layout and wiring to minimize stray capacitances. 

Automatic threshold control may be arranged with simple " series " and " shunt " 
limiters. Suitable methods are given in the references (particularly Refs, 62A, 64 and 




Fig. 27.47 shows a typical example of the " shunt " type 
of diode limiter . It is seen that the circuit to the left of 
the dotted line AB is the usual diode detector circuit and 
the component values are identical with those normally 
selected. The negative direct bias voltage is set to prevent 
the diode from conducting until the peak input voltage 
exceeds the bias. When this occurs the diode D2 acts as 
a virtual short circuit, and there is practically no output 
from the detector circuit. 




Sfri*^ Diode NoiM Linr.lur 
FIG. 27. 4B 
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70). Howeverj a much more satisfactory circuit (Ref. 44) is shown in Fig. 27.49. The 
diode Di is incorporated in the usual deteaor arrangement and this circuit provides a 
variable bias voltage for the noise limiting diodes and D3. A short burst of noise 
voltage having a positive polarity will cause the diode D3 to conduct and so flatten 
out the audio waveform. A noise voltage having negative polarity causes Dt to con- 
duct which then flattens out the negative peak of the audio output. In the absence 
of noise the positive and negative half cycles are equally damped and so distortion 
is reduced. 

Additional methods used for noise limiting in radio receivers are given in Chapter 16 
Sect, 7 ; methods of noise reduction for use with reproduction from records are 
described in Chapter 17 Sect. 7. 



(f) Miscellaneous (ii) Electron ray tuning indicators (Hi) Null point indicator 
using Electron Ray tube (iv) Indicators for F-M receivers. 

(i) Miscellaneous 

A tuning indicator is a device which indicates, usually by means of a maximum 
or minimum deflection, when a receiver is correctly tuned. These indicators have 
taken a number of forms, particularly before the advent of the Electron Ray tuning 
indicator, originally called the " Magic Eye," and a few of these will be briefly dis- 
cussed before considering the Electron Ray Tube in detail. 



One arrangement is to use a milliammeter connected in the plate circuit of a voltage 
amplifier valve which is controlled by a.v.c. Circuits of this type can also be arranged 
to indicate relative signal strength, and the meter scale may be calibrated in arbitrary 
" S " units. Another form is the saturated reactor or dimming lamp indicator. 
This uses a pilot lamp, in series with a special form of iron-cored inductance, which 
is excited from a suitable winding on the power transformer. A second winding on 
the inductance (or transformer) carries the plate current of one or more valves which 
are controlled by a.v.c. In this simple form the maximum plate current is sufficient 
to saturate the core and so reduce the impedance in series with the pilot lamp, which 
is then at full brilliance. When a signal is being tuned the plate current is reduced and 
the lamp dims. In order to make the pilot lamp reach full brilliance when the re- 
ceiver is tuned to a station instead of dimming, a ** bucking " current can be passed 
through another winding so that saturation occurs when the plate current is very 
small, instead of it occurring when the plate current is large. Both arrangements 
can be understood by studying Fig. 27.50. 



SECTION 6 : TUNING INDICATORS 




TO PLATE 1 f 6-: 
SUPPLY §^ -i- 

Satu rated Rcoctor Toning Indicator 



FIG. 27.50 



www.pmillett.com 



27.6 



TUNING INDICATORS-<i) MISCELLANEOUS 



1133 



A further arrangement is to use a neon tube in which the length of the illuminated 
column is proportional to the d.c. voltage obtained from a resistance connected in 
series with the plate of an amplifier valve controlled by a.v.c. 

(ii) Electron Ray tuning indicators 

Electron Ray tuning indicators are the most popular of all the arrangements being 
considered. These indicators operate from either the signal diode or the a.v.c. diode 
circuit. The Electron Ray tube is not limited to use in receivers with a.v.c.j since 
it operates to indicate a change of voltage across any part of the circuit. For example 
it may be conneaed to the signal diode circuit irrespective of the presence of a.v.c, 
or it may be connected across the cathode bias resistor of an anode bend detector. 
The correct type of Electron Ray tube to be selected for any position depends on the 
controlling voltage available. 

The most popular types of Electron Ray tube (e.g. 6U5/6G5) have a triode am- 
plifier incorporated in the same envelope, so that the voltage necessary to obtain full 
control is decreased. In most types this amplifier has a remote cut-off characteristic 
so that the sensitivity may be high for weak signals and yet not cause " overlapping " 
on strong signals. Type 6E5 has a linear characteristic and is occasionally used for 
special applications. Type 6AF6-G has two independent Ray-Control Electrodes, 
one of which may be used for strong signals and the other for weak signals, but has 
no amplifier incorporated in the same envelope. 

In a typical receiver with delayed a.v.c. the Electron Ray tube may be connected to 
either the signal or the a.v.c. circuit, but since it will give no indication until the diode 
starts to conduct, it will not operate on weak signals when connected to a delayed 
a.v.c. circuit. Consequently most receivers using delayed a.v.c. employ the signal 
diode circuit for operating the tuning indicator. The disadvantage of this latter 
arrangement is that it introduces additional a.c. shunting effects on the detector diode 
load resistance and so leads to increased distortion at high modulation levels (see 
Sect. l(i) above). The a.c. shunting effects are minimized by using a high resistance 
in the grid circuit of the tuning indicator, a value of about four times the diode load 
resistance being typical. In order to prevent flicker due to modulation, adequate 
decoupling between the diode load and the indicator grid is necessary. A capacitance 
of about 0.05 /iF is usually connected from grid to ground, and this, in conjunction 
with the grid resistor previously mentioned, should lead to satisfactory operation (see 
Fig. 27.51). If simple a.v.c. is used (i.e. no delay voltage) it is preferable to operate 
the tuning indicator from the a.v.c. line to reduce a.c. shunting (see again Fig. 27.51). 
From the diagram it can be seen that with the switch in the ** Det." position the grid 
of the tuning indicator is conneaed through a 2 megohm resistor to the detector diode 
circuit. With the switch in the ** a.v.c. " position the indicator is connected directly 
to the a.v.c. line. This shows the two alternative connections just discussed. The 
cathode of the timing indicator is returned to a suitable tapping point on the cathode 
bias resistor of the power valve as discussed below. 
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The cathode of the Electron Ray tube should be, as closely as possible, at the same 
potential as the cathode of the diode. If its cathode is more negative than that of 
the diode, grid current may occur thereby increasing the initial bias on the controlled 
stages and reducing the sensitivity of the receiver. Consequently if the diode cathode 
is earthed, the indicator tube cathode should also be earthed, but if the diode cathode 
is positive then the indicator tube cathode should also be positive by an approxi- 
mately equal amount. One satisfactory method of obtaining this positive voltage, 
which however may only be used with a Class A power valve, is to connect the cathode 
of the Magic Eye to a tapping on the cathode bias resistor of the power valve. With 
this arrangement it is advisable for the tapping to be adjusted to make the cathode 
of the Electron Ray tube about 0.5 volt less positive than that of the diode in order to 
allow for contact potential in the indicator tube, the " delay " due to this small voltage 
being negligible. 

Alternatively, the cathode return of the Magic Eye may be taken to a suitable tap- 
ping point on a voltage divider across the " B " supply. Due to the fairly heavy and 
variable cathode currents drawn by the older types of indicator valves it is essential 
that the voltage obtained from any voltage divider, or other source of voltage, should 
not be affected appreciably by a current drain of from 0 to 8 mA. It is for this reason 
that it is not satisfactory to tie the cathode of the indicator tube to that of the diode. 
With the newer " space charge grid " construction the cathode currents remain more 
nearly constant throughout life, and this allowance for change of current need not be 
made. However, it is not advisable to base calculations for cathode bias resistors 
on the published values of cathode currents since in some cases with valves of the newer 
construction, these are higher than the average currents. 



Overlapping of the two images is possible on very strong signals, whatever type 
of indicator tube is selected, but it is generally found with a remote cut-off type (such 
as the 6U5/6G5) that this is not often experienced under field conditions. Certain 
arrangements have been devised to reduce the tendency to overlapping, but none is 
free from criticism. Desensitization of the tuning indicator is readily applied, but 
affects indications on weak signals. The use of two separate tuning indicators, or 
a single type 6AF6-G with two separate amplifiers, one for weak and one for strong 
signals, is excellent but expensive. If the grid of the indicator tube is excited from 
the moving contact of the volume control the deflection will depend upon the setting 
of the control, and *' silent tuning " will not be possible. 

Wide Angle Tuning with a maximum angle of 180"^ is practicable if an external 
triode amplifier is added (see Ref. 73). With this circuit (Fig. 27.52) the edges of 
ihe pattern are sharp from 0° to about 150° to 180°. 

(ill) Null point indicator using Electron Ray tube 

A Magic Eye tuning indicator may be used in many applications as an indicating 
device, one of these being as a null point indicator for use with a.c. bridge circuits. 
Such an arrangement is preferable to the use of head phones or sensitive instruments, 
since it may be used without disturbance from external noises and is capable of with- 
standing considerable overload without damage. The sensitivity of the type 6E5 
is 0.1 volt (r.m.s.) for a very clearly marked indication. When used as a null point 
indicator the 6E5 grid is biased approximately 4 volts negative, and the a.c. voltage is 



R, + Rj» 16,700 fl 
FIG. 27.52 Circuit for W<j«-Anql€ Tuf>in9 
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applied between grid and a cathode. Any suitable pre-amplifying stage may be used 
to increase the sensitivity of the device if desired. When an a.c, voltage is applied 
the sharp image will change to a blurred half-tone and as the null point is reached the 
image will again become sharp. A heavy overload may cause overlapping of the 
pattern, but this is not detrimental to the tube. 

(iv) Indicators for F-M receivers 

The usual types of electron ray tuning indicator such as the 6U5/6G5 and 6E5, 
have been adapted for use as tuning aids in F-M receivers, and several systems using 
these tubes will be described A special electron ray indicator designed for use in 
F-M receivers has been described by F. M. Bailey (Ref. 76), and has been commercially 
released as type 6AL7-GT. Data on the application of the type 6AL7-GT can be 
found in Ref. 77 and in the R.C.A. HB-3 Tube Handbook. 

A method that immediately suggests itself for connecting a tuning indicator to a 
F-M receiver using a limiter is shown in Fig. 27.53. This method of obtaining a 
control voltage, from the limiter grid circuit, for operating the indicator tube is by 
no means the best arrangement available. The disadvantage of the circuit is that, 
when a strong signal is being tuned-in, the maximum voltage at the limiter grid is 
not sharply defined, and exact tuning is almost impossible under this condition. 
The resistor R and capacitor C are used to provide decoupling, as the presence of 
a.c. components of voltage at the indicator grid will prevent the fluorescent pattern 
from being sharply defined. 



A much more satisfactory tuning arrangement is shown in Fig. 27.54. This is 
similar to the Philco Circuit shown in Ref, 75 but the two components R and C have 
been added. The additional resistor appears to be necessary if the d.c. voltages 
applied to the diode plates of the balanced rectifier are to be equal when the receiver 
is detuned by an equal amount above and below the centre frequency. Actual ad- 
justment of R could be made to achieve more exact symmetry, but it is probable that 
in most cases the tuning operation would not be seriously impaired by leaving R 
and C out altogether. The operation of the circuit is straight forward. Assume 
firstly that the receiver is tuned to the centre frequency. The balanced rectifier has 
no voltage output, and the negative voltage developed across the resistor in the limiter 
grid is applied to the control grid of the tuning indicator, this voltage causing the 
pattern to close. When the receiver is detuned there is a voltage developed across 
Rj^y of the polarity shown, due to the operation of the balanced rectifier. This voltage 
plus that developed in the limiter grid are added algebraically and the resultant voltage 
is applied between grid and cathode of the tuning indicator. Since the net bias 
voltage will always be less than that obtained when the limiter voltage alone is applied 
(the correct tuning position) the pattern on the tuning indicator opens. The indica- 
tions given by this circuit are sharply defined, and in addition the indicator opens and 
closes in the same manner as for indicator circuits used in conventional A-M receivers 



FIG. 27.53 SimpU Tunlnj Imllcator Arran9fmcnt 
for F-M Rcc«fvcr 
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This latter feature is not available with similar arrangements operating from the dis- 
criminator output alone. 

Tuning aids are sometimes used in receivers with ratio detectors. The simplest 
arrangement in this case is to take the control bias voltage from the a. v. c. take-off 
point, or to use whatever fraction of this total voltage that is thought to be necessary 
for operating the tuning indicator. 



SECTION 7 : CRYSTAL DETECTORS 

(i) Old type crystal detectors (it) Fixed germanium crystal detectors (Hi) Fixed 
silicon crystal detectors (iv) Theory of crystal rectification (v) Transistors. 

(i) Old type crystal detectors 

Crystal detectors of the " catswhisker " type have been used for many years, but 
are very touchy, require frequent adjustment, and are affected by even slight vibration. 
However, when correctly adjusted, they make quite efficient detectors. Crystal sets 
are briefly mentioned in Chapter 34 Sect. l(ii). 

(ii) Fixed germanium crystal detectors 

These have the advantages of small size and of needing no heater supply, thereby 
avoiding the possibility of introducing hum into high impedance circuits. Their 
main disadvantages are that the impedance presented to negative voltages is com- 
paratively low and dependent upon the applied voltage, and that the characteristics 
from unit to unit show comparatively large variations. 

Reverse resistance in a typical case varies from 2 megohms with 20 volts applied 
to 0.2 megohm at about 100 volts. In some circuits, e.g. a F-M ratio detector, this 
reverse conductance affects the operation and modifications are required to obtain 
satisfactory performance. The forward resistance is very low e.g. 200 ohms with one 
volt applied, falling below 100 ohms at somewhat higher voltages for a typical unit — 
and this feature can be valuable in some applications. 

In this type of rectifier (see Ref. 79 from which this description is taken) as distinct 
from silicon rectifiers, the outstanding advantage lies in an ability to handle large 
voltages in the reverse direction, while in the forward direction, the slope (measured 
at -h 1 volt) may be of the order of 100 ohms (10 mA at 1 volt). 

The slope in the reverse direction reaches a maximum resistance value at the order 
of —2 volts, beyond which the resistance falls slowly until, at a particular voltage 
known as the " turnover voltage," the slope resistance falls to zero and then becomes 
negative. 
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Measurements of rectification efficiency at various frequencies up to 100 Mc/s 
indicate that the efficiency falls with frequency by an amount which depends upon 
the " turnover voltage," the higher the " turnover voltage " the lower the reaification 
efficiency. In view of this, crystals intended for use at very high frequencies have a 
maximum as well as a mimimum " turnover voltage '* rating. 

A typical current /voltage characteristic is shown in Fig. 27.55. 

Rectification occurs at the junction between a metallic point and the surface of 
crystalline germanium. During manufacture this junction is treated to obtain opti- 
mum impedance characteristic and time stability. After assembly, the metal point 
is cemented to the germanium to prevent dislodgment by vibration, and the complete 
assembly is sealed to prevent ingress of moisture. 

A characteristic of fixed germanium crystal detectors is their remarkable property 
of withstanding severe mechanical shock or vibration. The estimated life of the 
rectifier is indefinite— in excess of 10 000 hours. 




There is little change in rectifier characteristics from 15 X to 50 °C, but above this 
temperature up to 100 °C, both forward and "back slope resistances decrease slowly. 

The characteristics of germanium crystal diodes vary considerably, depending on 
the application and the manufacturer, but the following data are representative of 
the majority of types. 

Allowable direct current 20 to 60 mA. 

Allowable surge current 100 to 600 mA. 

Allowable reverse voltage 25 to 250 volts 

Turnover voltage (reverse voltage for zero dynamic resistance) 40 to 275 volts 



Minimum current with +1 volt 



Reverse current with —50 volts applied 

(this only applies to types having an allowable reverse 

voltage of 50 volts) 
Capacitance 

Maximum ambient temperature 
Minimum ambient temperature 
Maximum frequency 



2,5 to 15 mA 
(some are less 
2.5 mA). 
40 to 1660 fiA 



than 



0.8 to 3.0 fifiF, 
+70° to +85°C. 
-40° to -55°C. 
up to several hundred 
Mc/s. 

References to germanium detectors : 78, 79, 80, 81, 83, 84, 85, 85A, 85B. 



(iii) Fixed silicon crystal detectors 

The fixed silicon crystal detector is principally used as a frequency converter at 
frequencies above 100 Mc/s. Some designs go up to 1000 Mc/s, while others go 
as high as 5000 or 10 000 Mc/s. The silicon detector is liable to damage by transient 
voltage overloads in the reverse direction. The conversion loss is about 6 to 8 db. 

References to silicon detectors : 82^ 83. 
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(iv) Theory of crystal rectification 

The modern theory of crystal rectification is given in Ref, 83 : See also Ref. 79. 

(v) Transistors 

Transistors are crystal devices with three or more electrodes, which are capable 
of amplifying. A good introductory article is Ref. 86. See also Refs. 87, 88, 89^ 90, 
91, 92, 93, 94, 95, 96. 
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SECTION 1 : GENERAL DESCRIPTION 



(i) Description («) Advantages and disadvantages of reflex receivers. 

(i) Description 

A reflex amplifier is one which is used to amplify at two frequencies — usually 
intermediate and audio frequencies. 

Reflex radio and audio frequency stages have also been used in very small T.R.F. 
receivers (see Sea. 5). 

Reflex receivers were fairly common in U.S.A. and Australia in the period 1934 
to 1937, but suffered from serious distortion and high play-through. These re- 
ceivers usually had high a-f plate load resistors giving comparatively high a-f gain, 
low i-f gain and low operating plate voltages and currents. A.V.C. was not applied 
to the reflex stage which was frequently a sharp-cut-off valve such as the 6B7or 
6B8. A considerable advance was made in Australia by the use of the remote cut-off 
type 6G8-G with a.v.c, and a further advance was made in the adoption of a com- 
paratively low a-f plate load resistor. The latter enabled nearly full i-f gain to be 
obtained with normal voltages on the electrodes, thus increasing the maximum plate 
voltage swing for a limited distortion. The most common application of a reflex 
amplifier in Australia* at the present time is in a 3/4 valve receiver comprising con- 
verter, reflex stage, power amplifier and rectifier. The reflex stage in such a re- 
ceiver amplifies at intermediate frequency, provides detection and a.v.c. from its 
diode or diodes, and then amplifies at audio frequency. It may be compared with 
a straight receiver in which the second valve is used as i-f amplifier and detector, 
the output from the deteaor being used to excite the power stage. Using the same 
valves and components in both cases, the reflex receiver may have a sensitivity up 
to 10 times that of the straight set. 

(ii) Advantages and disadvantages of reflex receivers 
Advantages of the reflex receiver 

1. Higher sensitivity. 

2. Greater flexibility in design, permitting use of negative feedback either with or 
without tone compensation (bass boosting) for small cabinets. 

♦Reflex receivers do not appear to be in commercial use in either U.S.A. or Great Briuin at the time of 
writing. 
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Disadvantages of the reflex receiver 

1. Increased cost due to additional components. 

2. Increased tendency to overload on strong signals. 

3. More complicated designj although once a satisfactory design has been evolved 
there are no outstanding production difficulties. 

4. Somewhat increased distonion at high modulation percentages at medium and 
high input levels than for a well-designed straight receiver, although both are still 
in the same class. 

5. Play-through — that is the occurrence of a-f output with the volume control at 
its zero setting. This leads to a further defect known as the " minimum volume 
effect '* whereby minimum volume from the receiver is obtained with the volume 
control at some setting slightly above zero setting At the point of minimum volume 
the signal is very badly distorted since there is a balancing-out of the fundamentals 
between the normal signal and the out-of-phase play-through signal. Both play- 
through and the minimum volume effect may be reduced by good design so as not to 
be objectionable. See Sects. 2, 3 and 4, Perhaps a fairer comparison is between a 
3/4* valve reflex receiver and a 4/5 valve straight set. In this case the reflex re- 
ceiver will be more economical to produce, through the saving of one valve, while 
there will be a slight saving in space, heat dissipation and current consxunption. The 
4/5 receiver is capable of being designed to have negligible play-through and may 
have slightly greater sensitivity. 

The design of reflex receivers must necessarily be a compromise, with juggling of 
inter-acting charaaeristics. However, by reflexing it is possible to achieve an ac- 
ceptable performance which would not otherwise be obtainable with the same number 
of valves. The fact that reflex receivers form a substantial percentage of the Aus- 
tralian market for 3/4 valve sets indicates that their performance is acceptable. 

On account of the complicated inter-action which occurs in a reflex receiver, it is 
impossible to design the reflex stage alone ; the whole receiver must be treated as a 
single design unit. If any change is subsequently made in any other stage, it is 
usually necessary to make consequential modifications to the reflex stage for the best 
results. 

So far as sensitivity is concerned, a straight 3/4 receiver using modem valves can 
give 1 5 fxV broadcast sensitivityf, and 30 ^V short-wave sensitivityf, which for most 
applications is adequate. Nevertheless the higher a-f gain of the reflex receiver 
removes the problem, which is experienced with straight 3/4 sets, of preventing the 
a.v.c. from limiting the a-f output before the output valve is fully loaded. 

The advantages to be obtained at audio frequencies from reflexing a 3/4 valve 
receiver are considerable. A straight 3/4 valve set without an a-f stage almost in- 
variably suffers from " bubbhng *' at high a-f outputs on strong signals, and to pre- 
vent this the low frequencies are reduced as much as possible without making the 
reproduction too thin. With the additional stage of a-f amplification provided by 
reflexing, the regenerative effect which causes bubbling becomes degenerative, and 
the bass can be boosted to any desired extent without bubbhng being experienced. 

In addition it is not possible in straight 3/4 valve sets to use negative feedback 
for any purpose other than mild frequency correction because any reduction in the 
mid-frequency gain of the outpuj stage makes i-f overloading probable before the 
output valve is driven to full output. With reflexing an appreciable amount of the 
added a-f gain can be used for any desired form of negative feedback. 

Reflex superhet. receivers may be divided into two principal groups, those employ- 
ing plate reflexing (see Sect. 3), and those employing screen reflexing (see Sect. 4). 



*A 3/4 valve receiver is one having three amplifying valves and a rectifier. 
tFor 50 milliwatts output. 
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SECTION 2 : SOME CHARACTERISTICS OF REFLEX 
SUPERHET. RECEIVERS 

(i) Play through {residual volume effect) {ii) Over-loading (iii) Automatic volume 
control (jV) Reduction in percentage modulation (v) Negative feedback (vi) Opera- 
ting conditions of reflex stage. 

(i) Play-through (residual volume eflFect) 

This effect has been briefly described in Sect. 1. Play-through in a reflex receiver 
is due to the rectification caused by the curvature of the valve dynamic characteristics. 
Play-through increases as the input signal is increased, and may be measured with a 
large signal input — preferably with a high modulation percentage and with the volume 
control at zero. During design it may be found that play-through increases rapidly 
when the signal input to the reflex stage passes some critical level. In such a case 
the a.v.c. system must be designed to prevent signals of this magnitude from appear- 
ing at the grid of the reflex stage. Since play-through is a function of rectification 
and therefore of the curvatxire of the characteristic, it is a variable depending on the 
bias. By plotting play-through for varying bias voltage on the reflex stage with a 
constant input signal to the reflex stage, it is possible to determine the range of a.v.c. 
voltages which may be applied to the stage without resulting in serious play-through. 
This may entail using only a small fraction of the developed a.v.c. voltage on the 
reflex stage. 

(ii) Overloading 

It is practicable to design a reflex receiver to handle input voltages up to 1 volt 
without serious distortion (of the order of 10% at 100% modulation). 

(iii) Automatic volume control 

The a.v.c. system should be designed so that high peak i-f plus a-f voltages are not 
built-up in the plate circuit of the reflex stage. There are three principal a.v.c. 
systems in use : 

1. Full a.v.c. applied to both converter and reflex stages. 

2. Fractional a.v.c, applied to both stages, although the two fraaions may be 
different. 

3. Full a.v.c. is applied to the converter and fraaional a.v.c. to the reflex stage. 

The choice of converter valve has considerable bearing on the a.v.c. design. The 
use of a converter with a not-too-remote cut-off (e.g. 6BE6) assists in the reduction 
of play-through by limiting the maximum signal voltage applied to the grid of the 
reflex stage. 

If the fraction of the a.v.c. applied to the reflex stage is reduced too much, or omitted 
entirely, the reflex stage may nm into grid current and cause " bubbling " with the 
volume control at maximum because the reaified a-f signal returned to the grid from 
the plate of the reflex stage may exceed the bias on the valve. If the fraction of a.v.c. 
applied to the reflex stage is increased too much, the a.v.c. characteristic will tend 
to reach a maximum output and then to fall with increasing input voltages. The 
worst effect of excessive control is the inability of a receiver to give full a-f output 
on strong stations even with the volume control at maximum. Also, in such a case 
the effect of timing to a powerful signal is to produce less output when the receiver 
is tuned directly to the carrier than when it is tuned to one side, so that there are 
two adjacent tuning positions of maximum volume. A further effect of too large a 
fraction of a,v.c. voltage is the increase in play-through referred to above. 

As a criterion of good a.v.c. design, the volume control should be approaching its 
maximum position for maximum undistorted a-f output at any signal level. The 
minimum volume effect may be reduced by using a tone control which gives severe 
treble attenuation. 
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(iv) Reduction in percentage modulation 

With a large signal input and with the volume cojitrol at maximum, a reduction 
in the percentage of modulation occurs due to the curvature of the characteristics. 
Under laboratory conditions this can be quite considerable, for example 30% modu- 
lation may be reduced to 10%, but it is usually unimportant with ordinary listening 
because it only occurs under conditions which would also cause overloading of the 
power stage. However, where a Scroggie-type of a.v.c. characteristic indicates 
serious a-f overloading with the volume control at maximum, the actual overloading 
with a strong input signal may be appreciably less than that indicated, owing to the 
reduction in percentage modulation. 

,(v) Negative feedback 

If full a.v.c. is applied to the reflex valve, a strong signal will then reduce the a-f 
gain, which in turn will reduce the a-f feedback, if any. Under these conditions 
feedback is available on weak signals where it is not needed, but it is very much re- 
duced on strong signals where it is most needed. As a consequence, negative feed- 
back is only practicable with a small fraction of the a.v.c. voltage on the reflex stage. 

Negative feedback, in addition to its use for the reduction of distortion and for tone 
compensation, also assists very considerably in the reduction of play-through (e.g. 
Fig. 28.3). 

(vi) Operating conditions of reflex stage 

The reflex stage should be biased, with a very small signal, to give maximum gain 
unless this bias is insufficient to prevent the valve from drawing grid current due to 
a-f signals in excess of the bias voltage being applied to the control grid at input 
signals such that the a.v.c. has not yet become fully effective. 

Adequate r-f filtering of the demodulated signal is necessary before returning it 
to the grid of the same valve again, to avoid regeneration or actual i-f oscillation. 



SECTION 3 : DESIGN OF PLATE REFLEX SUPERHET. 
RECEIVERS 

(i) General considerations (») Full a.vx. applied to both stages {Hi) Fractional 
a.v.c. applied to both stages (iv) Full av.c, on converter ^ fractional a.v.c. on reflex 
stage. 

(i) General considerations 

The majority of reflex receivers are in this class. Plate reflexing is less critical in 
relation to valve operating point and less critical so far as design is concerned. How- 
ever, under some conditions, screen reflexing will give less play-through. With 
high i-f gain in any receiver it is difficult to eliminate regeneration entirely without 
some filtering, but in a plate reflex receiver i-f decoupling is an inherent feature due 
to the plate circuit components, and no other i-f filtering is necessary. 

(ii) Full a.v.c. applied to both stages 

With suitable valve types, this very simple system is capable of handling an input 
of 1 volt (30% modulated) with distortion as low as can be obtained from any other 
a.v.c. arrangement. Current designs of reflex receivers employing this a.v.c. arrange- 
ment have fairly high play-through but this may be due to factors other than the a.v.c. 
system. 

(iii) Fractional a.v.c. applied to both stages 

A typical example is Fig. 28.1 in which a large fraction of the a.v.c. voltage is 
applied to the converter stage and a small fraction to the reflex stage. As a result 
of reduced a.v.c. voltage on the reflex stage, the play-through is considerably reduced. 
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(iv) Full a.v«c, on converter^ fractional a.v.c. on reflex stage 

An example of a receiver in this class is Fig. 28.2 in which one ninth of the a.v.c. 
voltage is applied to the reflex stage. The receiver has a sensitivity of 40 /iV (for 
50 mW output), the comparatively low sensitivity being due principally to the use of 
low Q i-f transformers. It is capable of handling an input up to 1 volt with complete 
stability under all conditions^ and has several interesting features. The plate load 
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Fig. 28.1. Reflex superhet. receiver with plate reflexing and fractional a.v.c. on both 
controlled stages (A,W.A, Radiola Model 517-Af). 
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Fig. 28.2. Reflex superhet. receiver with plate reflexing ^ full a.v.c. on converter and 
fractional a.v.c. on reflex stage {Ref. 1). 
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resistor was selected to provide optiraum operation together with minimum hum ; 
a certain amount of hum neutralization is possible between the reflex (a-f) and power 
amplifier stages. Feedback in the reflex stage is neutralized by the very small fixed 
capacitances G.Vi and C.vas while a small degree of negative feedback is provided on 
the output stage. 

Considerably improved performance is obtainable by the use of type 6AR7-GT 
in the reflex stage, together with high Q i-f transformers. This avoids the necessity 
for neutralization and gives higher gain. Still higher gain is obtainable with a high- 
slope output valve, although the play-through is increased thereby. This circuit 
arrangement has considerable merits and there are prospects that, by suitable choice 
of valve types and a.v.c. design, the play-through may be reduced to a low level. 

A possible alternative form of the circuit would be to use type 6BE6 converter, 
6BA6 reflex amplifier and a duo-diode-output pentode. 

SECTION 4 : DESIGN OF SCREEN REFLEX SUPERHET. 

RECEIVERS 

(0 Screen reflex receivers (tV) Comparison between plate and screen reflexing. 



(i) Screen reflex receivers 

In a screen reflex receiver the screen of the reflex stage is by-passed to earth for 
intermediate frequencies only, and the screen is coupled to the grid of the power 
stage for audio frequencies. For the same number of components and the same 
economy, screen reflexing permits the use of separate screen dropping resistors for 
the converter and reflex stages, thus giving greater flexibility in design and less inter- 
action. The play-through is less than with plate reflexing and may be made quite 
small with the application of negative feedback. It is necessary for the diode-screen 
capacitance to be low, and in this respect the Australian type 6AR7-GT is satisfactory. 
The screen dropping resistor and grid bias must be designed for optimimi i-f gain ; 
in the 6AR7-GT this also provides satisfactory a-f gain. Screen reflexing requires 
good hum filtering. 

With screen reflexing, careful design is necessary for optimum results to be ob- 
tained. An example of a well designed screen reflex receiver is Fig. 28.3. This 
has been designed for high sensitivity with reasonably low distortion and low play- 




Fig. 28.3. Reflex super het. receiver with screen reflexing {Ref, 4). 
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through. The aerial sensitivity is approximately 5 /^V for 50 mW output, and the 
signal to noise ratio is 10 to 13.5 db at 5 input. The distortion is 6.9% with an 
input of 1 volt, 30% modulated, but 12% with an input of 0.5 volt, 100% modulated. 
An output of 0.5 watt is obtained with 20 input, 30% modulated. With an input 
of 1 millivolt to the aerial terminal, 30% modulated at 400 c/s, an output of 2 watts 
is obtained with 10% overall distortion. 

Feedback is applied by returning the lower end of the volume control to the voice 
coil. Maximvun bass boosting is provided when the volume control is at the tap, 
which is adjusted for the lowest listening level. The high frequency peak and bass 
boosting are reduced as the volume control setting is increased towards maximum. 
The response above 5000 c/s is cut sharply by a combination of shunt capacitances 
together with negative feedback. The overall result is an automatic high frequency 
tone control which gives a " mellow " tone with weak signals and a normal radio 
tone on strong stations. The gain reduction due to feedback is 14 db with 1 mV 
signal input and with the volume control at its minimum position. The gain re- 
duction decreases as the volume control is advanced. 

The conventional i-f filter in a reflex circuit is a series resistor from the volume con- 
trol slider, connected to a by-pass capacitor at the cold end of the first i-f transformer 
secondary. These two components give phase shift at some high frequency with 
the volume control at its minimum setting, additional to the phase shifts already in 
the circuit and may thus cause oscillation when heavy feedback is applied with the 
volume control at zero. However if the resistor is wired in series with the hot end 
of the volume control, as in Fig. 28.3, with the volume control at its zero setting there 
is no series resistor in the feedback path, phase shift is reduced and high frequency 
peaks (or oscillation) are avoided. 

Resistance-capacitance filtering is used here for economy. The plate supply 
voltage is 185 volts. One ninth of the a.v.c. voltage is applied to the reflex stage. 
The play-through is as low as in some commercial receivers that do not use re flexing, 

(ii) Comparison between plate and screen reflexing 

Plate reflexing is capable of higher a-f gain than screen reflexing, since the latter 
is limited by the *' triode mu " of the reflex valve. For this reason, types 6AR7-GT 
and 6BA6 with grid-to-screen mu factors of 18 and 20 respectively are quite suitable 
for use in screen reflex receivers. However, plate reflexing gives more play- through 
than screen reflexing for similar conditions in both cases. 

Type 6AR7-GT as a screen reflex amplifier allows a higher gain in the output 
stage than a lower gain valve (e.g. 6G8-G) with plate reflexing, for the same play- 
through performance in both cases, and similar converter conditions. 

SECTION 5 : DESIGN OF T.R.F. REFLEX RECEIVERS 

In such a receiver the r-f amplifier is reflexed and used also as an a-f amplifier. 
The only application at the time of writing is to 2/3 valve receivers having a diode- 
pentode as a reflexed r-f, a-f amplifier and diode detector, followed by a power pentode 
(e.g. 6AR7, KT61). A sensitivity of the order of 1000 ^^V (for 50 mW output) is 
practicable, A limited degree of regeneration assists gain and selectivity. 

SECTION 6 : REFERENCES TO REFLEX AMPLIFIERS AND 
REFLEX RECEIVERS 
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SECTION 1 : LIMITERS 

(0 General (it) Typical circuits for F-M receivers (a) Single stage limiter (b) Cas- 
caded limiters, 

(i) General 

In this section it is proposed to discuss only the conventional type of amplitude 
limiter using a pentode valve operating as a saturated amplifier. Other circuits^ 
which combine the dual funaions of detection and the removal of amplitude variations^ 
such as the ratio detector and locked oscillator, will not be treated here. The ratio 
detector has been discussed in detail in Chapter 27 Sect. 2. Details of several other 
alternative systems can be found in Refs, 2y 5, 6, 7 and those at the end of Chapter 27. 

The need for some form of amplitude limiting was stressed in Chapter 27 Sect. 2, 
when the phase discriminator was being discussed. It was pointed out that the diodes 
in a phase discriminator are amplitude modulation detectors, and if undesired ampli- 
tude variations are not to appear in the receiver output the amplitude of the voltage ap- 
plied to the discriminator should be constant. This was emphasised by reference to 
eqns. (20) and (21), where it was seen that the product g^Eg should be held constant 
if the discriminator sensitivity is to remain fixed for a given frequency deviation. 

Circuit arrangements for limiters in F-M broadcast receivers have become quite 
stereotyped. Sharp cut-off pentodes having fairly high values of gm are the usual 
choice, and typical of these are types 6SJ7, 6SH7 and 6AU6. The limiting action 
is brought about by a combination of grid-leak bias and low values of plate and screen 
voltage. Grid-bias limiting is obtained by adding a resistor and capacitor, of suit- 
able value, to the grid circuit and using zero or very small values of cathode bias. 
The grid circuit arrangement is the same as for a grid-leak detector, and the operation 
is almost identical since the average negative bias on the grid is determined by the 
eg — ig characteristics of the valve in conjunaion with the associated circuit. The 
value of the average grid bias, together with the low screen voltage, determine the 
condition for which plate current cut-off occurs. Any signal input voltage whose 
amplitude is sufficiently large will cause the average negative bias to increase and so 
tend to hold the output voltage constant. Because of the low values of plate and 
screen voltage the plate voltage swing is limited to a comparatively small value and, 
for an input signal of sufficient magnitude, there will be practically no corresponding 
increase in output voltage when the signal input voltage is increased. 

The added damping on the i-f transformer secondary, which connects to the limiter 
grid, is given approximately by Rg/2 or /?j,/3, depending on the circuit arrangement, 
in exactly the same way as discussed previously for a diode detector ; Rg being the 
value of resistance selected for the grid leak. This should be taken into account (as 
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well as circuit detxining caused by changes in the valve input capacitance) when the 
i-f transformer is being designed. 

The necessity for high gain in the receiver stages preceding the limiter stage will 
be appreciated when it is realized that a minimum of about 2 volts peak is required 
at the limiter grid to obtain satisfactory operation with a typical circuit arrangement ; 
it is preferable to have voltages of the order of 10 to 20 volts peak for best results 
xinder adverse condition of reception. Since this limiter input voltage must be 
obtained with the smallest signal input voltage likely to be met in the field, the gain 
of the preceding stages in the receiver should be sufficient to give satisfactory limiter 
operation with signal voltages as low as 2 or 3 ; in F-M mobile communications 
applications the limiter should saturate with signals of less than 1 ^V. Also, because 
the conversion from F-M to A-M in the discriminator usually results in a low equival- 
ent value of percentage amplitude modulation, it is necessary for the limiter output 
voltage to be large if the detected audio voltage is to be sufficient to drive the audio 
amplifier to full output ; this means that something in excess of 10 volts peak is 
desirable at the plate circuit of the limiter. 

For completely satisfactory amplitude limitation two limiter stages are necessary. 
However, because of the cost factor, commercial domestic type receivers seldom use 
more than one limiter stage. When two stages of limiting are used, it is essential 
that the coupling circuit between them should not introduce any appreciable ampli- 
tude modulation due to its seleaivity characteristic. The selectivity should be suffici- 
ent to attenuate harmonics of the intermediate frequency generated by the limiter, 
although this is also accomplished by the primary of the discriminator transformer ; 
with single stage limiters the discriminator transformer is relied upon to give the 
necessary attenuation of the i-f harmonics. Transformer coupling between the two 
limiter valves is the most satisfactory arrangement, but single tuned circuits are often 
used. 

The choice of the time constant for the grid resistance-capacitance combination 
is important. It must be sufficiently short for the grid bias to be proportional to 
changes in amplitude, but not so short as to prevent the bias change from being suffici- 
ently large to control the amplification of the limiter stage, so as to offset any change 
in signal input voltage. For a single stage, limiter time constants of 2.5 microseconds 
are usual, although 10 to 20 microseconds and even higher have been used in some 
receivers. For two stages the first limiter grid circuit uses a time constant of 1.25 
to 5 microseconds and 2.5 to 10 microseconds or longer in the second stage, in typical 
cases. The longer time constants of 10 to 20 microseconds are suitable for most 
types of noise impulses, but some forms of motor car ignition noise are more com- 
pletely suppressed when the shorter time constants are used. A careful choice of 
the time constants is necessary if the noise is not to be heard in the receiver output 
because the bias on the limiter valve must be able to follow the changes in the ampli- 
tude of the input voltage. 

No matter how effective the amplitude limiters may be and how carefully their 
time constants are chosen it will often be foimd that the F-M receiver will not effec- 
tively suppress bursts of noise such as those emitted by car ignition systems. To 
obtain the best results it is most important that the pass band of the receiver be sym- 
metrical and that the centre frequency of the i-f amplifier coincides exactly with the 
centre frequency of the discriminator. A useful test is to align the receiver on an 
unmodulated carrier at the signal frequency and then to switch off the carrier ; if 
the alignment is correct, and the circuits symmetrical, a d.c. vacuum' tube voltmeter 
connected across the discriminator output will give a reading of approximately zero 
(of course the usual noise will be heard from the receiver output). Small inaccuracies 
often arise when the receiver is aligned so as to give maximum grid current at the 
limiter stage, or stages, even though the signal (unmodulated carrier) frequency is 
such that zero d.c. output voltage is obtained from the discriminator. The grid 
current reading is usually rather broad, and it will be found that the i-f and hmiter 
circuits, in particular, can often be realigned to give zero d.c. output voltage at the 
discriminator on noise without reducing the limiter grid current on signals. As a 
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further check on alignment and symmetry the receiver is tuned very carefully to an 
unmodulated carrier so that the a.c. voltage at the output transformer is a minimum 
(i.e. for maximum quieting) and for this condition the reading of the dx, voltmeter 
at the discriminator is noted ; then it will usually be found that this latter reading is 
the same as that obtained from noise alone. (A casual reading of the text may not 
bring out the full significance of this test, but a practical trial will lead to a better 
appreciation of its possibilities). If minimum noise output, zero dx. discriminator 
output voltage, and maximum limiter grid current do not all occur at the same carrier 
frequency, then in general the optimum conditions for impulse noise rejection have 
not been obtained. 

For applications other than domestic receivers the above factors require very care- 
ful attention. 

(ii) Typical circuits for F-M receivers 
(a) Single stage limiter 

A typical single stage limiter is shown in Fig. 29.1, and an alternative arrangement 
is shown for the input circuit in Fig. 29.2. The time constant for R^C^ is 2.5 micro- 
seconds in each case. 




The operation of both circuits is identical, but the damping of the i-f transformer 
due to grid current is less with the arrangement of Fig. 29.1, being approximately 
50 000/2 = 25 000 ohms. The damping in the alternative arrangement is 50 000/3 
= 16 600 ohms. Whichever circuit is used will depend, largely, on the additional 
damping required on the transformer to achieve the required bandwidth or, perhaps, 
upon considerations of practical convenience. The general method of operation 
has been discussed in (i) above. 

If complete valve characteristics are available then a preliminary design can be 
made, but the work involved is hardly worth the effort because of the ease with which 
the practical circuit can be made to give satisfactory results using experimental pro- 
cedures. For a calculation of gain, or overall discriminator sensitivity, it is 
necessary to determine the mutual conductance under the actiaal operating conditions. 
This can usually be determined, with sufficient accuracy for a preliminary design, 
from the valve data sheets by ignoring the change in plate voltage (provided the 
change in plate current with plate voltage does not fall too far down on the knee of 
the plate characteristics). For example, a type 6AU6 is to be operated with 50 volts 
on the plate and screen, and zero -grid bias. From the average characteristics relating 
grid No. 1 volts to transconductance, the ^„ is 4000 micromhos for zero bias, 50 volts 
on the screen and 250 volts on the plate. For typical cases of the type being con- 
sidered, the ^„ so found is usually about 10% high, and so 3600 micromhos would be 
a closer approximation. Alternatively, the valve can be set up as a straight amplifier 
with the appropriate d.c. voltages applied, and a 1000 ohm resistor connected as the 
plate load. Then with 1 volt of a-f input (from a source of low dx, resistance) the 
output voltage will equal the in mA/volt ; the actual input vohage is selected so 
that the stage just starts to saturate. However, overall measurements of actual cir- 
cuit performance are preferable. 
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(b) Cascaded limiters 

A typical circuit for a two stage (cascaded) limiter is shown in Fig. 29.3. In this 
case the time constant of the grid resistance-capacitance combination is 1.25 micro- 
seconds for the first stage, and 20 microseconds for the second stage. 

It should be noted that the limiters not only have to remove peaks of noise, but 
they must also remove the amplitude modulation introduced onto the frequency 
modulated signal by the receiver circuits which precede the limiters. Methods for 
estimating the percentage amplitude modulation introduced by tuned circuits are 
given in Chapter 26 Sect, 4. It will be realized that A-M introduced by the receiver 
itself makes it more difficult to effectively remove A-M introduced by external noise 
voltage sources. 

For the transformer T, shown in Fig. 29.3, coupling the two limiter stages, it is 
essential that the amplitude modulation introduced by its selectivity characteristic 
should be as small as possible. However, its selectivity characteristic is helpful in 
removing harmonics of the i-f generated by the limiter, and so a practical compromise 
between the two conflicting factors is necessary. A critically-coupled transformer 
is recommended, and the primary and secondary Q's (uncoupled) can be about 30 
for an i-f of 10.7 Mc/s. The stage gain will be roughly 6 times depending on the 
circuits constants selected, and the magnitude of the input voltage. 

From the circuit arrangements of Figs. 29.1 and 29.3 it will be noticed that the 
screen voltage is supplied from a voltage divider in each case. This arrangement 
is recommended in all cases, but in mobile communications receivers it will be found 
that many circuits use only a series screen resistor ; the main advantage of this latter 
arrangement is economy in the total H.T. current drawn by the receiver. 



SECTION 2 : AUTOMATIC FREQUENCY CONTROL 

(;) General principles (ii) Discriminators for aj.c. (Hi) Electronic reactances. 

(i) General principles 

Although the description given below of automatic frequency control (a.f.c.) systems 
is confined to simple applications in broadcast receivers, it should not be overlooked 
that the same general principles are applied in many other types of equipment and 
are used, for example, to obtain frequency stabilization in F-M transmitters, micro- 
wave radar receivers and transmitters etc. 

Automatic frequency control in a superheterodyne radio receiver is an arrangement 
for controlling the local oscillator frequency in such a way that, when a signal is being 
received the correct intermediate frequency will be produced. For example, if a 
receiver is manually tuned so that it is, say, 3 Kc/s away from a desired signal the 
oscillator frequency will be varied by the a.f.c. system so as to produce the correct 
intermediate frequency (or at least within 100 c/s or so of the correct value, since 
exact compensation is not possible). Alternatively, the oscillator frequency may drift 
because of temperature or humidity variations affecting the values of the circuit com- 
ponents, and a.f.c. will tend to compensate for this frequency variation. However, 
the frequency stability of the receiver should be made as good as possible without 
relying on the a.f.c. system. 
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The most useful application of the system in broadcast receivers is with those re- 
ceivers having automatic tuning e.g. push-button station selection, and cam or motor 
driven variable capacitors. In cases of this type the tuning may not be accurate 
over extended periods of time, and a.f.c, may be used effectively to carry out the final 
adjustment when the respective capacitances and/or inductances have been selected 
by the automatic timing system. 

There are two devices necessary for any a.f.c. system. These are > — 

(1) A frequency discriminator, which must be capable of changing a frequency 
variation into a suitable direct voltage change which can be used for control purposes, 

(2) A variable reactance, whose value can be controlled by the direct voltage changes 
,due to the frequency discriminator. The variable reactance is connected to the 

oscillator circuit in such a way as to control its frequency. 
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The complete arrangement can be visualized with the aid of the block schematic 
of Fig. 29.4. It is seen that the additional elements to those normally found in a 
superheterodyne receiver are the frequency discriminator and the variable reactance. 
The variable reactance in the discussion to follow will be of the electronic type con- 
sisting of a valve (which can be a pentode, a hexode or a heptode) and its associated 
circuits. It will also be inferred from Fig. 29.4 that the frequency discriminator 
can be used for normal detection, since there are suitable audio voltages developed 
in this circuit by the applied modulated i.f. voltage. 

Suitable voltages for a.v.c, are also available from the discriminator output, but 
in this regard it is necessary to point out that a very efficient a.v.c. system is helpful 
in obtaining satisfactory operation from the a.f.c. system. If reasonably constant 
input voltage to the discriminator is not maintained, there will be a variation in the 
" pull-in " and " throw-out " frequencies. Because of the stringent a.v.c. require- 
ments it is fairly common practice to employ a separate diode coupled to the trans- 
former primary, in the usual manner, to provide the a.v.c, bias voltage. There is 
also a disadvantage in taking the a-f voltage from the discriminator output as the 
distortion tends to be fairly high. However, in most commercial receivers the cos«- 
factor leads to some arrangement such as that of Fig. 29.8. 
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A much more satisfactory method (although considerably more expensive) of 
obtaining a.f.c. is illustrated by the block schematic of Fig. 29.5. In this case the 
valve used as an a.f.c. converter and limiter is loosely coupled to the primary of the 
last i-f transformer. The 455 Kc/s signal is converted to 50 Kc/s to operate the 
a.f.c. discriminator, and the d.c. output voltage then controls the variable reactance 
in the usual manner. The use of limiting is helpful in maintaining a constant am- 
plitude for the voltage to be applied to the discriminator. It will also be noticed 
that the functions of detection and a.v.c. have been separated from the a.f.c. system. 
A complete circuit using this arrangement can be found in Ref. 15 (page 103), to- 
gether with a number of other commercial a.f.c. circuits of various types. 
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(ii) Discriminators for a.f.c. 

The function of the frequency discriminator in an automatic frequency control 

system is to provide a suitable direct controlling voltage for application to the elec- 
tronic reactance. When the receiver is tuned exactly to the signal frequency, the volt- 
age output from the discriminator should be zero, or else have the same value as that 
provided in the absence of a signal, so that the controlled reactance will have its normal 
value. At frequencies above and below the correct frequency the controlling voltage 
should be appropriately above and below the mean voltage. The operation in con- 
nection with a phase discriminator has been discussed in Chapter 27 Sect, 2. The 
manner in which the output voltage will vary with the frequency change for either the 
amplitude or the phase discriminator can be seen from Fig. 29.6. 







(+) 








Output 






4551 


Kc/f 




■ (-) 


Frequency 


I Otporture 

e \ 
$ \ 

u \ 
d \ 




FIG. 29.6 









The polarity of the output voltage with frequency change is all important, and, as 
the electronic reactance is practically always inductive in a.f.c. systems used in tunable 
broadcast radio receivers, the polarities of the direct output voltage with frequency 
change as indicated on Fig. 29.6 will be correct. One purpose in making the re- 
actance inductive is so as not to limit the frequency coverage of the receiver. This 
follows because it is often difficult to keep the minimum capacitance of the tuning 
unit to a sufficiently low value, and it is hardly wise to deliberately increase this capacit- 
ance unnecessarily. However, if carefully designed, the undesired added capacitance 
due to the capacitive reactance unit can be made very small. 

The effect of the added parallel inductance can usually be offset fairly readily by 
increasing the inductance of the oscillator coil. With receivers using push-button 
tuning where the circuits are of the preset type either the inductive or capacitive form 
of electronic reactance is satisfactory. For receivers with inductance tuning a capaci- 
tive electronic reactance is usually preferable. The degree of frequency correction 
is not constant over a band of frequencies, and this again suggests an inductive elec- 
tronic reactance when the circuits are tuned by a variable capacitor, since the least 
error is obtained at the low frequency end of the tuning range where the receiver is 
most selective. 

It may be helpful to follow through the steps leading to the polarities shown for 
the direct voltage with frequency change. Suppose the receiver is tuned to a signal 
of 1500 Kc/s. Then the oscillator wiU be set at 1955 Kc/s to give an i-f of 455 Kc/s, 
and there will be no direct voltage output from the discriminator. If now the oscillator 
drifts to 1957 Kc/s the i-f produced will be 457 K-c/s, and a direct voltage of negative 
polarity will be produced by the discriminator and applied to the reactance valve. 
The equivalent inductance of the electronic reactance is inversely proportional to 
mutual conductance (gr,-,) and so, as a more negative bias voltage reduces the 
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shunt inductance across the oscillator coil is increased, the total inductance in the 
oscillator circuit is now increased, thus lowering the oscillator frequency as required. 

The two most commonly used types of discriminator circuits are shown in Figs. 
29.7 and 29.8. The first is generally known as the Round-Travis circuit (see Ref. 
10)j and is a typical example of an amplitude discriminator. The secondary circuits 
A and B are so tuned that A has its resonant frequency slightly above the intermediate 
frequency and B is set slightly below the i-f (say +5 Kc/s in one case and —5 Kc/s 
in the other). Each secondary circuit has its own diode detector and the diode loads 
are connected in d.c. opposition, so that when the i-f is greater than the required value 
of 455 Kc/s (and since the voltages developed across Ri and have the polarities 
shown) the voltage across Ri is greater than that across 72 2 and the a.f.c. bias voltage 
is negative as is required for correction of the oscillator frequency. For example, 
the voltage across Ri may be 4 volts when that across 72a is 3 volts, then the available 
a.f.c. bias is —1 volt. 




Ave. B+ 



The design procedure for an amplitude discriminator for a.f.c. is set out in detail 
in Ref. 8. Since this type of circuit is seldom used in modern a.f.c. systems the details 
of its operation will not be discussed further. There are a number of alternative 
arrangements for the amplitude discriminator, and some of these are discussed in 
Refs. 8, 9, 11, 15 and 13. It will be appreciated that a circuit of this type could be 
used for F-M detection as an alternative to the phase discriminator, and several manu- 
facturers have produced F-M receivers using modified amplitude discriminators 
(see Ref. 39 given at end of Chapter 27, for typical examples). 




Fig. 29.8 shows the most commonly used circuit, the phase (or Foster- Seeley) 
discriminator. In this circuit both primary and secondary circuits are tuned to the 
intermediate frequency. It will be seen that the circuit arrangement is identical 
with that of the F-M phase discriminator shovm in Fig. 27.19, and the general dis- 
cussion of its operation and the loading effects on the transformer apply equally well 
here. The de-emphasis circuit is not required here, of course, but the same general 
arrangements can be retained to provide r-f and a-f filtering, since only a direct control 
voltage is required. Suitable values for the filter circuit are 726 equal to 0.5 — 2MQy 
and Ce is, say, 0.05 — 0.1 fiF. The considerations governing the choice of the com- 
ponent values can be compared with those for selecting filter components for auto- 
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matic volume control circuits, and a time constant for R^Ce of about 0.1 second is 
usual. The circuit arrangement of Fig. 27.17 could also be used here, and, if the 

primary circuit is too heavily damped, an additional series resistor can be inserted 

between the transformer centre-tap and the junction of the diode load resistors R3 
and i?4 ; however, this will lead to some loss in available output voltage, depending 
on the value of series resistance selected. The difference in the by-pass capacitor 
arrangements (i.e. Cg and C7) for Figs. 27.17 and 27.19 (or Fig. 29.8) should be ob- 
served, and the discussion in Chapter 27 Sect. 2, in connection with Fig. 27.19 will 
be helpful, if the reasons for the arrangements are not immediately obvious. The 
considerations leading to the choice of actual circuit values will differ because the 
a.f.c. discriminator is usually designed for high sensitivity rather than for a very high 
degree of linearity. 

The theory of the circuit for a.f.c. use has been discussed by Roder (Ref. 14) and 
design procedures have been treated in detail in Ref. 8. A brief discussion, which is 
quite helpful, is given in Ref. 13. 

The method of obtaining a-f output and a.v.c. bias from the a.f.c. discriminator 
circuit is also shown in Fig. 29.8. To retain the same degree of selectivity as that 
obtained with a similar receiver not incorporating a.f.c. one extra tuned circuit is 
required. This is necessary because the discriminator provides very little selectivity 
as a result of the heavy loading effects produced by the diodes. There is some in- 
crease in gain over the usual arrangement where the a-f detector is connected across 
the i-f transformer secondary only. 

The frequency at which the a.f.c. will come into operation when tuning a signal is 
called the "pull-in frequency." When tuning away from a carrier the frequency 
at which the a.f.c. loses control is called the " throw-out frequency," and it is always 
greater than the " pull-in frequency." It is desirable to make these two frequencies 
as close as possible, because stations which are received when timing-in may be passed 
over when timing-out. Many receivers incorporate arrangements for disconnecting 
the a.f.c. imtil a carrier has been approximately tuned-in (see Refs. 8, 15). 

Some of the general details of the discriminator design will be set out here, and the 
reader is referred to Refs. 8, 9 and 14, in particular, for further information. Con- 
sider Fig. 29.8. Typical values for R3 and R^ are 0.5 MQ, Capacitors Cg and C^ 
must give adequate by-passing at the intermediate frequency of 455 Kc/s, and suit- 
able values would be 100 to 200 jUjuF. C3 is usually 100 fxixF. Values for R^ and 
have been discussed previously. The valve is any of the usual voltage amplifier 
pentodes such as type 6SK7 etc., and is a double diode such as the types 6H6 or 
6AL5. The next step is to select a suitable value for the inductance of the r-f choke . 



As the inductance and capacitance of the choke wiU affect the resonant frequency 
of the transformer primary (Z-iCi) and its Q, care is necessary. The choke, in associa- 
tion with the transformer primary circuit, can be represented by the equivalent circuit 
of Fig. 29.9 in which gm^s represents the equivalent constant current generator for 
the pentode voltage amphfier ; Vj, is the plate resistance ; Ci is the total primary 
capacitance including strays ; Li is the primary inductance and Ri its r-f resistance ; 
C3 is the capacitor connecting the plate circuit to the choke Lq (whose r-f resistance is 
Rq) ; Co represents any distributed or stray capacitances across Lq ; Rdc ^ R3 = Ri 
the diode load resistance. It should be apparent that three cases can arise with the 
choke (Ref. 14) 

(1) The capacitance negligibly small. 

(2) The capacitance Co small enough to still allow the choke to be self resonant 
well above the intermediate frequency, but the value of Co to be such as to 
appreciably affect the resonant frequency of the complete primary circuit. 
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(3) The choke resonant at the intermediate frequency. 

It follows from (1) and (2) that Lj and Cj should have a resultant capacitive reactance 
at the intermediate frequency, and in case (3) Li and should be resonant at the 
intermediate frequency. 

Considering the above three cases in conjunction with Figs. 29.9 and 29.8, it can 
be seen that the derivation of the conditions for discriminator transformer primary 
resonance, voltage step down between the transformer primary and the choke, and 
the resultant Q's for the complete discriminator transformer, will follow fairly readily. 
The derivations are available in Ref. 14, and the results, which are good approxima- 
tions, are summarized below (with some modifications, as well as changes in notation). 

Case (1) (Choke capacitance Cq negligibly small). 
Condition for primary circuit resonance. 



(1) 



Voltage step down. 



= 1-3^ (2) 
Reciprocal of equivalent primary circuit Q (this leads to simpler mmierical evaluation), 

(3) 



1 1 /J J \ 

Secondary circuit Q (since the diode loading is Rac) is 

and this equation applies for the three cases — 

where X^^ — ojqLo = inductive reactance of choke 

-^Cg ^ l/oJoQ = capacitive reactance of C3 
Xj^^ =^ (HqLi = inductive reaaance of Li 
= l/ojoCi = capacitive reactance of 

o)q = 2rr X intermediate frequency 

Qq = magnification factor of choke Lq 

Qi = magnification factor of 

Rdc = R3 = Ri diode load resistance value 

Tj, = plate resistance of voltage amplifier valve 

Q2 = magnification factor of 

and Xz = ojqLz = inductive reactance of Lg. 

Case (2) (Choke capacitance small but not negligible). 
The angular resonant frequency of the choke is 

u>r = IIVL^o (5) 

Q'o = Qo(i ~ (7) 

where Co = distributed capacitance of the choke, and all the other symbols are 
exactly as before. 

Equations (6) and (7) are used directly with eqns. (1), (2) and (3) substituting X' r 
for Xj^^ and Q\ for Qo- ** 

Case (3) (Choke resonant at intermediate frequency). 

The inductances Li and L2 are connected in parallel, and a can be taken as unity 
(since X^.^ will be small, compared with the dynamic resistance of LqCq), so that the 

equivalent primary circuit reactance required to give parallel resonance is 
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The reciprocal of the equivalent loaded primary circuit Q is 

All notation exactly as for case (1). 

It should be noted in all cases that the loaded Q's refer to the case where the primary 
and secondary are uncoupled from one another. This is the usual definition. 

We are in a position to proceed with the determination of suitable values for the 
primary and secondary circuits of the discriminator transformer, since all the external 
effects can now be taken into account. What is required next are methods for de- 
termining optimum values for Q^, Q,, Lj, and Ls(= L^) where these factors have 
the meanings given by eqns. (1), (3), (4) etc. and LX= L2) is the secondary inductance 
(since its value is not changed by the presence of the choke). If the choke is not 
used Xjr^ = Xf.^ = Xp and so ^ Lj> ; the procedure is then as for any other phase 

discriminator. The design factors, as well as the bandwidth and sensitivity calcu- 
lations given below, apply equally well for all phase discriminators provided the values 
of Q, L and k (coefficient of coupling) so determined are those actually obtained in 
the receiver. 

Optimum values for k\^Qj,Q, for various values of LJL^, [see Refs. (8) and (9)] 
can be found from 

Several values are listed below, 

L,/L^ = 12 4 6 

Qv/Qs = 1/2 0.786 0.707 0,625 0.5781 

QJQs = 1 0.856 0.785 0,707 0.657 >k{Q^Qs)^, 

QJQs = 2 0.909 0.855 0,786 0.74oJ 

The sensitivity of the phase discriminator at the intermediate frequency (/o) has 
been derived in Refs. (14) and (8), It is given by, 

^ 2g^Q,X,riQ,^{LJL,)hr k 



fo 



(1 + Q.Qsky{i + 



(11) 



and is expressed in direct volts output per Kc/s off tune, for each 1 volt (peak) input 
to the i-f amplifier valve Vj (Fig. 29.8). 

The symbols are the same as those used previously, with the addition of the 
mutual conductance of V^, and 17 is the detection efficiency of the diodes V^. 

It is necessary to estimate the peak separation for the discriminator characteristic 
of Fig. 29.6. This can be found (Ref. 8) from, 

2Af ^- tan cf> (12) 

r 8 -|i 

where 6 = cos^M — — ■ — TTrrTo-r TT 

For many practical cases it will be found sufficiently accurate to take tan = 1 in 
eqn. (12). 

(iii) Electronic reactances 

There are a number of forms which electronic reactance circuits may take and a 
few of these are given below. 

(1) Resistance in series with a capacitance. This arrangement is shown in Fig. 
29.10, but since the circuit imposes severe resistive loading on the oscillator circuit 
its use is not advised. (See Ref. 10). 
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(2) Miller effect circuits. These circuits (Fig. 29.11) rely on the change of 
input capacitance which occurs when the gain is varied. If the plate load can be 
tuned so that it behaves as a pure resistance, then the valve input resistance can be 
made very large. For the circuit shown there will be a resistive input component 
due to Miller effect because of stray capacitance across the load resistor. The applica- 
tion of the circuit is largely confined to use with fixed tuned oscillator circuits. 



Rcoctanet ^'O' 'T^'" 
I Volv* DtJcrimiTwror 




(3) Quadrature circuits (Figs. 29.12, 29,13). The grid is fed from a resistance 
reactance network connected between plate and cathode. This provides a voltage 
between the grid and cathode which is almost 90° out of phase with the plate to 
cathode voltage. The source of the alternating plate to cathode voltage is the voltage 
developed across the tank circuit of the oscillator (see Fig. 29.12). Since the plate 
current is in phase with the grid voltage (for valves having high plate resistance) the 
plate voltage and plate current will be approximately 90° out of phase. To the 
external circuit (oscillator tank circuit in this case) connected between plate and cathode 
of the reactance valve the behaviour is as though an additional reactance and re- 
sistance had been connected in parallel. Whether the valve circuit behaves like 
an inductivcj or a capacitive reactance depends on the resistance-reactance network ar- 
rangement, as can be seen from Fig. 29.13. 

The value of the apparent reactance and resistance, due to the electronic reactance 
(more correctly electronic impedance) depends on the mutual conductance (gm) 
of the valve, and as the gm can be controlled by alteration of the grid voltage the 
equivalent reactance and resistance can also be varied (the resistance variation is 
usually undesirable). The required grid voltage variation is obtained by utilizing 
the direct voltage changes at the discriminator output, when the reactance valve is 
used in a.f.c. circuits. Frequency modulation, using this method, is obtained by 
applying the audio frequency modulating voltage to the grid of the reactance valvCj 
in the same way as the direct voltage changes are applied for obtaining a.f.c. The 
magnitude of the a-f voltage determines the change in the equivalent reactance shunted 
across the oscillator tank circuit, and so determines the frequency deviation from the 
nominal oscillator centre frequency. The number of times the frequency deviates 
around the central reference frequency will be determined by the frequency of the a-f 
modulating voltage. Variation in the value of the shunt resistance, due to the elec- 
tronic reactance^ across the oscillator circuit causes undesired amplitude modulation. 

The quadrature circuits are the most widely used for a.f.c. and other purposes, 
and attention will be confined to discussing some of the possible arrangements. 
Fig. 29.12 shows the general circuit arrangement using a pentode valve. A hexode 
or heptode valve can also be used, with the phase shifting network connected to the 
signal grid and the control voltage to the oscillator grid. The impedances and 
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in Fig. 29.12 comprise the phase shifting network. Depending on the form these 
impedances take it will be clear that an additional blocking capacitor may be required 
between plate and grid of the reactance valvcj and also, since there must be a d.c. 
path between grid and cathode, an additional grid resistor may be necessary. The 
values for these additional components should be such as to have negligible effect 
on the performance of the circuit. Fig. 29.13 shows four possible arrangements for 
quadrature circuits, together with the equations for the additional resistance (Rt) 
and inductance (L^), or capacitance (C^), connected in parallel with the oscillator tuned 
circuit. Exact and approximate equations are given, but in most practical circuits 
the approximate conditions will hold. The equations apply equally well to quad- 
rature circuits using pentode, hexode or heptode valves. The angular frequency 
oj is that at which the oscillator circuit is meant to operate e.g 2ir x 1455 Kc/s etc. 
(in the case of F-M this would be the nominal reference frequency). The circuit 
of Fig. 29.13(c) is the one most commonly used in practical a.f.c. circuits in which 
the oscillator is tuned by a variable capacitor. Care is necessary when using circuits 
(b) and (d) as self resonance effects, due to stray capacitances across the inductances 
La and Lj, often lead to difficulties. Further, the r-f resistances of and Li must 
be low if the circuits are to behave as relatively pure reactances. Stray capacitances 
across Ri and Rz can also affect performance, and should be kept small. 

To carry out the design for an electronic reactance circuit it is necessary to know 
the manner in which varies with grid bias. This information is generally available 
on valve data sheets, for a given set of operating conditions. If other operating 
conditions are required, then direct measurement of the gm — characteristic is the 
usual procedure. 

It is helpful when designing reactance valve circuits to be able to determine, directly, 
values for C^R^y L^/R^y RiCz and L^/Rz in terms of the operating frequency, the 
frequency change required, and the oscillator tank circuit component values. The 
necessary conditions have been determined (Ref. 18) for the circuits (b) and (c) of 
Fig. 29.13, using the approximate relationships for d and L( and assuming that the 
frequency variation is linear (or very nearly so). For circuit (b) the approximate 
expression is 
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For circuit (c) the approximate expression is 

= W- 

where Co = capacitance tuning the oscillator circuit in the absence of the reactance 
valve 

Lq ~ inductance of the oscillator tuned circuit in the absence of the reactance 
valve 

5 — sensitivity = (/a — /O /corresponding change in mutual conductance 

/j = high frequency limit of frequency 
and /i = low frequency limit of frequency 

The design procedure is as follows : 

(1) Select fz and Suppose the nominal oscillator centre frequency is 1455 
Kc/sj and the oscillator frequency is to vary ± 5 Kc/s. Then = 1460 
Kc/s and f, = 1450 Kc/s. 

(2) Select a suitable working range on the gm — characteristics, for the valve 
type to be used, which is as nearly linear as is possible. With a valve type 
6U7-G (250 volts on plate, 100 volts on screen) a suitable operating range is 
from —3 to —10 volts, giving a change of 1600 — 275 = 1325 fimhos. 

(3) Choose a suitable value for Lq or Co if these are not already fixed by other 
circuit considerations. Suppose Lq = 110 fiH is required in a typical case ; 
this value would be modified slightly in the final circuit, to take care of the 
additional parallel inductive reactance due to the normal value of the elec- 
tronic reactance in the absence of additional bias from the discriminator. 
It is not necessary, usually, to take this inductance change into account 
during the preliminary design. 

(4) Compute the sensitivity (5) in cycles per mho. For our example *S (10 
Kc/s)/1325 Aimhos = 7.54 X 10« cycles/mho. 

(5) Determine L^/Ri from eqn. (13) or C2R1 from eqn. (14). Using eqn. (14), 

110 X 10-« X 145 0^ X 10« 
^ 2 X 1460 X W X 7.54 x 10«~^ ^^'^ ^ 

(6) Select particular values for L^, or C2 to conform to the circuit require- 
ments ; remembering the previous restrictions of ^i^^ Ri and ^c^^ ^i- 

This should lead to Ri being at least 5 times or X^^ , but larger ratios 
are preferable (see below). ^ ^ 

The most convenient procedure is to tabulate various values of Lg or C2 and to 
select the most suitable combination giving the product foimd in step (5) e.g. i?i = 
50 000 Q = 0.05 MQ, then C2 = 10.5/0.05 = 210 aiaiF, and so X^ = 520 Q. 
This makes Ri >> X(^^ as required. ^ 

Of course, the actual values of and Ri can be determined directly from the ex- 
pressions given in Fig. 29.13. R, should always be so determined for the condition 
of maximimi g,n> after the circuit values have been found, to ensure that the loading 
on the oscillator circuit is not excessive. The value of ^ „ to be used in these equations 
corresponds to the actual bias voltage for a particular operating frequency ; e.g. in 
the above example, with no additional external bias applied, the operating frequency 
is 1455 Kc/s, and the standing bias voltage can be taken as -6.5 volts, corresponding 
to a mutual conductance of 925 fimhos. The total parallel inductance and resistance 
changes can be found, using the g^ values corresponding to —3 and —10 volts bias, 
which are the values required when the operating frequencies are 1450 Kc/s and 
1460 Kc/s respectively. 

Before completing a design it is necessary to check the amplitude of the oscillator 
voltage applied to the grid of the reactance valve by the phase shifting network. 
This check is necessary as the possibility of grid current might be overlooked. In 
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our example the minimum bias is —3 volts and so the peak r-f grid voltage should not 
exceed about 2 volts if grid current is to be avoided. The proportion of the r-f voltage 
developed across the oscillator tank circuit (and applied between plate and cathode 
of the reactance valve) which appears between grid and cathode of the reactance 
valve is for Fig. 29.13(c) X^J\/X'^(.^ + R^^, For our example, the voltage step 
down is 0.0104, and so no possibility of grid current exists, as 2 volts peak r-f at the 
grid corresponds to 196 volts peak across the oscillator tank circuit. This is con- 
siderably in excess of the voltage likely to be encountered in a receiver oscillator 
circuit, where 60 volts peak is about the maximum to be expected with any of the 
usual arrangements (it is usually considerably less than this value, depending on the 
type of circuit used). 

Further details of the design of reactance valve circuits for a.f.c. can be found 
in Refs. 8, 9 and 10. A graphical method for determining the '* throw-out " and 
*' pull-in " frequencies of an a.f.c. system is given in Ref. 8 (p. 260), The difference 
in these two frequencies is reduced by using an electronic reactance which gives 
correction for a limited range of discriminator voltages only ; outside the correction 
range the added reactance should remain practically constant. 
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SECTION 1 : INTRODUCTION TO RECTIFICATION 

(i) Principles of rectification (it) Rectifier valves and types of service (iVi) The use 
of the published curves (iv) Selenium and copper-oxide rectifiers, 

(i) Principles of rectification 

Most electronic equipment requires some form of plate voltage supply which has 
in the majority of cases to be derived from single-phase a.c. mains. It is the purpose 
of this chapter to outline the principles and calculations involved^ with particular 
reference to those types of supply required for radio receivers and amplifiers. 

The most general and accepted method of a.c. to d.c. conversion, where very large 
amounts of power are not required, is by valve rectifiers of either the high vacuum 
or mercury vapour type. Selenium and copper-oxide rectifiers are also used — see 
(iv) below. 

Diagram A in Fig. 30.1 shows a sine wave voltage of which the peak and r.m.s. 

A 

values are shown as and |-^^|. With ideal half-wave rectification and a re- 
sistive load with no filter, the positive or upper peaks would also represent the load 
current, while the negative or lower peaks would be suppressed ; the average voltage 
would be shown by Ea c in the half-wave case. With full-wave rectification the current 
through the load resistance would be similar* each half cycle, the lower peak being 
replaced by the dashed line in A. The direct voltage would be the average voltage, 
i.e., 0.9 of the r.m.s. voltage for a sine wave. For half-wave rectification the average 
direct voltage over a period would be one half that for full-wave rectification under 
the same conditions. 

Fig. 30. IB illustrates ideal full-wavef rectification witii a condenser input 
filter (circuit as Fig. 30. IF in which choke L is assumed to have very high inductance 
and zero resistance). The voltage at the first filter condenser Ci follows the line 
ABA'B', the condenser charging between A and B but discharging between B and A'. 

•In practice there is always some lack of symmetiy caused by a combination of small factors such as 
the use of one end of the filament as cathode return in place of a centre-tap, variations in characteristics 
between the two units in the rectifier and variations in transformer secondary voltages and impedances 
on both sides of the centre-tap. As a result there is usually a substantial amount of mains frequency 
ripple with full-wave rectification, although the twice-mains-frequency ripple voltage predominates. 

tAIso known as biphase half-wave, 
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Fig. 30.1. (A, B, C D). Voltage 
and current waveforms of condenser 
input and choke input rectifier systems. 
The symbols on the left are those used in 
Section 2. 
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D 



FIG. 30.I ^ — 

The mean level of ABA'B' is the effective direct voltage. The shaded area above 
the curve AQB represents the voltage by vi^hich the transformer voltage exceeds that 
of Ci. The current through the plate circuit of the rectifier only flovi^s for the interval 
between A and B and between A' and B' because at other parts of the cycle the trans- 
former voltage is below the voltage of Ci. The current through the rectifier, shown 
in Fig. 30. IC, is similar in form to the difference in voltage between the curves APB 
and AQB in Fig, 30.1B. 

The ripple voltage may be determined from the ABA'B' curve, and the values of 
the fundamental and harmonics may be determined by a Fourier analysis. 

As the load resistance (/?^ in Fig. 30, IF) is increased, BA' becomes more nearly 
horizontal and the area APB becomes smaller xmtil in the extreme (theoretical) case 
when the load resistance is infinite the direct voltage is equal to the peak voltage. 
This graphical method may be applied to any rectifier with a condenser input filter 
followed by a high inductance choke. The assumption is made that the current 
through the inductance remains constant, that is to say that the lines BA', B'A" etc. 
are straight. 

With a (full wave) choke input filter* the conditions are as shown in Fig. 30. ID 
assuming a very high inductance choke (Li in Fig. 30. IG), although with practical 
chokes there will necessarily be a certain amount of ripple in the load current. 

* The term "choke input" is used for convenience in this Handbook to indicate a series inductance 
followed by a capacitance shunted across the load resistance. 
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Fig, 30. IE. Basic circuit diagram of 
half-wave rectifier with condenser input 
filter. 




Pig. 30. IF. Basic circuit diagram of 
full-wave rectifier with condenser input 
filter. 




Fig. 30, IG. Basic circuit diagram of 
full-wave rectifier with choke input 
filter. 




Maximum ratings 

Rectifier valves are usually rated for maximum direct-current per plate, maximum 
peak current per plate, maximum peak inverse plate voltage and maximum r.m.s. 
supply voltage per plate. In some cases a maximum rated hot-switching transient 
(or surge) plate current per plate (for a specified maximum time, e.g. 0.2 second) is 
also given. It is important to ensure that no one of these ratings is exceeded under 
the conditions of operation. If the ratings are design centre values—see pages 77 
and 78~they apply to nominal mains voltages. 

Maximum direct current per plate 

This may be measured by a d.c. milliammeter in series with i?^ (Figs. 30.1 E, F 
or G). 

Maximum peak current per plate 

This may either be measured by means of a C.R.O. or calculated by the method 
described in Section 2 or 3 for condenser or choke input respeaively. It is largely 
influenced by the total effective plate supply impedance per plate, and in any case 
where the peak current is too high, it may be reduced by adding a resistor in series 
with each plate or by increasing the effective impedance of the transformer to give 
the same result. The method of calculating the plate supply impedance per plate 
for a transformer is given on page 99. In cases where no transformer is used^ as in 
a.c./d.c. receivers, a resistor should be connected in the plate circuit to limit the peak 
current to a safe value. It is good practice in all cases to limit the peak current to a 
value below the maximum rated value, to give a margin for safety and longer life. 

Maximum peak inverse plate voltage 

This is 1.41 times the r.m.s. voltage of the whole secondary winding of the trans- 
former in Fig. 30. IF or G^ and twice this value in Fig. 30. IE. 

Maximum r.m.s. supply voltage per plate 

A higher r.m.s. supply voltage is usually permitted with a choke input to the filter 
than with condenser input to the filter. In some cases, with a condenser input to 
the filter, a higher r.m.s. supply voltage per plate is permitted provided that the 
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direct plate current is reduced below its maximum rating and that the total effective 
plate supply impedance per plate is increased for the higher voltage conditions (e.g. 

Fig. 30.2A). With a choke input to the filter, the maximum r,m.s. supply voltage 
per plate is sometimes only permissible provided that the direct plate current is 
reduced below its maximum rating (e.g. Fig. 30.2C). With a choke input to the filter, 
it is essential to have a choke inductance not less than the critical value for the 
particular operating condition in question. The critical inductance is a function of 
the load resistance and the frequency of the supply, as given by eqns. (1), (2) and (3) 
in Sect. 3. 

For any value of inductance, with constant r.m.s. supply voltage, there is a value 
of current below which operation is not permitted. This is shown in Fig. 30.2C 
where boundary lines for choke sizes are included. 



Equivalent circuit of high vacuum rectifier 

The high vacuum rectifier can be considered as being an ideal switch in series 
with a non-linear resistance and a source of potential which is connected by the switch 
to the load when the polarity is that required by the load (Ref. 7). As the switching 
gives rise to pulsating currents (and voltages) it is necessary to assume a linear resistance 
which is equivalent to the non-linear effective resistance of the rectifier during this 
pulsating or conduaion period. The conduction period ((^), and therefore also the 
magnitude of the current pulse, will depend on the loading and the type of filter 
connected to the rectified supply. Certain approximations which must be made for 
the first calculation should be readjusted when the results are known, in order that 
a second and more accurate calculation can be made. 



Mercury vapour rectifiers 

In the case of mercury vapour rectifiers the voltage drop in the valve is a constant 
value of the order of 10 to 15 volts over a wide range of currents. These rectifiers 
are generally used with choke input filters to provide good regulation for class B 
amplifiers. 

The direct voltage output of such a system is equal to 0.9 times the r.m.s. value of 
the input voltage minus the valve voltage drop— 
e.g. Output voltage (0.9 Er^a — 15) volts. 

(ii) Rectifier valves and types of service 

Rectifier valves may be subdivided into the following groups ;— 

(1) High vacuum (a) High impedance (e.g. 5Y3-GT) 

(b) Medium impedance (e.g. 6X4, 5R4-GY) 

(c) Low impedance (e.g. 5V4-G, 35Z5-GT) 

(2) Mercury vapour — (e.g. 82, 83). 

The choice of a rectifier valve for a particular service must take into account the 
maximum permissible ratings for peak current, average current, and peak inverse 
voltage. The design of the following filter will influence these last two factors par- 
ticularly ; the type of filter, either choke or condenser input, will be determined partly 
by the demands of power supply regulation. In supplies feeding Class A output 
stages the choice will probably be a condenser input filter, but where Class ABi and 
ABa output stages are to be supplied, the regulation of the power supply becomes 
a significant feature and choke input filters with low impedance rectifiers must be 
used. 
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The following examples represent typical practice— 
A.C. radio receivers with Class A power stage : — 

High vacuum full wave (e.g. 6X4, 5Y3-GT, 5U4-G). 

A.C. radio receivers with Class ABj power stage : — 

With self bias— high vacuum full wave (e.g. 5Y3-GT, 5U4-G, 5R4-GY, 5V4-G) 
With fixed bias — low impedance high vacuum full wave (e.g. 5V4-G). 

A.C./D.C. radio receivers : — 

Indirectly-heated low impedance high vacuum half-wave types with heaters opera- 
ting at 0.3 A or 0.15 A (e.g. 25Z6-GT or 35Z5-GT). 

In England, heaters operating at 100 mA are widely used. 
Battery operated radio receivers with non-synchronous vibrators : — 

Indirectly-heated low or medium impedance high vacuum full-wave types (e.g. 6X4). 
Amplifiers : — 

As for radio receivers except that mercury vapour types may also be used. 

In general for radio receiver and small amplifier design high vacuum rectifiers are 
to be preferred to mercury vapour types because of— 

(1) long and trouble-free service ; 

'(2) the lower transformer voltage which can be used for the same d.c. output voltage 
when a condenser input filter may be used ; 

(3) self protection against accidental over-load due to the fairly high internal 
impedance of the rectifier. Use can only be made of this last point when the 
supply is for use with a Class A output stage, when good regulation is not a 
major consideration and a high impedance rectifier may be used. 

With directly-heated rectifiers it is generally found preferable to connect the positive 
supply lead to one side of the filament rather than to add the further complication of 
a centre-tap on the filament circuit. 

Parallel operation of similar types of vacuum rectifiers is possible but it is preferable 
to connect together the two sections of a single full wave rectifier and to use a second 
similar valve as the other half-rectifier if full- wave rectification is required. With 
low impedance rectifiers as used in a.c./d.c. receivers (e.g. 25Z6-GT) it is desirable 
to limit the peak current by some series resistance. When two units are connected 
in parallel it is also desirable to obtain equal sharing, and in such cases a resistance of 
50 or 100 ohms should be connected in series with each plate, then the two units are 
connected in parallel. 

Mercury vapour rectifiers may only be connected in parallel if a resistance sufficient 
to give a voltage drop of about 25 volts is connected in series with each plate, in order 
to secure equal sharing of the load current. 

(iii) The use of the published curves 

From published curves on rectifier valves it is possible to predict the output voltage 
of a rectifier system when provided with the knowledge of the transformer voltage. 
For this purpose, use may be made oi either the constant voltage curves or the constant 
current curves. 

A family of curves is normally published both for condenser-input and for choke- 
input filters. In the former case the source impedance must be known ; it is usually 
published as the total effective plate supply impedance per plate. 

An example of constant voltage curves, in this case applying to a condenser-input 
filter, is given in Fig. 30.2A. Each curve is for a specified constant supply voltage 
per plate ; for intermediate voltages it is possible to interpolate with sufficient accuracy. 

In this particular case there is the rather unusual feature of one value of total effective 
plate supply impedance per plate for the lower voltage curves (1 to 5) and a higher value 
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for the higher voltage curves (6 to 8). It is always permissible to adopt a higher value 
of total effective plate supply voltage per plate than that shown on the curves, but the 
direct voltage output will thereby be decreased somewhat. Operation Is only per- 
missible on, and below, the line formed by the highest curve and the " current and 
voltage boundary line " ADK. These curves only apply to one specified value of 
capacitance input to the filter, in this case 10 /*F. 
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The effect of change in the value of capacitance input to the filter is indicated 
typically by Fig, 30.2Bj where curves for 3 values of capacitance are drawn. A 
higher capacitance gives better regulation and a higher output voltage, but increase 
in capacitance beyond a certain value (here about 16 /xF) has only a very slight effect. 
If curves are only drawn for one specified value of input capacitanccj operation with 
a higher value is not permissible unless this has been demonstrated by measurement 
or calculation to be within the peak current rating of the rectifier. 

Curves for a typical full wave reaifier with choke input are given in Fig. 30.2C. 
Operation is only permissible in the area to the right of the boundary line corres- 
ponding to the proposed choke size, to the left of the current and voltage boundary 
line CEKj and below the highest curve for a choke of infinite inductance. If the 
direct current varies between two limits, it is important to select a value of inductance 
at least equal to, or preferably higher than, the value required for the lower limit of 
direct current ; the induaance shoiild be measured at the lower limit of direct current. 

The constant current curves (of which an example is given in Fig. 30.3) are very 
helpful for deriving certain information. If it is required to find the input voltage 
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D.C. LOAD CMILLI AM PERES) FIG. 30.2B 

Fig, 30.2B. operation characteristics for a typical full-wave rectifier (574) with 
condenser input filter, showing effect of input capacitance (C). 
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to give 250 volts 100 mA direct current, a vertical is drawn upwards from an output 
voltage of 250 volts to point P on the 100 mA curve. From here a horizontal line is 

drawn which intersects the vertical axis at 277 volts, which is the desired value. 

The line OD is for equal input and output voltages. Above and to the left of this 
line the output voltage is less than the input voltage ; below and to the right of this 
line the output voltage is greater than the input voltage. 

Each of the points A, B, C etc. at which the several current lines cut the vertical 
axis indicates the combined effective voltage drop in the valve and the transformer ; 




60 aO 100 130 140 160 

O.C. LOAD (mILLI amperes) 30. 2C 

Fig, 30.2C. operation characteristics for a typical full wave rectifier (5Y3-GT) with 

choke input filter. 
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OUTPUT VOLTAGE Coc) ^,5, 30.3 

Fig. 30.3. Constant current curves for a 573-07 rectifier \ condenser-input filter with 
capitance SfiF and effective plate supply impedance 80 ohms per plate. 

in other words it is the input voltage required to maintain the specified load current 
with the load terminals short-circuited. 

The line OE is the theoretical limit of output voltage with no load-current, and is 
drawn to correspond to an output voltage of 1.414 times the r.m.s. input voltage. 

The regulation of the output voltage with varying load currents is indicated by Fig. 
30.3. If the input voltage is 250 volts, a horizontal line may be drawn as in XY and 
vertical lines may be drawn at each intersection with the constant current curves. 
Line FG is for no load-current, while LM is for 100 mA load current. For this 
example the output voltage will be seen to drop from 354 volts at no load-current 
to 213 volts at 100 mA load-current. 

It should be noted that the results given by any form of valve curves are only correct 
for the set of conditions for which the curves were derived. 

(iv) Selenium and copper oxide rectifiers 

Selenium and copper oxide rectifiers have been used for miscellaneous applications 
such as for grid bias supplies and instrument reaifiers. Recently, selenium rectifiers 
have been widely used as plate supply rectifiers in radio receivers. 

Both types differ from thermionic rectifiers in that they have appreciable reverse 
current. When used within their ratings, selenium reaifiers normally have a long 
life, although a small percentage of breakdowns occurs throughout life. 

Copper oxide rectifiers are limited to a temperature rise of about 15 ""C while selenium 
rectifiers may be operated at higher temperatures. Selenium rectifiers are smaller 
and lighter than copper oxide types, for the same operating conditions. 

For further information see Refs. 14, 17, 21, 23, 24, 25, 26, 33 
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SECTION 2 : RECTIFICATION WITH CONDENSER INPUT 

FILTER 

(0 Symbols (ii) Rectification with condenser input filter (Hi) To determine 
peak and average diode currents (iv) To determine ripple percentage (v) To determine 
the transformer secondary r.ms, current (vi) Procedure when complete published data 
are not available (vii) Approximations when the capacitance is large (viii) Peak 
hot-switching transient plate current (ix) The effect of ripple. 



(i) Symbols and definitions 

A 

ra Effective peak resistance of diode, defined as the anode voltage at the con- 
duaion peak divided by the anode current at that time. 

rd Effective average resistance of diode, defined as the average anode voltage 
during the conduction period divided by the average anode current during 
that time. 

\rd\ Effective r.m.s. resistance of diode, defined as the diode anode dissipation 

divided by the square of the r.m.s. anode current. 
R s Total resistance in series with diode including transformer winding resistance 

and any series resistance added to limit the diode peak current. 

R, Equal to + R^ 
Rs Equal to + Rs 

A 

Id Peak diode current (one anode) 

Id Average diode current (one anode) 

[I'dl r.m.s. diode current (one anode) 

A 

fid Diode anode voltage at peak of conduction period 
R^ Load resistance presented to rectified supply 

Load current from rectified supply 
Eac Rectified direct output voltage across load resistance 

A 

£^ Peak value of alternating input voltage to rectifier 

\E^^\ R.M.S. value of alternating input voltage to rectifier 

C Capacitance of first filter capacitor in farads 

cu 27r X supply frequency in c/s 

\E^\ R.M.S. value of ripple voltage existing across condenser C 

Ep Peak-inverse voltage across diode 

1 7^ I R.M.S. value of ripple current through condenser C 

\Eu\ r.m.s. ripple voltage 

■=~ = — ;, T—: = ripple factor. 

£dc direct voltage across load 

= \r,A + R,, 

(ii) Rectification with condenser input filter 

It has been stated in Sect. l(i) that the nature of the rectified current is pulsating 
and that it is necessary for the purpose of this simple equivalent circuit to convert 
the non-linear resistance of the diode to an equivalent linear resistance. For con- 
denser input filters it can be shown (Ref. 6) that the relationship : — 

rd = 0,88 r~d = 0.93 |rd| 
is correct within 5% for all circuits of this type and from the following graphs it is 
possible to assess the characteristics of a condenser input rectifier system. 

Fig. 30.4 gives curves for a number of high vacuum rectifiers from which values 

A 

of their peak resistance r^. can be found. Figs. 30.5 — 30.7 (based on Schade, Ref. 6) 
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DIODE ANODE VOLTAGE FIG. 30.4 



Fig. 30.4. Average anode characteristics of some rectifier valves {hosed on Ref. 6, with 
additions). The value of ra for any rectifier at any diode current may be determined by 
dividing the diode anode voltage by the diode current. 



Valve 


Curve 


Valve 


Curve 


Valve 


Curve 


Valve 


Curve 


IA3 


10 


6AQ6 


19 


6W4-GT 


2 


35Z5-GT 


2 


1B3-Gr/8016 


21 


6AR7-GT 


18 


6X4 


8 


45Z3 


17 


uv 


7 


6AT6 


19 


6X5* 


7 


45Z5-Gr 


1 


2X2-A 


19 


6AV6 


18 


6ZY5-G 


9 


5oy6-Gr 


4 




11 


6B6-G 


18 


7B6 


18 


80 


14 


574 


6 


6B8* 


18 


7C6 


18 


81 


16 


5U4-G 


10 


6GS-G 


18 


7E6 


18 


83V 


4 


5V4-G 


4 


6H6* 


12 


7E7 


18 


84/6Z4 


7 


5W4* 


13 


6Q7* 
6R7* 


18 


12Z3 


4 


U7N7-GT 


2 


5X4-G 


10 


18 


25 ys 


9 


117Z3 


3 


5Y3-GT 


14 


65F7* 


18 


25Z5 


4 


117Z6-Gr 


3 


5Y4'G 


14 


6SQ7* 
6SR7* 


18 


25Z6* 


4 


217-C 


16 


5Z3 


10 


18 


35W^4 


2 


836 


6 


5Z4* 


5 


6577* 


18 


35Z3 


15 


878 


20 


6AL5 


3 


6SZ7* 


18 


35Z4-Gr 


2 







* Includes G or GT equivalents. 
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A)CRi.(fc IN FAPADSjRlIN OHMs) fIC*. 30,5 

Fig, 30.5, Ratio of rectified (direct) output voltage to peak ax, rectifier input voltage 
expressed as a percentage^ as a function of wCR ^for a half -wave rectifier with a condenser 
input filter (Ref. 6). 
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A 

are curves from which can be found the relationship between E^c and for half- 
wavej full-wave and full-wave voltage doubler circuits in terms of other circuit para- 

A 

meters. Curves of the ratios of effective |zd| and peak diode currents to the direct 
current per anode ia are given in Fig. 30.8 ; Fig. 30.9 gives details of the ripple factor 
and Fig. 3O.IO3 the peak inverse voltage (all based on Ref. 6). 

The design considerations to be borne in mind when using these curves are 

(1) The value of the capacitance C is usually chosen with regard to the maximum 
permissible ripple in the output (see below) but if \E^ \ is limited to a certain value 
and the maximum is to be achieved^ C may be increased above this value. In 
doing this due regard must be given to the maximum permissible peak current of the 
reaifier and^ if necessary^ limiting resistors placed in series with the anodes of the 
reaifier. 

(2) In order that the direct voltage should not be closely dependent upon the value 
of Cy the value of wCR^ must be on or to the right of the knee of the appropriate 
curve in Fig. 30.5, 30.6 or 30.7 as required by the type of rectification. 




to too 
uCRl(c in farads, Rl in ohms) 



Fig, 30.6. Ratio of rectified (direct) output voltage to peak a.c. rectifier input voltage, 
expressed as a percentage, as a function of mCRrfor a full-wave rectifier with a condenser 

input filter {Ref. 6). 



www.pmillett.com 



1174 (iii) TO DETERMINE PEAK AND AVERAGE DIODE CURRENTS 30.2 



(iii) To determine peak and average diode currents 

This method is for use when complete published data are available such as are usually 
supplied by the operation characteristics or equivalent published data. 

The procedure is illustrated by an example based on type 5Y3-GT as a full wave 
reaifier under the following conditions : 

r.m.s. voltage = \E^\ = 350 volts. 




wCRl Cc in farads ft(. IN ohms) FIG. 30.7 

Fig, 30.7. Ratio of rectified (direct) output voltage to peak ax. rectifier input voltage^ 
expressed as a percentagey as a function of uCR r for a condenser-input voltage doubler 

6). 
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load current = I^ = 125 mA 

voltage across load ~ E^c = 350 volts (from Fig. 30.2A)j 
load resistance = 350/0.125 = 2800 ohms, 

total effective plate supply impedance per plate = /^s = 50 ohms (from Fig. 30.2A)j 
C = 10 iuF (from Fig. 30.2A), 
/ = 60 c/s (from Fig. 30.2A), whence a> ^ 378. 
a^CR^ = 378 X 10 X 10-« X 2800 = 10.6. 

Step 1. Determine = = 70.7%. 

^ 350^2 

Step 2. From Fig. 30.6, knowing a>C/?^ = 10.6, we obtain 

RJRj^ - 13.5%, 
whence R, ^ 13.^ X 2800/100 = 378 ohms. 

Step 3. rd = 378 - 50 = 328 ohms. 

Step 4. = 0.88 = 0.88 X 328 = 288 ohms. 



Step 5. R, = R, = 50 + 288 = 338 ohms. 




•2 -5 12 5 lO JO SO OO 200 SCO IpOO 

•«wCRl FIG.30.8 



Fig. 30.8 (above). Ratio of r.m.s. diode current to average diode current for one anode y 
expressed as a function of wCRi ; {below) Ratio of peak diode current to average diode 
current for one anode^ expressed as a function of wCRi (Ref. 6). 
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Step 6. ^^o/„ = „ ^ 100 = 12.1o/„. 

Step 7. Knowing that n = 2 for full wave rectificationj 

Step 8. From Fig. 30.8 (lower) where ticdCRi = 21,2 we may obtain 

A 

= 6. 

Step 9. The average diode current ia : 

jd = for half- wave circuits and full-wave voltage doublet circuits, 
ia ~ for fuU-wave circuits. 

In this example ta = 125/2 = 625 mA. 

Step 10. The peak diode current, is obtained by substituting the value of 
given by Step 9 in the result of Step 8. In the example 

= 6 irf 6 X 62.5 = 375 mA. 
(N.B. the maximum rating is 400 mA). 
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(iv) To determine ripple percentage 

Having determined the peak diode current, we may then proceed to calculate the 
other unknowns. The same example as in (iii) above is also used here. 

Step 1. \r^\ = rVo.93 = 288/0.93 = 310 ohms. 

Step 2. \R,\ ^ R, + \ra\ = 50 + 310 - 360 ohms. 

\RA 360 
Step 3. L^o/^ = 2800 X 100 = 12.8o/,. 

Step 4. Applying this value to Fig. 30.9 (note the values shown in the inset, 
applying to the various curves), and using the value of ojCRj^ determined above, 
the percentage of ripple voltage to direct voltage is given. 

I-R I 

In "the example, = 12.8% (full wave) and wCRj^ = 10.6 giving 

ripple voltage ^ ^ 
direct voltage ' 

The ripple voltage \Ej^\ = ripple percentage X direct voltage. 

(v) To determine the transformer secondary r.m.s. current \ia\ 

Knowing the value of I'd as determined in (iii) Step 9 above, also the values of w, 
ojCRj^ and |/?s|/i?^. Fig. 30.8 (upper curves) will give the value of |id|. 

In the same example Id = 62.5 mA ; n 2 ; ojCRj^ = 10.6 and \R,\/R^ = 12.8%, 
so that ii'dlAd = 2.25 and li^l = 62.5 X 2.25 = 140 mA, 

(vi) Procedure when complete published data are not available 

Step 1. To determine I'd. 

I'd = 1 1 for half-wave circuits and full-wave voltage doubler circuits, 
^ i^ji for full-wave circuits. 

A _ 

Step 2. The diode peak current id is tentatively assumed to be 6 ia. Alterna- 
tively, if the output voltage is knovm, the current ratio may be derived from Fig. 
30.10A. 

Step 3. From Fig. 30.4, and knowledge of the valve type, the diode peak plate 

A A AAA 

voltage corresponding to id can be found. Therefore rd e^/i^ can be evaluated. 




Fig. 30.10. Ratio of operating peak inverse voltage to peak applied a.c. for rectifiers 
used in condenser input filter circuits. 
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Step 4. Calculate R, = + i?s. 

A 

Step 5. Using Fig. 30.8 (lower curves), and knowing naiC/?^, Rs and nR^, 

A - 

determine ia/ia. If this differs appreciably from the assumed value, repeat steps 
3, 4 and 5. 

Step 6, Calculate \ra\ = r d/0 93. 
Step 7. Calculate \Rs\ = Rs + \rd\- 

Step 8. Calculate the percentage \Ri\/Rj^ and apply to Fig. 30.9 to determine 
the ripple percentage. 

Step 9. Calculate \Rs\/nRjr^ and apply to Fig, 30.8 (upper curves) to determine 
\id\/id7 and thence which is the transformer secondary r.m.s. cuirent. 

Step 10. Calculate Va = r^/O.SS.^ 
Step 11. Calculate R, = R, r^^ 




ao 100 



o, . «. , Direct Output Voltage (E^c) 



FIG. 30.)0A 

Fig. 30.1 OA. This curve is for full-wave^ half-wave and vohage-douhler rectifiers with 
condenser-input filters. It applies for any size of condenser so long as the condenser is 
large enough to give maximum output voltage for the given output current and r.m.s, 
voltage input. For half-wave and voltage-douhler rectifiers the direct current per anode 

= ; for full wave rectifiers i^ = il 

n ^ 1 for full-wave and half -wave rectifiers, 
n — 2 for voltage doubler rectifiers. 
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Step 12. Calculate the percentage RJR^. 

Step 13. Using Fi^. 30.5 for half wave rectification, 

or Fig. 30.6 for fuU wave rectification, 

or Fig. 30.7 for voltage doubler circuits, 

A 

determine the percentage E^JE^. 

Step 14. The transformer secondary r.m.s. voltage per plate is given by 

percentage E^JE^ 

Step 15. The peak inverse voltage under operating conditions is given by Fig. 

A 

30.10, but the peak inverse voltage under no-load conditions is equal to 2E^ and 
the latter must not exceed the valve rating. 

Step 16. It is then necessary to confirm that none of the maximum valve ratings 
has been exceeded. 

Example of procedure when complete published data are not available. 

Assume type 5Y3-GT as full wave rectifier wi± = 350 volts, = 125 mA, 
Rs = 50 ohms, / = 60 c/s, C = 10 ^F. We may derive directly R^ = 2800 ohms, 
n = 2, CO = 378, wCR^ = 10.6. 

Step 1. = \ II = 62.5 mA, 

A 

Step 2. Assume I'd = 6 id ^ 375 mA. 

A 

Step 3. From Fig. 30.4, curve 14, ^d = 123 volts. 

Therefore = "ejid = 123/0.375 = 328 ohms. 

Step 4. R, = ra ^ Rs =^ 328 + 50 = 378 ohms. 
Step 5. Fig. 30.8 (lower curves), where nwCRj^ = 21.2 

^ Rs 378 X 100 

A _ 

gives I'd/Jd = 5.8, which differs so slightly from the assumed value of 6 that ±e cal- 
culated values of effective diode resistance may be taken as sufficiently accurate. 

A _ 

If the value of id/ id) as calculated above, differed appreciably from the assumed value, 
it would be necessary to repeat steps 3, 4 and 5. 

A 

Peak current id = 5,8 x 62.5 = 362 mA. 

Step 6. \ra\ = r a/0,93 = 328/0.93 = 352 ohms. 
Step 7. \R,\ = Rs + \ra\ = 50 + 352 - 402 ohms. 
Step 8. i\R,\/Rj) X 100 = 402 x 100/2800 = 14.4%. 
Applying to Fig. 30.9 with coCRj^ = 10.6 gives ripple percentage = 5.5%. 
Step 9. J\R,\/nRj) x 100 = 7.2%. Applying this to Fig. 30.8 (upper curves) 
gives |idi/id = 2.2. 

Therefore transformer secondary r.m.s. current = 2.2 x 62.5 = 138 mA. 

Step 10. Tj, = Pd/0.88_- 328/0.88 = 373 ohms. 
Step 11. = + rd = 50 + 373 = 423 ohms. 
Step 12. (Rs/Rj) X 100 - 423 x 100/2800 = 15.1%. 

Step 13. Using Fig. 30.6, EaJE^ = 68.8%. 

Step 14. The transformer secondary r.m.s. voltage per plate is eqimJ to 
70.7 X 350 

— 68:8 — ^ 

It will be noticed that these values agree within 3% with those determined by the 
other procedure. 
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(vii) Approximations when the capacitance is large 

Figs. 30.5j 6 and 7 indicate that, when a ceruin value of wCR^ has been reached, 
all curves flatten out. In other virords, if v^e increase the value of the input capacit- 
ance C, the output voltage and hence the output current remain constant above a 
certain value of C. Similarly with the peak current, as indicated by Fig. 30.8, 

It is therefore possible to adopt a simplification when the input capacitance is 
sufficiently large so that any further increase in C does not have much effect on the 
direct voltage output. Fig. 30.1 OA enables the ratio of peak to average (direct) cur- 
rents to be calculated from a knowledge of the voltage ratio and the type of circuit. 
It may be used as a fair approximation for most typical radio receivers in which 
C ^ 16 juF for full-wave or 32 {jlF for half-wave operation. It should not be used 
in cases where the circuit impedance is very low, such as a half-wave rectifier in trans- 
formerless receivers with no added resistance. 

A further approximation^ which holds under the same conditions as outlined 
above, may be used when it is desired to reach the maximum rated direct current 
per plate and the maximum rated peak current per plate simultaneously, when the 
latter is six* times the former. Under these conditions 

R» 0.06 nRj^ 

A A 

where R, =^ -\- R, 

A 

= effeaive peak resistance of diode 
R, = total effective plate supply impedance per plate 
n == 1 for half-wave rectification 
= 2 for full- wave reaification 
and Ri = load resistance. 

Also under the same conditions 

Eac — 0.69 X peak supply voltage 
= 0.975 X r.m.s. supply voltage. 
N.B. These relationships are derived from Figs. 30.8 and 30.1 OA. 

(viii) Peak hot-switching transient plate current 

The peak hot-switching transient plate current is the current which the diode 
must carry if the load resistance i?^ is short-circuited. This occurs in a practical 
case when a diode is ** hot-switched." The peak hot-switching transient plate cur- 
rent is given by (Ref. 15) : 



Rs 4- r,3 

A 

where I max — peak hot-switching uansient plate current in amperes 

A 

E^ — peak alternating voltage per plate 

Rs = total effeaive plate supply resistance per plate 

A 

and Tdj = diode resistance when hot-switching current is at its maximum. 

A 

The value of r^a may be derived from Fig. 30.4, by extending the curves upwards 
if necessary. If the hot-switching current is greater than 1 ampere, but less than 10 
amperes, the resistance may be read from the curves at one tenth of the current value, 
and the resistance value so derived must then be multiplied by 0.47 (this has an 
accuracy within about 2% for curves 1 to 17 inclusive). For example, type 5Y3-GT 
has a rated maximum hot-switching transient plate current of 2.2 amperes per plate. 
The diode resistance at a plate current of 220 mA is given by Fig. 30.4 curve 14 as 

A 

85/0.22 = 386 ohms. The diode resistance r^s at a plate current of 2.2 amperes is 
therefore 386 X 0.47 = 182 ohms. Continuing with the same example, if the peak 

•This ratio is very commonly used in diode ratings. 
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alternating voltage per plate is 35oV2l and the peak hot-switching transient current 
is not to exceed 2.2 amperesj then 

+ P^, = 350 X 1.41/2.2 = 225 ohms. 

A 

But = 182 ohms. 

Therefore = 43 ohms minimum. 

(ix) The effect of ripple 

The filter condenser C is required to carry a substantial ripple current, the value 
of which is given approximately by 

\^r\ \^r\^^ for half-wave rectification 
or j/j^j = |-E^|2wC for full- wave rectification 
where w == lirf 

f = supply frequency 
\Ejf\ = ripple voltage r.m.s. 

= ripple current in amperes r.m.s. 
and C is measured in farads. 

For example, with a supply frequency of 60 c/s, full-wave rectification and C = 
10 fiFj a ripple voltage of 20 volts r.m.s. will cause a ripple current of 150 mA. This 
is the maximum permissible for a dry electrolytic condenser with 450 V working 
voltage, under JAN-C-62 specification [Chapter 38 Sect. 3(x)]. The maximum 
permissible ripple currents vary with the capacitance, the working voltage, manu- 
facturer and type. Ripple current ratings of a typical English manufacturer are given 
on page 194 ; they differ considerably from JAN-C-62. 

For any predetermined choice of condenser, temperature voltage and value of 
R s/Rj^ there is a maximum load current which can be drawn from the rectifier without 
exceeding the ripple current ratings. Based on JAN-C-62, with (R^/Rj) = 10% 
and 60 c/s full wave rectification we have : 



Capacit- 
ance 


350 volt (d.c.) working 


450 V 


olt (d.c.) working 


max 
ripple 
current 


max. 
load 
current 


load curr. 


max. 
ripple 
current 


max. 
load 
current 


load curr. 


ripple curr. 


ripple curr. 


10 ijlP 

20 /i-F 
30 ijlF 


140 mA 
180 mA 
200 mA 


120 mA 
154 mA 
168 mA 


86% 
85% 
84% 


150 mA 
180 mA 
200 mA 


130 mA 
150 mA 
168 mA 


86% 
83% 
84% 


Based on English T.C.C. condensers, 450 volt (d.c.) working, ambient temperature 
40X, (Rs/Rj) - 10% and 50 c/s full wave rectification we have : 


Capacit- 
ance 


Plain foil 


Etched foil 


max. 
ripple 
current 


max. 
load 
current 


load curr. 


max. 
ripple 
current 


max. 
load 
current 


load curr. 


ripple curr. 


ripple curr. 


8 mF 
16 /xF 
32 /xF 


260 mA 
405 mA 


220 mA 
344 mA 


85% 
85% 


67 mA 
122 mA 


57 mA 
103 mA 


85% 
85% 
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In the cases listed abovej the load current is approximately 85% of the maximum 

ripple current j this only applies for {Ri/Ri) = 10%. Values for three Conditions 

are given below : 



(RJRi) 


1% 


10% 


30% 


load current 
ripple current 


73% 


85% 


102% approx. 



In practice^ in radio receivers and a-f amplifiers^ is usually well within the 

extreme limits 1% and 30%, 

If the ripple current for any desired condition is greater than the permissible limits 
the capacitance of a single unit condenser may be decreased and/or the value of 
may be increased either by seleaing a different valve type or adding resistance in 
series with each plate. Either method of increasing Rg will require a higher trans- 
former voltage. Alternatively two condensers may be connected in parallel^ with the 
total capacitance unchanged, each of which will carry part of the ripple current ; 
however, equal sharing of cuisrent cannot be guaranteed and a large safety margin is 
desirable. The parallel arrangement confers no appreciable benefits with the T.C.C. 
ratings, as compared with an increase in capacitance of a single unit. 

In general^ load currents up to 120 mA may safely be employed with plain foil or 
70 mA with etched foil without any investigation. 



SECTION 3 : RECTIFICATION WITH CHOKE INPUT FILTER 

(i) Rectification with choke input filter (ii) Initial transient current. 

(i) Rectification with choke input filter 

Where good voltage regulation is required^ choke input filters are to be preferred. 
In this type of circuit, providing the first choke Li (Fig. 30. IG) is above a certain 
critical value Ley the rectifier valve works under conditions of continuous current 
ciirrent flow and in the ideal case where Li is of infinite inductance there would be no 
fluctuations in this ciirrent. 

It has been shown (Ref. 6) that Lc should be equal to or greater than 
R -\- R 

— for full- wave operation (1) 

677 

where R^ = total resistance in series with diode 

Rj = load resistance presented to rectified supply 
and / = supply frequency. 

As an approximation, if Rg is small compared with 

^ ^ for a 50 c/s supply (2) 

and L, ^ for a 60 c/s supply. (3) 

The above formiilae are only stated for full wave rectification as it is not normal 
practice to use a choke input circuit with a half-wave rectifier owing to the low output 
voltage which would result. 

In applications where the load resistance varies considerably, for example in Class B 
amplifiers^ it is usual to place a bleeder across the supply, thereby reducing the initial 
value required for L^, As the required critical value of decreases with increased 
load currents the choke can be made with a smaller air gap than necessary for constant 
inductance at all loads ; the drop in inductance due to d.c. polarization is permissible 
providing the inductance does not drop below L c at aqy load. 

This is known as a swinging choke ; its design is covered on pages 249 and 250. 
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The peak diode current is given approximately by 

A _ X 0,425 

= h + 2aiLi - l/(2aiCi) ^ ^ 

or, if 1/(2 cuCi) is very much less than I coL^^ then 

A Ex 0.212 

^ + ^ .L, • 

If Li Lc /?i/67r/, then z^, 27^. (6) 

If Li = 2Lc - i^^/^^Z, then U ^ 1.5 7^. (7) 

The approximation in equation (4) is due to the neglect of ripple frequencies higher 
than twice the supply frequency. 

If the reaifier valve has a peak current rating equal to or greater than twice the 
maximum direct load current rating, and if the value of never falls below L „ it 
is not necessary to calculate peak diode currents. The same holds when the peak 
current rating is equal to or greater than twice the maximum direct current to be 
drawn from the rectifier. Owing to the desire to limit the rectifier peak current, it is 
preferable to make the induaance at least 2L ^ at the highest load current. The drop 
in inductance at maximum load current will I'esult in a reduction of filtering, but this 
is not likely to cause any trouble. As the choke will normally be followed by a filter 
capacitance (Ci in Fig. 30.10), any reduction in the induaance of Li below Lc at 
any value of load will cause the rectifier system to take on the characteristics of a con- 
denser input filter and the output voltage will rise. 

It is important to remember, when measurements are being made on a filter choke 
to determine its suitability for use in choke input circuits, that due consideration 
should be given to the large value of a.c. potential which will exist across it xmder 
working conditions. This potential will increase the inductance at low values of 
d.c. polarization provided that the sum of the a.c. and d.c. fluxes does not cause 
saturation of the core. 

For the accurate calculation of voltage output and regulation of a choke input type 
filter, the voltage drop due to the resistance of the chokej rectifier and supply must 
be taken into consideration. The choke resistance can be easily ascertained and the 
rectifier resistance may be derived from the curves of Fig. 30.4 using the method 
outlined below. The supply resistance in series with the anode, in a.c. operated 
equipments, will be equal to the transformer winding resistance [for calculation see 
pages 99 and 100] plus any added series resistance. In a.c./d.c. equipment it will 
be equal to the value of the limiting resistor in series with the anode. It is assumed 
that the rectifier will be operating under conditions of continuous current flow ; it 

A _ 

can be shown (Ref. 6) that ^ ^ \rd\ also that the average anode current (one 
anode) = 7^/2. The procedure is best illustrated by an example. 

Example It is desired to design a power supply with choke input filter to deliver 
0 to 200 mA at 350 volts using a 5U4-G rectifier at 50 c/s. The choke is assumed 
to have 100 ohms resistance and the effeaive supply resistance per anode is 75 ohms. 
In order to reduce the initial value of Li, a bleeder to take 20 mA is assumed. 
At 20 mA : = 350/0.02 = 17 500 ohms 

= L , = 17 500/940 = 18.6 H (minimum). 
ia = 20/2 = 10 mA. 

A 

z'd = 2 X 20 = 40 mA. 
Average anode current during conduaion = 20 mA. 

Referring to Fig. 30.4 (curve 10) : anode voltage corresponding to 20 mA is 11.7 
volts. 

= 11.7/0.02 - 585 ohms. 
At 220 mA: R^ = 350/0.22 = 1590 ohms. 
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Lj = 2L, = 2 X 1590/940 = 3 A H (minimum). 
fa = 220/2 - 110 mA. 

t^a = 1.5 X 220 = 330 mA. 
Average anode current during conduction = 220 mA. 

Referring to Fig. 30.4 (curve 10) : anode voltage corresponding to 220 mA is 59 
volts. 

Td = 59/0.22 = 268 ohms. 
Voltage drop due to resistance of supply, valve and choke 

At 220 mA : = 0.22 (75 -h 268 + 100) = 98 volts 




o-i 0-2 0-4 0-6 0-e 10 3 4 6 a lo 30 

CAPACITANCE (C|) MICROFARADS PlG.90.ll 



Fig. 30.11. Curves for the determination of thj ripple factor of choke input rectifier 
circuits {based on Ref. 27) y applying to the circuit of Fig. 30. IG for full zoave rectification 
on a 50 c/s supply. The curves may be applied to any other supply frequency by multi- 
plying values of inductance and capacitance by 2 for 25 c/sy 1.25 for 40 c/Sy or 0.83 for 
60 c fs. The ripple curves may be used independently of the K curves and load resistance 
curves to derive the ripple factor {i.e. ripple voltage Ef^ expressed as a percentage of the 
direct load voltage). The operating point at any value of load resistance which occurs 
in practice should be above {preferably well above) the corresponding load resistance 
curvey thus determining the inductance Lj. In order to limit the initial {starti/ig) transient 
current to the maximum peak current rating of the rectifier valvcy the operating point 
should be above and to the left of the corresponding K curve ^ where 
r.m.s. voltage per anode \E^\ 



1110 X peak plate current rating of diode 
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At 20 mA : - 0.02 (75 + 585 + 100) = 15 volts. 

R.M.S. transformer voltage = (350 + 98)/0.9 = 498 volts. 

Voltage across load at 20 mA = (498 X 0.9) - 15 = 449 volts. 

Value of Ci : Assume 10% ripple at maximum current^ and referring to Fig. 30.11 
for Li = 3.4 Hj we obtain Ci = 5.7 /xF (8 /xF would probably be used). 

These results, which show a change of output of 350 to 449 volts when the load is 
changed from 220 to 20 mA, appear greater than the figures given by the valve curves ; 
this is because the choke voltage drop has also been taken into consideration. 

From the example above it can be seen that the rectifier voltage drop is neither 
negligible nor constant ; in the case of a 5U4-G it varies from 11.7 volts at 20 mA 
10 59 vohs at 220 mA. 

If a lower impedance rectifier such as a 5V4-G had been used, this would have been 
reduced to 5.4 volts at 20 mA and 27 volts at 220 mA. For practical purposes of 
calculating the voltage output, a constant value of 16 volts could then be assumed, 
which would give an error of not more than 3.2%. 

Also from the example it can be seen that the effect on output voltage produced by 
the 75 ohms supply resistance is fairly small, reducing the output by 1.5 volts at 20 mA 
and 16.5 volts at 220 mA. 

When calculations have been completed, a check should be made to see that none 
of the maximum ratings given in the published data has been exceeded. This will 
include the value of peak inverse voltage Ep which in a choke input rectifier system 

will not be greater than 1.65 provided that does not drop below L <, at any point. 
If Li is lowered below its critic^ value for any reason, Ej, will approach the value for 
a condenser input rectifier system (see Sea. 2). 

(ii) Initial transient current 

When initially switching the anode circuit, with the cathode hot, there is a transient 
current in excess of the steady direct load current. It may be limited to a value equal 
to the peak anode current rating of the rectifier if the value of the inductance in henrys 
is equal to, or greater than 

Vino X u^J 

where I max = peak anode current rating of the valve, in amperes 
and Ci = capacitance in microfarads. 

This requirement may be met by ensuring that the Li and Ci values applied to 
Fig. 30,11 meet at a point on or above the corresponding K curve. 



SECTION 4 : TRANSFOR2VIER HEATING 

For purposes of calculating transformer heating it is necessary to know the equiva- 
lent r.m s. current in the winding supplying the rectifier. 

In the case of condenser input filters the r.m.s. value of the anode current can 
be obtained from Fig. 30.8 (upper curves). 

For choke input filters in which the inductance Li is constant, the r.m.s. value 
of each anode current is given approximately by (Ref. 31) 

|:,| = 0.707(1 + ^)*/^ (1) 
where a = ^^f- = ^ ■ 
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The following table has been calculated from eqn. (1) : 





a 


Id 




1 


0.87 




0.5 


0.75 


= 4L, 


0.25 


0.72 


= infinity 


0 


0.707 



For design purposes it seems reasonable to calculate on the basis of conditions at 
maximum current. If = 2Lc at maximum ciurent, as recommended in Sect. 3, 
the heating current in the transformer may be taken as 0.75 If , 

For further information on transformer heating, see Chapter 5 Sect. 5 pages 236-237. 



SECTION 5 : VOLTAGE MULTIPLYING RECTIFIERS 

(0 General (it) Voltage douhlers (iii) Voltage tripler (iv) Voltage quadruplers. 

(i) General 

Where it is required to obtain a higher direct voltage from a given a.c. input than is 
possible with normal rectifier cjrcuits and where for reasons of weight, economy or 
other factors it is not desired to use a transformer, voltage multiplying rectifier circuits 
may be used. 

These circuits involve the principle of charging condensers in parallel from the 
input and adding them in series for the output, the switching being accomplished 
by the rectifier valves. 

(ii) Voltage doublers 

The voltage doubler can take one of two forms, half- or full-wave. 

Half-Wave, In the half- wave circuit (Fig. 30.12) on one half of the cycle the 
condenser Ci is charged through Vi ; this voltage is then added in series on the next 
half cycle to the voltage of the condenser Ca charged through V2. A voltage of 

A 

approximately 2E^ will appear across Ri depending upon the rectifier type, load 
resistance and values of Q and The ripple frequency, as in all half-wave circuits, 

A 

will be the same as the supply frequency. Q must be rated at the value of and 
Ca at 2E^. 

Full-Wave. In this circuit (Fig. 30.13) C/ and Ca" are charged on alternate 

half cycles, approximately 2E^ appearing across the two in series. The ripple fre- 
quency will be equal to twice the supply frequency and the condenser ratings should 

A 

be each equal to E^, 

Comparing the two circuits 

The voltage regulation is better for the full wave circuit at low values of cuC/?^ 

and the rating of both condensers need only he E^ but the circuit suffers the dis- 
advantage of not having a common input and output terminal. The filtering is easier 
with the full wave circuit as the ripple frequency is twice the supply frequency, the 
ripple percentages being approximately equal. 
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o + 



-0+ 



FIC. 30. 12 

Fig, 30.12. Half wave 
voltage doublet rectifier 
circuit. 



FIG. 30.13 

Fig 30.13. Full wave 
voltage doublet rectifier 
circuit. 



In both cirCTiitSj the larger the capacitance of the condensers the nearer the output 

A 

voltage will be to 2E^ and the better the voltage regulation, but care must be taken 
that the peak current ratings of the rectifiers are not exceeded. 

It can be shown (Ref, 10) that at values of wC/?^ greater than 10, the values of 

A _ A 

id/ id) Edc/E^y ripple etc. for a half- wave voltage doubler are for all practical pur- 
poses the same as the values for the full-wave voltage doubler and calculations of both 
types can therefore be made by means of the graphs in Sect. 2. 

From these graphs it can be seen that if a voltage multiplication of 1 .6 or greater 
is required, the value of wC/?^ should not be less than 100, also that R,/Ri should not 
be greater than 1.5%. This means that if a voltage doubler is to give a high output 
and to be of good regulation, the maximum output current is strictly limited. 



(iii) Voltage tripler 

This circuit (Fig. 30.14) combines in series the outputs of a half-wave doubler 

A 

and an ordinary half-wave rectifier, giving an output approximately three times E^. 
The ripple frequency will be equal to the supply frequency and the condenser ratings 
will be as for the individual circmts, 

A A A 

i.e. Ci" rating = ; Cj' rating = E^ ; Ca" rating = 2E^, 




Fig. 30.14. Voltage trip- 
let rectifier circuit. 



(iv) Voltage quadruplers 

There are two suitable circuits as given in Figs. 30.1 5A and B. (B) is essentially the 
same as (A) except for the connection of one of the input leads. This alteration 
results in a supply which has a common input and output lead, the only other altera- 

A 

tion being that C/' must now withstand 3E^, while C/ and Ca" are (as in Fig, 30.12) 
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FIG. 30.15(B) 



Figs, 30, 15(A) and (B). Voltage quadrupler rectifier circuits, 

A A 

rated at 2E^ and at E^, Another advantage of (B) is that it lends itselt' to 
increasing further the number of times the voltage can be multiplied. 

For fiuther details on voltage multiplying recti fiersj see References in Sea. 7. 

In all cases the polarity of the output can be reversed by reversing the polarity 
of the rectifiers and condensers. 



SECTION 6 : SHUNT DIODE BIAS SUPPLIES 

Where a supply of negative bias is required in an amplifier or receiver, as for ex- 
ample the fixed bias operation of an output stage^ this can be obtained by the use of 
a shunt diode without the addition of many components. 

If it is desired to make use of a high voltage winding on the power transformer 
for negative biaSj the voltage so obtained is generally much greater than is required 





FIG . SO. 17 



Fig, 30.16. Shicnt diode bias supply suitable for the bias of r-f ; i-f ana a~f amplifier 

valves. 

Fig, 30.17. Voltage doubler bias supply suitable for the bias of output stages. 



|EJ-400V,I,«100A 




Fig. 30.18. Shunt diode 
bias supply fed from the 
transformer winding supply- 
ing the main rectifiers. 
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C,IN|iF RG.X).20 

Fig. 30.20. Rectifier peak current values for the circtdt of Fig, 30.1 8 /or various values 

of Ci and Ri, 

www.pmillett.com 



1190 SHUNT DIODE BIAS SUPPLIES 30.6 




Fig, 30.21. R,M,S, transformer secondary current in the winding supplying the shunt 
diode circuit of Fig. 30.18 far various values of and R^. 



for bias. In such a case power would be wasted in voltage dividers. The shunt 
diode system allows the use of a 6H6 type rectifier since the cathode is at earth potential. 
It is often possible to use a spare diode in one of the valves already in the equipment, 
thus- doing away with the need for an extra valve. 

Two versions of the circuit are shown in Figs. 30.16 and 30.17, Fig. 30.16 being 
suitable for the bias on r-f, i-f and a-f voltage amplifier valves. Fig. 30.17 is a voltage 
doubling circuit useful for the bias voltage of output stages. It has a maximum out- 
put voltage of 18 volts when supplied from a 6.3 volt heater line. 



1 fiWA/^l 1 f 



IU*40IR, 
FOR RrO'lMft ; Q^IOIR, 

POR Rricyxx>ft-,1^^ s ir, 



Fic.io.aa 



Fig. 30.22. Shunt diode bias supply with r.c. filtering. 

When more than 18 volts are required the condenser Ci may be fed from the trans- 
former winding supplying the main rectifier in the equipment. This is shown in 
Fig. 30.18 and typical values are given together with the measured performance 
(Figs. 30.19-21) in order that the magnitude of the various quantities may be assessed. 
The irregularities in the curves of output voltage for various values of are due to the 
resonance of and L, but apart from modifying the shape of rectifier current pulses 
no other undesirable effects are evident. Care must be taken that the filter condenser 
Ca is isolated fi^m by a high value of impedance or large currents will be drawn 
from the transformer windings. In cases where only low output currents are required, 
L may be replaced by a resistor of not less than 100 000 ohms. This circuit arrange- 
ment is shown in Fig. 30.22, the output voltage for various values of capacitance 
being given in Fig. 30.23. 
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C IN )iF FIG,30,23 

Fig. 30.23, Output voltage of the circuit of Fig. 30.22 for various values of and Ry. 
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FILTERING AND HUM 

By R. J. Rawlings, Grad.LE.E., Associate Brit. LR E 

Section 

1. Inductance-capacitance filters 

2. Resistance-capacitance filters 

3. Parallel T filter networks 

4. Hum (General) 

5. Hum neutralizing 

6. References 

SECTION 1 : INDUCTANCE-CAPACITANCE FILTERS 

Consideration has aJready been given in Chapter 30 to the value of ripple voltage 
in the output of condenser- and choke-input reaifier systems. This chapter 
takes into consideration the filter components required to reduce the value of ripple 
given by the graphs in Chapter 30, to the value that is aUowable for the equipment 

under consideration. The latter value will be designated as H^j^ for one additional 
filter section, as in Fig, 31.1 A, or E^^ for two additional filter sections. 



1192 
1194 
1194 
1196 
1200 
1201 




Fig. 31.1 A. Circuit diagram of 
full-wave choke-input rectifier 
system, followed by single section 
filter L2C2 to give reduced ripple 
voltage Ejfi, 



FIG. 31. lA 



It can easily be shown that for a given total value of LC, maximum filtering is ob- 
tained when all the filter seaions are similar. Increasing the number of seaions for 
a given total value of LC also increases the filtering, but there is little gained in break- 
ing up the filter into more seaions than that number which makes = 10^^- 
This is only appropriate if there is a definite limitation in the maximum value of 
L C. In general, better economy will be achieved by using not more than two sections, 
and increasing the value of C to give the required filtering. 

The filter faaor a = E^/Ej^^ = (w^^LC - 1)« 
where n is the number of additional similar sections. 

LC is the value of LC for one seaion (henrys and farads) 



and 



where = ripple frequency. 

This can be expressed as : — 
LC = ("y^ 4. i)/^^2 _ 0.0254 («V^ + 1)//^*. 

The formula above assumes that ^ 20X^9 the usual praaical case. 

For quick reference, a graph has been prepared (Fig. 31, IB) for a single section 
filter to give the reladonships between the values of Ej^, Ej^^ and L^C^ based on the 



1192 



www.pmillett.com 



31.1 



INDUCTANCE-CAPACITANCE FILTERS 



1193 




L, (henries) X c, (microfarads) 



Fig. 31 .IB. Approximate relationships between ER, ERi and L^C^for 50 c/s full-wave 
rectification {i.e. 100 c/s ripple frequency) and single section filter. For other ripple 
frequencies^ the value of the LC scale should he multiplied hy the appropriate factor 
as follows, 

40 c/s ripple~6.25 ; 50 c/s rippled ; tO c/s ripple— 2,1% i SO c/s ripple—l 36 ; 
120 c/s ripple— 0.695, 

approximate fonmila a = taj^^LC which is sufficiently accurate for most applications. 
The values of L^C^ in Fig. 31. IB only hold for fuU-wave 50 c/s, but may be adapted 
to other conditions by multiplying by a factor (see title). 

Witli either a condenser-input (Fig. 30.1 F) or choke-input filter having a second 
filter section (Fig. 31.1 A) it is important to avoid resonance between the choke L 
(or La) and condensers Ci and in series. The inductance should be sufficiently 
large to avoid resonance, with a comfortable margin, over the whole frequency range 
of the amplifier and at least down to the ripple frequency (e.g. 100 c/s for 50 c/s 
mains and full wave rectification). This may be accomplished by ensuring that in 
Fig. 31. lA 

, -h 25000 ^ 

^'- ~c:c, — p- ^'"^^ 

where / = minimum rated firequcncy of amplifier in c/s, 
and Ci and are in microfarads. 

C + C 

When / = 100 c/s, ^ ' ' x 3.5. 
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When / = 50 c/s, L, ^ ^' + ^' x 14. 
When / = 25 c/s, L, ^ ^^^J^T 

For example, when = - 8 /zF and/ = 25 c/s, L = 14 henrys minimum. 



SECTION 2 : RESISTANCE-CAPACITANCE FILTERS 

In cases where filtering of a low-current supply is required, as in the case of tht 
early stages of an audio-frequency amplifier or for certain applications in electronic 
instruments, resistance-capacitance filters can be used. The filter factor 
a = Ejf/Ejfi = ojCR + 1 and for ripple frequencies of 50, 60, 100 and 120 c/s this 
can be read directly from Fig. 31.2, for a single section filter. 

See also Chapter 4 Sect. 8(ii) and (iii). 



1,000 



100 





I^OOO lO/XX) 
R(OHMS)X COjF) 



K)0,000* 



too<N 

to eft 
SOc/s 



i;5oo^ 

FtC. 31.2 



Fig, 31.2. Curve for determining the value of a ~ Ej^/Erx of a resistance-capacitance 
type single section filter for frequencies of 50, 60, 100 and 120 c/s. This curve is based 
on the formula, E^/Ej^i = wCR + 1. 



SECTION 3 : PARALLEL T FILTER NETWORKS 

A useful filter network is that shown in Fig. 31.3(a). This can be transposed, 
for any one frequency, to its equivalent TI network as in (b) and, by correct choice 
of the values of circuit components, the attenuation can be made theoretically infinite 
at any one frequency (/qq ). Conditions for infinite attenuation are — 

l/CiOJ = KR2 

2R^ = Km^ 
2lCtOi = RJK where is a constant. 
When the parallel T network is used for power supply filtering, the value of K to be 
used depends upon a nimiber of considerations : — 
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FIG, 31.? 



ic, 



(a) 



Fi^. 31.3. Resistance-capacitance parallel T network and its equivalent 17 network. 

1. The d.c. resistance of the filter (i.e. IRz) should be as low as possible. 

2. The total capacitance should be as low as possible. 

3. Standard value components may be used. 

Table 1 : Showing the relationships between R^, R^, and for various K values. 



K 


Resistances 


Capacitances 


/oo 


1/2 




R2 — SRi 




C, - 0.5Ci 


l/irrR,Cd 


1/^2 




R2 = 4/?! 




C2 = Ci 


l/(V2Tri?,Q) 


1 




R2 - 2R, 




C2 — 2Ci 


l/(27r/?2Ci) 


V2 




R2 = Ri 






l/(2\/27ri?2Ci) 


Table 2 : Showing the total capacitance values required for various values of K 


with /oo 100 c/s, R^ = 200 ohms. 








K 




Capacitance in fiF 










2Ci + Ca 


1/2 




15.9 




7.95 


39.75 


I/V2 




11.25 




11.25 


33.75 


1 




7.95 




15.9 


31.8 


V2 




5.625 




22.5 


33.75 




INFINITE ATTENUATION FREQUENCY (C/S) 



10 

Frc . 3l . d 

Fi]?. 31.4. Values of R^Ci required for various values of K to obtain infinite attenuation 

at frequency /« . 
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"1 "a 




Fig, 31.5. Typical complete 
filter circuit using a parallel 
T filter network. 



By reference to Fig. 31.4, it will be seen that the minimum value of R^Ci will be 
required for K = ^2, When =100 this gives a value of RzC^ not easily obtain- 
able with standard values of componentSj and iC = 1 will give more easily obtained 
values. Also when iC = 1, the total capacitance required is a minimum. Where use 
is made of this filter, some attenuation must be provided for the ripple frequency 
harmonics, and this may be accomplished by means of a resistance-capacitance filter 
(see Sect. 2). A typical complete circuit is shown in Fig. 31.5, 

For the theory of parallel T filter networks reference should be made to Chapter 4, 
Sect. 8(iii). See also Ref. 1, 



SECTION 4 : HUM— GENERAL 

(j) Hum due to conditions within the valves («) Hum due to circuit design and 
layout (iii) Hum levels in receivers and amplifiers, 

Himi in the output of an a.c. operated receiver or amplifier may be due to many 
causes. These may be sub-divided into two main groups, hum due to conditions 
within the valves, and himi due to circuit design and layout. 

(i) Hum due to conditions within the valves 

This is caused by the use of a.c. for the heater supply and can give rise to himi in 
the output in several ways : 

(1) capacitive coupling from the heater to any electrode 

(2) heater-to-cathode conduction 

(3) heater-to-cathode emission (or vice versa) 

(4) modulation of the electron stream by the magnetic field of the filament 

(5) conduction (i.e. leakage) from any electrode, with ripple voltage applied, to 
another electrode 

(6) hum due to operating valve in magnetic field from external source. 
Explaining these in more detail : — 

(1) The amount of hum appearing at the plate of a valve due to capacitive coupling 
between the valve heater and an electrode, will depend upon the electrode to which 
this coupling takes place. The most serious case is that between heater and control 
grid as the voltage transferred will be subject to the full gain of the valve. In fairly 
high gain amplifiers it is advisable to use a potentiometer of 100 to 500 ohms resistance 
across the heater supply close to the valve socket ; the slider is earthed and its position 
adjusted for minimum hum output. In this way the hum voltages fed from each side 
of the heater to the control grid can be made equal and opposite. 

In lower gain amplifiers a centre-tapped heater winding may be used or, more 
usually, a centre-tapped resistor across the heater supply. In the latter case the re- 
sistor may have a resistance of 50 + 50 ohms for 6.3 volt heaters. In some cases it is 
practicable to omit any form of tapping, and in these cases one of the heater terminals 
should be earthed. In the case of types in which the control grid or plate pin is 
adjacent to one heater pin, the latter should be earthed. Where the grid pin is separ- 
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ated from one heater pin only by one other pin, the latter should preferably be earthed 
directly, or else by-passed to earth by a large condenser. In other cases the heater 
terminal to be earthed should be chosen to provide minimum hum with regard to the 
position of un-earthed or unbypassed terminals. 

Valves with the grid conneaion brought out to a top cap have less capacitance 
coupling between heater and grid circuits, but there may be appreciable elearo- 
magnetic coupling into the loop formed by the cathode-to-grid path and the return 
path through the valve. For this reason it is sometimes found that a double-ended 
valve gives more hum in a low level amplifier than a well designed single-ended stage. 

When single-ended valves *re used, the all-glass (e.g. miniature) construction gives 
less capacitance coupling from heater to grid or plate than an equivalent single-ended 
valve with a ** pinch " (stem press) construction. 

Reduaion of the grid resistor value will also reduce the hum due to capacitive 
coupling, as the grid resistor and the heater-to-grid capacitance form a potential 
divider which determines the proportion of the heater voltage fed to the grid, unless 
there is a large grid coupling condenser and a low impedance to earth from the other 
side of it. 

Diode-heater capacitance can also cause high hum levels in diode-triodes and diode- 
pentodes as the diode is effeaively coupled to the control grid. For this reason it is 
recommended that the diode used for signal detection should, in the case of double- 
diode valves, be the diode further from the heater pins on the valve base. 

(2) Conduaion from heater to cathode will cause a current to flow from the heater 
to the cathode, thence through the impedance between cathode and earth. The 
resultant hum may be minimized by reducing the effective voltage applied to the 
circuit, and by reducing the impedance between cathode and earth. The voltage may 
be reduced by a potentiometer connected across the heater supply, with the slider 
earthed and its position adjusted for minimum hum output— as for hum due to capaci- 
tive coupling. The impedance between cathode and earth may be reduced by the use 
of a large capacitance by-pass condenser across the cathode bias resistor, or may be 
made zero by earthing the cathode and obtaining negative bias from some himx-free 
source. 

See also Ref. 7. 

(3) Emission from heater to cathode is caused by impurities in the heater insulation 
material or from the deposit, during valve manufacture, of cathode material on to the 
heater. To overcome this fault the heater should be biased positively with respect 
to the cathode. As the voltage requiired may be of the order of 50 volts, the minimum 
required to give satisfactory hum reduction should be used to avoid exceeding the 
maximum permissible heater-cathode voltage. 

Cathode-to-heater emission can also take place and cause hum, although it is not 
conmion. The cure for this is the biasing of the heater negatively with respea to 
cathode. 

In the general case hum may be due to two or more causes, and minimum hum may 
be obtained in any particular case by connecting the moving arm of the potentiometer 
to a point of positive (or sometimes negative) voltage of the order of 5 to 50 volts and 
by experimentally obtaining optimum adjustment of both potentiometer and voltage. 

(4) Modulation of the electron stream by the magnetic field will depend on the type 
of heater and the elearode construaion. If the centre-point of the heater circuit is 
earthed, the double helix gives noticeably less hum than the folded heater, but when 
one side of the heater is earthed the reverse may occur, depending on the electrode 
arrangement — see Ref. 6, Fig. 47. 

Heater-induced hum in a-f amplifiers — summary* 

The amplifier designer has to make allowance for the total hum, effeaive at the grid 
of the valve, due to the use of a.c. supply to the heater. There are very few valve 
types for which infonnation is available in this regard—see Chapter 18 Sect. 2(v) 
for hum data on types 12AY7 and 5879. Tables have been published (Ref. 10) giving 
values of the 60 c/s component of the hum voltage of a fairly wide range of ty pes with 

•Contributed by the Editor. 
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cathode by-passed and unbypassed, grid resistor zero and 0.5 megohm, and with 
dilferent heater earthing arrangements but this does not give any indication of the total 
hum and is likely to be misleading since the ratio of total hum to 60 c/s component 
varies widely from type to type. 

By the choice of a suitable valve type (e.g. 5879, triode operation) it is possible to 
achieve a median hum voltage effective on the grid of less than 4 microvolts under 
optimum conditions, with only a small percentage exceeding 10 microvolts, with grid 
resistor 0.1 megohm. On the other hand, with other types of valves and with other 
than optimum conditions, the hum may exceed 500 microvolts. 

See also Chapter 12, Sect. lO(vi) and Chapter 18, Sect. 2(iii). 

Refs. 5, 6, 7, 9, 10. 

(ii) Hum due to circuit design and layout 

The most common of hum troubles due to circuit design is caused by insufficient 
smoothing in the power supply. Where hum is introduced in the early stages of an 
amplifier, a simple RC filter can often be used (see Sect. 2). RC filters can also be 
used to supplement conventional filtering when lack of filtering in r-f and converter 
stages causes modulation hum. 

Modulation hum can also be caused by capacitive coupling between primary and 
secondary windings of the mains transformer. The cure is the addition of an earthed 
electrostatic screen between the windings, or in some cases filters can be fitted in the 
mains leads as in a.c./d.c. receivers. Every care should be taken to eliminate r-f 
pickup from all sources other than the aerial, and receivers should be earthed directly 
rather than connected to the mains conduit which may have a high resistance earth 
conneaion. Capacitive coupling between the mains lead and aerial can also cause a 
mains frequency modulated carrier to be passed through the receiver. 

In a.c./d.c. receivers care must be taken in the series connection of heaters. Usual 
praaice is to place the a-f valve heater right at the earthy end, with the converter 
(which is particularly susceptible to modulation hum) next to it. In a.c./d.c, audio 
frequency amplifiers the earliest stages should be at the earthy end. 

Electrostatic pick up of hum voltages by high impedance circuits from nearby 
leads carrying alternating currents may be avoided by the fitting of electrostatic shields 
or, where the capacitance of screened lead is permissible (as in the case of filament 
wiring) the use of screened ax. leads is recommended. The mt of twisted filament 
leads tends to cancel out the magnetic field around the leads. 

The magnetic fields surroimding power transformers can give rise to induced cur- 
rents in filter chokes and in a steel chassis. For this reason the use of a separate 
chassis in the case of high gain amplifiers is to be preferred. Alternatively the chassis 
may be made of non-magnetic metal. The placing of the power transformer lamina- 
tions vertically usually gives rise to less hum than when they are placed in the same 
plane as the chassis, particularly when the chassis is of a magnetic material. Thorough 
screening of intervalve transformers (and more particularly microphone input trans- 
formers) from the magnetic field of the power transformer is also necessary, and high 
permeability shields or astatic type windings may be necessary in extreme cases to 
reduce hum to the required level. By orientating transformers and chokes with 
respect to each other a position of minimum coupling can be found which may avoid 
the necessity for taking more elaborate measures. If the position of minimum coup- 
ling is at all critical, it is recommended that an individual adjustment be made for each 
amplifier. The filter choke and transformer fields must also be kept away from high 
gain valves to prevent modulation of the electron stream. 

The reason for high hum-level output in a receiver or amplifier can often be de- 
termined by the pitch of the note. If it is due to poor filtering, the 50 or 60 c/s in the 
case of half- wave reaification or the 100 or 120 c/s note with full-wave rectification 
will predominate. If the hum is induced from the power transformer the note will 
be 50 or 60 c/s while with capacitive hum pick up the note will be rough owing to the 
accentuation of the harmonics of the supply frequency. 
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When tracing hum it may be found that the reduction of hum in one part of the 
circuit may increase the overall hum level as, when the hum is due to more than one 
cause, a certain amount of cancellation may be taking place. 

See also Chapter 18, Sea. 2(iii) on pre-amplifiers. 

Hum caused by heater-cathode leakage with an unbypassed cathode resistor is 
dealt with in Chapter 7, Sect. 2(ix)B. 

The effect of the output valve on hum originating in the plate supply 
voltage* 

(See Chapter 7, Sect. 2(ix) for the effect of feedback). 
Case (1) — Triode with transformer-coupled output 

The hum output voltage across the primary of the output transformer is 

where Ej^ hum voltage in plate supply 

= load resistance reflected on to primary of output transformer 
and rj, = plate resistance of valve. 

If =^ 2rj, (as is typical) 

then E^o = 0.67 E^. 

Case (2)~Triode with parallel-feed (series inductor) 

This is an excellent circuit for low hum provided that the choke has a reactance 
at the hum frequency at least several times the impedance of and R^ in parallel. 

See Chapter 7, Sect. 2 equation (55). 
^Ao = cos d. Ej, 
where 6 ^ tan"^ LJR 
and R = fpRJ^r^ + Rj). 

Case (3) — Pentode with transformer-coupled output 

See Chapter 7, Sect. 2, equation (53). 

£,0 = EdRJiRi + r^) + Rl ^.zvKRl + Ol- 
The screen and plate effects are additive. The second term would become zero 
if the screen were perfectly filtered. 

Case (4) — Pentode with parallel-feed (series inductor) 

The hum due to the plate circuit is low, but that due to the screen is high. Screen 
filtering is required for low total hum. 

See Chapter 7, Sect. 2, equation (57). 
E„Q ^ Eh cos e - R^ fi^iJiR^ + r^) 
where $ and R are as in Case (2). 

References : Chapter 7 Refs. B3, B4, B5, B7. 
Tjrpical values (all cases) 

Typical values for types 2A3 and 6V6 are given in Chapter 13, Sea. 10(v). 

(iii) Hum levels in receivers and amplifiers* 

It is convenient to express hum levels in dbm, rather than as so many db below maxi- 
mum power output. This hum is measured with zero signal output. 

Himi should, ideally, be completely inaudible. This ideal is capable of achieve- 
ment, although at a price, so far as the hum introduced by the receiver or amplifier is 
concerned. Audible hum is a defea which, while it may not prevent the sale of the 
equipment^ will certainly be an annoyance to a critical user. 

Hum is objeaionable firstly because of its direa effea with zero signal, and secondly 
because of its indirea effect in modulating the signal. 

The maximum acceptable hum level may be determined by a listening test in a quiet 
residential area, or under actual conditions for a custom-built equipment. The 
listener for the test should be one having at least average^ and preferably higher than 
averagey acuity of hearing for the lower frequencies. 

Alternatively, the maximum permissible hum level may be calculated. For example 
if the predominant hum frequency is 120 c/s^ the loudspeaker efficiency at 120 c/s 
is 3%, the angle of radiation at 120 c/s is 180°, and the listener is 1 foot from the 

'Contributed by the Editor. 
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loudspeaker, then the limit of audibility is about —35 dbm for an average listener, 
and —45 dbm for a very critical listener. A good quality receiver or amplifier should 
therefore have a hum level less than —35 dbm for 3% loudspeaker efficiency at the 
hum frequency. This quoted loudspeaker efficiency of 3% is a fairly typical average 
value over the a-f frequency band, but the effective efficiency at the hum frequency 
may be higher or lower than the average value. The efficiency at the hum frequency 
will be higher than the average value if bass boosting is used, or if the cabinet/loud- 
speaker combination accentuates the himi frequency. The efficiency at the hum 
frequency will be lower than the average value if the hum frequency is lower than the 
loudspeaker bass resonance or if the cabinet attenuates the himi frequency. In 
cases where the loudspeaker efficiency is higher or lower than 3%, the permissible 
hum level should be adjusted accordingly. 

This calculation for himi is somewhat imrealistic since it is based on the supposition 
that the hum is predominantly a single frequency. Any higher frequency components 
will give a higher acoustical hum level without appreciably affecting the measured 
value. 

Summing up 

For critical home listening with low room noise and with loudspeakers of normal 
sensitivity, the hum level should not be above —40 dbm, with —50 dbm as a pre- 
ferred limit. 

Under other conditions, with higher background noise or a less critical audience, 
a somewhat higher hum level may not be found objectionable. 



SECTION 5 : HUM NEUTRALIZING 

(A) One form of hum neutralizing is that using a hum-bucking coil in series with 
the voice coil in speakers where the field coil is used as the filter choke. 

(B) A valve hum neutralizing system which has certain applications where a sub- 
stantially constant load is to be supplied is shown in Fig. 31.6. This circuit has been 
explained in detail elsewhere (Ref. 3) and neutralization is dependent upon the valve 
producing a hum voltage of the same value and ISO"" out of phase with that already 
existing in the plate supply voltage. The valve must therefore be capable of pro- 
ducing a gain of unity between grid and plate, the feedback resistance Rc( = Rt -\- Rf) 
being adjusted to obtain this balance. 




Fig, 31.6, Valve hum Fig. 31 *7. Practical valve hum neu- 

neutralizing circuit. traJizing circuit, 

A typical circuit is shown in Fig. 31.7 and the value of ripple reduaion a obtained 
together with the values of « are ploned in Fig. 31.8 as a funaion of 

The lowest ripple frequency which this circuit will suppress depends upon the time 
constant of i?,C„ which for this circuit is given by T = i?,C,/(l — RJR,) pro- 
vided /I >> 1, and the internal resistance Rq = /?, + 1). 

As the condition for neutralization docs not involve the load impedance, the re- 
latively high impedance of the regulator can be reduced to a low value for a.c. voltages 
by shunting the output by a large condenser. 
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Fig. 31.8. Values of a and R c as a function of Rgfor the circuit of Fig, 31.7. 



In this way coupling between stages due to a high common impedance can be re- 
duced. 

Care must be taken that the value of input ripple to the circuit does not swing the 
valve beyond the linear position of its charaaeristics. 

(C) Another form of neutralization, which is limited to pentode voltage amplifiers, 
is described in Chapter 12 Sect. 10(vi)D and Fig. 12.57. 

(D) A form of neutralization suitable for use with multistage amplifiers is described 
in Ref. 4. Anotlier form is described in Ref. 1 1 . 

(E) Various types of neutralizing are commonly used in radio receivers, for example, 
hum from the back bias supply may be neutralized at the grid of an output valve by 
himi from the B supply, with a suitable choice of output valve grid leak and plate load 
resistor for the a-f amplifier. In other cases the balance of these hum components 
may be adjusted so that the resultant neutralizes hum in the plate circuit of the output 
valve. More complicated neutralizing circuits even include hum components from 
the control and screen grids of the a-f amplifier in the balance at the grid of the output 
valve. 
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SECTION 1 : VIBRATORS— GENERAL PRINCIPLES 



(0 operation (iV) Vibrator types (Hi) Choice of vibrator (iv) Coil energizing 
(v) Waveform and time efficiency (vi) Standards for vibrators for auto-radio* 

(i) Operation 

The vibrator consists essentially of a vibrating reed upon which are mounted 
switching contacts. By the method of connection in a battery circuity these contacts 
enable the direct battery voltage to be converted into an approximate square wave. 
This can then be transformed and rectified to obtain a plate voltage supply. The 
standard type vibrators operate at a frequency between 100 and 120 c/s. High fre- 
quency types operating about 250 c/s are available for special applications. 




j—<J BATTERY Q 

INTERRUPTER TYPE VIBRATOR. 

(ii) Vibrator types 

There are three basic types of vibrator and these are shown with their circuit con- 
nections in Figs. 32.1 — 32.3, 

Fig. 32.1 shows the interrupter (non-synchronous) vibrator which acts as a single 
pole double throw switch^ leaving rectification to be performed by a separate rectifier. 
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ObatteryO-' 



FIG. -ia-Z SELF-RECTIFYING TYPE VIBRATOR. 

The short-circuited secondary is used by some vibrator manufacturers to reduce 
the inductance of the energizing winding and hence the sparking of the starting con- 
tacts. 

Fig. 32.2 gives the circuit arrangement for the self-rectifying (synchronous) vibrator 
which in addition to switching the primary circuit has a further pair of contacts to 
provide mechanical reaification of the transformer secondary voltage. 

The third type. Fig. 32.3, is a modification of the synchronous type in which, by 
splitting the vibrating reed, the primary and secondary circuits are isolated from each 
other. 




iHT+ 



+ 

■O B ATT CRY O-^ 



FIG. 32-3 SPLIT-REED SELF-RECTIFYING TYPE VIBRATOR. 

(iii) Choice of vibrator 

The choice of the type of vibrator to be used will depend upon the application for 
which it is required. 

Where vibrator equipment has to operate with either positive or negative earthed 
systems, either the interrupter type with a valve rectifier or the reversible self-reai- 
fying type must be used. This latter type is a standard self-rectifying vibrator which 
can be fitted into its socket in two positions, by rotation through 180°. The use of 
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these two positions enables the correct output polarity to be obtained from either 
positive or negative earthed supplies. 

In the self-rectifying type, the elimination of the rectifier valve reduces the overall 
size, power consumption* and heating of the equipment, although at the expense of 
mcreased difficulty in hash elimination and, perhaps, of some of the reliability of the 
non-synchronous type. 

The use of split-reed synchronous vibrators allows greater circuit flexibility, par- 
ticularly in cases in which one model of radio receiver is to be used with dry-battery 
or vibrator-operated power supplies. 




Fig. 32.4. Separate driver 
system energizing. 



FIG. 32-4 



(iv) Coil energizing 

There are three possible methods — Fig. 32.4 shows the separate driver system 
energizing while Fig. 32.5A shows shimt energizing with separate staning contacts, 
and Fig. 32. 5B is the conventional shunt energizing arrangement. With the separate 
driver system, the coil is operated by only the battery voltage ; in the conventional 
shimt connection the coil is operated by greater than the battery voltage due to the 
auto-transformer aaion of the transformer primary. 




OeATTCRvQ- 

+ 



/ ■ \ 



O BATTERY Q- 




Fig, 32.5. Two alternative methods of shunt coil energizing ; CA) with separate 
starting contacts (B) conventional shunt energizing. 



The advantage claimed for the separate driver system energizing and also for the 
arrangement shown in Fig. 32. 5 A, is that as the coil current is not switched by the 
power contacts, good starting will be obtained even towards the end of life or at low 
battery voltages. This is not the case in Fig. 32. 5B in which the starting performance 
is dependent upon the condition of the power contacts. 

*If a cold-cathode rectifier is used the power consumption of synchronous and non-synchronous 
types should be the same. 
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(v) Waveform and time efficiency 

The general wavefonn of a vibrator output voltage is given in Fig. 32.6 ; the periods 
ti and are referred to as the " off contact " time interval. For reasons of consistent 
operation with life, these times + are made from 10% to 30% of the total dura- 
tion of the cycle. The remaining part of the cycle ti + fs, which is the " on contact " 
time, is therefore from 70% to 90% of the cycle and its value is known as the ** time 
efficiency." 

The relationships between the peak, average and r.m.s. values of the vibrator 
waveform are given below — 

Peak value = Et, 

R.M.S. value = V^tE,, 

Average value = co^Eft 

Form factor — V^/«>( 
where Ej, is the battery voltage and <0( is the time efficiency expressed as a decimal. 

The rectangular waveform will be modified to a certain degree by the timing capaci- 
tance (see Sect. 3) and will take the approximate form of the dotted curve in Fig. 32.6. 
This change will not greatly affect the relationships given above. 




TIME 



(vi) Standards for vibrators for auto radio 

Extract from R.M.A. Standard REC-113 — ^" Vibrating interrupters and rectifiers 
for auto radio — frequency 115 cycles" (April 1948). 

Voltage ratings — nominal 6.3, operating 5.0 to 8.0 volts. Reed frequency at 6.3 
volts : 115 ± 7 c/s. See Standard for enclosures, base pins and circuit. 



SECTION 2 : VIBRATOR TRANSFORMER DESIGN 

(0 General considerations («) Transformer calculations (iii) Standards for vibrator 
power transformers. 

(i) General considerations 

There are many considerations in vibrator transformer design which require par- 
ticular attention as against a similar transformer used on a sinusoidal supply. How- 
ever see also Chapter 5 Sect. 5 for power transformer design. 

For a given power output the vibrator transformer will be of greater size for a num- 
ber of reasons. Half the primary is inactive at any instant due to the need for a centre- 
tapped winding to obtain the necessary flux reversal. The primary winding should 
be designed to have the minimum possible resistance, in order that as large a portion 
of the battery voltage as possible is available for transformation. This means the use 
of a wire of large diameter with a correspondingly poor space factor. Electrostatic 
shields between the windings, which are sometimes used to assist in the elimination 
of hash, also add to the size. 

An important point in the transformer design which affeas the life of the vibrator 
is the value of primary leakage inductance. This leakage inductance component 
in the primary circuit can resonate with the reflected value of the timing capacitance 
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to produce an undesired damped oscillation, while possible insTilation breakdown 
and contact arcing may result. Therefore where practicable a winding of the pan- 
cake type should be used, or else the winding shown in Fig. 32.7, the windings being 
arranged so that the active sections of the primary and secondary are always adjacent. 
When manufacturing economy requires the use of the cheapest form of winding, 
best results are obtained by winding the two halves of the primary first and then the 
two halves of the secondary. This gives lower leakage reactance than the reverse 
type of winding. 



CORE 



FIC,i2-7 

The secondary insulation should be good enough to prevent the risk of a voltage 
breakdown caused by any irregularity occurring in the vibrator during life which 
may cause high transient voltages to be developed. 

As the magnetizing current of a vibrator transformer has to be supplied by the 
battery, this represents a power loss and it should be reduced to the minimum possible 
value — for further details see Sect. 3(iv). This can be done by keeping the flux 
density B at a low value. The value of B will depend upon the primary voltage, all 
other quantities being fixed. This value of primary voltage is subjert to considerable 
variations ; e.g. from 5,5 to 7.5 volts on a car radio input when a voltage regulator 
is fitted to the battery charging system, and this may rise to '9.0 volts without the 
regulator. In the general case the transformer may be designed to have satisfaaory 
charaaeristics at a maximum of 8 volts. 

A high value of magnetizing current also hmits the maximum output available 
from the vibrator. This is because the magnetizing current has to be handled by the 
primary contaas whose current carrying capacity is limited, thus reducing the current 
rating available for the load. 



(ii) Transformer calculations 

The equation for vibrator transformers is 
E.a),.10« 



(1) 



4/.B./4 

where E = highest battery voltage at which satisfactory operation is required 
wt = vibrator time efficiency expressed as a decimal 
/ = vibrator frequency in cycles per second 

A = effeaive cross sectional area (i.e. actual cross sectional area x the 

stacking faaor) in sq. inches 
B =^ flux density in lines per sq. inch 
and N, = " effeaive " number of primary turns (i.e. i total primary turns). 
The value of -^4 can be estimated from the relationship 

A = VW/5.5S sq. ins. (2) 
where W = primary watts under full load. 
The r.m.s. value of the transformer primary current is given by 

\h\ = (VW^<)zi- 

where / j, = average battery current in amperes. 
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For values of cjt ^ 0.8, V <^t/<^t ^ 1 and = 

This value of current can be used in the calculation of the required wire diameter. 

As the primary is of heavy gauge wire, and has to be centre tapped, it is of advan- 
tage to have an even number of primary layers ; this brings the centre tap to the 
outside of the winding. Therefore when commencing the design, where possible 
it is of advantage to choose the total number of turns {2N^) to give an even number 
of layers. The required effeaive cross seaional area of the core is then given by 
A = Eu>, lOVWBN^). (4) 

(iii) Standards for vibrator power transformers 

R.M.A. Standard REC-119 "Vibrator power transformers" (Sept. 1948) gives 
purchase spedfications, performance specifications, test equipment and procedure. 



SECTION 3 : TIMING CAPACITANCE 



(j) The use of the timing capacitance {it) Calculation of timing capacitance value 
(m) Percentage closure (iv) Effect of flux density on timing capacitance value, 

(i) The use of the timing capacitance 

The usual simplified form of the vibrator voltage wave is shown in Fig. 32.8. The 
dotted curve shows the damped oscillation obtained by the addition of the timing 
capacitance. In actiial operating this oscillation wiU be suppressed at C when the 
other contaas connea the battery to the other half of the transformer. The oscilla- 
tion is shown in full in Fig. 32.8 to illustrate how the first part of the cycle is operative 
in automatically reversing the battery voltage, so that there is zero potential across the 
contaas when they make. 
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(ii) Calculation of timing capacitance value 

The value of the timing capacitance^ to give the correa frequency of oscillation for 
the conditions above, is given by 

- a.J10» 

^' = 8^:^^ (5) 

where = length of magnetic path in inches 

and H = the value given by the BH curves for the transformer iron being used, 
at the value of B corresponding to the voltage E in the equation above. 

The eqxiation will give the required value of timing capacitance Cp to be used across 
the primary. For reasons of size and economy, it is usual for the timing capacitance 
to be placed across the secondary. The value of the equivalent secondary capacitance 
C, wiU be CJiN,/N^y microfarad. 

While these equations will give an approximation to the required value of timing 
capacitance, some modification of this value will be required in praaice. The final 
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value should not be decided, until after examination of the voltage waveform obtained. 
This test should be carried out with a number of samples of the vibrator which it is 
intended to use. 



(iii) Percentage closure 

When the waveform of Fig. 32.8 is obtained^ by the correct choice of timing capaci- 
tance, there is said to be 100% closure. Figs. 32.9 and 32.10 illustrate the effects of 
over- and under-closure respeaively. 




TIME 



FIC. 32-9 



As the effect of overclosure is to produce high transient voltages, and as during life 
the tendency is for fi and to become shorter, the vibrator will rapidly deteriorate. 
By aiming at slight under-closure the effect during life is for conditions to approach 
100% closure. 

For this reason a value of approximately 65% closure is chosen for an average case, 
as shown in Fig. 32.10A — this means a larger value of timing capacitance than indicated 
by eqn. (5). 
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FIG. 32.10 



FIG. 33. 10 A 



(iv) Effect of flux density on timing capacitance value 

The equation for the timing capacitance shows the need for the careful choice of the 
value of flux density used in the transformer design. For it will be seen that a change 
in the ratio of H/E in eqn. (5), such as will take place when working on the curved 
characteristic of the BH curve, will result in different values of timing capacitance 
being required at different loads. If the value of H/E is to be kept constant, B must 
be directly proponional to H over the working range. Examination of Fig. 32. H 
will show that this is not the case, even on the straight ponion of the BH curve, as a 
line drawn through the straight portion of the curve would not originate at the junction 
of the X and Y axes. A more exact approximation to the desired condition can be 
obtained by working around the knee of the airve ; operation at this point will result 
in greater economy of iron. 

In Fig. 32.11 the line OY has been drawn so that the deviation of the BH curve 
from the ideal curve OY is such that the values AA', BB' and CC when transferred 
to the H scale, represent equal values— in this case 71% of the nominal value. Thus 
the timing capacitance does not vary by more than 71% for a variation in flux from 
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53 to 81 kilolines/sq. inch. Point A at 71 kilolines/sq. inch would appear to be^ in 
this particular case^ the optimum point where a variation of plus 14% and minus 
25.5% can be allowed in the value of J5. If this value of B results in an excessive 
value of magnetizing current, point X corresponding to 61 kilolines/sq. inch could 
be used. 

Likewise any other point could be selected providing other design considerations 
are satisfied, but the point A represents the optimum as regards the change of timing 
capacitance with input voltage. The point A can be found for any BH curve by suit- 
able positioning of the line OY. 

It should be noted that jiaving decided on the position of OY, and from this deriving 
the operating centre point, the values of B and H required for the timing capacitance 
calculation should be read from the line OY. 




H-AMPERE TURNS PER INCH. 

nc.32-ii 
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SECTION 4 : ELIMINATION OF VIBRATOR INTERFERENCE 

The methods of eliminating vibrator interference can only be stated in general terms 
and the final arrangement will depend upon the layout and characteristics of the 
panicular power supply. Where the vibrator power supply is not used with a receiver 
or similar sensitive equipment, the requirements of * hash ' elimination are less 
stringent provided that there is no danger of interference being introduced imo ad- 
jacent equipment. 

With sensitive receivers, panicularly those covering short wave ranges, it is desirable 
to use a separate shielded chassis for the vibrator power supply as it may otherwise be 
impossible to eliminate hash at all points in the tuning range with the receiver aerial 
wrapped around the battery cable and battery, and with the receiver at maximum 
sensitivity. Such a chassis may be moimted on the main receiver chassis if desired, 
and in any case a flexible mounting (such as rubber grommets) is useful in reducing 
mechanical vibration and himi. 

When a separate chassis is used a satisfactory method of construction is to have all 
hot components, vibrator, vibrator transformer and timing capacitors, in a shielded 
compartment with the leads from this compartment — normally either two or three — 
by-passed at or near the point of exit and connected to a r-f choke immediately after 
leaving the compartmem. R-F chokes are less useful on the other side of the shield. 
A common earthing point can still be used for all components by having a solder lug 
accessible from both sides of the chassis. 

It is sometimes found that better hash reduction is obtained with one or more com- 
ponents eanhed in isolated places. However the improved results at one frequency 
are usually at the expense of increased hash at some other frequency. If this is not 
the case, the earthing point is liable to be critical and perhaps variable from unit to 
unit, i.e. the improvement is due to cancellation of hash and not to elimination. This 
is undesirable in prototypes of equipment which is later to be mass-produced, 

R-F chokes are liable to have an appreciable field around them and layout must 
be such as to avoid introducing hash from such fields into circuits which have already 
been filtered. Special types of by-pass capacitors are available with braided leads to 
reduce their r-f impedance. These can give a considerable improvement over stan- 
dard types with wire pigtails. " Spark plates " are also useful. These are by-pass 
capacitors using the chassis as one plate, a thin sheet of mica as the dielectric and a 
sheet of say brass as the ** hot " plate, the assembly being held together with in- 
sulated eyelets. 

Vibrator design is rarely a matter for ingenious circuits. Once the transformer 
and timing capacitors are correctly specified, layout and shielding are the most im- 
portant considerations and a minimimi cost circuit is usually adequate. If trouble 
is experienced from hash it is not usual for a cure to result from a mere addition of 
by-pass capacitors to a circuit which already has a normal complement. For instance 
a unit in which all outgoing leads are *' hot " is more likely (assimiing reasonable 
filtering) to suffer from shielding troubles than from insufficient filtering of the leads 
in question. 

A convenient method for investigating the presence or absence of interference at a 
particular point in a receiver is to use a probe of shielded wire with the end bared and 
connected through a capacitor to the aerial terminal of the receiver used with the 
vibrator unit. 

Before hash elimination from a prototype vibrator unit can be considered complete 
it is necessary to carry out the standard tests with a number of vibrator cartridges, 
some of which have been in service for long periods. Units in which hash suppression 
is only sufficient to silence the hash from new vibrator cartridges in good condition 
may give poor apparent cartridge life owing to the need for replacement as soon as 
sparking and the consequent interference occur due to slight wear. 

In Fig, 32.12 are shown the more usual arrangements and typical circuit values 
are given as a guide to the choice of suitable components. The timing capacitance is 
centre-tapped and its centre point is earthed. The two 100 ohm resistors, Ri and Rz, 
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are not for hash elimination but to protect the vibrator transformer in the event of a 
timing Capacitance short-circuiting. RFCj and RFC2 are low resistance r-f chokes 
made of heavy gauge wire. RFCi prevents interference being fed back along the 
battery leads which could result in these leads radiating interference to the aerial. 
RFC2 prevents interference entering the r-f section of the receiver through the heater 
wiring. RFC^, a standard receiver r-f choke, is to elimi; ate interference frequencies 
in the plate voltage supply. The resistor Rz is useful in eliminating the strong im- 
pulse interference which usually exists, although at the expense of some battery 
current. Alternatively, two separate resistors in series may be used across the primary 
contacts, the centre point of these being earthed. 

In 12, 24 and 32 volt systems where part of the timing capacitance is usually 
placed across the primary circuit to aid starting, this capacitance has been found 
to be effective in reducing interference. This method can be used for 6 volt systems 
to reduce the interference, but if the transformer has considerable leakage inductance 
increased trouble may be experienced with spurious resonances— see Sect. 2(i). 



SECTION 5 : 12, 24 and 32 VOLT VIBRATOR SUPPLIES 

While the higher voltage of the 12, 24 and 32 volt systems has some advantages over 
the 6 volt systems, special precautions are necessary if successful vibrator operation 
is to be obtained. 

The higher voltage and consequently lower current, for the same power input, 
reduce the percentage voltage drop in the battery leads. The larger number of prim- 
ary turns which are required results in an improved space factor and the centre tapping 
of the primary winding is made easier because of the larger number of layers and 
smaller wire diameter. 

Against these advantages are the disadvantages of the additional circuit arrange- 
ments required for limiting the current during the starting period. Owing to the 
higher voltages existing across the contacts, ionization of the air between them will 
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more readily take place. This condition is particularly serious on starting where the 
correct conditions for the vibrator have not stabilized and heavy currents may flow. 

Fig. 32,13 shows a method of overcoming this difficulty, a three position switch 
being used to introduce some resistance into the battery lead for the starting con- 
dition. 




nC. 32-13 STARTING ARRANGEMENTS FOR 
24 AND 32 VOLT VIBRATORS. 

Condensers across the contacts to suppress the arc are not to be recommended 
unless the minimum value that just suppresses the arc is used. By splitting the timing 
capacitance and placing part of it across the primary, arcing can be reduced. If this 
is done, consideration should be given to possible resonances with the primary 
leakage induaance due to imperfect addition of the split timing capacitance — see 
Sect. 2(i). 

We wish to give acknowledgment to P. R. Mallory and Co,, Inc., for much of the 
information and some of the diagrams in this Chapter, which have been adapted from 
their publication " Fundamental Principles of Vibrator Power Supply Design," 
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CURRENT AND VOLTAGE REGULATORS 

By R. J. Rawlings, Grad. LE,E., Associate Brit. I.R.E. 

Section Page 

1. Current Regulators 1213 

2. Voltage Regulators 1214 

3. References 1222 

SECTION 1 : CURRENT REGULATORS 

(i) Barretters (it) Negative temperature coefficient resistors (Thermistors), 

(i) Barretters 

In a.c./d>c. receivers, the valve heaters are wired in series and connected across the 
mains supply. If the total of the heater voltages is less than the mains voltage a cur- 
rent-limiting fixed resistor or a barretter is used in series with the heater circuit to 
absorb the extra voltage. 

The disadvantage of the fixed resistor is that the current variations through the 
heater circuit are greater than if the circuit consisted of valve heaters alone. 

See Chapter 35 Sect. 6 for the application of series resistors and barretters to a.c./d.c. 
receivers. 

To maintain a constant current through the series heater circuit, with widely varying 
mains voltages, a barretter is generally employed. This consists of a hydrogen-filled 
tube containing an iron filament and has the property of nearly constant current flow 
for wide variations in voltage across it. The actual voltage limits between which 
satisfactory current regulation is obtained are stated by the manufacturers, and the 
barretters should be chosen with regard to these values. 



12 
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Fig, 33.1. The characteristic of a typical barretter, 

A typical barretter characteristic is shown in Fig. 33.1 ; the portion of the curve 
within the dotted rectangle showing the useful operating voltage range and the 
tolerances on the current regulated by the barretter. 

It should be noted that the barretter is subject to a large surge current when switch- 
ing on as the resistance of the valve heaters is then only about one seventh or one tenth 
of their hot (nmning) resistance. 
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In certain cases, a maximum total of heater voltage to be connected in series with 

the barretter is specified on the manufacturer's data sheets. This then protects the 

regulator against excessive surge currents which would shorten its life. 

Owing to the iron filament, barretters should be kept well clear of any magnetic 
field which could damage them and for this reason a magnetic screen is sometimes 
used around them. As considerable power is dissipated in the barretter, the magnetic 
shield should be perforated and good ventilation provided. The barretter should 
always be operated in a vertical position, base down. 

Occasionally it is desired to increase, by a small amount, the current controlled by 
a barretter and this may be done, within certain limits, by operating it in parallel 
with a fixed resistance. This is not normally recommended since the effeaiveness 
of the barretter is reduced. It may be used fairly satisfactorily for an increase of 
current up to about 10% of the current in the barretter. 

If the barretter is required to control a current which is smaller than its current 
rating, this may be accomplished by shunting the current-regulated device by a re- 
sistor to bring the total load current up to the normal barretter current. 

As with any other device, a barretter has manufacturing tolerances, but these are 
such that if a design is based on an average sample then no damage is likely to be done 
to the valves with any individual barretter, 

(ii) Negative temperature coefficient resistors (Thermistors) 

These are described in Chapter 4 Sect. 9(i)n. 



(i) Gaseous tube voltage regulators (ii) Valve voltage regulators. 

In cases where stability of plate voltage supply is essential, some form of voltage 
regulation must be provided to prevent changes due either to mains input or load 
current variations. 

(i) Gaseous tube voltage regulators 

The electronic voltage regulator is shown in its simplest form in Fig. 33.2. In 
this circuit a gas-filled two electrode tube is used as the voltage regulator. The 
charaaeristics of this tube are such that quite large variations of current through the 
tube do not greatly alter the potential drop across it. 

The circuit of Fig. 33.2 regulates the output voltage within certain interdependent 
limits of input voltage and load resistance. If the input voltage increases for constant 
load resistance or the load resistance increases for constant input voltage then in either 
case the voltage across tends to increase. As E ^ tends to rise, the regulator tube 
takes more current and increases the voltage drop across R^, maintaining the voltage 
at nearly its original value. The resistor R^ is essential to obtain voltage regula- 
tion. Furthermore, as the striking voltage of the regulator tube is higher than its 
operating voltage, Ri is necessary to prevent excessive tube current. Table 1 gives 
values of minimum supply voltages required for starting the regulator tube, together 
with starting and operating voltages of typical tubes. 

Referring to Fig. 33.2, if £i„ input voltage and /( = regulator tube current, 
the following equation holds 

= - (/^ + Id Ri . (1) 

The range of regulation or the maximum change in Ei^ or R ^ within the region of 
regulation can be determined accurately for any conditions of operation by sub- 
stituting in eqn. (1) the limits of the variables I ^, /(, i?^. The regulator tube 
must operate between the published limits of current rating. The change in one of 
the variables or R can be much greater than in the other and when one of these 
changes is small the approximate range of regulation can be simply obtained by 
considering either Ein or R ^ constant. If these conditions apply and £ ^ is constant 
it follows by equating the partial differentiations of eqn. (1) to zero 
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where A^in, A//,, Alt are the small increments in Ii, If The range of regu- 
lation is obtained by inserting in these equations the maximum value of A/(. 



TABLE 1 



Regulator 


Approximate 


Approximate 


Minimum 


Tube 


Operating 


Starting 


Supply 


Type 


Voltage 


Voltage 


Voltage 


0A2 (miniature) 


150 


160 


185 


OA3 


75 


100 


105 


OB2 (miniature) 


108 


115 


133 


OC3 


105 


115 


133 


0D3 


150 


160 


185 



Operation about the midpoint of the type OD3 characteristic gives Alt (max.) = 
(40 — 5)/2 = 17.5 mA. Consider the regulator subject to small changes in load. 
If for example = 175 m A, from eqn, (3) the range of regulation Aljl^ = 17.5/175 
= 10%. Equation (2) shows that a large range of regulations with variable is 
obtained when is large, i.e. when a large part of appears across R^. 

When small load currents are required and variations in E^^ and Rj are small, 
satisfactory regulation can be obtained by operating the regulator tube at low average 
current. 

Regulation is frequently desired when R ^ varies over the very large range from no 
load to full load. In this case R^ is adjusted so that at no load the maximxmi tube 
current at maximum input voltage does not exceed the ti^be*s rating, i.e., 40 mA for 
type OD3. Load voltage regulation is then obtained froih zero load current to nearly 
35 mA if changes in £,„ are small. 

The tube voltage of types OD3, OC3 can change over their operating range by 
approximately 3% and this represents their limit of regulation under wide range 
conditions. 

If higher regulated voltages are required two or more tubes can be connected in 
series as in Fig. 33.3, Additional stabilized voltages may be taken off the individual 
tubes as shown. Tapping points may be provided on i?^, to give lower voltages^ 
however if the load varies^ good regulation will be obtained only if the current drawn 
from the tapping point is very small compared with the current through R Grid 
bias supplies for class A amplifiers may be effectively stabilized by the circuit of 
Fig, 33.2 with tappings as required— see chapter 13 Sect, lO(ii). 

The use of gaseous regulator tubes in parallel is not to be recommended as resistors 
must be put in series with each tube so that all tubes will start and share current 
equally. These resistors impair voltage regulation. Therefore when large currents 
have to be handled^ grid controlled valve voltage regulators must be used. 




Fig, 33.2. Simplest form of gaseous Fig. 33,3. Higher regulated voltage 
tube voltage regulator. provided by two gaseous tubes in series. 

(ii) Valve voltage regulators 

A typical valve voltage regiilator is shown in Fig. 33.4. The valve Vj acts as a 
variable resistance whose value is varied by a change in bias. When the output voltage 
tends to decrease^ the grid voltagewJi&^piilftettroePriess positive. As the cathode voltage 
of V2 is kept constant with respect to earth by the gaseous voltage regulator tube Vs^ 
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and positive with respect to the grid, the fall in the positive value of the grid will in- 
crease the negative bias on the valve, and h will decrease. This decrease of plate 
current will cause an increase in the voltage at the plate of Va. The plate of Vj being 
directly conneaed to the grid of Vi will cause a drop in the negative bias on Vi and 
the plate-cathode voltage will decrease, tending to restore the original voltage drop 
across Ej^. 

The complete mathematical analysis of voltage regulator performance is fairly 
complex and for detailed information reference should be made to the bibliography 
at the end of this chapter. 

For practical purposes of voltage regulator design, the following method may be 
used. . 



Fig, 33 A. A typical valve voltage 
regulator. 




Referring again to Fig. 33.4. If constant output voltage is to be maintained across 
the load, the valve Vi must be capable of adjusting its voltage drop to compensate for 
voltage inout changes. A similar condition exists if the input voltage is constant and 
variable output voltage is* required. The valve has therefore to satisfy conditions 
at four points as set out in Table 2. 

TABLE 2 







Valve Vi 


Point 


Output 






Plate Voltage 


Plate Current 


1 


Maximum Voltage 
Maximum 


Supply Voltage 
Maximum Output 
Voltage 


Maximum 


2 


Maximum Voltage 
Minimum 


Supply Voltage 
Maximum Output 
Voltage 


Minimum 


3 


Minimum Voltage 
Maximum 


Supply Voltage 
Minimum Output 
Voltage 


Maximum 


4 


Minimum Voltage 
Minimum 


Supply Voltage 
Minimum Output 
Voltage 


Minimum 



Each of these four points has its particular limitations as regards the operation of 
the valve to maintain the correct operating conditions without exceeding the maximum 
ratings. Reference should be made to Fig. 33,5 in which these four points are plotted 
for a triode-conneaed type 807 valve. 

Point 1 — this point must be kept in the negative grid-bias region of the curve and 
a bias of not less than —3 volts may be taken as the design minimum. This point 
must also be kept below the maximum plate or screen dissipation curve (whichever 
is first reached), and below the recommended value of current for a steady d.c. oper- 
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TRIOOE PLATE VQLTACE p,Q „ 5 

Fig. 33.5. Plate characteristics of triode-connected 807 valve to illustrate operation 
of the valve as a voltage regulator. 

ting condition. It is important that point 1 be kept above a certain minimum value of 
plate voltage if linear characteristics are to be obuined from V^, a value of not less than 
125 volts on the plate being recommended. 

Point 2 — In order that this point should not come in the non-linear portion of the 
plate characteristics, a bleed should be arranged across the supply to limit the minimum 
current. This also aids power supply regulation (see Chapter 30 Sect. 3). 

Point 3 — This point should be kept below the maximum dissipation curve and 
below the maximum rated plate voltage for the valve being used. 

Point 4 — This point should be kept above the non-linear portion of the charac- 
teristics by means of a bleed as in (2) and also kept below the maximum plate voltage 
value for the valve being used. 

The maximum recommended usable section of the valve characteristic for type 807 
is shown enclosed by ABCD in Fig. 33.5. 

While it is possible to use higher plate current values at low plate voltages than 
appear in the diagram before the plate dissipation is exceeded, this is not to be recom- 
mended as reduced valve life may result. 

From the graphical construction can be seen the effect of large variations of input 
voltage to the regulator with varying output currents (i.e. poor regulation of the power 
supply). This will cause the point 2 to move along the plate voltage axis, which 
results in a reduction of the maximum variation of output voltage obtainable. When 
the power supply has good regulation and the input voltage is substantially constant, 
an output variation of ± 125 volts is obtainable about a nominal value. With a con- 
stant output voltage the same tolerances may be allowed in the input voltage i.e. 
± 125 volts. In each case it is assumed that the circuit conditions are set so that the 
valve is operating at its centre point for the nominal input or output voltage. 

It will be seen from this description that a choke input power supply is advisable. 
Reference should be made to Chapter 30 Sect. 3 for further information on choke 
input power supply design* 

For minimum voltage loss across Vi a valve with a high g^ should be used. If the 
load current required from the regulated supply is greater than that obtainable with 
one series valve, then two or more valves may be placed in parallel. 
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Valves suitable for use as series regulators. 



33.2 



Valve type 


Current (mA) 


6F6-G* 


45 


6V6-GT* 


50 


6L6-G* 


80 


6Y6-G* 


80 


807* 


80 


6AS7-G 


250 



♦Screen connected to plate through 500 ohm 1 watt resistor. 

Having now determined the operating conditions for V^ the design may be extended 
to consider the operating conditions for the amplifier valve Vg. 

From the knowledge of the voltage drop in Vi required for the four operating points^ 
the corresponding bias values can be determined. The voltage drop across the re- 
sistor Ri is dien given by the voltage drop across V^ plus the required grid bias for Vi. 

Having determined these voltages^ the resistance Ri can be chosen to have a value 
which will give plate current values for the amplifier valve which are on the linear 
ponion of its plate charaaeristics. 

The higher the gain of Vjj the better will be the regulation, as a smaller change in 
output will be effective in adjusting the voltage drop across Vj to correct the output 
voltage change. For this reason a pentode is recommended, the additional complica- 
tion of adding a screen supply being small for the improvement obtained. 

In general, the plate voltage for V2 should be derived, through its plate load resist- 
ance Ri from the input voltage to the regulator, so that even at low output voltages 
not less than the minimum voltage drop of Vj plus its grid bias voltage will exist 
across Ri, The exception to this connection will be when the output voltage of the 
regulator is to be constant at a value of 200 or greater and the input voltage is to be 
varying over wide limits ; the effea of connecting Ri to the input in this case would be 
to reduce the effective gain of the valve. 




6AU6 
UNREGULATED 
D.C. INPUT 
VOLTAGE 
-<? 



Fig, 33.6. Simplest form 
of series valve voltage 
regulator. 



REGULATED 
D.C. OUTPUT 
VOLTAGE 



The connection of the gaseous voltage regulator tube V3 also requires some con- 
sideration. It has been mentioned in Sect. 2(i) that changing the current through a 
voltage regulator tube will produce a small change of voltage across it. As this tube is 
used as the reference voltage for the regulator, any change in potential across it will 
have an adverse effea upon the regulator performance. For this reason, if a constant 
output vohage regulator is being designed, the series feed resistor for this tube should 
be supplied from the output side of the regulator, the extra current drawn by this tube 
being taken into account when considering the current rating for Vj. In cases where 
the regulator has to supply varying output voltages, V3 may be supplied from the input 
if this is sufficiently constant ; preferably, V3 should be supplied from a separate 
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100 



399 
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HEATER AND O.C. INPUT VOLTAGE 



DC. INPUT VOLTAGE ONLY 



HEATER AND O.C. INPUT VOLTASE 



«0 

OX. INPUT VOLTAGE 



Fig, 33.7. operation characteristics of circuit Fig. 33,6— output versus input voltage. 

Circuits of typicul voltage regulators and their performance figures are given in 
Figs. 33.6 to 33.14. 

In Fig. 33.6 is shown the simplest form of series valve voltage regulator, which, how- 
ever, with the circuit components and values shown, is capable of good performance. 
The results obtained with this regulator are shown iu Figs. 33.7 and 33.8, from which 
several points should be noted. The variation of heater voltage as well as the input 
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Fig. 33.8. 



PIG. n.s 

Operation characteristics of circuit Fig. 33.6 — output voltage versus load 
current. 



direct voltage, the usual praaical case, results in better regulation than that obtained 
with only direa voltage changes. This is due to a slight change of plate current in 
Va together with other minor circuit changes caused by the variation of cathode 
temperature in the valves. For rapid input voltage changes the regulation charac- 
teristic will be as for direa input voltage changes only since the cathode temperature 
cannot change rapidly. A value of 250 000 ohms for will be found to be sufficient 
for most purposes as little increase in gain is obtained by increasing Rj^ above this value. 




Fig. 33.9. Valve voltage regulator in 
which the screen is used to correct for 
input voltage changes. 



FfG. 33.9 
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Such a value will allow this resistor as well as all others to be wire wound if particularly 
stable operation is required. 

No advantage is gained in the circuit bf Fig. 33.6 in stabilizing the screen supply, 
this already being supplied from a substantially constant source. However screen 
stabilization is necessary when the screen is used to correa for input direct voltage 
changes A circuit of this type is shown in Fig. 33.9 and a constant or overcorrected 
output is obtainable. 




Fig. 33.10. Valve voltage regulator with a controllable output voltage. 

The circuit of Fig. 33.10 is useful where a controllable output voltage is required 
and is suitable for output voltages from 50 to 300. Regulation charaaeristics for this 
regulator are shown in Figs. 33.11 and 33.12, 



Fig. 33.11. Regulation 
characteristics for circuit of 
Fig, 33.10 — output versus 
input voltage. 
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Fig. 33.12. Regulation 
characteristics for circuit of 
Fig. 33.10— output voltage 
versus load current. 
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To draw a constant value of bleed current from the variable voltage supply, in 
order to prevent soaring of tlie output voltage on no load, some form of constant cur- 
rent device must be used. Refer to explanation of points 2 and 4 under Table 2. 
A suitable circuit is shown in Fig. 33.13 in which a 6V6-GT type valve is used as a 
constant current pentode ; with plate voltages icom 50 to 300 the plate current will 
only vary from 18.5 to 19.0 mA. 



D.C. JNPUT 
VOLTAGE 
(4S0V Appro*) 
_0 




Fig. 33.13. Valve voltage, regulator with a controllable output voltage as Fig, 33.10 
but including constant current pentode to draw constant bleed current for varying 

output voltages. 

The condenser Ci in all circuits assists in the reduction of ripple from the regulated 
supply as the grid of V^ then obtains the full ripple voltage from the supply instead 
of the fraction determined by the values Rj^, and R^ (Fig. 33.4). This condenser 
should have a '"''ue not greater than that required for satisfactory ripple suppression 
as large values will cause a time lag in the operation of the output voltage control, a 
value of .01 to .1 /tF being satisfaaory for most purposes. 

The need for negative voltage supplies for several of the given circuits need not 
require the addition of a separate power supply ; reference should be made to Chapter 
30 Sea. 6 which gives details of shunt diode bias supplies which would be suitable 
for this purpose. The regulator tube current in typical circuits, except Fig. 33.14, 




VJNA^GULATEO 

FILTERED 
O.C. VOLTAGE 



REGULATED SUPPLY 
VOLTAGE TO LOAD 
250 VOLTS 
0 -225 mA 

5651 



Ci-0-lpF,400V 

Rt" Plate currtnt boloncjn9 

potcntkHMttr I60AJ0W 
R,- t2,OOOA,2W 
R,- r47MJl,*5W 
R^- •47'MA,-5W 



R,«I2JOOOA ,2W 

68,000A^IW 
Ry. IMA, -SW 
R«* I5,OOOA,2W 

Output volta9C-control 
potcntwmcttr IO;OOOA 



Fig. 33.14. Voltage regulator utilizing a special voltage reference tube (type 5651) to 
give extremely good voltage regulation. 
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may be adjusted to have a value of approx. 10 mA at the normal operating point of 
the regulator. 

For most applications these circuits will give adequate regulation but for details on 
compensated and the more complicated regulators reference should be made to the 
bibliography at the end of this chapter. 

The main limitation of all these regulators is the difficulty of obtaining a completely 
stable reference voltage, as gaseous voltage regulator tubes may stabilize at slightly 
different voltages when the unit is switched off and on again. This means that, 
although nearly perfect voltage regulation may be obtained, the voltage about which 
this regulation takes place is not always a constant value. 

This defect may be minimized by the use of a special voltage reference tube such as 
R.CA. type 5651 as, for example, in the circuit Fig. 33.14. The unregulated 
input is approximately 375 volts at zero load curretit and 325 volts at 225 mA load 
current. The variation of output voltage is less than 0.1 volt for a variation of + 10% 
in input voltage when operated at maximum load current. When adjusted to an out- 
put of 250 volts, the variation in output voltage is less than 0,2 volt over the current 
range from 0 to 225 mA. 
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SECTION 1 : INTRODUCTION AND SIMPLE RECEIVERS 

(i) Types of receivers (it) Crystal sets (Hi) Regenerative receivers (iv) Super- 
regenerative receivers (v) Tuned radio-frequency receivers. 

(i) Types of receivers 

Radio receivers may be divided into several categories as the following tabulation 
shows : — 

(a) crystal 

(b) regenerative 

(c) superregenerative 

(d) tuned-radio-frequency 

(e) superheterodyne 

(f) synchrodyne. 

(ii) Crystal sets 

The simplest type of receiver employs a crystal such as galena, plus a " catswhisker," 
for a detector. This, together with a suitable tuned circuit and a pair of headphones, 
forms a satisfactory local station receiving set. Its disadvantages are poor sensitivity 
and selectivity, together with low output. Modem developments have made avail- 
able " fixed " germanium crystals which are being used satisfactorily as detectors. 
The transistor, or three element crystal, recently announced, offers the advantage of 
amplification as well as detection in the one unit. 

(iii) Regenerative receivers 

Higher sensitivity can be obtained by using a valve as a grid or plate circuit detector. 
Additional amplification can be obtained by means of reaction ; the feeding back of 
signal from plate to grid in the correct phase to aid the existing circuit gain. Oscilla- 
tion will occur if too much feedback is used, hence the necessity for judicious use of 
the reaction control, particularly for speech modulated signals, which would other- 
wise be rendered unintelligible. When operated near the point of oscillation, i.e. 
at maximum sensitivity, the selectivity is such that serious side-band cutting occurs 
and distortion of the a-f signal results ; this is usually the limiting factor in the amount 
of feedback that can be successfully employed. As the input circuit is coupled directly 
to the aerial, should the circuit oscillate, radiation will occur with the risk of inter- 
ference to other receivers operating nearby — hence the limited use of this circuit. 
An r-f stage between the aerial and detector assists in minimizing this trouble. 



3. The Synchrodyne 

4. References 
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(iv) Superregenerative receivers (Fig, 34.1) 

The supene'generative receiver is basically similar to the simpler detector with 
reaction. It, however, is adjusted to the threshold of oscillation so that an incoming 
signal will cause the circuit to oscillate. At this instant, a local " quench 
oscillator, operating at a low radio frequency, damps out the oscillation, thus ensuring 
that the receiver is operating continuously at maximum sensitivity. The oscillator 
can be combined with the deteaor or it can be a separate valve. Although very 
sensitive, the superregenerative receiver has pooi selectivity due to circuit loading. 
In addition, interference is also caused by radiation from the " quench " oscillator. 
It is used mainly for higher frequency work where fidelity is mimportant and high 
sensitivity from simple apparatus is required. 

See also Chapter 27 Sect, l(ii)F page 1087 for further information. 




Fig. 34 A. Self quenched superregenerative 
receiver incorporating linear reflex detector. 



(v) Tuned-radio-frequency receivers (Fig. 34.2) 

The simple receivers described above can give improved selectivity, sensitivity 
and output by the addition of radio frequency and audio frequency amplifier stages. 
Two or three r-f stages are commonly used ahead of the detector, which is usually 
of the plate detection or power-grid type. One or more a-f stages follow the detector 
depending upon the power output required. Such receivers are simple to design and 
construct for broadcast frequencies but present difficulties at higher frequencies. 
This is due to the risk of instability resulting from all the gain being achieved at the 
signal frequency. Tracking also becomes a problem as the frequency increases. 
In general, the defects of the timed r-f receiver are variation of sensitivity and selec- 
tivity with frequency over the tuning range. 

At broadcast frequencies, tne circuit simplicity and ease of alignment are the main 
advantages. 




Fig. 34.2. Typical t.rj. receiver 
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SECTION 2 : THE SUPERHETERODYNE 

The superheterodyne receiver as illustrated in Figs. 34.3 and 34.4, has several 
important advantages over other types of receivers. In the superheterodyne circuits 
the incoming signal frequency is changed to a lower frequency, known as the inter- 
mediate frequency. The major part of the amplification then takes place at this 
frequency before detection in the normal manner. The typical superheterodyne 
tuner consists of several distinct sections. These are : — 

(a) Preselector or r-f amplifier 

(b) 1st detector or mixer 

(c) Oscillator 

(d) I-F amplifier 

(e) 2nd detector. 

Seaion (a) may or may not employ one or more r-f amplifiers. Its main funaions 
are to improve the signal-to-noise ratio and to provide a sufficient degree of seleaivity 
to avoid " double-spotting." This latter is the term applied to the reception of one 
station transmitting on a certain definite firequency, at more than one point on the 
tuning dial. 
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Fig, 34.3. Superheterodyne receiver — block diagram. 

The first detector stage receives the modulated signal from the preselector and 
also an unmodulated signal from a local oscillator. These two r-f signals ard arranged 
to differ by a constant firequency by suitable design of the preseleaor and oscillator 
tuning circuit constants. The output of the first detector is timed to this difference 
frequency and as a result the original signals and their sum firequency are suppressed. 

Various types of first detectors have been used, the most popular being the penta- 
grid and triode hexode converters (Refer Chapter 25). The tickler-feedback oscilla- 
tor is very commonly used and optimum adjustment of this circuit minimizes harmonic 
produaipn with its attendant whistles and spurious responses. It also ensures maxi- 
mum conversion conductance from the first detector circuit and optimum signal-to- 
noise ratio. 

The fixed frequency amplifier, called the intermediate frequency or i-f amplifier, 
usually consists of 1 stage, i.e. a valve and two i-f transformers, input and output. 




Fig, 34.4, Typical dual-wave superheterodyne receiver. 
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In wide band and communication receivers, two or more stages are commonly used. 
The intermediate frequency in general use is 455 Kc/s. Earlier receivers used 175 
Kc/s but with the appearance of powdered iron cores and the development of high 
slope amplifier valves, the previous objection to the use of higher intermediate fre- 
quencies, i.e. lower gain, was nullified. 

The higher i-f now in use considerably reduces the incidence of ** double -spotting " 
i.e. the reception of the same station at two points on the receiving dial, one removed 
from the other by twice the intermediate frequency. Thus with an intermediate 
frequency of 455 Kc/s the first " double-spot " would be at 1460 Kc/s, which is 
near the upper limit of the broadcast band if this is taken as from 550 to 1600 Kc/s. 

As most of the receiver amplification occurs at the intermediate frequency, which is 
fixed in frequency, the overall gain does not change appreciably with signal tuning. 
Similarly the selectivity remains approximately constant as this is largely predeter- 
mined by the i-f channel. 

From the i-f amplifier the signal passes into a second detector stage where the 
audio frequency modulation is separated from the carrier and then amplified in the 
normal manner by a conventional a-f amplifier. If, as is usual, a diode detector is 
employed, the rectified carrier provides a direct voltage which can be used for 
various control purposes. The principal use is for automatic volume control, or, more 
exactly, automatic gain control. In this circuit the negative direa voltage, which 
increases with an increase in signal, is applied through suitable decoupling networks 
to the r-f, i-f and first detector grids as required. This overcomes, to a considerable 
degree, the elfect known as " fading." 

For the reception of continuous wave code signals another oscillator is necessary. 
The output from this is fed into the second detector and adjusted to give a suitable 
audio difference frequency, say 1000 c/s, when beating with the incoming code signals. 

The advantages of the superheterodyne over the tuned-radio-frequency receiver 
are : — 

(a) more uniform sensitivity and seleaivity over the tuning range, 

(b) stability is greater, as the major part of the amplification takes place at a 
low radio frequency, 

(c) the i-f amplifier can be designed for minimum sideband cutting, while pre- 
serving reasonable gain, 

(d) greater seleaivity. 

It should be noted that the superheterodyne contains more tuned circuits than the 
t.r.f. receiver, but fewer tuned circuits are continuously variable. 
See References (B). 



SECTION 3 : THE SYNCHRODYNE 

A newer type of receiver is the " synchrodyne " (Fig. 34.5). In this design, selec- 
tivity is obtained without resort to tvmed circuits or band-pass filters. The block 
diagram of Fig. 34.5 will facilitate the understanding of the operation of this circuit 
which requires no timing circuits other than that of the oscillator. Here, the desired 
incoming modulated signal is heterodyned with a local unmodulated signal of the same 
carrier fiequency. The output from the detector, consisting of the required modula- 
tion plus unwanted higher frequency components from stations operating on adjacent 
channels, is then fed to an a-f amplifier through a low-pass filter. 

This simple filter can readily be designed to cut off sharply at any requisite point 
whereas the usual superheterodyne band-pass filters require many elements and 
generally reduce the response at a considerably lower frequency than that desirable 
for optimum results. 
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Fig. 34.5. Synchrodyne receiver — block diagram. 



The selectivity of the synchrodyne depends upon the oscillator circuit and a re- 
striction of the frequency band there does not affect the a-f response. 

To avoid beats in the output signal the local oscllator must be synchronized or 
" locked " with the wanted carrier. One advantage of this receiver is that it is either 
correctly tuned or not tuned at all. Distorted output due to mistuning is thus im- 
possible. The only effect of altering the oscillator tuning within the synchronizing 
range is to change the volume level. 

If necessary, a broad-band r-f amplifier can precede the detector to avoid strong 
stations overloading the receiver. As in the typical superhet, a.v c. voltage derived 
from the detector output can be used for gain control. 

The main disadvantage of this receiver is that loud heterodyne whistles are heard 
when tuning in a station. This defect can be readily overcome by the use of push- 
button tuning, and hence the synchrodyne is likely to be most popular for high- 
quality local-station reception. 

See References (C). 
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SECTION 1 : INTRODUCTION 

The design of A-M receivers as discussed in this chapter is taken as design for 
quantity production^ since it is normally only under these conditions that a signal 
generator, a wave analyzer, a low-distortion beat frequency oscillator and suitable 
valve voltmeter and other meters are available. 

The design of the individual stages in a receiver has been covered in the earlier 
chapters of this Handbook, It is assumed here that the receiver designer has already 
studied these eailier chapters or has equivalent knowledge. The present chapter 
covers the design procedure and certain general features which affect more than a 
single stage. 

The first stage in -a design is the drawing of the circuit of the receiver. This state- 
ment contrasts with the views of those who believe the circuit to be the last stage, 
but whereas most engineers can readily draw a usable circuit for any normal type 
of receiver, there are few conscientious engineers who could build such a receiver and 
not find that after aligrmient and adjustment they did not wish to make some modi- 
fications to remove faults or to improve the performance in some way. Accordingly 
the circuit is the first stage, modifications to layout and perhaps to the circuit as a 
result of measiu-ements and operating tests are the second stage, the measurement of 
all performance figures and checking of all ratings and tolerances the third stage and 
the making of a final sample the last stage. 

The fact that after the final sample is finished it frequently becomes necessary to 
revert to stage two again, should not be taken as a reflection on the design engineer 
but rather as an illustration that there is far more to a receiver than the circuit (Ref. 29). 
What are (apparently) minor changes in layout may introduce unforeseen difficulties 
with, say, the symmetry of the i-f amplifier, a tendency to instability due to feedback 
from the i-f amplifier to the aerial terminal or any one of a dozen other possible sources 
of trouble. 

In a good design preliminary calculation will have been carried far enough to ensure 
that the circuit as first drawn will be such as to allow the specifications to be met with 
a minimum of components and the model will have been built with an adequate know- 
edge of the practical troubles likely to be encountered so that they may be a minimum. 

1228 
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SECTION 2 : SPECIFICATIONS AND REQUIRE2VIENTS 

The designer of a commercial radio receiver has in general three sets of specifications 
to meet. Firstly there are the specifications of the relevant authorities in the countries 
concerned. 

Secondly a brief technical specification is usually supplied to the designer. This 
will include the more obvious electrical features of a receiver such as 

1. Power supply details ; a.c, a.c./d.c., accumulator or dry battery, with the re- 
quired range of operating voltages in the first two cases. 

2. Frequency coverage of various wave ranges, including any bandspread ranges, 

3. Sensitivity at three points on each wave range covered. 

4. Noise ratio, usually at one input only, say 5 |tV. 

5. I-F selectivity for an attenuation of 2 times, 10 times, and 1000 times, and perhaps 
figmes for similar conditions on the broadcast band. 

6. Image ratio at three points on each wave range covered. 

7. Battery consimiption for battery receivers and perhaps power consimiption for 
a,c. receivers. 

Thirdly, there is usually a large mmiber of requirements which are imwritten and 
taken for granted as being part of a good design, but which are all-important from 
the point of view of the uldmate buyer and user of the receiver. These requirements 
include such details as 

8. Suitable a.v.c. and noise performance of the receivei, as discussed later in this 
chapter. 

9. A-F fidelity, including the response of the loudspeaker as mounted in the cabinet. 

10. A satisfactory timing response, i.e., a minimimi of impleasant effects as the re- 
ceiver is tuned to a strong or weak station or even when timed between stations. 

11. An absence of objectionable hvim imder all conditions, such as, for instance, with 
a strong unmodiilated carrier tuned in and the voltime control well advanced, 

12. A low volim[ie level when the volume control has been turned to its minimim:! 
position, 

13. An absence of microphonic effects imder normal conditions of use. 

14. An absence of unnecessarily objectionable effects when the volim[ie control is 
turned up to or past the a-f overload point. 

15. A satisfactorily low heat rise in the power transformer and other components 
after long periods of continuous operation, and operation of all components 
within their maximvim ratings imder all conditions. 

16. Satisfactory performance from battery operated receivers even when the battery 
voltage under load has fallen by at least one-third of the original voltage. 



SECTION 3 : GENERAL DESIGN 

(0 A.V,C, and noise (it) Audio-frequency response (Hi) Hum (iv) Microphony 
(v) Instability (vi) The local oscillator (vii) Cabinet design (viii) Ratings (ix) Field 
testing, 

(i) A.V.C. and noise 

(A) Noise measurements as such can conveniently be made by the e.n.s.i. method 
as described in Chapter 37 ; however a.v.c. and noise are grouped together in this 
section as they are plotted on the same a.v.c. curve, around which a large part of the 
design of a receiver may take place. Such curves are preferably taken by Scroggie*s 
method (Ref. 50) as described in Chapter 27 Sect. 3(xiv) ; Fig. 35.1 shows typical 
curves which might have been taken during the development of a receiver. 
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Before the curves are studied in detail it is proposed to discuss briefly the way in 
which overall receiver noise may vary with the application of a.v.c. bias to different 
valves in a receiver. Shot noise is generated essentially in the plate circuit of a valve. 
The expression connecting noise current in the anode circuit, and direct anode current 
is 

= AVI^ (1) 
where /„ = noise component of anode current, 
Id = direa anode current 
= bandwidth 

and A = Si faaor which varies with different valve types, triodes having the lowest 
values, and converters or mixers the highest. 
Since the multiplication by ^„ of the signal at the grid of a valve gives the plate 
current due to the signal, so the division of a plate current component by gives the 
magnitude of an equivalent signal at the grid. Thus the equivalent shot noise at the 
grid is 

i2,Hot ~ (2) 

s ™ 

from which it can be seen that for an equivalent valve type the lower the ratio of 
\/7d to ^„ the lower will be the shot noise of the valve. 

It will be found with remote cut-ofT valves that as the grid bias is increased above 
the value used to obtain maximum gain the shot noise is also progressively increased. 
A convenient demonstration of this can be found in Fig. 27,39 which gives characteris- 
tics of the 6SK7, a type frequently used as a r-f amplifier. With 5 volts bias the 
numerical value of the factor Vla/gm is 1.6 whilst with 10 volts bias the value is 3.5. 
Thus the shot noise of the valve has more than doubled when the bias is increased 
from 5 to 10 volts. 

In addition, the gain of the stage is of course also decreased, and if the following 
stage is contributing to the total noise of the receiver it will add a larger amount to the 
total equivalent noise as increased negative bias is applied. This is because the noise 
voltage of the second stage is divided by the gain of the first stage to refer it to the 
grid of the first valve. 

It is worth noting that, if noise calculations are carried out in terms of noise re- 
sistance, then the noise resistance of the second stage will be divided by the square 
of the voltage gain when being Vt^erred to the first stage. This follows from eqn. (2) 
in Chapter 23 Sect. 6 which expresses thermal agitation as a voltage e„ in series with 
a resistor R where 
e^^ = AKTAFR. 

Thus as noise voltages are directly multiplied, or divided, by stage gains, noise re- 
sistances must be multiplied, or divided, by the square of the stage gain to give the 
same result. 

With an ideal receiver a ten times increase of signal input would give a ten times 
increase of signal-to-noise ratio. In addition the output of the receiver would be 
unchanged (because of the ideal a.v.c. curve) so that the gain of the receiver must 
decrease ten times and the noise must also decrease ten times. This could be accom- 
plished by decreasing the a-f gain ten times, or by decreasing the gain of any stage 
which made no contribution to the equivalent noise at the first grid. Such a stage 
would be one with a large amount of gain between its own grid and the grid of the 
first stage. If however the gain of the input stage were decreased by a.v.c. bias, even 
in conjunction with a reduction in gain of other stages, then the noise of the input 
stage could increase and the improvement in signal to noise ratio be less than the maxi- 
mum possible. 

This applies particularly when the input valve is a converter. From Fig. 23.20 
it will be seen that the noise resistance of a 6SA7 is 240 000 ohms whereas the im- 
pedance of an aerial coil secondary of 200 microhenries and with an effective Q of 50 
is approximately 60 000 ohms when resonated at 1000 Kc/s. With such an input 
valve and coil, receiver noise would be determined by the input valve noise alone — 
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see Chapter 23 Sect. 6(iv) for method of adding noise voltages — so that any increase 
in valve noise would decrease the signal-to-noise ratio. 

However if the input valve were a 6SK7 r-f amplifier its noise resistance of 1 1 000 
ohms would be appreciably less than the tuned circuit impedance (at 1000 Kc/s) and 
an increase in valve noise resistance of 14 db due to a.v.c. application would make less 
than 3 db difference to the receiver's signal-to-noise ratio. At the low frequency end 
of the band the tuned circuit impedance would be only about 30 000 ohms and a 
correspondingly smaller increase in valve noise resistance would be permissible. 

On the short wave band, where timed circuit impedances are of the order of 5000 
ohms in the middle of the tuning range, noise from valves must always be considered. 

Thus from the point of view of signal-to-noise ratio, the best point of a.v.c. applica- 
tion is the last i-f valve. However with a.v.c. applied to the last i-f valve alone, severe 
overloading of this valve would occur with quite small inputs. The result therefore 
must be a compromise and a solution is to delay the application of a.v.c. to the first 
stage of a receiver until the desired signal-to-noise ratio has been achieved for the 
smallest possible input, and to apply as much a.v.c. as possible to the stage as the input 
increases above this point. 

The importance of this is not always realized, but money and time spent on im- 
proving aerial coils to obtain chiefly a good signal-to-noise ratio at, say, 5 fzV input, 
can be largely wasted by poor a.v.c. circuit design which at larger inputs wastes the 
advantage gained. Consider two receivers, A and B. A has a good aerial coil giving 
a 1000 Kc/s signal-to-noise ratio of 15 db at 5 input and its a.v.c. characteristic 
is such that a 20 db increase in input gives a 14 db increase in signal-to-noise ratio. 
B has a poorer input circuit giving a 9 db signal-to-noise ratio at 5 and an a.v.c. 
characteristic giving 19 db increase in signal-to-noise ratio for each 20 db increase 
in input. The signal-to-noise ratios of the two receivers for various inputs are tabu- 
lated below. 



SIGNAL TO NOISE RATIO (db) 



Input (/iV) 


Receiver A 


Receiver B 


5 


15 


9 


50 


29 


28 


500 


43 


47 


1000 


47 


53 



It will be seen that although the noise ratio of A is twice as good (6 db difference) 
as that of B at 5 ^V, yet for an input of 1000 /iV B is twice as good as A. Far more 
use is made of a receiver with inputs above 80 /iV — where B is superior— than with 
inputs below 80 /iV where A is superior. In receivers with average a-f characteristics 
the signal-to-noise ratio cannot be ignored until it is in excess of 40, and preferably 
45 db. 

A typical a.v.c. design problem is illustrated in Fig. 35.1 where curves Al and Bl 
represent the output of a receiver with an input modulated 30% at 400 c/s, and curves 
A2 and B2 represent the noise output with unmodulated input. 

Curves Al and A2 could be taken on a receiver with high i-f gain, low a-f gain and 
with a.v.c. obtained from the primary of the 2nd i-f transformer and applied to the 
converter and i-f amplifier without any delay. The curves show the following faults 
in the receiver. 

(a) The sensitivity of the receiver (for 50 mW output) could readily be improved. 
As the output is 6 db below 50 mW for 1 /iV input, it could be increased to 50 mW by 
doubling the input, if the effects of noise were neglected. As some of the output 
from the 1 /xV input is noise, somewhat more than 2 /iV input would be needed, but 
the existing sensitivity of the receiver (6.5 ^V) could at least be doubled. 

(b) An output of even two watts cannot be obtained from the receiver for a 30% 
modulated signal less than 1000 pV. Although all normal signals have a maximum 
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Fig, 35.1. A,V.C. and noise characteristics, 

modulation depth greater than this, experience shows that if the impression of in- 
sufficient output on a weak signal is to be avoided, a receiver should deliver its full 
a-f output from a 30% modulated signal. 

(c) The signal-to-noise ratio of the receiver could be improved at any input between 
5 and 1000 with the greatest improvement at the higher inputs. 

Faults (a) and (b) could be removed by increased a-f gain, perhaps by reduction 
of negative feedback, or by substituting a pentode a-f amplifier for a triode. For 
instance the curve Al shows that with another 6 db of a-f gain the receiver would have 
a sensitivity of 1 and would give a power output of 2 watts with 80 input. 
A-F gain is specified since additional i-f gain would alter the a.v.c. characteristic. 

However a different modification to the receiver would simultaneously correct 
faults (a) (b) and (c). Fault (c) is due to the fact that at all inputs above 1 mV, a.v.c. 
is applied to input valve of the receiver. This is known because the rate of increase 
of signal-to-noise ratio is appreciably worse than the ideal. Accordingly an obvious 
remedy is to use delayed a.v.c, and with the object of obtaining the maximum possible 
signal-to-noise ratio up to 100 ^V, the delay might be removed at this figure, with 
results as shown in Bl and B2. From these curves the following information is 
obtained. 

(a) The sensitivity of the receiver (for 50 mW output) is now slightly better than 
3 mV. 

(b) An input of 20 will give an output of 2 watts. 

(c) The noise ratios of the receiver before and after modification are as tabulated 
below. 

SIGNAL-TO-NOISE RATIO (db) 



Input fiV 


Original receiver 


Modified receiver 


5 


9 


10 


10 


14 


15* 


102 


29 


34i 


10^ 




43 



Correction of the three previous faults has however introduced other troubles, 
(d) Although the a.v.c. characteristic of the receiver is now fiat within ± 2db for 
inputs varying between 100 and 100 000 ^V, severe modulation rise occurs with inputs 
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of the order of 1 volt. This is because the much larger signal at the plate of the last 
i-f valve (3 times larger with 0,1 volt input) is causing overloading. 

(e) With any input from 100 upwards, the a-f system will be severely over- 
loaded if the volume control is turned to maximum. In other words the useful range 
of the control is decreased and the receiver will behave unpleasantly if carelessly 
handled. 

Depending on the amount of design time and component expenditure which can be 
aiforded, a compromise between the various faults might take the form of 

(a) No delay to the a.v.c, and only a fraaion (say one half) of the developed a.v.c. 
voltage applied to the controlled grids. This would allow curve Al to rise more 
rapidly, and would minimize the increase in noise in the first valve with a.v.c. applica- 
tion. 

(b) A smaller amount of delay than that used for curve Bl. An appropriate 
amount would allow the receiver output to reach its maximum just as the delay dis- 
appeared. This would give maximum possible signal-to-noise ratio up to about 30 

only. 

(c) A better solution might be to use a fraction of simple a.v.c. on the i-f valve and 
full delayed a.v.c. on the first valve. By this means the signal-to-noise ratio could 
increase at the maximum rate until say 500 input, without the maximum output 
rising excessively, and for larger inputs the first valve could be heavily controlled. 

For further information which can be obtained from curves such as those shown 
in Fig. 35.1 see Chapter 27 Sect. 3. 

(B) Miscellaneous matters 

1 . Consideration of a typical a.v.c. curve will show that it is quite possible to have 
too much a-f gain (Refs. 26, 31) or too much i-f gain in a normal receiver. Too much 
a-f gain will merely move the whole a.v.c. curve upwards, and after full output from 
a receiver can be obtained for some reasonably small input, any further increase in 
a-f gain will allow severe overloading to occxir with the volume control at maximum, 
and increase any hum troubles. 

On the other hand as i-f gain is increased, so developed a,v,c. voltages are increased 
and an extremely sensitive i-f channel could develop sufficient a.v.c to bias the valves 
back appreciably for 1 input. As a result the signal handling capabilities of the 
valves would be seriously reduced at large inputs due to their having unnecessarily 
high bias. 

It is even possible to have too much r-f gain, at least on a particular band. If the 
gain of a r-f stage is 50 on the broadcast band, and 10 at the low frequency end of the 
short wave band, then the a.v.c. curves for the two bands can only be a compromise, 
and if there is sufficient sensitivity on the short wave band, excessive a.v.c. voltages 
will be developed with large inputs on the broadcast band, leading to i-f overloading. 

A convenient method of reducing broadcast band r-f gain is to tune the high im- 
pedance r-f transformer primary to a very low frequency by using an additional 
capacitance, say 80 ^^F, across a 4 mH primary. This method has the advantage of 
reducing the pulling of the primary on the tuned secondary circuit which may mini- 
mize tracking problems. Also it needs no additional switching as the wave ranges are 
changed. 

2. Mention has previously been made of the necessity for having a suitable time 
constant for the a.v.c. system [Chapter 27 Sect. 3(xii)]. One type of distortion which 
can be very distressing is caused by a time constant vhich is too small. Under these 
conditions the potential on the a.v.c. line follows the a-f modulation on the diode 
load, although because the filter used is a resistance capacitance type, only low fre- 
quencies are present and the lower the frequency the less the attenuation by the a.v.c. 
filter. As a result the i-f gain of the receiver is varied at an a-f rate and while the 
effect on a single low frequency is to reduce its amplitude, the effect on a musical 
programme is to modulate the whole a-f output with its lower frequency components. 
The resulting reproduction sounds very rough, broken up and unpleasant. A time 
constant of 0.1 second must be regarded as a minimum if this effect is to be avoided 
and larger values are preferable. 
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3, Unpleasant tuning effects are usually due to the a-f frequency characteristics 
of a receiver, the a.v.c, system or a combination of the two (assuming that the receiver 
is stable under all conditions). So far as the a.v.c. is concerned it can be appreciated 
that with the a.v.c. voltage derived from the signal diode it is quite possible to over- 
load the first valve in a receiver while a strong station is being tuned in. Signals of 
0.5 volt are quite frequently met, and as a receiver having a resonant aerial coil gain 
of 10 is tuned towards such a station the signal voltage on the grid of the first valve 
where the selectivity is very poor compared with the selectivity of the i-f channel 
might reach 4 volts before any appreciable a.v.c. voltage is developed. Since the 
first valve might be operating with only 3, or even 2, volts of standing bias severe 
overloading and distortion would occur, although with the receiver tuned in correctly 
the valve would probably receive enough bias to allow it to handle the signal without 
distortion. To minimize this trouble a.v.c. is best developed from a less selective 
source, the primary of the last i-f transformer, even at the expense of another few 
components. Some advantage in smoothness of tuning is obtained on all stations, 
apart from extreme cases such as mentioned above, since whenever the receiver is 
detuned from a station, a larger a.v.c. voltage is obtainable from the less selective 
source, so that the volume of sovmd distorted by the mistiming of the receiver is re- 
duced. 

4, Although the ideal often aimed at is a flat a.v.c. curve, it must be realised that too 
close an approach to such an ideal has disadvantages, and is in fact undesirable for 
a normal A-M commercial receiver. Many receivers are used in situations with high 
noise levels, although in most cases the noise is of lower amplitude than the local 
stations. Under these conditions an a.v.c. curve flat from say 10 to 1 volt input 
will be responsible for the receiver making far more noise than is necessary when being 
tuned between stations. 

For the purpose of providing minimum noise between stations, an a.v.c. curve would 
be designed to be reasonably flat over the range of inputs covering most of the local 
stations^ and at lower inputs would decrease as rapidly as possible. Of course the 
minimum tuning noise requirement for an a.v.c. curve is not the only one, or even 
the main one, but it should not be overlooked. 

It will be found that the flattest a.v.c. curve that is desirable is one which rises per- 
haps 20 db between 1 fxY and say 250 /aV input and increases between 250 juV and the 
maximum input at the rate of 2 or 3 db for each 10 times increase in input. The 
noise and static heard on stations below 250 {mV give the illusion of a curve much 
flatter than is actually the case. 

(ii) Audio-frequency response 

(A) The design of the a-f end of a radio receiver is of particular importance, as its 
* tone * is the one feature of a receiver*s performance which is continually evident to 
the user. In spite of flat-frequency-response ideals, the object to be aimed at is 
always to provide pleasing performance, and consideration of the intended use of a 
receiver is necessary before it can be known what constitutes pleasing performance. 

For the majority of its working life an A-M broadcast receiver provides background 
music for people whose main attention is concentrated on something else, and the 
chief purpose of a receiver is consequently to sound pleasant under all conditions. 

As a secondary requirement, the frequency range of the receiver should be as great 
as possible, so long as this does not introduce any undesirable effects. For instance 
a restricted frequency range is preferable to an extended one with added distortion. 

If a receiver were designed with a very flat frequency response the listener*s reaction 
would probably be that it was lacking in bass. This is readily explainable from the 
effects of scale distortion as discussed in Chapter 14 Sect. 8, and the designer's first 
modification to the response of the a-f end of a receiver is to increase the bass. This 
can be done in three ways ; an increase which is not affected by any of the receiver's 
controls ; an increase which can be altered by means of a tone control ; and an in- 
crease which is dependent on the setting of the volume control so that at maximum 
volume there is little or no bass boost. A circuit of the last type is shown in Fig. 35.2, 
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or negative feedback can be used as in Fig. 353. In each case the values of com- 
ponents shown are typical, but final sizes are governed by the acoustical qualities of 
the cabinet and loudspeaker, and the response of the remainder of the receiver. See 
also Chapter 15 Sects. 3 and 10. 

There is a limit both in frequency and amplitude to the 
amount of bass boosting that can be used. Considering 
frequency first, if the response is too high in the region of 
1 50 c/s, reproduction becomes boomy and is very annoying 
to listen to for a period of time. Even worse is excessive 
gain at frequencies lower than the bass resonant frequency 
of the loudspeaker. These frequencies cannot be repro- 
duced as fundamentals and any output is due to frequency 
doubling. 

In addition the primary impedance of the output uans- 
former falls to such a low value, due to insufficient primary 
inductance in a normal cheap transformer, that the output 
valve can only provide a small fraction of its mid-frequency p^g 35,2. Bass 
undistorted output before distortion becomes serious at boost varied with 
frequencies appreciably below 100 c/s. volume control set- 

Even if these objections are overcome it is found that a 
good response below 50 c/s in the great majority of radio receivers is a liability rather 
than an asset, as hum, turntable rumble, wow and extraneous noises from broadcasting 
stations become objectionable. Within the receiver itself microphonic and hum 
troubles are increased. 

From the aspect of the amplitude of the bass boost it must be remembered that a 
receiver, with say 4 watts maximum undistorted output and a 12 db bass boost at 
some frequency below 100 c/s will overload very readily at the bass boost frequency. 
Assuming power output at low frequencies equal to that at mid-frequencies [which 
is certainly not the case in an average radio receiver owing to the reduced load im- 
pedance and the elliptical load line of the output valve (see Chapter 2 Sect. 4)] then 
an input which will give 300 milliwatts of output at the mid-frequency will overload 
the amplifier at the bass boost frequency. Although the overloading is due to low 
frequency excitation, intermodulation produas will occur throughout the a-f spectrum 
when music is being reproduced. 

On the other hand excessive high frequency response can also have undesirable 
effects. The frequency range from 2500 c/s to 3500 c/s is very unpleasant if over- 
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Fig. 35.3. 



A-F end of receiver with compensated negative feedback and feedback tone 
control. 
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accentuated, and where higher frequencies are to be emphasized it is essential that 
distortion throughout the system be kept to a minimum (Ref. 32). 

Particular care must be paid to the tuning charaaeristics of the receiver if the a-f 
response is to be extended above 5000 c/s. When listening to a correctly tuned station 
the selectivity of the receiver normally limits the high frequency input to the a-f end^ 
but during tuning both distortion and emphasis of high frequencies occur, and these 
effects are exaggerated with an extended high frequency response. 

Since in a normal superheterodyne receiver the selectivity is such as to give an 
attenuation of 6 db at about 3500 c/s and 20 db at about 7500 c/s, it is obvious that the 
upper end of an a-f response which is flat to 7500 c/s is useless. If any serious attempt 
i? to be made to reproduce frequencies above 5000 c/s the first step to be taken is to 
broaden the i-f amplifier — Chapter 11 Sect. 3(iii). 

It was mentioned above that imder conditions of reasonably extended a-f response 
the distortion throughout the system must be kept to a minimum. The system, of 
courses can include a recording, a pick-up, and a transmitter, in addition to the re- 
ceiver, and as only one link in the chain needs to cut the high frequencies from the 
reproduction — or add distortion — to make extended high frequency response in the 
receiver either useless or a liability, it is seldom that it is desirable to extend the res- 
ponse of the a-f end of a typical radio receiver beyond about 5000 c/s. 

(B) It sometimes becomes necessary to design the frequency response of a receiver 
to do more than provide the most pleasing tone. For instance, in small battery re- 
ceivers the a-f output is always restricted because of the small output valve used and 
the need to economize on battery current, and it is usually desirable to modify the 
frequency response to make the most of the output that is available. This can be 
done by providing a comparatively high level between 1000 c/s and 2500 c/s com- 
pared with the 400 c/s output. This emphasis should not of course be carried to 
the stage of making the receiver sound unpleasant either when playing normally, or 
when overloaded, as receivers with small output are often operated in this latter 
condition. 

(C) In addition, the frequency and damping of the loudspeaker low frequency 
resonance and the frequency and prominence of the high frequency resonance can 
have a considerable effect on the apparent maximum output when no electrical fre- 
quency compensation is used. If the low frequency resonance is too heavily damped, 
there will be loss of bass response. In mantel battery-operated receivers the damping 
is often reduced to the minimum by the use of a power pentode either without feed- 
back or with negative current feedback (e.g. Fig. 35.4). In the latter case there will 
also be reduction of distortion. Care should be taken when using this circuit that 
the high frequency response does not extend to frequencies where it is undesirable. 
A suitable value of resistance for R would be 0.1 or 0.2 ohm (depending on the 
gain of the a-f amplifier) so that the loss in output power is more than offset by the 
advantages. 




Fig, 35.4 Simple 
current feedback. 



bioi 



Where frequency compensation is used in a receiver, the speaker resonances are 
chosen with a different object in view. The electrical response can, owing to the 
compensation, be raised to any desired level at any frequency within reason, but the 
loudspeaker will not reproduce satisfactorily frequencies below its main resonance. 
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Accordingly the frequency of the main resonance is chosen to be as low as possible 
consistent with the type of receiver — ^and speaker — being used. For instance the 
resonance for a 12 inch speaker to operate in a large console model might possibly be 
as low as 55 to 60 c/s, for an 8 inch speaker in a table model receiver 65 to 70 c/s, 
and a 6 inch speaker in a small mantel model perhaps 1 10 c/s. 

The high frequency resonance is made as high as possible although for different 
reasons. When a receiver's high frequency response is increased, a distressing screech 
occurs if the response between 2500 and 3500 c/s is too high. Many loudspeakers 
have a peak of sound output in this range of frequencies and when this is the case only 
a very small amount of high frequency boosting can be used. However if the fre- 
quency of the peak can be increased to say 4500 c/s, preferably with a dip between 
2500 and 3500 c/s, more high frequency boosting up to say 5000 c/s can be used, and 
improved results obtained. 

(D) The correct application of negative feedback to a radio receiver can reduce the 
distortion, permit the boosting of appropriate frequencies and provide damping of 
the loudspeaker bass resonance, but it must be realised that the greater the number of 
features expected from the feedback, the more critical will be the design. For ex- 
ample bass boosting is usually required at about the same frequency as the loudspeaker 
main resonance, and unless care is exercised it will be found that when the required 
bass boosting has been obtained, the feedback may be positive, in the vicinity of the 
resonant frequency of the loudspeaker, so that the damping required for high quality 
reproduction will be reduced rather than increased. 

Negative feedback is used in the circuit of Fig. 35.3 to give distortion reduction, 
increased speaker damping, bass boosting, treble boosting with sharp cut-off, himi 
and minimimi volimie reduction, a decrease in the low and high frequency boosting 
as the volimie control is advanced, and a tone control. The tone control gives treble 
boosting at one end, a comparatively flat response in the middle and a treble cut at 
the other end. 

It will be seen that feedback is taken from the voice coil of the loudspeaker to the 
volume control by two separate paths. The simpler path through the 50 ohm re- 
sistor i?3provides a large amount of feedback, independent of frequency within reason- 
able limits, to the bottom of the vclimie control. This serves to reduce hum and 
play- through with the volimie control in its minimimi position as explained in Sect 
3(iii) of this chapter. Resistors and are designed to provide the desired amount 
of feedback, which must be limited to avoid instability. 

The second feedback path is more complicated but can readily be explained in 
steps. With the variable tone control i?6 set to the position of maximum treble boost 
(slider connected to ground), R^ and form a voltage divider, and the higher the 
frequency the smaller the voltage that appears across Ca. It is this voltage which is 
the main feedback voltage applied to the amplifier, and the decreasing negative feed- 
back as the frequency increases gives increasing output from the amplifier, thus pro- 
viding treble boost. 

The next component in the main feedback path is the resistor i?8 which isolates 
the treble and bass boosting sections of the network. In the absence of Rq, Ci and 
Cj would give 0.033 ^F to earth from the tap on the volume control. R^ also serves 
a purpose in the operation of the tone control to be described below. 

The next part of the feedback network is another frequency discriminating voltage 
divider composed of Ci and R^. The effect of this divider is the reverse of the pre- 
vious one in that the lower the frequency the smaller the voltage appearing across Ri, 
owing to the increasing reactance of Q, and as feedback is reduced at low frequencies 
so the overall gain of the amplifier is increased. In this way the bass boost is obtained. 
However as mentioned earlier there is a limit to the amount of bass boosting which 
can be used and to prevent the feedback from increasing indefinitely as the frequency 
is reduced the resistor is used. 

Excessive high frequency response is also undesirable and capacitor Cg provides 
a sharp cut-off above the desired range. The reactance of C3 is so high at mid- 
frequencies that it has no effect on the response, but as the frequency becomes higher 
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it provides a progressively lower impedance path between the source of the feedback 
voltage and the tap on the volume control. Above the useful range of frequencies 
it becomes the main feedback path. 

To prevent instability at very high frequencies where the fraction of the output 
voltage fed back to the input is very high owing to the small reactance of C3, the gain 
of the amplifier itself is made to decrease rapidly at frequencies above the desired 
a-f range. This is the purpose of the 33 fi^iF capacitor C4, and it has the added ad- 
vantage of giving a sharper overall cut-off than could be provided by C3 alone. 

The resistor has been mentioned as one element of the bass boosting voltage 
divider, but its size is governed by another consideration, the adjusting of the volume 
at which maximum bass and treble boost are provided. The feedback current 
flowing into the tap on the volume control returns to ground by two main paths, the 
volume control and the resistors R2 and Rain parallel providing one, and the volume 
control, the decoupling resistor R^ and the diode-cathode path of Vi being the other. 
Thus as the slider of the control is turned up from its minimum setting the amount 
of frequency-compensated feedback applied to the amplifier is increased until the 
slider reaches the tap and thereafter decreases. With the slider at the tap, the 
volume should therefore be the lowest normal listening level so that as the volume is 
increased, the amount of compensation is reduced. The normal type of tapped 
volume control has its tap at about 50 000 ohms for a 0.5 megohm control and this 
gives too much volume for maximum compensation, so the value of R^ is chosen to 
reduce it to the required level. 

The operation of the tone control is comparatively straightforward. With the 
slider at the earthed end of the resistance element, R-, and remove most of the 
high frequencies from the feedback path to provide a treble boost. However as the 
slider is turned away from the earthed end the resistance in the capacitive arm of the 
voltage divider is increased and its frequency discriminating properties are reduced. 
For example when the resistance between slider and ground is 5000 ohms the amount 
of feedback used varies only between 10/11 and 11/11 of the total amount as the 
frequency is increased from zero to infinity. Thus the treble boost is removed over 
the first part of the rotation. 

When the control is set to the other extreme, is in parallel with R^ and the sizes 
of these components are adjusted so that their impedances are the same in the lower 
mid-frequency range. Under these conditions Co offers an increasingly lower im- 
pedance path for feedback currents as the frequency increases above say 400 c/s, and 
the larger amount of feedback results in a falling high frequency response for the am- 
plifier as a whole. 

It must be realised that while the foregoing explanation of the feedback circuit is 
correct as far as it goes, a complete picture of its operation cannot be obtained without 
a knowledge of the phase shifts introduced by the various coupling elements both in 
the feedback circuit and in the main amplifier circuit. Feedback which is 180° 
out of phase with the input at the mid-frequency is no longer negative when a phase 
shift of 90° has taken place. In Fig. 35.3 at low frequencies the coupling condensers 
to the grids of Vj and Vg, and the primary of the output transformer will each give a 
maximum phase shift of 90° while capacitors C25 Ci, the screen by-pass of Vi, the 
cathode by-pass of Va and the decoufrting by-pass in the B supply of Vi will each give 
a phase shift with a maximum varying between perhaps 20° and 50°, so it is obvious 
that the phases of the feedback voltages become far more important than their magni- 
tudes. By far the most difficult part of the design of such a circuit is to maintain 
the feedback negative over the usable a-f range, rather than to obtain the desired 
frequency response. 

Because of the variation in frequency response with the phase of the feedback volt- 
age it is possible to obtain bass and treble boosting without frequency discriminating 
elements in the feedback path. Such a circuit would be the same as Fig. 35.3 with 
all feedback components removed except R^ and R^. In such a case circuit elements 
such as the grid coupling condensers, which would normally be as large as possible 
to avoid phase shifts in the working range, would be decreased in size to cause phase 
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shifts and thus develop a bass boost. This is the reverse of what would be expected 
from such a change in an amplifier without feedback. Similarly a high frequency 
boost could be obtained by adding a by-pass in the plate circuit of Vj or elsewhere. 

As the amount of negative feedback applied to an amplifier is increased, the peaks 
of response at low and high frequencies are removed further from the mid-frequency 
and become greater in amplitude, and with the fewer components available in the 
simplified circuit it usually becomes necessary to vary the amount of feedback to 
assist in obtaining the desired response. 

(iii) Hum 

The a-f gain in a radio receiver is seldom high enough to make hum elimination 
difficult except in so far as space or economy considerations make it so. Nevertheless 
economy is such an ever-present need in commercial design that the majority of 
receivers have hum reduced to a barely acceptable minimum. 

The amount of hum permissible at any stage in a receiver can be expressed as the 
maximum tolerable hum at the output of the receiver divided by the gain at the 
appropriate frequency between the output and the stage in question. Thus the 
filtering required by the plate of the output valve is less than that for any other part 
of the a-f system. Advantage can be taken of this effect in small receivers, in which 
the plate of the output valve can be fed directly from the capacitor across the rectifier 
output. Since the output valve plate draws a large proportion of the total B current 
in a small receiver, the filter used for the supply for the rest of the receiver can be de- 
creased considerably in size, and it may be possible to use a resistive filter instead of 
a choke without an excessive voltage drop. It should be noted however that since 
there is gain between the screen of a normr l tetrode or pentode and its plate the screen 
of the output valve in such a case will probably need to be supplied from the filtered 
source. 

Filtering becomes more important when the grid circuit of the output valve and the 
plate circuit of the a-f amplifier valve are considered. Designs using back-biasing 
for the output valve normally have the grid of the output valve decoupled for hum 
reduction, and similarly the plate supply to the first a-f amplifier is often decoupled. 
It is worth noting that the hum introduced from these two sources is out of phase, 
and whilst if one decoupling is used as a matter of course, or if the output valve is 
cathode biased, the other may become essential, yet the results obtained with both 
omitted are often satisfactory. 

Hum introduced between grid and cathode of the a-f amphfier is usually the most 
difficult to eliminate since the following amplification is high, and the circuit is usually 
a high impedance one which makes the effects of small capacitive couplings appreci- 
able. The impedance of course is variable, depending upon the volume control 
setting, and when tracing hum introduced into this stage it is best to turn the volume 
control to maximum. If noise from the r-f end of the receiver then drowns the hum, 
the last i-f valve can be removed. 

Hum can be introduced into a receiver before the second detector, although under 
these circumstances (assuming transformer coupling to the detection diode) it can only 
be troublesome if it modulates the signal. Modulation hum can usually be traced 
to two general sources, firstly amphtude or frequency modulation of the local oscillator 
in a superheterodyne receiver by hum from the power supply, and secondly amplitude 
modulation of the signal in a valve working on a non-linear part of its characteristic 
and with a hum voltage impressed on one electrode. 

Modulation hum due to the local oscillator is as a rule only met when the oscillator 
plate has a separate filter from the reaifier output to ehminate flutter — see Sect. 3(vi) * 
of this chapter. The filter is usually resistive and arranged to give the proper voltages 
so that an increase in the size of the filter capacitor is the cure. 

Modulation hum occurring because of a non-linear characteristic in a r-f or i-f 
valve is greatest at the point of maximum non-linearity and this as a rule is at some 
intermediate value of bias, so that the hum may increase up to some particular input 
and decrease thereafter. This can readily be checked on the a.v.c. characteristic. 
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plotted as described earlier in this section. A common reason for this type of hum 
is insufficient filtering for the screen of a r-f amplifier. If the a.v.c. line carries bias 
generated across a back bias resistor it is also possible for hum from this source to 
modulate incoming signals in any of the remote cut-off valves to which a.v.c. is appUed. 

A third source of modulation hum is sometimes met in a.c./d.c. receivers. Owing 
to insufficient filtering in the mains leads or perhaps to insufficient shielding, the 
rectifier becomes a part of the circuit in which signal currents circulate. The signal 
in this path is modulated by the mains frequency since the rectifier is conduaive for 
only half of each mains frequency cycle. A cure for this type of hum is to use a r-f 
by-pass across the rectifier, a typical capacitor being a 0.001 fiF mica type. 

A receiver with high a-f gain can give trouble with hum due to potentials developed 
between different soldering lugs on the chassis, and because of this it is usually best 
to return directly to the cathode of the a-f valve any leads coming from the * earthy ' 
side of components in the grid circuit of the valve. In addition, the lead between 
cathode and ground must be separate from the lead earthing one side of the valve's 
heater. When building the pilot model of a receiver which is likely to give hum trouble 
it is best to take all possible precautions initially, trying any economy measures one 
by one after the model is in operation. The alternative of building first for maximum 
economy may lead to delay, since when several sources of hum are present cancellation 
usually occurs, and the removal of one source may lead to an increase in total hum. 

One aspect of himi which can be put to good use during design is that a hum level 
which is objeaionable at very low listening levels may be satisfactory at higher levels 
when it is masked by the programme. A circuit which at very small cost reduces 
hum at the minimum volxmie setting of the volume control is shown in Fig. 35.5. 
The connection from the voice coil is in the direction to give negative feedback, and 
this feedback is a maximum with the volume control turned to zero, decreasing as 
the volume control is turned up, until at maximiun volume the gain of the receiver 
IS reduced only by one or two db. The feedback is also valuable in reducing play- 
through, and this aspea has a particular application in reflex receivers. 

There is a maximimi value of feedback which can be used without instability, 
and in a high gain amplifier use of the full amount of feedback available from the voice 
coil may give trouble (see Chapter 7 Sect. 3). In addition, the feedback into the 
bottom of the diode load results in an apparent reduaion of the a.c./d.c. impedance 




Fig. 35.5. Negative voltage feedback 
varied by volume control setting. 



The reason for this latter effea can readily be visualized from Fig. 35.5 as follows. 
Neglecting for the moment the negative feedback, the diode load is the 0.5 megohm 
resistor Ry and an a-f voltage due to the modulation of an incoming carrier pro- 
duces in the d'ode load an a-f current /„ of a magnitude given by = EJR. 

Now when feedback is applied, an a-f voltage of magnitude— in a typical case- 
equal and opposite to with the audio volume control at maximum, is applied to 
the bottom of the diode load. The a-f voltage across the resistor R is now 2Ea and 
// - 2EJR 

where /„' a-f current in diode load with feedback appUed. 

Thus the a-f current flowing in the diode load has been doubled by the application 
of feedback for the same demodulated a-f signal E^^ An alternative way of consider- 
ing this effect is that the a-f voltage E^ is generated across an impedance equal to R/2. 
This is the usual conception of the effect, and the explanation for the statement that 
the a.c./d.c. ratio is reduced by such a feedback application. 
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Of course as the volume control is turned down from its maximum setting the feed- 
back voltage applied to the bottom of the volume control is reduced and the ax./d.c. 
ratio is improved^ even although the amount of a-f gain reduction is increased. 

To overcome the trouble of possible instability and increased a.c. loading on the 
diode load when the full voice coil voltage is used for feedback, the circuit of Fig. 35, 6 A 
can be used. Resistors Rj and Ra may be of equal size, say 25 ohms each, and the 
phase of the feedback is such that the feedback at the bottom of the diode load is still 
negative, so that the feedback into the top of the diode load is positive. The values 
of the resistors can readily be arranged so that the gain reduction with the volume 
control at maximum is zero, when the a.c./d.c. ratio is no worse than in the no-feed- 
back condition. 

It is quite possible of course to have positive feedback predominating, giving an 
a.c./d.c. ratio greater than imity, but the reduced detection distortion in this case 
may be more than offset by increased a-f distortion. 



Fig. 35.6A. Combination of 
positive and negative voltage 
feedback. 




When tracing hum it is essential to be in a location quiet enough for the character 
of the hum to be recognisable, and a meter reading hum amplitude and an oscilloscope 
showing hum waveform can each be useful on occasions. 

The amount of hum which can be tolerated is very dependent on the frequency of 
the hum, and pure 50 c/s hum could be of much greater amplitude than say a 150 c/s 
hum for two reasons. Firstly, the sensitivity of the ear is greatly reduced at 50 c/s, 
and secondly the sensitivity of the reproducing equipment also decreases rapidly 
below the resonance of the loudspeaker. Nevertheless a receiver with a small speaker 
which cannot reproduce 100 c/s satisfactorily can suffer badly from 100 c/s modu- 
lation hum, which, although not audible in itself, modulates any other audio fre- 
quencies which are present and thus gives a very harsh, broken-up type of repro- 
duction. 

Since the effects of hum are to such a large extent subjective it is natural that final 
approval in a doubtful case must come from a listening test. It is essential that 
such a test be carried out in a home under the quietest conditions possible, as the 
masking effects of noise in a normal factory, or even laboratory, make an evaluation 
of the hum level very difficult. 

See also Chapter 31 for a general treatment of hum. Chapter 7 Sect. 2(ix) for hum 
with feedback. Chapter 12 Sect. lO(vi) for hum in voltage amplifiers, and Chapter 18 
Sect, 2(iii) for hum in pre-amplifiers 

(iv) Microphony 

Microphonic effects in electronic equipment are those in which mechanical move- 
ment produces undesired electrical output from the equipment. Many such effects 
are self-sustaining in that the microphonic noise produced reinforces the original 
mechanical movement and a continuous output builds up at the frequency of the 
mechanical vibration. 

There are two main sources of microphony in an A-M receiver, the local oscillator 
and its circuit, and valves. Since all tuned circuits and all valves are microphonic 
to some extent, the object of a designer when laying out a receiver must be to isolate 
from the output of the loudspeaker those components which are most likely to give 
trouble. 
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Tuning condensers probably give more microphonic trouble than any other com- 
ponent, although frequently this is due to the mounting method used or to the dial 
drum. Some receivers have the complete tuning unit (condenser, coils, wave-change 
switch and valves) mounted on a subchassis which is floated on rubber. This pre- 
caution, although comparatively expensive, is usually sufficient to remove any micro- 
phony, and even the cheaper solution of floating the gang condenser alone will usually 
give a substantial improvement. A drawback to the use of floating timing imits is 
that as a rule the dial and tuning knob must float too, or flexible couplings must be 
provided to them, in which case backlash between the tuning knob and the gang 
condenser or the dial usually becomes a problem. 

The type of gang condenser microphony which can be cured by floating the con- 
denser is usually due to movement of masses of metal such as the complete gang body, 
or the whole rotor shaft, and an alternative to floating the gang is to make it more 
rigid. The first step is to stiffen the body by soldering with large fillets of solder the 
junctions between the cross bracing strips and bars, and the end and dividing plates 
in the gang. For extreme cases it may be necessary to solder a plate to the back of 
the body of the oscillator section. An alternative is to moimt the gang normally on 
its feet and then add an additional bracing from the top of the gang to some nearby 
solid mounting. Such a bracing may be better either rigid or rubber moimted, in 
the latter case acting more as a vibration damper. A gang condenser with its frame- 
work stressed by the moimting is more likely to be microphonic than one which is not 
stressed. Thus a suitably designed three point mounting may be an improvement on 
the conventional four point suspension, although in each case care must be taken to 
see that it is not possible for the condenser to rock. 

It does sometimes happen that a complete stator packet vibrates and causes micro- 
phony. In such cases it may be possible to reinforce the brackets supporting the 
stators sufficiently at least to remove the resonance to a frequency at which it will 
not be troublesome. 

Some microphonic effects are due to a large dial drum mounted on the gang spindle. 
Such a drum may be self resonant if made of metal or it may because of its weight 
induce flexing effects in the condenser shaft. In other cases its position may give 
trouble ; for instance the drum may be spaced only slightly from the front panel of 
a mantel model receiver, with the loudspeaker mounted on the same panel. Very 
considerable acoustical coupling will then exist between the loudspeaker and the gang 
rotors. Should the drum itself be resonant it may be possible to alter the frequency 
sufficiently to avoid microphony by punching suitably placed holes in it. Spraying 
with flock or attaching a piece of felt may damp the resonance adequately. 

Another type of gang microphony is due to the vibration of the plates of the con- 
denser. This is more often due to sound waves impinging directly on the plates 
themselves and acoustical shielding between speaker and gang condenser should be 
tried as a cure. 

Should a valve be causing microphony it can be mounted on a floating socket and 
shielded as far as possible from the noise from the loudspeaker. Sometimes a rubber 
sleeve around the glass envelope may effect a cure. 

With battery valves, microphony can be aifected by circuit design. If the plate 
current of a remote cut-off valve has been reduced almost to cut-off by a.v.c. action, 
movement of the filament under the influence of noise from the loudspeaker may cause 
some seaions of the valve which have been completely cut off to conduct again. 
The resulting change in plate current creates noise in the loudspeaker which main- 
tains the vibration of the filament and the microphony is sustained. An alteration 
to the circuit which will result in smaller a^v.c. potentials being applied to the valve 
in question should be tried. 

Microphony is also encoimtered between pickups and loudspeakers, although more 
recent types of combined gramophone motors, turntables and pickups use very 
flexible moimtings which almost completely remove such troubles. 

If the remedies suggested above fail to sure a particular case of microphony there 
are other methods of attack. The simplest is to mount the loudspeaker on rubber 
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or felt with no sdid connection between loudspeaker cabinet. Even if this 
should result in a gap of up to one quarter of ttft inch between the edge of the loud- 
speaker frame and the baffle, little change of a-f response need be expected. Such a 
mounting is, of course, mainly effective in keeping low frequency vibration from the 
cabinet, and is most likely to cure low frequency microphony. 

An alternative method of achieving the same result is to mount the loudspeaker 
solidly to its baffle, and float loudspeaker and baffle from the cabinet on suitable rubber 
grommets. 

Similar results can be obtained electrically by reducing tht bass teVt)dnse of i 
receiver. If the response is already satisfactory this is *md*6^i*iiblei te'Ut it may be 
found possible to attenuate severely frequencies below sa.^ 7^ withbWt iiptireciably 
atTecting the tone, and this could produce iht tt^\iit^i efeect. Altefhatively, since 
jnicrophony is usually much worse on shoit WaVes, a bass cttt be switched in with 
the wave change switch as the receiver is turned to ihttit waves. This possible cure 
can actually improve short wave reception sin^ iRlding and noise can be less objection- 
able with a restricted bass response. 

Since some types of microphony are due to a change in receiver output as the OS-' 
cillator frequency is variedj it follows that the greater the selectivity of a receiver^ tht 
more prone it will be to this type of microphony. Receivers with a sh«ufp j^k tb the 
selectivity curve are particularly susceptible and this is fn^quently ^^Us^fed bi^ li- 
generation in the i-f channel which may be reduced by improved layout ^ by tieu- 
tralization— see Chapter 26 Sect. 8(ii). 

(v) Instability 

This sub-section is confined to instability gw:t>blems commonly Yftet in A-M re- 
ceivers. For general information on the subjtct see Ref. 22x 

Probably the most common trouble with new models when wired up for the first 
time is instability, although the reason can usually be found with little trouble by by- 
passing possible " hot " points with a large capacitor, say 0.5 ^xF, or by placing an 
earthed piece of metal between stages across which feedback is likely to occur. 

More annoying instability problems are those which do not show up in pilot models 
but which affect production receivers, a typical instance being instability v^rhich occcurs 
only at the low frequency end of the broadcast band. The regeneration is due to 
some of the i-f output being returned to the aerial coil and thus back to the i-f input 
again. The effect usually becomes evident only towards the low frequency end of 
the broadcast band where the aerial coil secondary tuning is approaching the inter- 
mediate frequency, and in addition the high impedance aerial primary must be 
resonating at or near the intermediate frequency. 

The i-f output is often radiated directly from the second detector valve or from the 
last i-f transformer, in which case shielding may be needed, or at other times from 
the loudspeaker leads or frame. Earthing the frame will cure the latter trouble and 
a r-f bypass in the audio circuit the former. 

Since the instability is due to intermediate frequency fed back to the aerial primary, 
a reduction in impedance of the primary reduces the feedback. A resistor, say 
10 000 ohms, across the primary may be sufficient damping* but usually gives a greater 
loss in gain, selectivity and signal-to-noise ratio than a condenser tuning the primary 
to a lower frequency than the intermediate frequency. When the latter method is 
used, additional capacitance due to the aerial can only tune the primary further from 
the intermediate frequency, but otherwise some critical aerial length may resonate 
the primary at the intermediate frequency and lead to instability. 

Battery receivers are particularly prone to trouble in this respect when operated 
without an earth, as the aerial capacitance is in series with the capacitance between 
receiver and ground, so that even a large aerial does not tune the primary much lower 
in frequency. 

A very similar trouble is instability when the receiver is tuned to the second harmonic 
of the intermediate frequency. In this case the second harmonic is radiated from the 
second detector circuit -where it has a high amplitude — picked up by the input 
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circuit and returned to its source. Care in confining the i-f harmonics to appro- 
priate seaions of the chassis is sufficient to cure this fault. Sometimes actual in- 
stability will not be encountered, but the a-f output of the receiver will decrease as the 
volume control is turned up over the last few degrt - s. This is due to rectification 
by an a-f valve of i-f voltages on its grid, thus increasing the bias on the valve and 
decreasing its gain. By-passing, or if possible improved layout, will cure this trouble, 
and it is worth checking with a good oscillograph each new model developed, to see 
that a-f valves are not handling i-f voltages of the same order of magnitude as the 
a-f voltages. 

A more difficult problem is presented by multistage battery receivers in which 
coupling occurs in the filament leads. Since some couplings may be regenerative 
and some degenerative it becomes difficult to determine the true gain. However by 
filament by-passing and by wiring the valves in a suitable order regeneration can be 
removed, and if the gain can be spared it is well worth while to introduce degeneration. 
Under these conditions variations in sensitivity with decreasing battery voltage are 
minimized. 

Battery sets in particular are prone to a type of instability which shows up as a squeal 
when a strong signal is tuned in rapidly. This is due to interaction between i-f and 
a-f circuits, and in battery receivers adequate a-f by-passing of the B supply will 
prevent the trouble from developing when the internal impedance of the battery rises 
with use. If back biasing is used the resistor may need by-passing for audio fre- 
quencies. Filteiing of i-f voltages from the a-f end of the receiver is in some cases 
the only cure necessary for other troubles of this type. 

Electrolytic condensers are not always satisfactory r-f by-passes and where more 
than one i-f stage is returned directly to the B supply an additional paper by-pass is 
advisable. When two or more circuits have a common by-pass they should be re- 
turned to it individually to avoid common impedances. 

A tendency to instability at the high frequency end of the short wave band of a 
receiver is often due to excessive coupling between the signal grid and the oscillator 
circuit of a receiver and can be cured by coupling from the opposite phase of the 
oscillator. If a r-f stage is used the trouble may be due to resonance or near resonance 
in the r-f coil primary and a suitable cure is a small carbon resistor, say 25 ohms, be- 
tween r-f plate and r-f coil primary. 

An indication of the stability of an i-f channel can be obtained from its selectivity 
curve. While complete symmetry is rarely obtained with the mixture of capacitive 
and inductive coupling encountered in most receivers, a marked degree of asymmetry 
at small attenuations can usually be traced to regeneration and it may be difficult 
to remove the last traces. Apart from coupling due to leads or capacitances inside 
or outside the amplifying valves — not forgetting capacitances above the chassis where 
they are apt to be overlooked — magnetic coupling can occur between two transformers 
either in air, or in the metal of the chassis, the latter trouble being more prevalent 
with the small spacing occurring with miniature valves. 

The two leads from the signal generator should be tw isted together when i-f selec- 
tivity measurements are made, to keep the loop formed by them as small as possible 
and so avoid coupling between the first and later stages of the i-f amplifier. 

See also Chapter 23 Sea. 7 for instability in r-f amplifiers and Chapter 26 Sect. 8 
for instability in i-f amplifiers. 

(vi) The local oscillator 

(A) Recommended values of oscillator grid current are specified for all con- 
vener types, and it might be thought that if these values were obtained and the os- 
cillator timed over the required range, no further design work would be required 
for the oscillator. However the local oscillator circuit can be responsible in a receiver 
for flutter, squegging, poor sensitivity with high noise level, imstable short wave tuning, 
apparently short battery life in battery receivers and other more obscure faults. 

(B) The term " flutter ** covers two different effects, the sound emitted from the 
loudspeaker being the same in each case. As a strong signal is being tuned in, the 
voltages in a receiver are varied by the application of a.v.c. to the controlled stages 
and by the changing plate current of the output valve. If the changes in voltage reach 
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the oscillator valve the oscillator frequency is altered, and a case could be visualized 
in which the tuning-in of a station generated voltages sufficient to detune the re- 
ceiver. The additional voltages would then disappear and the receiver would retune 
the signal, only to be detuned again. This is actually what happens when a receiver 
flutters, although the station may not be completely timed and detuned on each cycle. 
The time taken for a cycle is dependent on the time constants of the circuits involved, 
but it is usually low enough for each cycle to be heard separately. 

The voltage applied to the oscillator may come from the B supply or from the a.v.c 
In each case a receiver is more prone to the trouble when operating on short waves, 
since a given percentage of detuning is a larger number of cycles per second than on 
the medium waveband. If the fault originates in the B supply the effect is that as a 
carrier is being tuned-in the a-f signal causes a large varistion in the current drawn 
from the B supply by the output valve. This variation in current sets up a voltage 
across the series impedance of the power supply and this voltage is applied to the 
oscillator plate and detunes the oscillator from the signal. 

The time constants concerned are those of the a-f amplifier and of the power supply, 
and since the a-f amplifier must amplify the flutter frequency, which is very low, a 
cure is to decrease the bass response of the a-f amplifier. If this leads to excessive 
bass cutting — although as in the case of microphony it may be necessary only on the 
short wave band — the alternative of increasing the time constant of the power supply 
can be tried. This is not so desirable since a larger electrolytic condenser is required 
at additional expense. 



A cure which has been used successfully is shown in Fig, 35. 6B. The condenser 
C2 is connected between B+ and the power valve grid circuit and applies negative 
feedback to any a.c. potentials (due to flutter or hum) appearing across the B+ filter 
condenser. The usual decoupling condenser is also necessary imless the hum level 
on the B supply is very low (complete cancellation of hum across the B supply is not 
the same as cancellation of hum across the output transformer primary) and values of 
0.1 ^tF for Ci and 0.05 /xF for have been used to give appreciable reduction in 
flutter while leaving the hum level almost unchanged. 

To remove the cause of the flutter, rather than curing the symptoms of the trouble^ 
it is necessary to reduce the impedance common to the oscillator and the output valve. 
A large part of this impedance is the filter in the B supply, and by supplying the os- 
cillator plate directly from the output of the rectifier a big improvement can be effected. 
A separate filter to remove the hum from the oscillator plate supply will be needed 
and typical values are a 20 000- ohm resistor from the rectifier cathode and an 8 /xF 
electrolytic condenser. The normal oscillator plate resistor, perhaps 30 000 ohms, 
is connected from the junction of these components to the oscillator plate. A careful 
check for modulation hum — see Chapter 37 Sect. l(vi)H — should be made if this 
circuit is used. 

Flutter due to a.v.c. application to converters is confined to short wave bands, and 
is due to coupling within the valve between the control grid and the oscillator section. 
Reference should be made to Chapter 25 Sect. 2 for an explanation of this effect. 
The simplest cure is to use fixed bias on the convener on the short wave band, and 
this is not unduly detrimental to receiver performance since the maximum signal 
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Fig, 35.6B. Reduction of "flutter 
by negative feedback. 



www.pmillett.com 



1246 (vi) THE LOCAL OSCILLATOR 35.3 

input to be expected on short waves is less than on the broadcast band. The a.v.c, 
curve will not be so flat with one less stage controlled, but this may be an advantage 
because it is not desirable to hold receiver output too flat when selective fading is 
experienced as this unduly emphasizes the accomjJanying distortion. Even when 
the a.v.c. applied to the converter does not cause flutter, it may make the tuning of 
strong signals at the high frequency end of the short wave band very difficult, the 
effect being that no matter how carefully the tuning knob is handled, the receiver 
tunes just past the station. In addition, the fading of a signal may cause it to be 
detuned. 

(C) Squegging of the local oscillator in a receiver is usually confined to the short 
wave range, but cases have been encoimtered on The (broadcast band when unusual 
coupling circuits have been used. Squegging is due to high oscillator amplitude 
in conjunaion with a large time constant in the oscillator grid circuit. Oscillation 
at the desired frequency becomes interrupted at another frequency which is depen- 
dent on the time constants in the oscillator circuit. The interruption frequency may 
be audible or superspnic and depends upon the rate at which the oscillation amphtude 
at the desired frequency builds up sufficiently to bias the valve to cut-off, and the 
time required for the charge on the grid condenser to leak away sufficiently for os- 
cillation to st^ again. 

The possible results of a squegging local oscillator are a very high noise level (with 
or without mviltiple tuning points and with or without a heterodyne at each point) 
when the squegging frequency is supersonic, or a continual squeal when the squegging 
frequency is in the audible range. Such a squeal should not be confused with another 
which sounds almost identical and which is due to signal grid and oscillator grid 
circuits being tuned to approximately the same frequency on the short wave band. 
This second type can be stopped by detuning the signal frequency circuit, but a squeal 
due to squegging can not. 

A third squeal which sometimes occurs at the high frequency end of the broadcast 
or short-wave band sounds similar but needs a small resistor (say 25 ohms carbon) 
in series with the control grid of a converter, as close to the grid as possible, for a cure. 

The simplest remedy for squegging is to reduce the oscillator grid capacitor and 
resistor to the lowest values that can be used without reducing unduly the os:illator 
grid current at the lowest tuning frequency. This may not be sufficient if th? same 
components are used on both the broadcast band and the short wave band (ICO /i/iF 
and 25 000 ohms are about the smallest combination possible if these components are 
not to affect the oscillator amplitude excessively at frequencies below 600 Kc/s) and 
a simple alternative is to switch the grid coupling condenser together with the coil 
as the wave range is changed. 

A third possibility is to connect a small carbon resistor in series with the oscillator 
grid capacitor or oscillator plate lead. This resistor reduces the amplitude of oscilla- 
tion at and near the high frequency end of the band, where it is a maximum, without 
noticeably affecting the low frequency end, and thus removes the tendency to squeg. 

The varying effea of the resistor can readily be visualized when it is realised that 
at the high frequency end of the band the total tuning capacitance may be 30 /i/iF 
and the resistor is in series with the oscillator input which amounts to about 10 /i/xF, 
or one third of the total. At the low frequency end of the range the 10 /1/2F with the 
resistor in series amotmts to only about one fiftieth of the total capacitance. 

(D) To produce the required oscillator grid current at a specified frequency is 
usually simple, but to obtain the same grid current over a range of frequencies which 
is usually greater than three to one can be quite difficult. Fortunately considerable 
variation in grid current is possible with little change in conversion charaaeristics 
and full use is made of this in. design. 

Battery receivers usually present the most difficult local oscillator problems be- 
cause of the lower initial slope in the oscillator seaion of the converter and because 
of the necessity for the oscillator to operate with A and B batteries reduced to (pre- 
ferably) 2/3 of their initial voltage. For this reason battery converter problems 
are considered here. 
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The first trouble to be experienced is usually insufficient grid current at the low 
frequency end of the short wave band — assuming that preliminary design is such as 
to allow the required band to be covered. Figure 35.7 shows a simple circuit (" padder 
feedback ") for increasing this grid current without loss of frequency coverage, the 
only variation from a conventional circuit being that the cold end of the primary coil 
is connected to the cold end of the secondary. If this circuit is already in use, at- 
tention must be given to coil design as discussed in Chapter 11 Sect. 5. 



With valves which do not oscillate readily at high frequencies^ it sometimes happens 
that a frequency range which is impossible when mixing with the oscillator funda- 
mental can be covered with the second harmonic of the oscillator used for mixing. 
This method of operation also has the advantage of practically eliminating pulling 
andj in spite of decreased gain at the low frequency end of the shon wave band and 
additiotial spurious responses arising from unwanted signals beating with the oscillator 
fundamental, it is often worth trying. 

It is important to remember that it is the voltage across a grid resistor which is the 
essential requirement. The oscillator grid current published by valve manufacturers 
is used because it is easier to measure, but it only applies to the published value of 
grid resistance. If a different value of grid resistance is used, the grid current should 
be inversely proponional to the ratio of the resistances. For example, if the published 
grid current is 0.4 mA in 50 000 ohms, then the equivalent value would be 0.8 mA 
in a 25 000 ohm resistor. 

A choice of series feeding or shunt feeding the oscillator plate is often available 
(see Figs. 24.2B and C for series and shunt feeding of a tuned plate oscillator). An 
increase in grid current, dependent in size on the value of the resistor used, can be 
obtained by using series feed as this removes the damping of the resistor from the 
plate coil. 

With series fed oscillator circuits, an increase in coverage can be obtained by con- 
necting the by-pass capacitor in the oscillator plate supply directly to the cold end of 
the oscillator primary coil, rather than to some other place in the circuit. All oscillator 
wiring must be kept as short as possible and removed as far as possible from other 
components and from the chassis if maximum frequency coverage is to be obtained. 
As the oscillator grid capacitor is in series with the capacitance of the oscillator valve 
it should be kept as small as possible, and if the capacitor is switched with the oscillator 
coil, a substantial improvement in frequency coverage can be obtained by the use of 
the smallest possible value. At the same time the effect of the change in oscillator 
input capacitance as the valve warms up is reduced, thereby increasing the frequency 
stability. 

It is unfortunate that in battery receivers, in which frequency coverage with sufficient 
grid current is difficult to obtain, it is also necessary for the oscillator to provide suffici- 
ent output for reasonable conversion conductance when the battery voltage is con- 
siderably reduced. As a routine test during oscillator coil design for battery receivers, 
the sensitivity should be checked from time to time with A and B battery voltages 
simultaneously reduced to two thirds of their initial values, with a converter valve 
having an oscillator slope as low as is likely to be encountered in production, and 
under these conditions the oscillator should not only start readily each time the re- 
ceiver is switched on, but it should also provide enough grid current to give reasonable 
conversion conductance. 




FIG . 35 .7 



Fig, 35.7. Oscillator circuit with padder 
feedback. 
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It should be remembered when laying out any receiver that the characteristics 
of the valves can be seriously affected by the presence of a magnetic field. All 
valves are likely to fall off in performance if placed too close to a loudspeaker, and 
oscillator grid curient can be seriously reduced in this way. 

(E) In a.c. receivers it is a simple matter to obtain sufficieut oscillator grid current 
but excessive values should be avoided. On the broadcast band, where so many 
signals can be tuned, self generated spurious responses must be reduced to a minimum 
and it is helpful to reduce the oscillator amplitude as far as possible. This 
should be done experimentally as it is found that the reduction can be carried, without 
undue loss of sensitivity, further than would be expected from a study of published 
curves of conversion conductance versus oscillator voltage. Signal-to-noise ratio 
should also be measured when the grid current is reduced as it may even improve 
with moderately low values of oscillator voltage. 

An additional advantage of using the lowest possible oscillator grid current is that 
radiation from the local oscillator is reduced. 

(F) With most converters it is found that the shortwave sensitivity is 
affected when the oscillator frequency is changed from one side of the signal 
frequency to the other. The reasons for this are set out in Chapter 25 Sect. 2(ii), 
but it is not always realised that a useful gain in short-wave sensitivity can be ob- 
tained with certain types of converters by determining the better method of 
operation and using it, even if this necessitates an oscillator frequency lower than the 
signal frequency. Under these conditions the signal frequency circuit (or circuits) 
is padded and the oscillator circuit is not, but no other changes are necessary, and an 
mcrease in sensitivity of two or three times at the high frequency end of the short 
wave band is sometimes obtainable. In addition image responses are reduced pro- 
ponionately. 

A disadvantage of operating the oscillator on the low frequency side of the signal 
is that a given ratio of signal frequencies becomes more difficult to cover. 

Under all conditions it is advisable to make sure that the converter is not in need of 
neutralizing on short waves. Neutralization of oscillator voltages in the signal fre- 
quency circuit need not require additional components, as an undesired voltage from 
the oscillator grid circuit can often be offset by a wiring change which increases the 
capacitance between the oscillator plate and the control grid and vice versa, the wiring 
to and the capacitances of the wave change switch being very useful for this purpose. 
Plate tuned oscillators develop high oscillator voltages in the plate circuit and need 
panicular care in layout even on the broadcast band. 

(vii) Cabinet design 

(A) The subject of cabinet design for direct radiator loudspeakers is covered in 
Chapter 20 Sect. 3. Open-back cabinets have many shortcomings— see Chapter 20 
Sect. 3(ii). Completely enclosed cabinets, even with an enclosed volume as small as 
2 cubic feet, are capable of giving very much improved low frequency response- 
see Chapter 20 Sect. 3(iii). Vented baffles give about 3 db additional response oyer 
a limited frequency range equivalent to bass boosting— see Chapter 20 Sect. 3(iv) 

The cloth used for loudspeaker griUes should be very light and of suitable texture- 
see Chapter 20 Sect, l(viii). 

Some form of diffuser is highly desirable to increase the angle of radiation at the 
higher frequencies— see Chapter 20 Sect. 2(vii). One simple form of diffuser is cone 
shaped and mounted directly in front of the loudspeaker. . , , u 

Sharp angles (e.g. 90°) on the exterior front of the cabinet should be avoided be- 
cause of deleterious diffraction effects— see Chapter 20 Sect. 3(vii). , u 

In console and radiogram cabinets improved reproduction can be obtained u the 
speaker can be direaed upwards, particularly if the controls are on the top of the 
receiver. The high frequencies produced by a loudspeaker are propagated in a 
beam, and where the speaker is mounted close to the floor the high frequencies do 
not reach ear level unless the loudspeaker is directed upwards. j • ui 

When two loudspeakers are used, both reproducing high frequencies, a desirable 
effect can be obtained by directing the speakers outwards at an angle ot about 3U 
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with respect to each other and upwards if necessary. In this way the high frequency 
response is spread over a much greater angle. 

(B) A small amount of time spent on the ventilation of a receiver in a cabinet to 
which a back is fitted can often materially reduce the operating temperature of the 
components. Provision must be made for cold air to enter near the bottom of the 
cabinet and to leave it at the top. The components which affect the frequency of 
the local oscillator should have a supply of air from outside the receiver passing over 
them before it passes over any other heat sources. Ventilation should also be pro- 
vided to permit a copious flow of air to pass over the output and rectifier valves and 
power transformer. 

An efficient ventilation system is essential in the case of small a.c./d.c. receivers. 
For the power — of the order of 60 watts in a typical case — to be dissipated by radiation 
alone, the cabinet and the components inside it would rise to excessive temperatures, 
so that the greatest possible amount of heat should be carried away by convection. 

This involves a maximum volume of air passing through the receiver at as high a 
speed as possible, so that restrictions on the flow must be minimized and the air paths 
provided should be as direct as possible. At the same time all heat sources within 
the receiver must be included in the ventilation system. 

In the case of wooden cabinets it is essential that some means be employed for 
preventing hot spots from forming on the timber. Ventilation is the best method 
where it is possible, but in extreme cases it may be necessary to use asbestos sheeting 
to protect the wood. Failure to avoid hot spots will sooner or later result in the finish 
of the cabinet being marred where the heat is excessive, although the seriousness 
of the blemish will depend on the quality of the veneering and on the type of finish. 

When investigating ventilation, it is helpful to allow cigarette smoke to be drawn 
into the back of the receiver, and to watch its course through, and exit from, the 
receiver, which should be at operating temperature. 

See also Chapter 3 page 81. 

(viii) Ratings 

Standard laboratory tests in most cases cover the requirement that all components 
be operated within their ratings. There are some cases however where circumstances 
arise imder which components may be over-run, although the operating conditions 
tmder test may be quite satisfactory. A typical case is that of an i-f valve screen 
by-pass condenser on which the no-signal operating voltage may be 80 volts, rising 
to perhaps 180 volts when a strong signal is tuned in, and to 380 volts for some 15 
or 20 seconds every time the receiver is switched on. The last effect would be due 
to the use of a directly heated rectifier with a complement 0f indirectly heated valves 
and of course a condenser with a working voltage of at lea3t 400 must be used. 

Whilst such a case would rarely be overlooked, it should be remembered that even 
With an indirectly heated rectifier, the same high voltages may be experienced for 
a shorter time, and electrolytic and other condenser working voltages should be 
specified accordingly. 

Other points which have given trouble are 

(A) The screen dissipation of an output valve should always be checked with 
a large signal input to, and a large a-f output from, the receiver. A large signal input 
biases the controlled valves, thus causing the B supply voltage to rise and the bias to 
decrease if back bias is used, whilst the large a-f output increases the screen dissipation. 

The output valve plate dissipation maximum will occur with a large r-f signal 
and no output, since any output is subtracted from the plate dissipation. 

(B) If a transformer is to be operated on frequencies of 60 c/s and 50 c/s, or 50 
c/s and 40 c/s as is the case with transformers in some Australian receivers, the heat 
nm should always be carried out at the lowest rated frequency. The flux density 
on 40 c/s is 25% higher than on 50 c/s, which will seriously affect the temperature 
rise, 

(C) The dissipation of the resistors forming screen circuit voltage dividers 
changes with applied signal, and the resistor from B supply to screen should be checked 
under no signal conditions, and the resistor from screen to ground at nMximum signal 
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input. These dissipations should also be checked when the value of each resistor 
is on the upper or lower tolerance limit, whichever will give the greater dissipation. 

(D) When 1.4 volt valves are operated in series across a 6 volt wet battery, 

a large capacitance (500 /xF) electrolytic capacitor is often used to by-pass some of the 
valves. It frequently happens that every time the receiver is turned on, this capacitor 
is charged through one or more of the filaments in the string. The resulting flash 
can readily be seen and can seriously reduce the life of the valve, although the filament 
voltage may be correct when tested. 

Special cases of one sort or another occur in most receivers and emphasize the 
need to investigate the worst conditions in every case. 

(ix) Field testing 

Receiver design is, more than anything else, a matter of compromise between various 
sets of confliaing requirements. The success with which these compromises have 
been made can only be judged by operation of the receiver over a period of time under 
normal operating conditions in the field. 

Perhaps the most contentious part of a design centres around the frequency response, 
and final approval can only be given after prolonged listening, so that the widest 
possible variety of programme material and listening conditions is included. In a 
receiver in which distortion is kept to a minimum an extension of the a-f response 
progressively improves such items as a live-artist programme, but also makes pro- 
gressively more annoying any poor quality recordings. Whether the best fidelity 
position of the tone control is one which can be consistently used or not is a question 
which must be decided over a period of time in a home. It may happen too that an 
extended a-f response sounds pleasant for one item but, probably because of distortion, 
becomes irritating if left playing for some hours, even on items of good fidelity. A 
careful check for listener irritation or fatigue after long periods of listening should 
be made. 

Hum may change its apparent volume or character under quiet conditions, and a 
different level of background noise can also affect the volume control setting at which 
maximum frequency compensation is needed. 

Controls should of course all operate smoothly and it frequently happens that 
noisy dial drives are heard for the first time in a home, or it may be that non-technical 
users find a receiver difficult to tune on short waves owing to insufficient drive re- 
duction ratio between tuning and gang spindles. 

The number of small points which may be discovered under field testing con- 
ditions could be extended indefinitely, but the main point is that no design is com- 
plete until it has been used critically and for a period of time in a home and has been 
found satisfaaory. 

SECTION 4 : FREQUENCY RANGES 

(i) Medium frequency receivers (ii) Dual wave receivers (iii) Multihand receivers 
(iv) Bandspread receivers. 

(1) Medium frequency receivers 

A large percentage of commercial A-M receivers have two wave ranges, medium 
frequency (say 540 to 1600 Kc/s) and short wave (say 5.9 to 18.4 Mc/s). The short 
wave band is largely ignored in actual use and in most cases a more useful receiver 
could be made to sell more cheaply if the short wave range were omitted. 

The obvious advantage would be that the cost of the extra components (wave change 
switch, two coils, s.w. pddder and knob, as a minimum) could be used to provide, for 
instance, improved fidelity which would be available to the user at all times. 

Another factor is that, panicularly in cheaper receivers, the inclusion of a short- 
wave band restricts the design, to the detriment of the broadcast band performance. 
For example, microphonic trouble is far more prevalent on the short wave band and the 
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bass response of a dual wave receiver is frequently reduced for the sole purpose of 
avoiding short wave microphony ; a.V.c. application to the various stages may be a 
compromise between the broadcast band and short-wave band requirements, and in 
order to save money on switching, the final circuit may lead to increased overloading 
or reduced signal-to-noise ratio on the broadcast band ; to reduce costs it is also 
customary to operate the s.w. and broadcast aerial primary coils in series, thus avoid- 
ing switching, but somewhat reducing the broadcast aerial coil performance ; if switch- 
ing is used, the capacitance between the leads to the switch may on the other hand 
reduce the broadcast band image ratio. 

When a receiver is designed only for the broadcast band it is possible to use less 
i-f amplification owing to the increased aerial coil gain on medium frequencies (average 
perhaps 8 times) as against that on the short wave band (average not greater than 2 
times). This may result in a more pleasant tuning characteristic as a single i-f stage 
giving maximum gain usually verges on regeneration. 

In an extreme case, say in a 3 valve plus reaifier receiver, the inclusion of a short 
wave band may even make the difference between a reflex and a straight receiver to 
obtain the required i-f sensitivity for the short wave band. This introduces the 
problems of a remote cut-off valve used as an a-f amplifier, rectification in the i-f 
amplifier, and high play-through as discussed in Chapter 28 Sect. 2(i), for the sake 
of increased amplification which is cancelled by turning down the volume control. 

(ii) Dual wave receivers 

In Australia many country areas are outside the daylight service range of medium 
frequency broadcasting stations and dual wave receivers are used in such districts 
to receive daylight programmes from short wave stations provided especially for this 
purpose. 

The international allocations for the world wide broadcasting bands are given in 
Chapter 38 Sect. 4(ii), and it will be noticed that a tuning range of 4.2 : 1 would be 
needed to provide coverage for all short-wave bands on one wave range. Such a 
tuning range is impossible with standard components and the usml compromise 
is to omit the two highest frequency bands and to design receivers which tune from 
about 5.9 to 18.4 Mc/s. The 13 and 11 metre bands give very variable performance, 
depending upon ionospheric conditions, and although they can provide some of the 
best short wave entertaiimient — owing to the absence of static — when conditions are 
good they are so often unusable that their omission from a dual-wave receiver is not 
counted a serious disadvantage. 

The signal strengths obtainable from international short wave broadcasting stations 
are of course less than those from a local medium wave station, and more sensitivity 
is consequently required from the receiver. A minimum sensitivity for 50 mW out- 
put for international short-wave listening might be taken as 25 /jV from 18 to 10 Mc/s, 
falling off to 50 /iV at 6 Mc/s where static drowns the weaker stations. Local con- 
ditions and the aerial used will of course conside ably affect the required sensitivity. 

Selective fading, i.e. fading accompanied by distortion of the signal, is far more 
prevalent on short waves than on medium frequencies, and has an effect on the pre- 
ferred type of a.V.c. curve. A curve which is too flat results in the signal being held 
at the same output level throughout each individual fading cycle^ so that the un- 
pleasant effect of the distortion is greatly emphasized. Even in the absence of dis- 
tortion a flat curve in a sensitive receiver results in the " troughs " of each fading 
cycle being filled in with noise (receiver or external) which is much less desirable than 
the silent space in the programme resulting from an a.vx. curve sloping steeply at 
low inputs. 

To provide the required difference between the broadcast and short wave a.v.c. 
curves it is often desirable to use a.v.c. on the converter on the broadcast band and 
not on the higher frequenties. This has the added advantage of improving the os- 
cillator stability on the short wave band. 

The frequency of each fading cycle varies from some seconds for each cycle to many 
cycles a second on the high frequency bands, and in a good receiv^ a special tone 
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control position is sometimes fitted to improve short wave intelligibility. Such a 
control limits the treble response of the a-f section and also reduces considerably 
the bass response, v^^hich removes the " fluttering " effect of rapid fading cycles and 
some of the more objectionable features of bursts of static and ignition interference 
from passing cars. 

Microphony is an ever-present problem in the design of dual wave receivers, and 
Sect. 3(iv) of this chapter is devoted to the subject, 

A problem peculiar to receivers with more than one wave band is the resonance of 
unused coils within an operating wave range. It is usually a low frequency coil which, 
resonated by its own distributed capacitance, interferes with a higher frequency band, 
and when broadcast and short wave coils are wound on the same former the effect 
is aggravated. Even in the absence of induaivc coupling however, wave change 
switch wiring often provides enough coupling to give trouble. 

A resonance affecting the oscillator coil is easily detected by measuring oscillator 
grid cui rent. A sharp dip in the grid current (whether to zero or not) is an indication 
of an unwanted resonance. With an aerial or r-f coil more care is necessary as the 
resonance will be indicated only by a reduction in sensitivity over a very narrow band. 
To check for such an effect the receiver must be tuned in step with the signal generator 
over the whole tuning range using very small increments of frequency. 

Whether the resonance is affecting the oscillator, r-f or aerial coil it can be traced 
by leaving the receiver tuned to the dip (in grid current or sensitivity) and touching 
with a conductor the " hot " terminals of the disconneaed coils. When the resonating 
coil is touched the grid current (or sensitivity) will return to normal. 

The normal cure for such resonances is to use a wave change switch which earths, 
when necessary, any low frequency coils as the receiver is switched to a higher fre- 
quency band. 

One type of resonance which is not cured by earthing occurs when a broadcast band 
coil is wound with two or more pies. Each pie can be self resonant in some other 
frequency range and as one end, at most, of each pie is available, short circuiting is 
not possible. It may be possible with a certain value of capacitance to time such a 
resonance to some harmless frequency, or it may be necessary to redistribute the turns 
on the pies, or to remove the coupling between the self resonant coil and the coil in use. 

Since the broadcast range of a typical receiver covers 1100 Kc/s and the short 
wave range 12.5 Mc/s, a movement of the timing knob sufficient to time the receiver 
through 10 Kc/s on the broadcast band will tune more than 100 Kc/s on the short 
wave band. The difference between the two tuning rates is so great that it is difficult 
to provide a tuning ratio sufficiently large for the short wave band which does not 
make the tuning of broadcast stations undesirably slow. One solution is the use of a 
large ratio and a weighted " flywheel " tuning spindle which will spin when flicked, 
allowing rapid broadcast tuning. 

The requirement for satisfactory tuning seems to be a certain linear movement of 
the outside of the tuning control for a given frequency change rather than a particular 
ratio of rotation between tuning spindle and gang spindle. Thus a possible broad- 
cast drive is a very large knob (at least three inches in diameter) mounted directly 
on to the gang spindle, although this gives quite critical tuning. 

For normal knobs of perhaps one inch diameter a twelve to one ratio between tuning 
and gang spindles is sufficient for the broadcast band but the short wave ratio should 
be at least eighteen to one for non-technical users of the receiver. 

Probably the best mechanical solution is to use a dual ratio tuning control either 
with concentric knobs or with one knob and the slow speed tuning available for only 
one revolution of the tuning knob. 

(iii) Multi-band receivers 

Little expenditure is involved in the provision of additional short-wave bands 
in a normal dual-wave receiver, and considerable advantages are possible. 

Receivers manufactured for export to some tropical countries need to receive fre- 
quencies as low as 2.3 Mc/s as well as the normal broadcasting bands and with two 
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short wave ranges and one broadcast range it is possible to provide continuous cover- 
age from 22 Mt/s to 540 Kc/s v^^ith standard components. 

However tlie more usual type of multi-range receiver is one in which the coverage 
of individual ranges is restricted by reducing the effective change in tuning capacitance. 
From the view point of ease of tuning it is best in such receivers to give each range 
an equal coverage in megacycles rather than an equal tuning ratio, as the highest 
frequency band may otherwise still be quite difficult to time. 

Improved oscillator performance is possible because higher (if necessary) and more 
constant values of oscillator grid current can be obtained, while r-f and aerial coil 
performance can be improved because higher values of inductance can be used. 

Microphony is reduced because part of the oscillator tuned circuit capacitance is 
a fixed capacitor. Funher advantages of using a number of short wave tuning ranges 
are brought out in the next subsection. 

(iv) Band-spread receivers 

Although the short wave tuning range of a dual-wave receiver is usually greater 
than 12 Mc/s, with consequent difficulties in tuning, the majority of short-wave pro- 
grammes are to be found within the 16, 19, 25, 31 and 49 metre international broad- 
casting bands, which have a combined coverage of only 1.65 Mc/s. If the bands 
could be arranged consecutively on one tuning scale the tuning speed would be quite 
acceptable. However their separation in the spectrum makes this, impossible, and 
many ingenious methods have been used to spread the short-wave broadcasting 
bands without spreading equally the whole short-wave spectrimi. 

When the actual tuning-in of a short wave station has been made easy by mechanical 
or electrical means, other possible refinements to short wave tuning become obvious. 
As adjacent short-wave stations are, with band-spreading, separated by a greater 
mechanical movement of the tuning control it may be possible to give short wave 
calibrations sufficiently accurate for the identification and relocation of short-wave 
stations. This is most desirable. 

On the other hand any frequency drift which occurs during warming up is made 
very obvious by the much greater tuning control travel required to correct it, and 
unless the drift is only of the order of 10 Kc/s, useful calibrations are not possible. 

The various general types of bandspreading are shown clearly in Fig. 35.8 (Ref. 14). 
The mechanical types mentioned are not commonly used in mass produaion because 
the accuracy needed to provide the necessary mechanical amplification without undue 
blacklash is not readily achieved. Nevertheless the National H.R.O, dial is one well 
known example of the precision drive and scale. 

A broad distinction is made on the electrical side of the " family tree '* shown in 
Fig. 35.8 between switched inductance and switched capacitance types of band spread- 
ing. However it is quite possible for the two types to be used in one receiver, a 
capacitor being switched in parallel with a coil to time it to a lower frequency and an 
inductor to tune it to a higher frequency band. When fixed capacitors are switched 
for band selection the frequency stability can be at least as good as when inductors 
are switched, although for draughting convenience this is not indicated in the figure. 

Some of the more unusual band-spreading methods include the use of tuning con- 
densers with specially shaped plates to' give very rapid tuning between bands, and 
adequate spreading on the short wave broadcasting bands. Another ingenious system 
has a normal tuning condenser coupled to an iron core moving continually into and 
out of the inductor. This increases and decreases the inductance, and the mechanical 
coupling is arranged so that on the international bands the inductance variation op- 
poses the capacitance variation, giving very slow tuning, while between the bands the 
two variations are additive, giving very rapid tuning. 

The double frequency changing method mentioned on the chart has the advantages 
of giving the same tuning range on each spread band and of separating the band- 
spreading and local oscillator circuits. However it is a comparatively expensive system 
and its use is limited because of this. 
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FIG . 35.8 



r 

ioni< 



Elect ricol 




Precision drive 
and scale 



Band nicction bf 
variable or twitched 
capacitors 



Bond (election by 
twitched inductor* 



0,F.C.ond band 
cavcroQC by tuning 
first i-f 



bona covera9e by 
variable capocitor 



Bond coverage by 
variable inductor 



CXF.C.and bond 
coverage by tuninq 
first i-f 



Band coverogc by 
variable capocitor 



Bond covcroge by 
variable inductor 



High stability and 
possible short -wave 
station names 



Fig, 35.8. Possible types of handspreading {from Ref. 14). 

Bandspreading by means of moving iron cores has been used in many models, but 
although this is an electrical type it introduces mechanical problems of core location 
if the band-spread ranges are calibrated. 

The small parallel variable capacitor used for spreading is well known to amateurs 
but gives a very variable amount of band-spreading, depending upon the capacitance 
of the main tuning condenser, with which it is in parallel, at different parts of the tuning 
range. Moreover unless the band- spreading condenser has as many sections as the 
main tuning condenser the signal frequency circuits become detuned when band- 
spreading is used. This restricts the proper use of the spreading condenser to the 
pass band of the signal frequency circuits between values of about 6 db loss, and when 
a r-f stage is used this contains very few broadcasting channels. 

A simple method of spreading which avoids the use of an additional tuning con- 
denser is the tapped coil system. When the tuning condenser is tapped down the 
coil, its effective capacitance is reduced approximately by the square of the tapping 
ratio. If distributed capacitance across the whole coil is neglected, the coverage at 
^ach tapping point will be a constant proportion of the frequency. Distributed 
capacitance reduces the coverage at the higher frequencies, giving a more nearly equal 
coverage measured in Kc/s. To restrict the coverage at each tapping point, a capaci- 
tor can be connected in parallel (Ref. 20) or in series with the main tuning condenser. 
Such capacitors can conveniently be brought into circuit by the band-spread switch. 

The series capacitor method of bandspreading (Refs. 15, 16) has been widely used. 
It has the advantage of providing, if desired, continuous coverage of the normal 
short-wave band (6 to 18 Mc/s) together with tuning on the international broad- 
casting bands which is comparable with that of the medium wave band. In 
addition it requires few additional components, all of which are standard types. 

Fig. 35.9 shows the essentials of such a band-spreading circuit as applied to an 
aerial stage. Only two wavebands are shown, but as many as can conveniently be 
switched can be used. A typical value for the capacitor in series with the gang is 
50 /i^F and at the high frequencv end of the band, with gang capacitances of the order 
of 15 fi^iF it has only a small effect on the resonant frequency of the tuned circuit. 
With the gang approaching its maximum setting of 400 ^fxF or more, howeverj C 
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is the main frequency determining component, as the total capacitance approaches 
50 fifiF asymptotically. 

The value of C can be chosen to give continuous short-wave coverage with one 
international band at the low frequency end of each rangQj where the maximum band- 
spreading is obtained. In this case C will have a capacitance of about 57 fifiP for 
a typical tuning condenser. Alternatively the requirement might be a tuning rate 
at least as slow as that at the low frequency end of the broadcast band, in which case 
C will be 30 fifip. Padding for the oscillator circuit is obtained by using a smaller 
series condenser for the oscillator section of the gang, assuming that the oscillator 
operates at a higher frequency than the signal circuits. 




Fig, 35.9. Series-capaci- Fig. 35.10. Bandspread circuit to 

tor method of bandspreading, give linear scale. 

The system has the advantage of providing a high L/C ratio, owing to the small 
maximum tuning capacity, thus giving high gain, and microphony due to the tuning 
condenser is reduced or eliminated on the spread ranges because capacitance varia- 
tions in the gang itself are minimized by the series condenser. The main disad- 
vantages are the large number of inductors required — even when full advantage is 
made of tapped coils— if all short wave bands are to be covered, the unequal spread- 
ing within the bands if a large amount of spreading is used, and the small parallel 
capacitances in the oscillator circuit even on the low frequency ranges, which makes 
difficult the stabilizing of the oscillator frequency as the valve warms up. 

The system just described gives its maximum spreading at the low frequency end 
of the band. An alternative circuit could be imagined in which no series capacitor 
was used, but a capacitor in parallel with the gang (say 100 fifiP) gave spreading at 
the high frequency end of the band. A combination of the two circuits (Fig 35.10) 
gives an almost linear spread over the whole tuning range when suitable components 
are used. 

For a case in which one short wave band is to be spread over the whole tuning 
range, typical values for the components in Fig. 35.10 are 

Tuning condenser 12 to 420 fifiF 

Ci 60 fifiF 

Ca 100 fXfiF 

Ca 80 fifiF 

T 2 to 25 /Li/LiF trimmer. 

These values give a tuning range slightly greater than 400 Kc/s on the 31 metre band. 
Although different values of C3 will obviously affect the tuning range, different bands 
can be tuned by altering its capacitance and if the oscillator is operated for example 
on the low frequency side of the 17 Mc/s band, and on the high frequency side of 
the adjacent 15 Mc/s band, the difference in coverage is not serious. Higher fre- 
quency bands can be tuned by substituting a smaller inductor, or by connecting 
another inductor in parallel with the tuned circuit. 

The unlimited spreading capabilities of the circuit of Fig. 35.10 allow a short-wave 
band of 200 Kc/s to be tuned over the whole dial scale. This is not advisable how- 
ever, as the tuning becomes too slow, and a suitable minimum tuning range is about 
500 Kc/s. A good reason for restricting the tuning range is that a fixed tuned aerial 
circuit can be used without any serious loss in gain. The gain of an aerial circuit 
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with an effective Q of 50, tuned to the middle of a band 500 Kc/s wide and including 
the 15 Mc/s band, falls about 6 db between the centre point and the extremes of the 
band. 

With such a system spreading only the international bands, it may be advisable 
to provide one short wave band giving continuous coverage from 6 to 18 Mc/s, as 
many stations of interest are heard outside the bands. This is not a great disad- 
vantage as the components used for continuous coverage can also be used for at least 
some of the spread ranges. 

Apart from the possibility of providing linear spreading up to any reasonable 
limit (and the consequent need for bandspreading for the oscillator circuit alone in a 
receiver without a r-f amplifier) the circuit has the advantage of preserving suitable 
L/C ratios while maintaining at all times a capacitance in parallel with the oscillator 
input large enough to minimize frequency drift as the valve warms up. Capacitor 
C3 can be a temperature compensating condenser to improve the frequency stability. 

Microphony from the gang is completely eliminated because, with normal com- 
ponent values, the timing capacitance is only altered 10% as the gang is turned from 
maximiam to minimum. 

An interesting image rejection circuit is given in Ref. 14 (1) Its use is confined to 
bandspread receivers with a r-f stage and covering one shon-wave band only on each 
band spread range, but image ratios from 35 to 50 db are claimeii. Few additional 
components are required. 



SECTION 5 : A.C. OPERATED RECEIVERS 

(i) Four valve receivers (it) Five valve receivers (Hi) Larger receivers (iv) Com- 
tnunication receivers, 

(i) Four valve receivers* 

(A) T-R-F receivers 

Because it has no local oscillator coil or i-f transformer, the t-r-f receiver is the 
cheapest to build, but has a performance equivalent to its cost. Using modern valves 
a sensitivity of a few himdred microvolts can be obtained, or even better if some form 
of fixed regeneration is used and can be made effective over the whole tuning range, 
but the selectivity is in general insufficient to separate local stations if they are of high 
power or situated close to the receiver. 

The main application of t-r-f sets is in absolute minimum cost receivers which 
operate with 3 stages and a rectifier, although using only three or even two actual 
valve types. In such a case there is a resulting loss in sensitivity, which might then 
be no better than one millivolt. 

Volume controlling is most conveniently carried out by varying the bias of the r-f 
amplifier, and to ensure low minimiim volume on strong local stations the aerial is 
sometimes wired to the control as in Fig. 35.11 so that it is earthed in the minimum 
volume position. 

(B) Superheterodyne with a-f amplifier 

An improvement in selectivity can be obtained by using the superheterodyne prin- 
ciple even when no i-f amplifier is used. Such a receiver would have a converter 
followed by an i-f transformer, a second detector, an a-f amplifier and an output valve. 
Detection can be by diode (included in an a-f valve), anode bend, or 'leaky grid de- 
tector with possible regeneration in the last case. Since the input to the detector is 
fixed tuned, pre-set regeneration can provide a constant and appreciable improve- 
ment to both sensitivity and selectivity oVer the whole tuning range without the care 
which is needed in a t-r-f receiver. 

Selectivity is improved since there are three tuned circuits, two of which are fixed 
timed and give constant selectivity over the band. 

♦i.e. three amplifying stages and rectifier. 
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(C) Superheterodyne with i-f amplifier 

The majority of three valve and rectifier receivers are superheterodynes with an 
i-f amplifier, in which selectivity can be made as good as required. Sensitivity too, 
while presenting some problems, can usually be made adequate, i.e. less than one 
hundred microvolts and, in extreme cases, less than fifteen microvolts on the medium 
wave band. 

Three types of second detectors have been used, power grid, anode bend (each 
carried out by the output valve) and diode, although diodes are now used universally. 
The power grid detector had the disadvantage of high plate dissipation when no signal 
was being received, and the anode bend had somewhat higher distortion and needed a 
very high impedance plate load. The maximum power output when the output 
valve is detecting is of course seriously reduced. The diodes can be combined with 
the i-f amplifier or with the output valve, and one receiver has been marketed in which 
the suppressor grid of the i-f amplifier was used as a diode. 



Volume controlling is carried out by manual control of converter and i-f bias or 
by a.v.c, and an a-f volume control. The design of a.v.c. circuits for low gain receivers 
without an a-f amplifier presents some problems since they must be cheap, and must 
give full a-f output with the smallest possible input, which prohibits the use of full, 
simple a.v.c. as commonly used in cheap receivers with an a-f amplifier. On the 
other hand the low sensitivity means that the required range of a.v.c. control is less 
than normal and advantage is taken of this in the usual a.v.c. circuit which is shown 
in Fig. 35.12. 

This circuit needs only one more resistor {Ri) than the simplest possible circuit, 
and Ri and R^ form a voltage divider so that only a fraction of the voltage developed 
across the diode load is applied to the grids of the controlled stages. The most 
suitable fraaion depends on the initial sensitivity and the valves used, but values of 
one third to one fifth are common. Two details need care, the negative voltage 
applied to the diode must be kept to a minimimi, to reduce distortion and to prevent 
the diode from being muted in the absence of a signal and the a,c. shunting on the 
diode load must be as small as possible. Large values for R^ and R^ fulfil both 
requirements and minimum values can be taken as 1 megohm and 2 megohms respec- 
tively. With the normal value of 0.5 megohm diode load the bias on the diode is 
less than | volt, and the shunting Ireduces the a.c./d.c. ratio to 0.8. Better values to 
give almost the same ratio would be 2 megohms and 5 megohms (0.2 volt bias on 
diode ; a.c./d.c. ratio = 0,9). 

The use of only part of the developed voltage allows the output to rise rapidly 
with increasing input, which is an advantage for small signals, but there is little flatten- 
ing of the characteristic with larger inputs. 

For a slight increase in cost, delayed a.v.c. can be used and this will give the most 
rapid rise in output with increasing input, followed by a flat output-input characteris- 
tic. A suitable circuit is the " sinking diode " type shown in Fig. 27.38B, and pro- 
vided that an additional diode is available the increase in cost is slight. 




FIG. 35.12 
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Fig, 35.11. Volume- 
control circuit used with 
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Fig, 35.12. A.V,C. circuit suitable for 3/4 valve 
receiver. 
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With manual volume control the circuit of Fig. 35.1 1 is usually employed. How- 
ever if the B supply voltage is lowj the signal handling capabilities of the i-f valve 
are reduced (owing to the reduced plate-cathode voltage) when a strong signal is 
tuned in, the volume control is turned back and the cathode voltage of the controlled 
valves thus increased. This objection can be overcome by using a negative voltage 
applied to the grids of the controlled stages. One method of obtaining the negative 
voltage is to connect the power supply filter in the negative lead and use the d.c. 
voltage generated across it. Some decoupling is necessary, but one stage is sufficient 
as high value resistors can be used. 

A secona method of obtaining a suitable negative voltage is to use the volume con- 
trol resistor as, or in parallel with, the oscillator grid leak (with suitable decoupling). 
Oscillator grid current must be kept as constant as possible throughout the tuning 
range when this is done. 

Three valve and rectifier receivers with an i-f stage and using i-f transformers with 
a Q of about 115 and good aerial coils are capable of producing sensitivity figures of 
the order of 15 /xV on the medium wave band when the most suitable commercial 
valve types are used. This sensitivity is ample for almost any listening conditions 
providing full volume is not required from very weak signals. In fact, successful 
dual-wave receivers giving short wave sensitivities not worse than 50 /zV have been 
made with such a circuit. 

(D) Superheterodyne with reflexing 

Reflexing in a three valve and rectifier superheterodyne receiver provides enough 
a-f gain to allow full simple a.v.c. to be used, and to allow good short wave performance 
to be obtained. The additional problems involved are discussed in Chapter 28. 

A convenient a.v.c. circuit consists of full a.v.c. voltage applied to both converter 
and reflexed i-f amplifier, which can give a very flat a.v.c. characteristic. An a.v.c. 
circuit in which control is applied only to stages before the a.v,c. detector, can never 
give a completely flat output curve, because some rise is necessary to provide the 
additional bias needed to reduce the output as the input signal is increased. Such 
a circuit is a "backward acting" a.v.c. circuit. 

A " forward acting" a.v.c, circuit is one in which the developed a.v.c. voltage is 
applied to a stage after the detector, and with such a circuit the output voltage may 
even fall with increasing input. The reason is that although the detector output 
must rise as in the previous case, the gain after the deteaor will fall, and the net result 
may be an increase or a decrease or a flat characteristic depending on the constants 
used. 

In a reflex receiver the application of a.v.c, to the reflexed stage controls the mutual 
conductance of the valve and thus its gain at intermediate and at audio frequencies. 
As the a-f gain follows the detector the a.v.c. system is a forward acting one. 

Alternative a.v.c. designs in a reflex receiver may use full a.v.c. on the converter 
and a fraction or none on the reflexed stage. 

The increased a-f gain makes it possible to use inverse feedback, frequency com- 
pensated or otherwise, in the a-f amplifier, and resistive feedback into the bottom of 
the volume control (see Sect. 3(iii) of this chapter) is useful in reducing minimum 
volume. 

The combination of audio a.v.c. and negative feedback (particularly when fre- 
quency compensated) is not always advisable, either in reflex receivers or in larger 
types in which a.v.c. may be applied to a valve acting only as an a-f amplifier. Since 
the purpose of the a.v.c. is to vary the gain of the stage, and one of the functions of 
negative feedback is to minimize any changes within the loop, the two effects oppose 
each other. This is not undesirable in itself, but the result is that on strong signals, 
such as local stations, the a-f gain is reduced and the feedback is consequently reduced 
so that the full effects of distortion reduction are not obtained. When the feedback 
incorporates frequency compensation the result is that weak stations receive maxi- 
mum compensation and local stations a reduced amount, which is the reverse of the 
normal requirement. 
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Advantage has been taken of this effect in a receiver having one a-f stage with 
deliberately attenuated high and low frequency response. Audio a.v.c. was applied 
to this stage so that on strong stations no attenuation resulted — slight high and low 
frequency boosts were incorporated elsewhere in the a-f circuit— whereas on weak 
stations considerable treble and bass cutting was automatically introduced^ giving 
a very effective automatic tone control. Suitable treble cutting for such a circuit 
could be by means of a small capacitor between plate and grid of the controlled stage^ 
and bass cutting could be brought about by a small value of screen by-pass in a pen- 
tode. 

In conjunction with a pick-up of good sensitivity a refiexed three valve receiver 
can reproduce gramophone records without added circuit complications. 

The most common type of refiexing has the a-f and i-f signals applied to the con- 
trol gridj with the load for each in the plate circuit. Another type which has been 
used has the two signals applied to the control grid with the i-f load in the plate cir- 
cuit and using the screen dropping resistor as the a^f loadj with an i-f by-pass from 
screen to ground. The a-f path to the grid of the output valve is provided by means 
of a normal grid coupling capacitor. 

Since the a-f gain available from a reflex stage is comparatively small if the i-f 
operation is to be satisfactory, the reduced amplification between control grid and 
screen grid may be more than offset by the increased a-f load resistor which can be 
used and by the fact that proper i-f by-passing can be used on the cold side of the i-f 
transformer in the plate circuit. 

(ii) Five valve receivers* 
General comparison of types 

The three valve receiver using a converter, an i-f amplifier and an output valve can 
be considered to be the smallest conventional superheterodyne receiver, and a valve 
can be added to it in three ways, as an a-f amplifier, an i-f amplifiei or a r-f amplifier. 
Three very ditterent types of receivers result, and the comparison serves to show the 
main ways in which the conventional 4 valve receiver with a-f amplifier can be im- 
proved. 



The table below lists the order of preference for each type of receiver against a 
variety of headings. 



Additional stage 


A-F 


I-F 


R-F 


Cost 


1 


2 


3 


Sensitivity 


2 


1 


3 


Selectivity 


3 


1 


2 


A-F Response 


1 


2 


2 


A.V.C. 


3 


1 


2 


Stability 


2 


1 


2 


Noise 


3 


2 


1 


Spurious Responses 


2 


3 


1 



The names " a-f receiver,*' " i-f receiver " or " r-f receiver " are used to identify 
a receiver with such an additional stage. 

Although the performance of the a-f receiver can be improved upon in many ways, 
its characteristics can be satisfactory, as evidenced by the fact that the great majority 
of five valve receivers are built in this form. Since most receivers are tuned only 
to local stations, the advantages of the i-f and r-f types would rarely be di splayed j 
and their additional cost might be more profitably used on a refinement on an a-f 
receiver such as a tuning indicator, bandspread ranges, or a better loudspeaker, 
cabinet or a-f system. 

•i.e. four amplifying stages and rectifier. 
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(iii) Larger receivers 

The conventional six valve receiver* has r-fj converter} l-f j detectOTj a-f and OUtpUt 
stages, but although the stage usually added to the conventional four valve and 
rectifier receiver is a r-f one with advantages outlined in the previous sectiona the 
customer usually expects improvements in all features of the receiver's performance. 
To the average listener an improvement in fidelity is more noticeable than, for ex- 
ample, a reduction in image response, and it seems probable that the public would in 
most cases be better served with a six valve receiver with push-pull output rather 
than by a single ended receiver with a r-f stage. 

Whether or not push-pull is used, some improvement in a-f response is required, 
for instance an increase in acoustical output, in conjunction with a suitable negative 
feedback circuit to give a reduction in distortion and a compensated frequency res- 
ponse. 

A valve delivering more than four watts into an efficient output transformer and a 
sensitive loudspeaker can produce a considerable volume of noise but, even without 
push-pull, impressive reproduction can be obtained from the larger tetrodes and 
pentodes which draw between 70 and 80 mA of plate current. 

The additional selectivity provided by a r-f amplifier with a high Q coil is appreci- 
able and gives even more sideband cutting than is experienced with the usual 4 valve 
and rectifier receiver, particularly at the low frequency end of the broadcast band. 
As a result the high frequency response of the larger receiver may be inferior and, in 
fact, inadequate. The remedy of expanding the selectivity can be quite inexpensive, 
particularly if a " local broadcast '* position is used on the wave change switch, or if 
one position on a tone control switch is used. Push-button receivers can have one 
button set aside for expanding the selectivity, which has the additional advantage 
of minimizing the result of frequency drift of the settings of the other push buttons. 

Expanding of the i-f selectivity can be carried out simply and cheaply as described 
in Chapter 11 Sect. 3(iii)3 and the wiring is not critical because all leads have a low 
impedance to ground. It is only necessary to expand the first i-f transformer in a 
conventional single i-f stage receiver with an untapped second i-f transformer because 
the heavy damping on the second i-f reduces its selectivity appreciably from that of 
* the less heavily damped first i-f transformer. 

After the i-f amplifier has been expanded to give say 6 db attenuation at 8 Kc/s 
detuning, it may be found that the overall selectivity for small attenuations is still 
excessive ,^ and the remedy is to expand the r-f stage. The damping of the aerial on 
the aerial secondary makes it unnecessary to expand the aerial coil: A convenient 
method of decreasing the r-f coil selectivity is to switch a small resistor (25 ohm carbon) 
in series with the cold end of the secondary. Gain is not seriously reduced, and the 
leads involved are low impedance so that they can be taken to the appropriate switch 
section without giving trouble. 

After the high frequency response has been brought up to the required level, the 
small expense involved in fitting a high frequency diffuser is well repaid. With 
such a diffuser, the quality of reproduction becomes reasonably independent of the 
listener's position in front of the receiver, and the usual beam of accentuated high 
frequency response directly in front of the loudspeaker disappears, 

(iv) Communication receivers 

(A) Definition 

A communication receiver has been defined (Ref. 33) as one which is not designed 
for limited or specific purposes. In some respects a communication type may be 
inferior to another receiver (perhaps an interception receiver to operate on a fixed 
frequency) in a particular application, but in general it has high performance and 
flexibility. Control of many of the circuits is available to the operator, of whom some 
technical knowledge is required. 

(B) Frequency coverage and calibration 

Communication receivers have been designed to provide coverage between 15 Kc/s 
and 25 Mc/s and between 30 and 300 Mc/s, but many do not tune above 
*i.e. five amplifying stages and rectifier. 
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30 Mc/s or below 540 Kc/s. Provision for reception of F-M broadcasting on 88-108 
Mc/s is included in some models. 

Owing to the wide range of frequencies covered, the calibration of a communication 
receiver is important, and increasing emphasis is being placed on the inclusion of 
facilities for calibration checking and even on the possibility of the receiver being 
tuned to any given channel in its range without external aids. 

An inbuilt crystal oscillator is the usual method of checking calibrations, and when 
the oscillator operates at 0.5 or 1.0 Mc/s, convenient checking points occur throughout 
the tuning range. Movable cursors have been used with receivers of this kind to 
allow corrections to be made to the calibration when found necessary. Figure 35.13 
(British patent No. 8706/44) shows a simple circuit to increase the amplitude of the 
higher harmonics of the oscillator output up to the self-resonant frequency of the choke 
L. The choke is designed to keep the harmonic output as constant as possible 
throughout the tuning range of the receiver. Such an inbuilt calibrator can be very 
useful in the alignment of the receiver. A possible refinement is the modulation of 
the oscillator output by pulsing with a neon tube, or even by the mains frequency, for 
ease of identification. 



For the second requirement of setting the receiver accurately to any desired fre- 
qiuency, a crystal oscillator and its harmonics are used as a part of the mixer input, 
and tuning is provided by a comparatively low frequency oscillator which bridges the 
spaces between the harmonics of the crystal. The variable oscillator can be designed 
to operate at a low frequency and to have high stability, any residual fluctuations 
being a much smaller proportion of the total mixing frequency than of the variable 
ctsciilator frequency. 

To minimize the possibility of incorrect frequency settings, some receivers have 
sliding dlial scales which expose only the calibration actually in use. Where high 
setting accuracy is required the frequency may be displayed as the sum of two readings, 
one in Mc/s and the other in Kc/s. 

(C) Bandchanging 

Methods of bandchanging can be divided into three main categories, mechanically 
operated moving coils with stationary contacts, plug-in coils and switched coils. 
The most common form of moving coil arrangement uses a rotating turret with the 
coils inside it, but moving platforms which travel along the chassis have also been 
used. Particularly when high frequencies are tuned, the contacts for the moving coils 
present a problem as the inductance of the contacts can form a large part of the re- 
quired inductance — with consequent loss of gain — and the inductance may vary each 
time a particular band is brought into circuit or when the receiver is subjected to 
mechanical movement. 

Plug-in coils can be efficient as they do away with the need for a wavechange switch 
— each plug-in unit can even carry its own calibration — but the necessity for grouping 
the coils adjacent to an opening in the case restricts the layout somewhat. Storage 
must be provided for the unused coil units close to the receiver. 

Switched coils are most commonly used and the main associated problem is the dis- 
posing of a number of coils adjacent to each switch. The switches need to be reliable, 
but modem types using rhodium plating properly applied are satisfactory. 



B + 



Fig. 35.13, Circuit for increasing am- 
plitude of high-order oscillator har- 
monics {from Ref. 33). 
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(D) Stability 

Many stability problems are automatically eliminated by the use of suitable circuits, 
e.g. crystal controlled oscillators. Methods of improving electrical stability are out- 
lined in Chapter 24 Sect. 5. However mechanical stability is a first requirement and 
the tuning units at least should be made as rigid as possible, some receivers even using 
a cast chassis with this end in view. 

(E) Sensitivity and noise 

Owing to the number of stages used, the sensitivity is always limited by the noise 
in the first stages of a receiver. This is taken into account in one method of measure- 
ment by defining sensitivity as the lowest intensity of an input r-f carrier modulated 
at 400 cycles to a depth of 30% such that the total r.m.s. output power (signal and noise) 
is halved when the modulation is removed from the input carrier. Such a definition 
of sensitivity gives a good indication of the minimum signal which can be used and 
figures of the order of one micro-volt and better can be obtained. 

Another method of defining the noise ratio is by comparing it with the signal-to- 
noise ratio of an ideal receiver under the same conditions. The faaor by which the 
noise ratio of an actual receiver is worse than that of an ideal receiver is known as its 
noise factor. Further details of this method of noise measurement are given in Chapter 
37 Sect. l(vi)G. 

(F) Selectivity 

The selectivity requirements of a communication receiver are severe and depend 
on the type of service for which the receiver is being used. For telephony the band- 
width cannot be less than about 5 Kc/s at 10 db attenuation, whereas for telegraphy 
a bandwidth of a few hundred cycles per second is sufficient while greater bandwidths 
give increased noise interference. 

These requirements can only be met by variable selectivity under the control of 
the operator, and a good receiver will usually have at least six i-f tuned circuits to pro- 
vide adequate " skin " selectivity, with a crystal filter providing varying degrees of 
" nose " selectivity perhaps together with a variable rejection control for dealing with 
an interfering station on a nearby frequency. A representative crystal circuit 
will give an attenuation of 20 db when detuned 200 c/s in its sharpest position and 2000 
c/s in its broadest position. With a rejeaion or " phasing " control in use, an at- 
tenuation in excess of 40 db can be obtained within 250 c/s of resonance. The as- 
sociated i-f amplifier will give an attenuation of 60 db when detuned less than 15 Kc/s. 
Crystal bandpass filters are becoming increasingly popular and they provide a pass 
band of say 300 or 3000 c/s with severe symmetrical attenuation on each side. De- 
tails on the design of variable selectivity crystal filters are given in Chapter 26 Sea. 6. 

An additional means of discriminating between a desired telegraphy signal and an 
undesired one separated by perhaps only a few hundred cycles per second, is the use 
of a-f selectivity. A typical selective circuit centred on 1000 c/s gives an attenuation 
of 15 to 20 db only 100 c/s from resonance and of course much greater reductions 
with greater separation. Apart from discrimination against undesired signals, such 
a circuit reduces random noise in the same ratio as it reduces the bandwidth, and the 
ringing which is experienced with crystals at maximum selectivity when subjected 
to bursts of noise is eliminated. 

Such selective a-f circuits are normally designed with iron-cored inductors because 
maximum Q is required, but it may be possible to produce equivalent or improved 
performance with a bridged T negative feedback circuit. 

(G) Volume control and a.v.c. 

Volume control presents some problems because the range of signal levels which 
the receiver is expected to use exceeds one million to one, and because different types 
of control are required for different functions of the receiver. For reception of 
telegraphy many operators prefer a manual control and some receivers provide separate 
controls for a-f gain and i-f gain ; even separate r-f gain is sometimes provided. 
A convenient compromise which obtains good results from the receiver and requires 
no care on the part of the operator is to gang the a-f and r-f controls and delay the 
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application of bias to the first stage by means of a diode as discussed in Chapter 27 
Sect. 3(iii). The r-f control is rendered ineffective when a.v.c. is switched on, and 
the a.v.c. voltages can be applied to the r-f control circuit. 

A.V.C. is frequently used for c.w. reception when a suitable time constant is pro- 
vided. For telephony a normal time constant is 0.2 second but this needs to be 
increased to at least 1 second for c.w. 

Amplified a.v.c. is used in most large communication receivers to provide maximum 
control, and results such as a 2 J db increase in output for a 100 db increase in input 
can be obtained (Ref. 34). Control should begin at the minimum signal level which 
can be used by the operator. 

(H) Beat frequency oscillator 

To produce an a-f output from a c.w. signal it is necessary to beat another signal 
with it. The beat frequency oscillator operates at, or close to, the intermediate fre- 
quency and beats with any signal in the i-f channel. The oscillator frequency can 
usually be varied a small amoimt (d= 2J Kc/s is typical) by a control on the front 
panel to allow adjustment of the beat frequency (perhaps to the peak of the a-f res- 
ponse) without detuning the signal from the peak of the i-f circuits. 

The required amoimt and method of B.F.O. injeaion need some consideration. 
Sensitivity is lost if the B.F.O. amplitude at the second detector is too small, but when 
the coupling is increased a large input signal pulls the B.F.O. into zero beat from in- 
creasing frequency separations. Pulling into zero beat from a difference frequency 
of the order of 1000 c/s is not xmcommon in bad cases. Another effea of too much 
B.F.O. injection is that the B.F.O. provides a signal at the second detector large 
enough to generate appreciable a.v.c. voltages and so reduce the sensitivity of the re- 
ceiver even without an external signal. 

Pulhng can be minimized by electron couphng of the B.F.O. into the i-f channel, 
and with careful control of the amount of beat frequency voltage it is possible to 
obtain adequate injection without appreciable a.v.c. sensitivity reduction. 

(I) Signal strength meter (S meter) 

Many receivers use a calibrated meter to indicate the strength of signals tuned. 
The calibration is usually arbitrary (SI to S9 for example) because the variation of 
receiver sensitivity across the various bands, and on different bands, makes an absolute 
calibration impossible. If this effect, and the varying efficiency of different aerials 
on different frequencies are borne in mind, the S meter can be a useful reference. 

Circuits have been devised (Ref. 34) in which the S meter operates in conjunction 
with the manual volume control to provide signal strength indications on all types of 
reception, with or without the beat oscillator 

The usefulness of the meter can be greatly increased by providing a switch which 
allows appropriate currents and voltages throughout the receiver to be measured. 
(J) Aerial input 

To allow maximum efficiency to be obtained from different aerial systems^ pro- 
vision is often made for different types of aerial inputs, such as a single wire with 
separate earth conneaion, a balanced two wire feeder or a low impedance concentric 
cable. 

An aerial trimmer on the front panel is very desirable when a variety of aerial inputs 
is provided. Even with a single wire aerial the changes of impedance throughout 
the short wave ranges allow considerable improvements in sensitivity and signal-to- 
noise ratio to be obtained by the use of an aerial trimmer, and aerial coil design is not 
restricted so greatly by the possibilities of mistracking. 

An analysis of the effects on signal-to-noise ratio of the ratio of feeder impedance 
to receiver input impedance with various detxining ratios is given in Ref. 33. 
(K) Noise (crash) limlters 

These are commonly fitted to communication receivers. Details of the many 
varieties will be fotmd in Chapter 16 Sea. 7 and Chapter 27 Sect. 5. 
(L) Diversity reception 

Provision for diversity reception is sometimes incorporated in conununication 
receivers by providing facilities for combining the a.v.c. voltages and outputs of the 
individual receivers. 



www.pmillett.com 



1264 



(iv) COMMUNICATION RECEIVERS 



35.5 



Another requirement for diversity receivers is that oscillator reradiation shoixld 
be kept to a minimum. This can be done by using the lowest possible oscillator 
grid current, by earthing the whole oscillator circuit at one point and treating other 
amplifier circuits between oscillator and aerial in the same way^ by reducing to a 
minimum capacitance couplings between primaries and secondaries of signal frequency 
coils (this includes using high impedance externally wound primaries wherever pos- 
sible) and by minimizing all couplings other than the coils between the signal fre- 
quency and oscillator stages. The tuning condenser rotor shaft is the worst of such 
couplings and a rotor shaft insulated between sections is very desirable. If this is 
not possible, low impedance earthing should be provided for the rotor shaft and gang 
framework between each section. 

(M) Cross-modulation 

Commimication receivers are frequently used close to a transmitter and may be 
required to receive another station while the transmitter is in operation. Under 
such conditions the cross-modulation characteristics of a receiver may be of more 
importance than its signal-to-noise ratio or sensitivity (Ref. 33), 

A system known as counter-modulation has been used to allow receivers to operate 
more satisfactorily in the presence of very strong signals. The cathode resistor of 
the first valve in the receiver is by-passed to radio, but not to audio, frequencies, so 
that a-f components due to cross-modiilation appear across it. The value of the re- 
sistor is adjusted so that the a-f voltages developed are sufficient to remodulate the 
wanted carrier, with signals approximately equal and opposite in phase to the original 
cross-modulation. Correct bias for the valve is obtained by applying a suitable voltage 
to its grid. 

Funher improvement can be obtained by operating the first valve solely to give 
minimvun cross-modiilation and substantial improvements can be obtained for slight 
reductions in signal-to-noise ratio. 

The possibility of cross-modulation occurring in non-linear conductors close to the 
receiver should not be overlooked (Ref. 3). 

SECTION 6 : A.C-/D,C, RECEIVERS 

(i) Series-resistor operation (ii) Barretter operation (Hi) Dial lamps (it)) Afis- 
cellaneous features, 

(i) Series-resistor operation 

A receiver for use with d.c. supply cannot use a power transformer with low and 
high voltage windings, and some of the main problems in designing such a receiver 
are concerned with providing power for the comparatively low voltage valve heaters. 

The problems are partly due to the non-linear relationship between voltage and 
current in a valve heater (owing to the increased resistance of the wire as the heater 
warms up) and Fig. 35.14 shows this relationship for a normal 6.3 V 0,3 A heater 
and for a 21 ohm resistor which draws the same current with 6.3 volts appUed to it. 
It will be seen that with the normal heater a 10% variation in applied voltage gives 
approximately 6% increase in current. 

In a.c./d.c. receivers, power is supplied to the heaters by connecting them in series 
across the mains, with or without an additional series impedance. When the sum of 
the required heater voltages is equal to the mains voltage the method is as satisfactory 
as when a power transformer is used, but when a series resistor is used, a variation 
of the mains voltage resialts in a larger percentage variation of the voltage across the 
heaters. 

This effect is illustrated in Fig. 35,15 Curve ABC represents the current voltage 
characteristic of a string of heaters used in a radio receiver. The rated operating 
voltage is 108 for a nominal current of 150 mA, and a series resistor of 880 ohms is 
used to give the required voltage drop with a 240 volt mains supply. The inter- 
secuon of the line with a slope of 880 ohms, and the current-voltage characteristic of 
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Ih (mA) 




Fig, 35,14 (A). Voltage-current characteristic of 63 volt 0.3 amp. heater ; (B) Voltage- 
current characteristic of 21 ohm resistor. 




80 



VOLTS 



264 

200 240 290 

FIG. 35.15 

Fig. 35,1 5. Illustration of the effect of mains voltage variation on heater voltage (Method 

from Ref. 41). 
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the heaters, is point B, the operating point under normal conditions. Now if the 
mains voltage is increased 10% to 264 volts the slope of the resistive line is un- 
changed and it intercepts the curve at point C. A vertical from C cuts the base line 
at Y, representing a voltage of 123, and an increase of 15 volts, i.e. 14% in the voltage 
applied to the heaters. Similarly a decrease of 10% in the mains voltage gives more 
than 10% decrease in the voltage applied to the heaters. 

Because of this fact, it is necessary to provide more tappings on a series dropping 
resistor for various primary voltages than would otherwise be the case. Variations 
in supply voltages around the nominal value must be taken into account, in conjunc- 
tion with the manufactxirer's tolerance on the valve heaters. For American types 
this tolerance is usually taken as :li 10% of the rated voltage, but other tolerances are 
also used, and some types have a tolerance on the permissible current variation. 

When the dropping resistor is designed for one primary voltage only, it often takes 
the form of resistance in the power lead. This has the advantage of dissipating the 
heat outside of the ai!**inet. However if a receiver was originally designed for 115 
volt operation and is converted for 230 volt operation by means of a series resistor, 
the B+ voltage is liable to be reduced by this method (Ref. 36). The reason is that 
the value of the series resistor must be adjusted to give the correct average heater 
voltage (or current) but the rectifier draws its current in pulses and these pulses 
flowing through the series resistance decrease the applied voltage during the time the 
rectifier is drawing current. This gives a decrease in the d.c. output of the rectifier, 
which in a severe case might amount to 30 volts in 110. Methods of providing 
separate voltage dropping impedances for the heaters and rectifier which are suitable 
for use on both a.c. and d.c. are given in Ref. 36. Wheie voltage dropping of this 
type is required on a.c. only, a series condenser of the correct impedance can be used 
in series with the power lead (Ref. 42) provided that an adequate voltage rating is 
specified. 

(ii) Barretter operation 

A barretter is a device which passes a substantially constant current as the applied 
voltage varies within the operating range — see Chapter 33 Sect. l(i) and Fig. 33.1. 

The heat dissipation of a barretter is appreciable, and as most of the heat should be 
carried away by convection, ample ventilation is needed. This is necessary both 
for the barretter and for the whole receiver, if it is a small one, to prevent the cabinet 
from becoming unduly hot. The same problem exists, of course, if a series resistor 
is used. 

Apart from eliminating the effects of mains voltage fluctuations on filament current, 
a barretter does away with the need for changing tappings with different supply 
voltages over a range covered by the operating characteristics of the barretter. When 
a receiver is switched on, the initial current surge is limited by the barretter, which 
has the effect of noticeably increasing the time taken for the receiver to begin playing. 
The limitation of the surge is of no particular value to the valves Themselves but may 
reduce dial light overloading in some circuits. 

Since the barretter contains an iron wire carrying an alternating current it is sus- 
ceptible to magnetic fields, which cause the filament to vibrate. The vibration leads 
to mechanical fatigue and breakage and if the barretter cannot be located at some 
distance from the loudspeaker, a magnetic shield must be used— preferably one which 
interferes with ventilation as little as possible. 

(iii) Dial lamps 

The protection of dial lamps from surges when the receiver is first switched on is 
one of the problems of a.c./d.c. receivers- If a 0.15 A dial lamp were connected in 
series with an appropriate number of 0.15 A valve heaters across the mains, the high 
current (several times greater than 0.15 A) drawn by the heaters for some seconds 
each time the receiver was switched on would drastically reduce the life of the dial 
lamp. If a series resistor were used the surge would be reduced, but not sufficiently, 
and even if a barretter replaced the resistor the dial lamp would be overloaded before 
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the barretter filament reached its operating temperatiire. The use of a dial lamp 
of higher current rating than the valve heaters is a possible method of operation. 
Some manufacturers have produced special lamps for series running. Nevertheless 
in each of these cases the failure of the dial lamp would remove the voltage from the 
valve heaters and stop the receiver. 

One method of avoiding this trouble is to use a negative coefficient resistor (Thermis- 
tor) in series with the valve heaters — see page 190 (n). 

A system in which both heater current and high tension supply current are used is 
given in Fig. 35.17. Special rectifier valves (e.g. 35Z5-GT) have been produced 
for use in such circuits, and the initial surge is offset by the fact that until the rectifier 
heater reaches its operating temperature the high tension component of the dial lamp 
current does not flow. No. 40 or No. 47 dial lamps (0.15 amp) should be used, and 
when the rectified current exceeds 60 mA a shunting resistor (Rs in Fig. 35.17) is 
required, its value being 300, 150 and 100 ohms for rectified currents of 70, 80 and 
90 mA respectively. 




Fig. 35.17. Circuit using 35Z5-GT and 
dial lamp. The drop across R and all 
heaters {ucitk panel lamp) should equal 117 
volts at 0.15 ampere. Rg = shunting 
resistor required when dx. output current 
exceeds 60 mA, 



Other rectifiers making similar provision for a pilot lamp are the miniature 35 W4 
and the 45Z5-GT. 

The trend in small a.c./d.c, receivers is to use a simple dial without a lamp, and 
thus entirely avoid the use of the troublesome light source. 

(iv) Miscellaneous features 

(A) Rectifier 

Since there is no centre-tapped source of high voltage a.c. in an a.c./d.c. receiver 
it is not possible to use a normal fiill wave rectifier. Bridge rectifiers or voltage 
doublers are possible but half wave rectifiers are most commonly used. They intro- 
duce some filtering problems since the frequency of the ripple in the output is one 
half of that from a full wave rectifier. To give the same electrical attenuation, filter 
capacitors and inductors would need to be increased in size, but speaker inefficiency 
and the poorer response of the ear at the lower frequency help in minimizing the 
effects of higher hum level. 

When the receiver is operating on d.c, the rectifier acts only as a series impedance 
but serves a useful purpose in protecting the electrolytic filter condensers from damage 
if the mains connection is reversed in polarity, although the receiver will not operate 
under these conditions. 

The high tension voltage is likely to be different with a.c. or d.c. mains of the same 
rated voltage. The reason is that on a.c. the peak voltage applied to the rectifier is 
a/2 times the rated r.m.s. voltage and with small to medium loads and a large input 
condenser for the rectifier the d.c. output voltage will exceed the r.m.s. value of the 
a.c. input. 

Modulation himi is frequently experienced in a.c./d.c. receivers operating on a.c. 
due to the presence of r-f signals in the mains, and to the direct connection of the 
rectifier to the mains. A suitable filter in the mains lead will stop the modulation 
hum, and any interference coming from the mains, but a satisfactory cure for the 
hum alone is a small (1000 /umF) mica condenser connected between plate and cathode 
of the rectifier. 

(B) Valve order 

When the valve heaters are wired in series and connected across the mains the 
potential between heater and cathode of any valve will be dependent on its position 
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in the string. Each valve must be placed so that the maximum heater-cathode poten- 
tial specified by the valve manufacturers is not exceeded, and also so that the potential 
is not great enough to introduce hum into the receiver output. 

The position of a valve in the circuit determines its susceptibihty to hum pick-up, 
and an a-f amplifier is generally the most critical The usual wiring order, starting 
from the grounded end is second detector and first a-f amplifier, converter, r-f am- 
plifier, i-f amplifier, output valve, rectifier. The converter is kept as close to ground 
as possible to avoid modulation hum. It will be found that allowable maximum 
heater-cathode potentials (90 V max. design centre for American amplifying valves) 
always allow this order, which is the best for modulation hum, to be used. 

(C) Earth connection 

Two main types of a,c./d.c. receivers are produced, one with one side of the mains 
directly conneaed to the chassis, and the other with mains wiring connected to an 
earth bus which is by-passed to the chassis proper with a suitable capacitor, perhaps 
shunted by a high value resistor. 

The first type of receiver has fewer design difficulties but does not comply with 
the safety requirements in some countries, e.g. the Radio Code of the Standards 
Association of Australia (A S.S. No. C.69— 1937) states : V.7 (f) (ii) "Power units 
and sets of the transformerless type shall have the live parts of the inner structure 
isolated from the case or frame by an isolating condenser or other approved means, 
which shall not be capable of passing a current exceeding 5 milliamperes to case or 
frame when the full rated voltage is applied in the normal manner of operation," 

The main trouble encountered with the other type of a.c/d.c. receiver is instability 
due to impedance between the earthed bus and the chassis proper, the impedance 
being made up of the reactance of the by-pass capacitor and the inductance of its 
leads. This impedance can be reduced to a low value by making up a imit consisting 
of an inductor woimd on the body of the capacitor, the two being connected in series 
and resonated at the intermediate frequency, at which most amplification occurs. 

Many cases of instability need individual treatment and it often becomes necessary 
to return particular circuits (e.g. the cathode by-pass of the i-f amplifier) to the chassis 
through a series tuned circuit instead of to the negative bus. 

To avoid modulation and other types of hum it may be helpful to use back-bias 
for amplifying valves so that the cathodes can be directly grounded. This avoids 
the possibility of hum voltages appearing between cathode and ground. 

Where there is any possibility of interconnection of tw^o or more a.c/d.c. units, 
such as for instance a radio tuner and a separate public address amplifier, it is essential 
that the mains be isolated from the chassis. 

SECTION 7 : BATTERY OPERATED RECEIVERS 

{{) General features {ii) Vibrator-operated receivers (Hi) Characteristics of dry 
batteries, 

(i) General features 

Most battery operated receivers are used in locations where signal strengths are 
low, and the main requirements are therefore high sensitivity and low noise. The 
cost of power obtained from batteries is high and every effort is made in the design 
of battery receivers to keep the current drain to a minimum. This is done by reducing 
the a-f power output considerably from that available in an a.c. receiver and by using 
high Q aerial and i-f coils so that high gain can be obtained without operating the 
valves at their maximum ratings. Many receivers have an economy switch which 
reduces battery drain by decreasing the screen voltage on the i-f and output valves 
or by other means. The reduced power output and sensitivity are still adequate 
for most uses. 

The mutual conductance of battery valves is lower than that of corresponding a.c. 
types to such an extent that although the smallest a.c. receivers in general use have 
three valves and a rectifier, the smallest battery sets need four amplifying valves to 
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obtain similar sensitivities. The four types are a converterj an i-f amplifier^ an a-f 
amplifier and an output valve. The i-f output is severely limited by the low plate 
voltage on the last i-f valve — about 84 volts with fresh batteries in a typical modem 
receiver— and an a-f amplifier is needed to obtain sufficient a-f voltage to drive the 
output valve. 

The more general type of battery receiver has five valves and uses the additional 
valve as a r-f or second i-f amplifier. On the broadcast band sensitivities of the order 
of 1 are readily available in each case^ and if a high gain aerial coil is used there 
is not a great deal of difference in signal-to-noise ratio. On the short-wave band the 
r-f stage receiver is noticeably quieter but the average sensitivity at 6 Mc/s may be 
of the order of 25 juV, against perhaps 10 /xV for the receiver with an additional i-f 
stage. 

Because of the low i-f plate voltage the signal handling capacity of battery operated 
receivers is limited, and taken in conjunction with the requirement for high initial 
sensitivity, this means that a normal battery receiver overloads with a comparatively 
small r-f signal applied. Nevertheless the conditions of use are such that large inputs 
are not usual, and a receiver which will not distort seriously with an input of 0.1 volt 
will give satisfactory service in almost all locations. 

There is usually only one diode available in a battery receiver, and this severely 
restricts the a.v.c. design as it makes delayed a.v.c. impossible. The most satis- 
factory compromise is probably to apply a fraction (say one third) of the developed 
a.v.c voltage to the first and last conuolled stages (unless the first valve is a r-f am- 
plifier which may take full a.v.c. without increased signal-to-noisc ratio) and full 
a.v.c. to the intermediate one. The small amount of a.v.c. on the input stage mini- 
mizes the increased noise from the first valve as a.v.c. is applied and on the last i-f 
stage it allows larger signals to be handled without overload. The middle stage has 
no effect on the noise, handles only small signals, and consequently can do most of 
the gain controlling. 

A.V.C. design affects high tension current consumption and if too small a fraction 
of the developed a.v.c. voltage is used, current will be wasted when a local station is 
tuned. 

Bias for the output valve is usually obtained from a back-bias resistor in dry battery 
operated receivers. Receivers have been made in which the voltage developed across 
the oscillator grid leak has been used for this purpose (with suitable decoupling) but 
if the A battery voltage falls more quickly than that of the B battery, the output valve 
is operated in an underbiased condition and draws excessive B current. 

Separate C batteries have also been used, but the difficulty of discharging the C 
battery at the proper rate has led to the popularity of back biasing, in which the voltage 
remains approximately optimum throughout the B battery life. 

When a back-bias resistor is used it should be effectively by-passed to audio fre- 
quencies, otherwise a-f voltages developed across the resistor are applied to the plate 
circuits of the i-f and perhaps oscillator valves. This may cause instability as a re- 
ceiver is being tuned to a station. 

Another advantage of back biasing is that if B -f is short circuited to the valve fila- 
ments, the bias resistor restricts the current to an amount which will not damage the 
valves. With a 500 ohm resistor and a 90 volt supply the current is 180 mA, whereas 
even a four valve receiver normally draws 250 mA from its filament battery. 

When a battery receiver is turned off, the B supply voltage does not disappear as 
in the case of an a.c. operated receiver. The filament voltage being turned off stops 
the valves from passing current but small leakage currents (for instance, through con- 
densers) have merely to flow through another series leakage — that of the B supply 
switch. Particularly in humid conditions, the resistance between switch contacts 
may be only of the order of tens of megohms and the uninterrupted current which 
flows can lead to electrolysis of fine wires and consequent open circuits. 

Unless precautions are taken, the fine wire of the output transformer primary is 
particularly susceptible to this trouble, leakage occurring between the primary (con- 
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nected to B-h) and the core (connected to chassis), and interwound coils with one 
wire earthed and the other connected to the B supply also give trouble. 

Output transformer electrolysis can be prevented by connecting the primary wind- 
ing to the core and isolating the assembly from the chassis, for instance in a pitch 
filled container, 

Interwound coils have a satisfactory life if they are baked to remove moisture and 
then impregnated and flash-dipped in a moisture resisting wax or varnish. 

In designing battery receivers it is important to check power output, sensitivity 
and oscillator grid current with reduced voltages and with many valves. A large 
number of valves is required because no tests are made by valve manufacturers at 
voltages as low as those commonly employed by receiver designers as the " end of 
life " point. 

For battery converter problems see Sect. 3(vi). 

(ii) Vibrator-operated receivers 

Chapter 32 deals with the design of vibrator operated power supplies. Receivers 
to operate with such supplies have some associated problems, mostly concerned with 
the elimination of r-f and a-f interference from the vibrator unit. 

Separation of all vibrator circuits from the receiver is essential if hash is to be satis- 
factorily eliminated. If for instance various parts of the vibrator circuit are earthed 
at different places in a receiver chassis, interference can occur which no amount of 
filtering will remove. The correct method is to earth all vibrator by-passes and 
earth returns at one point and connect the lead from the battery to the same point. 

The same principles apply to a-f interference. It is assumed that adequate filter- 
ing is used in the B supply so that interference from that source is negligible. Even 
under these conditions, vibrator noise can be troublesome and the first source is the 
battery itself. AlrJ)ough the internal impedance of a battery is very low it is not 
negligible, and the pulses of current drawn by the vibrator set up voltages across it 
which are applied to the filament of the a-f amplifier and result in noise from the loud- 
speaker. 



FIG. 35. 18 



Fig. 35.18. Filament circuit of 

vibrator-operated receiver. 
Any output valve with 100 mA 
filament current could be used in 
place of the \S4 (e.g. 3Q4, 354 
or 3K4 with parallel filament 
connections). 




A cure is an iron-cored choke between the positive battery terminal and the fila- 
ments of the valves, which are normally connected in series-parallel. A large (500 ^tF) 
condenser is usually required in addition to the choke, and receivers with high a-f 
gain may need two condensers. A tjrpical circuit is shown in Fig. 35,18. With the 
reduced filament drain of 1.4 volt valves it is possible in some cases to do away with 
the iron-cored choke and use a resistor. When used with a 6.0 volt battery the fila- 
ment voltage for each valve should be 1.3 volts so that a dropping resistor of 21 ohms 
would be required in place of the iron cored choke shown in Fig. 35.18. Where two 
large condensers must be used in any case the resistor usually has sufficient impedance. 

Even when the filtering (due to the electrolytic condensers and choke or resistor) 
is adequate, serious buzz can still occur. In Fig. 35.18 two leads are taken from each 
battery terminal, and the vibrator and filament circuits are entirely separate. How- 
ever it sometimes happens that two switches cannot be used and a common switch 
section and negative battery lead must be used. This will introduce some buzz 
although the degree will depend on the a-f sensitivity and the value of the mutual 
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impedance. An undesirable feature is that the interference may vary each time the 
switch is operated and may become progressively worse with age as the contact re- 
sistance of the switch increases. 

If the a-f gain is high^ even the common impedance of a fuse may cause trouble 
and in some cases only the vibrator circuit is fused for this reason. 

The electrolytic condensers are also useful in preventing coupling between the 
filament circuits of the various valves. However high gain receivers usually need 
additional r-f by-passes on the filament string to prevent regeneration at the inter- 
mediate frequency or to keep i-f voltages from the a-f end of the receiver. 

One undesirable feature of the circuit of Fig. 35.18 is that if any one of the lR5j 
1S5 or 1T4 valves is removed from its socket, or if one filament becomes open cir- 
cuited, two other valves will have excessive filament voltage applied. The additional 
voltage is normally not enough to open circuit the other filaments but if the receiver 
is left unattended in this condition the valves will deteriorate rapidly. 

The resistors Ri, Rz and R^ equalize the filament voltages on the different valves. 
Since the filament string requires 100 mA and the cathode current of the 3S4 alone 
is 8,8 mA under typical operating conditions, some adjustment to the voltage across 
the filaments (in which the cathode currents flow) is necessary. However calculation 
of the values required for the various valves is not straightforward since the cathode 
current of each valve has alternative paths of different impedance. For instance in 
Fig. 35.18 the 1R5 cathode current will flow partly in the negative filament lead and 
partly in the positive, this latter current splitting into one component which flows 
through the 1S5 and another which flows through the 3S4. As a result the resistor 
values are most readily determined experimentally, and with average valves in a 
receiver and decade boxes connected where shunting resistors are needed, a few 
minutes' manipulation of the decade boxes will determine the correct values. A.V.C, 
application will affect plate currents and hence filament voltages, and the resistor 
values should be decided with an average input signal. By making slight compromises 
it is often possible to do without one or more resistors, but if this is done conditions 
should be checked with freshly charged and discharged batteries as well as at the rated 
battery voltage. 

A.V.C. design is complicated in vibrator receivers with series-parallel filament 
circuits, but satisfactory solutions can usually be obtained by means of a.v.c. voltage 
dividers returned to different potentials. For instance in Fig. 35.18, which might 
be the filament circuit of a receiver with two i-f amplifiers, the diode load would be 
returned to the 1S5 negative filament, i.e. to ground, and a.v.c. would be taken 
directly to the grid of the 1T4 acting as the first i-f amplifier. This is possible be- 
cause the filaments are at the same potential. However the 1R5 and second i-f 
1T4 have their filaments more positive and would be biased 1.3 volts negative if 
connected directly to the diode load, A solution would be to connect a two megohm 
resistor from the top of the diode load to the 1R5 and 1T4 grids, and another two 
megohm resistor from the grids to the positive side of the 1R5 filament. This would 
remove the bias from the 1R5 and 1T4 and reduce the amount of a.v.c. to these valves 
which would be desirable — see subsection (i) of this section. 

The elimination of hash from a vibrator operated receiver usually involves work 
on the power unit (Chapter 32) but some precautions in the receiver may be necessary. 
A frequent source of interference which is difficult to trace is hash picked up by the 
converter valve. A very small amount of interference in the B supply may modulate 
the oscillator and be fed into the i-f amplifier with the local oscillator injection, or 
interference on the converter filament may be troublesome. In each case the inter- 
ference receives the total receiver amplification. A separate r-f choke is often used 
for the converter filan^ent to eliminate this trouble. 

When tracing hash, a convenient method is to connect a shielded wire, with one 
end bared, to the receiver*s aerial terminal through a capacitor. The bared end of 
the wire is used as a probe and when in contact with various points in the receiver 
circuit indicates whether interference is present. The first points to check, of course. 
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are the incoming leads from the vibrator unit to the receiver and in general these 
should be filtered until they are quite *' cold 

To be sure of trouble-free production runs it is advisable to work on hash elimina- 
tion until, with an aerial wrapped around the battery leads and battery, no inter- 
ference can be heard at any frequency with the receiver operated at maximum gain 
in a screened room. 

Mechanical noise and vibration from the vibrator also present a problem. The 
high frequency noise components can readily be minimized by felt or other sound- 
absorbing materialj, and even the metal shielding box in which vibrators are often 
used may be sufficient. However noise at the fundamental frequency of the vibrator 
is more difficult to cure and much trouble can be avoided by using a very flexibly 
mounted vibrator socket. Each new receiver usually presents different problems 
in this respect. 

(iii) Characteristics of dry batteries* 

A knowledge of dry battery characteristics is essential in designing receivers which 
are to use the batteries to the best advantage. It is also helpful in obtaining maximum 
battery life with a particular receiver. 

The decrease in battery life caused by a receiver design which gives unsatisfactory 
performance — or none — ^when the battery voltage falls below certain levels is best 
illustrated in Fig, 35.19. If the average B current of a receiver is taken as 15 mA 
it will be seen that the useful life of the battery is increased from 1.16 to 1.49 ampere 
hours, an increase of 28%, by designing the receiver so that it will operate satis- 
factorily when the output of the 90 volt B battery has fallen to 60 volts, instead of 
becoming unusable when the output is 68 volts. 

It will be noticed that as the current drain in Fig. 35.19 is reduced, the output rises 
to a maximum and then falls. This is due to the fact that the batteries were dis- 
charged for 2 hours each day so that with a 10 mA drain for instance the test lasted 
for 175 days. Tests with smaller drains take longer and the effects of shelf life be- 
come more important than the decreased drain. 




10 30 
AVERAGE CURRENT - MILLIAMPERES 
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FIG. 35.19 



Fig, 35.19. Ampere-hour output versus discharge current for various end-point voltages 

{Ref. 25). 



•Information taken from Ref, 25. 
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Fig. 35.20 shows the importance of reducing battery drain to a minimum or alter- 
natively of specifying batteries of as great a capacity as possible. As the drain is 
reduced a progressively greater amount of the battery output is made available at a 
high voltage, and as an extreme example, a 2.9 mA drain on the cell will give 83% 
of the battery's output (assuming that the cell can be used until discharged to 0.8 
volt) at a voltage greater than 1.3, whereas a 187 mA drain gives only 16% of the bat- 
tery's output at 1.3 volts or more. The curves of Fig. 35.20 were taken on continu- 
ous discharge, and with operation of say 4 hours a day the effects of shelf life would 
modify the figures obtained. 
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Fig, 35.20. Working voltage of No, 6 size cells during discharge through various re- 
sistances (Ref. 25). 

The main interest of Fig. 35,21 is to the user of the receiver, as it shows the effects 
of heavy battery usage in decreasing battery output. For a B drain of 15 mA and 
8 hours of use each day, each cell will give 1.13 ampere-hours output, but with 2 
hours daily usage the output rises to 1.48 ampere-hours. Thus the batteries will last 
for about 50 days with 2 hours of use, but less than 10 days with 8 hours of use. The 
effects of shelf life in Fig. 35.21 are clearly indicated at low current drain and with 
decreasing hours of discharge per day. 

An aspect of dry battery performance which is of particular importance to receiver 
designers is the increase of internal resistance of each cell as it becomes discharged. 
The resistance of a new cell can be ignored for radio purposes, as it varies from about 
one third of an ohm for small B battery cells, to one fiftieth of an ohm for large A 
battery cells. However as the battery ages, an impedance of the order of 20 ohms 
per cell may develop and for a 90 volt battery this represents a series impedance of 
1200 ohms. 

Such impedances cause coupling between circuits, and in the case of an A battery 
may cause instability due to coupling between different i-f stages or between i-f and 
a-f stages. The remedy is an adequate by-pass (0.5 /xF may be necessary) across the 
filament circuit, and the necessity for this should be tested with a discharged battery 
during design. Impedance in the B supply circuit can cause trouble between almost 
any pair of stages (including the oscillator) in the receiver. An electrolytic condenser 
in parallel with a r-f by-pass (0.1 /iF) is commonly used to avoid this uouble. 

The only completely satisfactory method of testing a receiver for performance with 
discharged batteries is to use a set of batteries which has been used normally until 
the voltage has fallen to the required level. Accelerated rates of discharge do not 
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Fig, 35.21. Ampere-hours output versus discharge current for various operating cycles 

{Ref. 25). 

produce such a high internal resistance. Noise will sometimes be encountered with 
a discharged battery unless a large by-pass is connected in parallel with it. 

The effect of temperature on dry cells is very marked. At high temperatures the 
deterioration of unused cells is rapid and tests have shown that batteries stored for 
one year at 104°F. have deteriorated more than similar batteries stored for five years 
at 48 °F. Small cells have a shoner shelf life than large ones stored under the same 
conditions. 

The reasons for the increased rate of deterioration at high temperatures are in- 
creased moisture loss from the electrolyte, and increased chemical activity in the 
battery. This latter effect is beneficial when the battery is actually in use and a 
battery discharged in a comparatively short time at 100 °F. has been found to give 
140% of the output of a similar battery at 70°F. At 40°F. the output fell to 48% 
of the output at 70 °F. 

When testing batteries it is imponant to realise that there is no relationship be- 
tween the current delivered by a dry cell on a short circuit amperage test and the 
service capacity of the cell. On the other hand the working voltage of a dry cell does 
decline progressively as the cell becomes exhausted, so that a voltage test under normal 
load is a good indication of a battery's condition. The voltmeter used should have a 
resistance of not less than 100 ohms per volt for single cells or 1000 ohms per volt for 
B batteries. The current drawn by lower sensitivity meters may lead to a lower 
voltage indication than actually occurs in use. 

In some types of portable receivers which can be used with dry batteries or an a,c. 
power supply the dry batteries can be charged during a.c. operation or while the re- 
ceiver is not in use. This is claimed to increase the service obtainable from the dry 
batteries although the degree of improvement depends on the conditions of use. It 
is important that the charging current should not be excessive. Further information 
is available in Refs. 56, 57, 69, 70, 71. 
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SECTION 8 : CAR RADIO 

(i) Interference suppression (ii) Circuit considerations (Hi) Valve operating con- 
ditions, 

(i) Interference suppression 

The main problem in car-radio design is the suppression of interference from the 
car and from the power supply of the receiver. Ignition interference is the more 
troublesomej and while there are methods of suppression which apply in all cases any 
panicular installation is liable to present problems of its own. 

One theory as to the mechanism by which interference is produced is that each 
spark causes oscillatory currents in the ignition leads covering a wide band of fre- 
quencies. The spectrum is propagated from the ignition lead which acts as an aerial, 
and the receiver amplifies those frequencies to which it is tuned. See Ref. 10 for a 
comprehensive survey of reports on the nature, measurements and suppression of 
ignition interference. 

Another possible mechanism has been described in Ref. 1, although objections to 
it are brought forward in Ref, IOC. This conception of interference generation is 
that the radiated field is an impulse which is short compared with the period of the 
carrier frequency up to frequencies of hundreds of megacycles. Each burst of inter- 
ference heard is thus the impulse response of the receiver and its aerial, so that the 
interference is more dependent on the bandwidth of a receiver than on the frequency 
to which it is tuned, although of course the signal received will vary in amplitude with 
large variations in frequency. 

In addition to ignition noise, interference is caused by the brushes on the generator 
but this is readily removed by by-passing. Special suppression capacitors are avail- 
able of 0.5 fxF capacitance, 200 volt working, encased in a metal can to which one 
side of the capacitor is conneaed. 

Methods of dealing with the majority of straightforward interference suppression 
problems are given below (Ref. 60). 

(a) Cut the high tension lead conneaing the ignition coil to the centre of the dis- 
tributor head as close as possible to the distributor head and screw the two ends of 
the leads into a resistor suppressor. Suitable suppressors consisting of a carbon 
resistor of 15 000 ohms with facilities for attaching the two leads are available com- 
mercially. 

(b) Connect a suppression capacitor to the point where the receiver low tension 
cable is coimected to the car's low tension system, with the metal case clamped to the 
chassis. 

(c) Clamp the mjctal case of another suppression capacitor to the generator housing 
and connect the lead to the generator armature-terminaL The capacitor must not 
be connected to the generator field- terminal. In American cars the correct terminal 
is usually the larger one. 

In most English cars the armature terminal is not accessible on the generator and 
the suppression capacitor should be connected in such cases to the " D " terminal 
on the voltage distribution channel. 

If trouble is still experienced the following points should be investigated. 

(d) See that the distributor contacts and spark plug points are clean, in good con- 
dition and correctly adjusted. Replacements may be needed. 

(e) If the engine is rubber mounted a bond may be necessary between the engine 
block and the chassis. This bond should be a piece of flexible copper braid not less 
than ^ in. wide and as short as possible, although allowing for engine movement. 

(f ) See that the low tension leads do not come close to any of the high tension wiring. 
In some cars it may be necessary to remove the low tension wires from channels pro- 
vided for the spark plug leads. 

(g) Make sure that there is a good connection between the ignition coil can and the 
engine block. 

(h) Bond all oil pipes, bowden cables, etc., to the bulkhead as they pass through to 
the driving compartment. 
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(i) Try the effect of bonding various parts of the bodywork to the bulkhead or 
engine block with f in. copper braid. It sometimes happens that a large seaion of 
metal, for example a mudguard, is insulated by rubber or fabric beading, or even by 
paint, from the rest of the body. Bonding of such sections may ehminate inter- 
ference. 

(j) By-pass separately the various electrical components of the car, such as the horn, 
ignition switch, windscreen wiper motor, petrol pump, head lights, dome light, park- 
ing lights, petrol gauge, electric clock, etc. 

In fitting the various units of the radio itself it is necessary to remove some paint 
from the metal to make sure that the unit is electrically earthed. 

Occasionally trouble is experienced from wheel and tyre static. Graphite grease 
in the wheel bearings, may be sufficient to effect a cure, but in some cases spring 
contacts bearing on the wheel hub have been used. 

(ii) Circuit considerations 

The main requirements for a car radio are high sensitivity, high signal-to-noise 
ratio, good a.v.c, high a-f output, compactness, the ability to withstand vibration, 
and mechanical flexibility for installation purposes. 

The first four items have almost standardized the design into the form of a receiver 
with r-f, convener, i-f, a-f and output stages. Such a combination allows the re- 
ceiver sensitivity to be limited only by the noise in the first stage — which is desirable. 

The high over-all sensitivity (1 /xV input for 0.5 watt output is not uncommon) 
causes high a.v.c. voltages to be developed with comparatively small inputs so that 
strong a.v.c. action is available even when signals fade to very low levels. The a.v.c, 
diode load is often returned to a source of bias for the r-f and i-f amplifiers so that 
a delay of two or three volts is obtained and this flattens the a.v.c. characteristic even 
more, after the delay has been overcome. The a-f sensitivity is adequate to allow 
full output. 

When full a.v.c. is applied to the r-f stage a check should be made from Scroggie's 
curves— Sect. 3(i) of this chapter— to see that the noise from the first valve does not 
become comparable in size with that from the input circuit and so affect the signal- 
to-noise ratio. 



The design of the aerial input circuit is very important in a car radio, because of 
the small effective height and physical size of the aerial itself. Different aerials may 
be used with the receiver, but telescopic types with a capacitance of about 50 /x/xF 
are commonly assumed. One of the most popular circuits is shown in Fig. 35.22. 
L, is a choke consisting of a few spaced turns of thick wire, resonant at about 40 Mc/ s. 
It is used to minimize incoming ignition interference without seriously effecting the 
desired signals. La is the aerial coil primary, which is arranged to resonate with the 
aerial and the rest of the circuit outside the low frequency end of the required band. 
However the resonance is kept as close to the band as possible without introducing 
too much mistracking between the aerial and r-f circuits, in order to obtain the maxi- 
mum possible gain at the low frequency end of the band. 

The capacitor Ci is from 50 to 100 /i/iF in a typical case, and provides capacitance 
coupling to improve the gain at the high frequency end of the band. L., is tapped at 
from one quarter to one third of the total number of turns from the cold end. Coup- 




Fig, 35.22. Car-radio 
aerial input circuit. 
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ling between and usually approaches 20%. The Q of Lg must be as high as 
possible and iron cores are commonly used. Q values in air as high as 250 at the maxi- 
mum point in the band have been used^ and a gain of from 8 to 10 is obtainable over 
the band with such a coil mounted in the chassis. Gain is measured with the output 
of the signal generator connected through a 50 ^^F capacitor to the aerial end of the 
shielded input cable. Noise figures obtainable are of the order of equal noise and 
power output when the input signal is from 0.3 to 1.0 ^Vj 30% modulated, 

A series trimming condenser (say 50-350 a*^F) is sometimes used between the 
spark coil and the aerial primary so that the aerial coil can still be tracked with the 
r-f coil even when a high capacitance aerial is connected to the receiver. 

Power supplies for car radios are vibrator operated^ using either synchronous or 
non-synchronous types. The non-synchronous system has the advantage of 
keeping a constant output polarity when the input polarity is reversed, so that the 
lack of uniformity between car manufacturers as to positive or negative groimding 
of the battery becomes imimportant. Non- synchronous systems also have fewer 
troubles from vibrator hash in the receiver and are generally assumed to be more 
reliable in operation but of course they are more expensive^ since a rectifier must be 
provided^ and consume more current if a hot cathode type of rectifier is used. 

In the elimination of interference either from the vibrator or from ignition noise 
in a car radiO;, " spark plates " are often used. These are by-pass capacitors using the 
chassis as one plate^ a thin sheet of insulating material^ preferably mica^ as the di- 
electric and tin-plate or brass as the other plate, the assembly being eyeletted together 
with suitable insulating washers. Because components are soldered directly to the 
top plate and the bottom plate is the chassis, the series inductance of such a capacitor 
is very small. It has been recommended that incoming leads should be soldered to 
one end of a spark plate and outgoing leads to the other end. Capacitances between 
10 and 200 ^^F are commonly made up in this way. 

Because of the intense ignition interference field it is often necessary to filter all 
leads coming into the receiver. Tone control leads and even loud speaker leads may 
need by-passes or series chokes to eliminate interference. 

The effects of vibration must be considered- in car radio design. Reliable air 
dielectric trimmers are more stable than compression mica types, but need to be 
sealed after alignment. Large paper capacitors need to be held by means other than 
their own leads, and smaller components must be moimted so that they cannot 
vibrate on their leads. Older types of valves, such as G types and others of similar 
size can give trouble through falling out of their sockets under the influence of vibra- 
tion, particularly when mounted horizontally. For this reason and for the extreme 
compactness which they allow, miniature valves are well suited for car radio designs. 

(iii) Valve operating conditions 

Valves in car radios are subjected to heater voltages outside both the top and bottom 
limits specified by valve manufacturers. Extremes of perhaps 8.0 and 4,5 volts may 
be encountered with the battery on charge and fully charged, and off charge and dis- 
charged. 

Excessively high heater voltages reduce valve life by evaporating the coating from 
the cathode, and care should be taken to see that plate or screen dissipations do not 
exceed valve manufacturers' ratings imder any anticipated working condition, par- 
ticularly as the ambient temperature inside the car radio is likely to be very high at 
times. 

When heaters are operated at excessively high voltages it is possible for 
control grids to rise to a temperature at which grid emission takes place. To reduce 
the effects of this grid emission current j it is advisable to use the lowest convenient 
values for output valve grid leaks and a.v.c. series resistors in car radios. 

When the supply voltage is very low, the receiver loses sensitivity and power output 
but remains usable so long as the oscillator operates. To guard against oscillator 
stoppage a new design of receiver should be checked with a large number of valves 
including some with low oscillator grid current under normal operating conditions. 
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Since valves are only tested by manufacturers to the recommended voltage limits, 
there is no guarantee of uniformity of operation between valves at voltages outside 
those limits 



SECTION 9 : MISCELLANEOUS FEATURES 

(0 Spurious responses (it) Reduction of interference (iii) Contact potential biasing 
(iv) Fuses (v) Tropic proofing (vi) Parasitic oscillations (vii) Printed circuits 
(viii) Other miscellaneous features, 

(i) Spurious responses 

With a superheterodyne receiver^ several types of signal can be received which 
do not originate in stations broadcasting on the frequency to which the receiver is 
tuned. The signals are not necessarily objectionable of themselves, but owing to 
the congested condition of the broadcasting band, almost any spurious signal will 
interfere with a true signal. These spurious responses are due to several causes which 
are listed below. 

(a) Harmonics of a station operating at a lower frequency. 

(b) Two stations broadcasting on frequencies separated by the intermediate 
frequency of the receiver. 

(c) A station broadcasting on the image frequency of a desired station. 

(d) A combination of local oscillator harmonics with other signals or harmonics. 

(e) Feedback of intermediate frequency harmonics. 

(f) A station broadcasting on the intermediate frequency of the receiver. 
Interference of type (a) will be received by any receiver of sufficient sensitivity 

and cannot be minimized in the design of a receiver. 

When tj^pe (b) interference is experienced, the two stations will be heard together 
over two bands of frequencies centred on the frequencies of each of the stations. 
The interference continues even when the local oscillator is stopped. Since it is 
necessary for the two signals to be present at the grid of the frequency changer for 
the interference to be troublesome, selectivity before this point is required to eliminate 
it. Alternatively the intermediate frequency of the receiver can be altered to a fre- 
quency at least 10 Kc/s removed from the difference frequency. 

Type (c) interference can be cured by adequate signal frequency selectivity, and 
is the main reason for this selectivity. Particularly in the shon-wave range of dual 
wave receivers is trouble experienced (although not always recognised) from this 
source, and it is so prevalent that the signal frequency selectivity of a receiver is always 
expressed as its image ratio. 

Methods of calculating image ratio are given in Chapter 23 Sect. 4(ii) for coils 
without capacitance coupling. To obtain the full calculated rejection, particularly 
at the high frequency end of a band^ it is necessary to reduce to a minimum all coup- 
lings other than that by mutual inductance. Separation of circuits and eanhing at 
one point for each circuit will be found beneficial when high gain is used. Capacitance 
coupling must be particularly avoided. Ref. 21 (pp. 225-237) gives circuits which 
increase image rejection. 

There are many possibilities of type (d) interference but it is not a major problem 
in most receiver installations. Nevertheless it is advisable to restrict oscillator grid 
current to a minimum, consistent with other requirements, to minimize this source 
of interference. 

Feedback of intermediate frequency harmonics can occur through B supply, a.v.c. 
or other wiring, or by means of voltages induced into the converter input circuit 
from the second detector, or any part of the a-f amplifier. The feedback may be 
sufficient to cause actual instability or merely an annoying heterodyne on stations 
adjacent in frequency to the harmonics of the i-f. Shielding and perhaps decoupling 
or an r-f by-pass in the a-f circuit readily remove the trouble. 
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Interference from a signal on or near the intermediate frequency continues when 
the local oscillator is stopped and becomes progressively worse as the receiver tuning 
approaches the intermediate frequency. It is seldom encountered in superheterodynes 
with a tuned r-f amplifier, but receivers with an unttmed r-f amplifier or with none 
usually have very poor i-f rejection at frequencies lower than 600 Kc/s. 

A method of plotting interference signals is given in Ref. 21, Part 1, page 201. 
An example of the estimation of the interference to be expeaed in a given set of con- 
ditions will be found in Ref. 53. 

(ii) Reduction of interference 

There are two main methods of minimizing the effeas of external noise on radio 
reception. The first is by the use of noise limiters in the receiver (Chapter 16 Sect. 7 
and Chapter 27 Sect. 5) and this method is equally applicable whether the noise is of 
man-made or natural origin. The second method consists of using filters and noise- 
reducing aerials and is only applicable to noise from man-made soiirces. 

Most mains operated receivers receive appreciable r-f inputs from the supply lines, 
and when noise is troublesome the ratio of signal to noise is often much lower in the 
mains than in an aerial. This occurs when the source of interference is connected to 
the power supply and induces interference into the mains wiring. In such a case 
filtering of the mains leads can give a substantial improvement in signal-to-noise ratio. 

An electrostatic shield between primary and secondary windings of the power 
transformer is the most common method of treatment. Methods of incorporating 
such a shield in the power transformer are described in Chapter 5 page 233. The 
alternative method (b) of winding the earthed low voltage filament between primary 
and secondary, due to its inductance, is probably less effective than the normal 
shield (a). 



By-passing of the incoming mains leads to the chassis, with or without series in- 
ductors, is often used to reduce interference. Fig. 35.23 shows that this method is of 
limited use, depending on the impedance between the receiver chassis and ground. 
Noise currents represented by arrows flow from mains to chassis and from chassis 
to ground, thus setting up a noise voltage on the chassis relative to ground. This 
voltage causes another noise current to flow through the primary of the aerial coil 
and the capacitance of the aerial to ground, and thus a noise voltage is induced in the 
aerial coil secondary and applied to the first valve of the receiver. 

The fact that interference stops when the aerial is removed from the receiver is 
not proof that the noise is picked up by the aerial. If the aerial were removed in 
Fig. 35.23 the interference would stop because the path to ground through the aerial 
primary would be removed, but the noise source is the supply mains. 

Figure 35,23 indicates how improvements in noise reduction can be made. Firstly, 
if the earth lead for the mains by- passes is separated from the receiver earth, the noise 
potential between chassis and ground is eliminated. The separation needs to be more 
than electrical, as if two wires were close to each other the noise currents in the filter 
earth would induce noise currents in the receiver earth. 

Secondly the incoming noise currents can be considerably reduced by using a r-f 
choke in series with the mains leads before the first by-pass to increase the impedance 
of the path. This will reduce the noise voltage between chassis and ground, but 



Fig, 35.23. Interference from power- 
supply induces noise into input circuit 
of receiver. 
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increase the noise voltage between mains leads and ground, and the capacitance be- 
tween mains and aerial leads may lead to increased noise from this source. 

A third possibility is the use of a balanced aerial coil primary connected to the ends 
of a symmetrical lead-in from the aerial. When the two ends of the primary are 
balanced with respect to capacitance to chassis (a small trimmer can be used on either 
side of the primary if found necessary to give the greatest noise reduction) then noise 
currents flowing from receiver chassis to ground through the aerial capacitance do 
not give rise to noise voltages in the aerial coil secondary or the remainder of the re- 
ceiver. An electrostatic shield can be used between primary and secondary as an 
added- precaution against electrostatic asymmetry between primary and secondary 
windings. 

The symmetrical lead-in can be terminated at the aerial end in another transformer 
coupling it to the aerial, in a dipole^ or aerial and counterpoise or the lead-in may be 
merely a two wire feeder with one end extended to form the aerial. In any of these 
cases additional noise reduction can be expected from the fact that the aerial proper 
can be placed at some distance from the power supply mains or any other known 
source of interference, e.g.j it can be removed as far as possible from, and placed at 
right angles to, tram lines. 

Before proceeding with elaborate noise reduction methods it is advisable of course 
to make sure that the receiver itself is not picking up noise directly. In strong fields 
'large voltages are induced into grid leads and under-chassis wiring, and complete 
shielding of the receiver proper may reduce interference without other assistance, 
or it may be essential if the full benefit of more elaborate methods is to be obtained. 

In-built aerials on mains operated receivers usually work on the principle of pro- 
viding an earth return for signals coming from the mains, in some cases as shown 
in Fig. 35.23j and in other cases with a capacitance between mains and aerial terminal, 
and the receiver chassis providing, through capacitance or direct connection, the 
return to ground. In the first case the requirement for the " aerial " is merely the 
largest possible capacitance to ground, and a ground connection to the chassis should 
reduce the signal input. In the second case an earth connection should improve 
signal strength as the current through the coil will be increased. 

Even when a mains-operated receiver is equipped with an in-built loop aerial, 
some of the signal input is due to the capacitance effect of the loop as a whole. A 
mains filter may improve the signal-to-noise ratio in such a case, but with the other 
two types of in-built aerial a mains filter will reduce the signal and noise by the 
same amount leaving the ratio unchanged. 

(iii) Contact potential biasing 

Electrochemical activity between the electj-odes of a valve produces potential 
differences without the application of external e.m.f's. The effect is most noticeable 
on grids and diode plates since their " contact potential " may be of the same order 
as potentials applied from other sources. The effective bias depends on the surfaces 
of the two electrodes and the impedance connected between the respective valve pins. 
The control grid contact potential will vary with different types of valves^ with 
different valves of the same type and with age in a particular valve. 

In practice, control grid and diode contact potentials are found in indirectly- 
heated valves to vary between— 0,1 and — 1.1 volts with different types of valves, and 
the contact potential of a particular valve may vary as much as 0.4 volt during life. 
Because of this, the contact potential of valves has a restricted application as a source 
of bias, but it can be satisfactory if its limitations are borne in mind. 

The two types of contact potential bias are " grid leak bias " of a-f amplifiers and 
" diode bias " of i-f and other amplifiers. Some valve types which are likely to 
be used with grid leak bias e.g. Radiotron types, 6B6-G, 6SQ7-GT, and 6AV6, 
are given a 100% production test for grid leak bias by Amalgamated Wireless Valve 
Co., under conditions sufficiently severe to ensure that any change of characteristics 
during valve life will not affect their performance. These types can be recommended 
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for this type of service provided that the plate current is restricted to a maximum of 
1 mA, the grid leak is 5 megohms or larger (2 megohms can be used with a small signal 
input but distortion should be checked) and the output required is not greater than 
25 V r.m.s. Under these conditions less distortion can be expected from grid leak 
bias than from cathode bias (Ref. 43). 

Pentode valves have more critical bias requirements when used as low distortion 
resistance coupled a-f amplifiers and because of this are not so suitable for grid leak 
biasing. However when used with a series screen resistor of high value and com- 
paratively small a-f inputs they can be satisfactory, and remove some of the hum 
problems from fairly low-level a-f amplifiers since there is no bias supply to be 
filtered, and the cathode is at ground potential so that heater-cathode conductance 
is not troublesome. 

Diode biasing finds its main application in minimum cost 5 valve (4 valve plus 
rectifier) receivers. A.V.C. is applied to the i-f and converter valves directly from 
the diode plate of the second detector, the diode load and the cathode of the i-f am- 
plifier being returned to ground. Under these conditions the contact potential of 
the diode is the only bias applied to the i-f amplifier, and its screen voltage is adjusted 
to keep plate and screen dissipations within tolerances. The converter may need 
additional bias, obtained from a cathode resistor and by-pass, depending on the type 
used. 

A trouble which occasionally occurs with this circuit is that the diode bias is too 
small, the i-f valve draws grid current, and its reduced input impedance damps the 
i-f transformer sufficiently to cause a serious drop in sensitivity with small inputs. 
As the input is increased, the additional i-f bias from the a.v.c. line restores the sensi- 
tivity to normal so that over a small range of input signals the receiver output in- 
creases much more rapidly than the input. A receiver with this defect may show 
poor sensitivity for 50 mW output, but normal sensitivity for the larger signal re- 
quired to give 0.5 watt output as reconmiended by the I.R.E. " Standards on Radio 
Receivers, 1948." 

Additional methods of using contact potential for bias are given in Ref. 44. 
(iv) Fuses 

Commercial A-M receivers rarely incorporate a fuse owing to the difficulties in- 
volved in providing a satisfactory one. The peak current in the primary of the power 
transformer when a receiver is switched on may be twenty times the average current 
for a time not exceeding 0,01 sec. This occurs during normal operation, but on the 
other hand a fault resulting in twice the normal primary current over a period of time 
may lead to transformer breakdown. 

Since a normal cartridge fuse will blow within 0,01 sec. with five to ten times its 
rated current applied, a fuse of four times the rated current of a receiver would be the 
smallest value which could be used. Such a fuse would probably not fail inmiediately, 
even with a complete short circuit on the whole high tension winding of a receiver, 
and would be almost useless. 

Two types of fuse which can be used satisfactorily under such conditions have been 
described (Ref. 30). The first consists of the normal glass cartridge and ends, con- 
taining in series a small spring soldered under tension to a fine manganin resistance 
wire by means of a blob of low temperature solder (e.g. Wood's metal). A prolonged 
overload produces enough heat in the resistance wire to melt the solder and allow 
the fuse to clear, but the thermal inertia of the mass of solder protects the fuse against 
short duration surges. With a severe overload the resistance wire clears ahnost 
instantaneously. An advantage of this type of fuse is the low temperature required 
for operation— of the order of 100°C compared with perhaps 900°C for a normal 
type of fuse. 

Another fuse has been made consisting of a high melting point nickel wire with 
blobs of magnesium powder in a binding varnish supponed on it. Once again the 
thermal inertia of the blob allows short duration surges to occur without damage, but 
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a prolonged overload raises the magnesium powder to ignition point (about 500 °C) 
and the fuse clears. 

A different type of protection has been used in other types of receivers. This 
consists of an insulated strip of metal with high heat conductivity which is included 
in the power transformer during winding. One end of the strip projects outside the 
winding and to this a small stirrup is soldered with very low melting point solder. 
A spring engages in the stirrup under tension and the primary current to the whole 
receiver passes through the assembly. Any overheating of the power transformer 
melts the solder and the spring disconnects one side of the mains from the receiver. 
Such a device might not protect a low impedance rectifier from damage if the input 
condenser were to break down, but it could save the power transformer and would 
certainly prevent a fire. 

A heat-operated overload cut-out is described in Ref. 65. 

See also Chapter 38 Sect. 12 for general information on fuses, and Table 55. 

(v) Tropic proofing 

Tropic proofing has been the subject of a large amount of investigation (Ref. 40). 
However many treatments described are not applicable to commercial A-M receivers 
— even if only because of expense — and in any case are not required for equipment 
which, although in the tropics, is to operate inside a home. 

For " commercial tropic proofing " the following points might be taken as a mini- 
mum requirement : — 

(a) Good quality resistors, derated to dissipate no more than two thirds of the 
manufacturer's rating. 

(b) Good quality paper capacitors, preferably sealed in glass, but at least moulded 
in some non-hygroscopic composition, with panicular care (non-cracking wax or 
varnish sealing for instance) against ingress of moisture along leads. Voltage rating 
to be at least twice that experienced under working conditions. Mica capacitors 
to be used in positions critical to leakage e.g. a-f coupling capacitors, or a.v.c. by-pass 
capacitors. 

(c) Mica capacitors in tuned circuits to be of silvered mica type, flash-dipped in 
non-hygroscopic wax or varnish, 

(d) Trimmers to have air dielectric. 

(e) Power transformer to be moisture proofed, preferably by baking and vacuum 
impregnation with bitumen, or with a vamish^which can be made to set satisfactorily 
right through the winding (this must be checked). Failing vacuum impregnation, 
pitch sealing can be used providing good penetration is obtained. Penetration is 
assisted by baking the transformers, standing them on edge with the top of the wind- 
ing just above the surface of the pitch immediately after baking for perhaps half an 
hour, and then lowering the whole transformer below the surface in the same position 
and leaving for another quaner hour. The transformers can then be drained. 

(f) A-F transformers and chokes to be vacuum impregnated and to have the core 
connected to the winding, the whole assembly being isolated from the chassis. 

(g) Coils to be wound on moulded or ceramic formers and baked, impregnated 
(preferably under vacuum) and flash dipped in non-hygroscopic wax. 

(h) Very fine wire to be avoided ; 36 A.W.G. is a suitable minimum size. 

(i) Hook-up wire to be covered only with good quality rubber of low sulphur con- 
tent, or P.V.C. 

(j) All corrodible metals to be suitably treated, e.g. steel to be well and heavily 
plated (and lacquered where possible), aluminium to be anodised if possible or chro- 
mate dipped in such places as gang plates, brass to be plated. Die castings and readily 
corrodible metals, such as zinc, to be avoided. 

(k) Plywood to be urea-bonded. 

(1) Good quality micarta to be used for lug strips, wavechange switch wafers, etc. 
Micarta to be baked and vacuum impregnated in non-hygroscopic compound where 
possible. 

(m) All fungus-supporting media such as cloth and other organic materials to be 
avoided as far as possible and fungus and moisture proofed if used. 
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(n) Wiring to be arranged as far as possible to minimize the effects of leakage e.g. 
B+ and a.v.c. not to be wired to adjacent lugs on a lug strip, etc. 

(o) All-glass valve types to be used to avoid losses in moulded insulating material, 
together with high quality valve sockets. 

(p) Ceramic insulation to be used in the tuning gang if possible. Micarta — if used 
— must be baked, vacuum impregnated in varnish and rebaked. 

Additional improvements which can be incorporated include the use of ceramic 
instead of micarta for such items as lug strips, wavechange switch, and valve sockets, 
hermetic sealing for individual components (particularly transformers), hermetic 
sealing for the complete equipment with silica gel used for dehydration, and the avoid- 
ing of contact potentials in excess of a small fraction of a volt between contaaing 
metals. Platings of appropriate metals can be used to minimize potential differences 
between adjacent metal surfaces. 

See also Chapter 1 1 Sect. 7 for tropic proofing of coils. 

(vi) Parasitic oscillations 

The high slope of modem valves makes them particularly liable to generate parasitic 
oscillations unless suitable precautions aie taken. In a radio receiver, a power output 
stage employing a high slope valve is the most probable cause of trouble, which may 
show up as a continuous ** frying *' noise, as an irritating " buzz " perhaps only on 
loud passages, or merely as reduced output with distortion. 

Parasitic oscillations often occur at frequencies of the ordep of 100 Mc/s with leads 
from valve sockets forming resonant circuits and with a feedback path provided by a 
few micromicrofarads of capacitance between plate and grid circuits. In such a 
case a suitable remedy is a non-inductive resistor (say 50 000 ohms, i watt, carbon) 
wired directly to the grid pin. This increases the losses in the high frequency circuit 
to such an extent that oscillation is not passible. 

Because the placing of wires is liable to vary between receivers, oscillation may 
occur only in some receivers of a production run, but it is normal practice to provide 
a grid stopper in each set to avoid rejects. In extreme cases it may also be necessary 
to use stoppers in screen grid or plate circuits, but the values must be much smaller 
to avoid excessive d.c. voltage drop. 

Valves other than high slope output valves can be troublesome, and in one instance 
some of a production run of receivers having i-f amplifiers with bare tinned-copper 
leads a few inches in length connecting the grid and plate pins to the i-f transformers 
were found to be oscillating at a frequency in excess of 200 Mc/s. The trouble 
showed up as poor i-f sensitivity with high noise level, and was cured by wiring the hot 
side of the i-f trimmer directly to the valve socket, thereby including the inductance 
of the lead to the transformer in the i-f tuned circuit. 

The best test for parasitic oscillation in an a-f amplifier is to examine with an os- 
cilloscope the output waveform with the amplifier driven from zero input to overload 
at various frequencies. Oscillation may be shown as a thickening of the trace over 
part or all of the cycle or by a higher frequency superimposed on the correct trace. 
In the absence of an oscilloscope, unusual or varying plate current in an output valve 
may be taken as an indication of oscillation particularly if the plate current can be 
varied by moving the hand near the valve. 

Additional details on parasitic oscillations are given in Ref. 52. 

(vii) Printed circuits* 

Printed electronic circuits are no longer in the experimental stage. Introduced 
into mass production early in 1945 in the tiny radio proximity fuze for mortar shells 
developed by the National Bureau of Standards, printed circuits are now the subject 
of intense interest on the part of manufacturers and research laboratories in this 
country and abroad. 

Circuits are defined as being " printed " when they are produced on an insulated 
surface by any process. The methods of printing circuits fall into six main classi- 
fications. (1) Painting* Conductor and resistor paints are applied separately by means 
of a brush or a stencil bearing the electronic pattern. After drying, tiny capacitors 

•Reprinted by pennission of The Institute of Radio Engineers from Ref. 38. 
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FIG. 35.24 

Fig, 35.24. Positive feedback circuits for eliminating cathode bypass capacitors 

{Ref. 51). 



and subminiature tubes are added to complete the unit. (2) Spraying. Molten 
metal or paint is sprayed on to form the circuit conductors. Resistance paints may 
also be sprayed. Included in this classification are an abrasive spraying process and 
a die-casting method. (3) Chemical deposition. Chemical solutions are poured 
onto a surface originally covered with a stencil A thin metallic film is precipitated 
on the surface on the form of the desired electronic circuit. For conductors the film 
is electroplated to increase its conductance. (4) Vacuum processes. Metallic con- 
ductors and resistors are distilled onto the surface through a suitable stencil. (5) 
Die-stamping. Conductors are punched out of metal foil by either hot or cold dies 
and attached to an insulated panel. Resistors may also be stamped out of a specially 
coated plastic film. (6) Dusting, Conducting powders are dusted onto a surface 
through a stencil and fired. Powders are held on either with a binder or by an electro- 
static method. 

Methods employed have been painting, spraying, and die-stamping. Principal 
advantages of printed circuits are uniformity of production, and the reduction of size, 
assembly and inspection time and cost, line rejects, and purchasing and stocking 
problems. 

See Ref. 37 for a description of the production of complete radio receivers by print- 
ing techniques. See also Refs. 38, 39, 46, 47, 61, 62, 63, 64. 

There are components which it is not practicable to produce by printing, e.g., 
electrolytic and other high value capacitors. In Ref. 51 details are given of circuit 
techniques to eliminate such components without seriously affeaing performance. 

Fig, 35.24A shows a conventional two-stage triode amplifier and Fig. 35.24B a 
circuit with similar gain which does not use electrolytic capacitors. In Fig, 35.24B 
the removal of the cathode by-passes decreases gain and results in an a-f voltage 
appearing across each of the two cathode resistors. These voltages are in opposite 
phase and by adjusting the positive feedback through Rf from the cathode circuit 
of the second valve to the cathode circuit of the first valve the gain of the amplifier 
can be restored to the original level. 

Fig. 35.24C shows a practical amplifier with a voltage gain of 80 and a bandwidth 
(3 db down) of 250 Kc/s. Fig. 35.24D gives a single valve amplifier with a gain of 
1000 and a bandwidth of 100 Kc/s, Two such valves can be used in a four stage 
amplifier with a gain of one million and a volume of six cubic inches. 
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Fig. 35. 25 A shows a method of eliminating screen by-passes by using positive 
feedback from the plate of a following valve, while Fig. 35.25B demonstrates a screen 
regeneration circuit similar to the cathode regeneration circuit of Fig. 35.24B. 

Circuits for high frequency compensation by means of positive feedback used in 
place of compensating inductors are also given in Ref. 51. 

An analysis of a-f circuits with " cathode neutralization *' will be found in Ref. 54 
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Fig. 35.25. Positive feedback circuits for eliminating screen bypass capacitors 

(Ref. 51). 



(viii) Other miscellaneous features 

Synthetic bass is described in Chapter 14 Sect. 3(viii) and its application in re- 
ceivers in Chapter 15 Sect. 12(ii)- 

Tone control is covered in Chapter 16. 

Whistle filters are covered in Chapter 16 Sect. 11. 
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SECTION 1 : F-M RECEIVERS 

(i) Comparison with A-M («) Aerial and r-f design (Hi) Local oscillator design 
(iv) I-F amplifier (v) F-M detection and A-M rejection. 

(i) Comparison with A-M 

Many of the problems encountered in F-M receiver design are new, but the majority 
are similar to those in A-M receivers and yield to similar treatment to that described 
in Chapter 35. 

The advantages conferred by F-M are not so great that an obviously improved 
service will necessarily be available to the F-M listener xmless suitable programme 
material is broadcast, and unless the receiver design makes full use of the increased 
dynamic range, frequency response and noise reduction which are possible with F-M. 

To obtain the advantages of the noise reducing properties of frequency modulation 
it is necessary to design the F-M receiver with considerable care. If this is not done 
the receiver can destroy much of the improvement obtainable. In many applications 
F-M does offer undeniable advantages over A-M but this is not true in every case. 
It should not be assumed that F-M offers a cure-all for every type of noise problem, 
and for some communication systems A-M may be superior to F-M (see Refs. 9 
and 24). 

The main differences between A-M and F-M receivers are due to the higher fre- 
quencies used for the signal, local oscillator and intermediate frequencies, the need 
for greater i-f bandwidth, the different type of deteaion required and the necessity 
for some form of amplitude rejeaion. New techniques required for the higher 
F-M signal frequency would be equally necessary for an A-M system operating on 
the same frequency. 

(ii) Aerial and r-f design 

See also Chapter 22 (Aerials) and Chapter 23 (R-F Amphfiers). 

(A) The inductance of a straight non-magnetic wire with a length much greater 
than its diameter can be obtained (Ref. 1) from the approximate formula 

L = 0.005 /[2.3 log,o (4 l/d - 0.75)] (1) 
where L inductance in microhenrys, 

/ = length of wire in inches, 
and d = diameter of wire in inches. 

The inductance of one inch of 22 A.W.G. wire is thus 0,025 ^H, and its reactance 
at 100 Mc/s is 16 ohms, so that when laying out circuits for use at v-h-f every lead 
used must be considered as an inductance. This factor, and the reduced input ad- 
mittance of valves at v-h-f, are responsible for most of the problems in F-M receiver 
front-end design. 

1287 
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(B) Since at 100 Mc/s one quarter wavelength is only about 30 inches, it is quite 
possible to provide a tuned aerial system with F-M receivers. A type conimoniy 
used with console receivers is made from 300 ohm ribbon type transmission line. 
The usual arrangement is approximately half a wavelength long with the two wires 
connected together at the ends and one side cut to take the feeder. The aerial is 
tacked around the cabinet, on the back or inside, or it may be placed under floor 
coverings. 

Such aerials operate quite satisfactorily at distances up to fifteen or twenty miles 
from a transmitter in favourable circtmistances,but they are too big for mantel models. 
However a " mains aerial " (or " line antenna ") consisting of a small capacitor 
between one side of the mains and the hot end of an unbalanced aerial primary can 
be used with comparable results. 

For improved results in difficult locations an outside aerial should be erected 
as a matter of course, and in all cases it is advisable to investigate the effect of slight 
changes in position or orientation of the aerial since they may make a large difference 
to the signal strength. This is due to the fact that the dimensions of the waves are 
comparable with those of houses, rooms and even people, so that reflections occur, 
and standing waves exist which vary in amplitude with small changes in location. 
When a receiver is operated with an inbuilt aerial on low-level signals this is strikingly 
illustrated by signal strength variations being caused by reflection from people moving 
in the vicinity of the receiver. 

(C) Aerial coil design is greatly influenced by the input conductance of the first 
valve, but in all cases it is necessary for the layout of the stage to be such as to include 
as much as possible of the required tuned circuit inductance in the coil. This pro- 
hibits the use of switching within the tuned circuit, and since a typical aerial coil 
secondary inductance might be 0.06 fiU (less than the inductance of two inches of 
22 A.W.G. wire) a good system is to mount the secondary coil across the tuning con- 
denser (if one is used) when no a.v.c. is applied to the input stage. If a.v.c. is used an 
assembly can be made of the tuning condenser, tuning coil and a.v.c. by-pass. In the 
usual case in which a 300 ohm transmission line is used, the main function of the aerial 
coil is impedance matching and no appreciable voltage gain is obtained. In some 
cases there may even be a slight loss. See Ref. 14 for calculation of aerial coil con- 
stants, although in the example a 75 ohm transmission line is used. 

(D) The valve used in the first stage has a considerable effect upon the signal- 
to-noise ratio of a receiver. Although the impedance* between the grid of the input 
valve and ground might be as low as say 800 ohms in a typical case, reference to 
Chapter 23 Sect. 6 shows that the equivalent noise resistance of the valve (probably 
of the order of some few thousands of ohms) is effectively in series with the input 
circuit and can thus be the most importance source of noise in the first stage. 

Also the input impedance of the first valve controls the Q (and thus the gain and 
selectivity) of the aerial coil. It is possible to increase this input impedance — or 
even make it negative— by using an unbypassed cathode resistor in the r-f stage, but 
inductance in the cathode circuit and inter-electrode and electrode-to-ground capacit- 
ances, which are not accurately known, make it difficult to calculate the value of re- 
sistor required. A convenient experimental procedure is to couple a signal generator 
to the aerial primary and to measure the voltage on the grid of the r-f valve with the 
heater open-circuited. When power is applied to the heater, the voltage on the grid 
of the valve will fall owing to its reduced (hot-cathode) input impedance. A suit- 
able value of unbypassed cathode resistor will reduce this drop to negligible pro- 
portions. 

The effect of the resistor on changes in input capacitance with changing a.v.c. 
voltage (see Chapter 26 Sect. 7(ii) also Figs. 23.15 and 23.16) should be checked before 
the value of the resistor is finalized. 

(E) The main problem with r-f stages is instability, and apart from the causes 
experienced at lower frequencies, impedances common to the input and output of the 

♦See Chapter 2 Sect. 8 for valve admittances. 
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stage become particularly important. These impedances are usually inductances 
and at 100 Mc/s the inductance of the rotor shaft of the gang condenser becomes 
sufficiently important in some cases to determine the maximum gain that can be ob- 
tained from a r-f stage. This is one reason for the use of permeability- tuned signal 
frequency circuits, or of loaded resonant lines with a movable short-circuiting bar 
(Ref. 2). Other couplings can be avoided to a large extent by returning all leads from 
the input circuit to one point and leads from the output circuit to a different point. 
If two cathode leads are available in the r-f valve ihey should be used for this purpose. 

Coupling from output to input of the r-f amplifier can be caused by inadequate 
internal shielding due to an impedance between the screen grid and the cathode. 
This is usually due to the inductance of the leads in the screen by-pass capacitor, but 
this inductance can be put to good effect by series tuning it to the operating frequency. 
By using a small (100-500 /x/xF) mica capacitor with leads as short as possible, perhaps 
i in. jn all, much better by-passing is obtained than with larger capacitors. The 
actual frequency of series resonance is not particularly critical. In the case of penta- 
grid converters of the 6BE6 type satisfactory by- passing is particularly important to 
prevent undesired impedances from appearing in the oscillator circuit. 

Owing to the impedance at signal frequencies of the B + and filament leads it may 
happen that more than one B+ by-pass is necessary. Hot spots may occur in the 
tuning range, and self-resonant by-passes (100-500 fifiF mica) should be tried at 
various points in EH-, a.v.c. and heater wiring. 

A stage gain of 10 can usually be obtained from a r-f stage without undue trouble, 
and higher gain (at least up to 15) is possible, particularly when there is no coupling 
between grid and plate circuits in the rotor shaft of a gang condenser. 

(iii) Local oscillator design 

See also Chapter 24. 

Local oscillator stability is important in a F-M receiver because much of the noise- 
reducing ability of the receiver depends on the centring of the signal on the dis- 
criminator characteristic. Detuning in excess of about 25 Kc/s can noticeably affect 
noise reduction and audio distortion (Ref. 11). On the other hand even a technical 
user of a F-M receiver can make tuning errors of this order. It is necessary therefore 
for the local oscillator stability to be of the order of 25 Kc/s in 100 Mc/s, i.e. 2^ parts 
in 10 000, if the receiver performance is to be unaffected. 

This requirement is not easy to meet and an average figtire for an uncompensated 
oscillator is more like 8 parts in 10 000. By keeping heat sources away from the 
oscillator circuit and introducing compensation after all possible precautions have 
been taken, a long and short term stability of 2 parts in 10 000 is possible. 

Additional oscillator stability can be obtained by using automatic frequency control 
if the local oscillator is a separate valve, and if suitable control voltages can be ob- 
tained from the detector circuit (Refs. 10 and 21). Improvements in oscillator stabil- 
ity of five to ten times are possible, but care must be taken to see that the a.f.c. will 
allow the receiver to tune from a strong local station to a weak one in an adjacent 
channel. 

Some designs have used permeability-tuned-oscillator circuits to eliminate the 
temperature instability of a tuning condenser (Ref. 11). Harmonic operation has 
also been used and gives a reduction in frequency shift due to capacitance variations 
when a larger tuning capacitor is used to tune to the lower oscillator frequency. 

Harmonic operation has the added advantage of greatly increasing the separation 
between the oscillator and signal frequencies and it thus improves oscillator frequency 
stability in cases where pulling is experienced between oscillator and signal frequency 
circuits. 

For other methods of frequency stabilization see Chapter 24 Sect. 5. 
Grid-tuned and plate-tuned oscillators are not commonly used in the F-M band 
because the feedback winding becomes comparable in size with the tuned winding. 
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This leads to tracking troubles and the possibility of an oscillator changing from grid 
tuning to plate tuning or vice versa in a particular band. 

Both Colpitts and Hartley circuits are used, the Hartley (Fig. 24.4B) probably be- 
cause it is widely used on the broadcast band with 6SA7 type converters. However 
unless the receiver has only one waveband^ switching of the cathode lead is necessary 
which introduces undesirable impedance between the cathode and the tap on the coil 
and may lead to parasitic oscillation. Added to this the Hartley circuit is in any case 
more prone to parasitic oscillation than the Colpitts^ and is also liable to change over 
to a Colpitts type using valve interelectrode capacitances to give a tapping point in 
the oscillator circuit. 

Because of this, the Colpitts oscillator is 
popular in F-M receivers, and a convenient 
arrangement for a two band receiver is shown 
in Fig. 36.1 (from Ref. 16). The inductance 
of the choke Li is small enough to be negli- 
gible on the broadcast band so that it is only 
necessary to switch one connection to the 
oscillator circuit to change from the F-M to 
the broadcast band. The ratio of internal 
capacitances between screen grid and cathode 
and between oscillator grid and cathode de- 
termines the amount of feedback, and, if 
desired, external capacitances can be added to 
modify the feedback and increase the grid 
current, as shown (Ci and dotted on the 
circuit. However, these capacitors also have 
an effect on the signal frequency circuit and sensitivity and signal-to-noise ratio should 
be checked at the same time as the oscillator grid current. It may be necessary to 
compromise between maximum sensitivity, maximum signal-to-noise ratio and maxi- 
mum oscillator grid current. 

The chokes and L3 comprise the two remaining sections of a trifilar choke made 
by twisting together three lengths of enamelled 28 A.W.G. copper wire and then 
winding 15 turns, closely-spaced, on a 9/32 in. former, i in. long. The sections 
L2 and L3 introduce impedance between the heater of the oscillator valve and ground 
so that variations in heater-cathode capacitance do not appear across a part of the tuned 
circuit. This is a recommended precaution against microphony and may improve 
frequency stability during the heating period (about five minutes) of the mixer. 

Care is needed in the local oscillator design to avoid microphony and modulation 
hum since any a-f variation in oscillator frequency results in an equivalent output 
from the frequency discriminator. A check on modulation hum produced by the 
local oscillator can be obtained by comparing the hum in the receiver output when 
intermediate frequency and signal frequency inputs are fed into the converter grid. 

(iv) I-F amplifier 

See also Chapter 26. 

When the maximum Q allowable by bandwidth considerations is used in a F-M 
transformer the gain obtained with the types of valves currently used approaches 
the maximimi gain possible without an undesirable amount of regeneration. Usually 
there are three valves amplifying at the intermediate frequency and the over-all gain 
is greater than 10 000 times, so that regeneration problems are common. 

A convenient method of tracing regeneration is described in Ref. 1. It consists 
of feeding the i-f signal to the hot side of the plate circuit of the second last i-f ampli- 
fier by means of a very small capacitor (3 ^i^F or less), retrimming the circuit, and 
converting the deteaor to an A-M type by open-circuiting one diode and replacing 
it with an appropriate capacitor to keep the circuit aligned. When A-M signals are 
fed into the amplifier the output will be due to the generator and to any regenerative 
effects from earlier stages which may be present. If the receiver output is decreased 




Fig, 36.1. Simplified switching 
from Colpitts high frequency os- 
cillator to Hartley medium wave 
oscillator. 
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by short-circuiting the input of the second last i-f amplifier regeneration exists and 
various parts of the receiver can be short-circuited to trace it. 

The method has the advantage of making it possible to deal with regenerative 
signals alone in the first stage instead of regenerative plus desired signals as when 
tracing regeneration by more conventional means. In addition the A-M signal genera- 
tor can be set to various frequencies in the passband of the i-f amplifier to trace re- 
generation which may be more severe at some frequency other than the centre of the 
pass-band. 

When regeneration occurs due to plate-to-grid capacitance in a single valve the 
circuit of Fig. 36.2A (Ref. 5) provides economical neutralization as illustrated in 
Fig. 36.2B. Phase shifts and stray inductances complicate the circuit sufficiently 
to make the calculation of C„ difficult but an average value is about 3000 ^/xF and 
correct neutralizing is obtained when, using the tracing method just outlined, no 
change in output occurs as the input transformer is tuned through resonance by Cg. 




FIG. 36.2 



Fig, 36.2. Circuit for i-f amplifier neutralization (A) Actual circuit (B) Capacitance 
rearranged to show bridge (Ref, 5). 

Series resonance can be obtained in i-f by-passes by allowing half-inch leads 
with typical 0.01 /xF paper capacitors. Larger values may give less by-passing and 
once the self-resonant frequency is passed the effective series impedance increases 
more rapidly than the frequency at which the by-pass is used. 

The i-f amplifier design can be responsible for poor noise rejection on the part of 
the receiver unless adequate stability is provided against the effects of time, tempera- 
ture, moisture and varying signal strength. The detuning of one or more i-f tuned 
circuits from the centre point of the discriminator characteristic will result in de- 
creased noise rejection whether or not a limiter is used (Ref. 3). 

Stability versus time characteristics are usually satisfactory when good trim- 
mers are used, but compression type mica trimmers may give trouble, particularly 
when the effects of vibration in transit between factory and the user's home are con- 
sidered. 

The effects of temperature and humidity can be offset by suitable impregna- 
tion methods for coils and the use of low temperature coefficient condensers to time 
the transformers. Silvered-mica types are satisfactory as are most air-dielectric 
trimmers. 

Frequency instability with varying signal inputs applies to individual circuits 
rather than to the i-f amplifier as a whole and can be caused by a decrease in regenera- 
tion as gain is reduced by a.v.c. application or by valve input capacitance changes due 
to a.v.c. applied to i-f amplifiers or to sudden changes in the amplitude of the applied 
signal in the case of limiters. One method of overcoming the latter trouble is to use 
resistance coupling between the last i-f amplifier and the limiter (Ref. 21), although 
this can only be done at the expense of gain and selectivity. 

When impulse noise is present the detuning with each pulse may result in phase 
distortion of the signal which will no longer be centred on a symmetrical pass-band. 
The noise itself will also be heard and imder extreme conditions the effect of a limiter 
can be to increase noise, as the increase due to mistuning more than offsets any other 
effect of the limiter (Ref. 3). 

In the absence of noise, detiming due to a.v.c. application decreases the amplitude 
rejection of the receiver and may increase phase distortion. 
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On the other hand, some detvming due to a.v.c. might be preferable to the amount of 
detuning caused by overloading in the grid circuits on strong signals. Resistance- 
capacitance networks having suitable time constants are often used to provide ad- 
ditional self bias when the signal strength is high. This system is usually preferred 
to normal a.v.c, application. 

To minimize detuning effects the i-f amplifier must be non- regenerative and the 
capacitors on the secondary— at least — of limiter input i-f transformers should be 
increased as much as the consequent reduction in gain will allow. If the primary can 
conveniently be wound with a different number of turns from the secondary the prim- 
ary inductance may be increased when the secondary inductance is reduced and gain 
will be unchanged if V-^ p-^sQ pQs remains constant. This should not be carried to 
the point where detuning of the primary circuit becomes noticeable either when valves 
are changed or due to differences in wiring capacitances between different chassis. 

In addition, an undue increase in L can cause the grid-to-plate gain to become 
excessive, resulting in instability. 

The same precautions can be taken with the input circuits of stages to which a.v.c. 
is applied and in addition an unbypassed cathode resistor can be used to reduce input 
capacitance changes. Figures 23.15 and 23.16 show the effect of varying values of 
unbypassed cathode resistors on the change in input capacitance of type 6AC7 and 
6AB7 valves. For type 6BA6 a common value of resistor is 68 ohms. 

(v) F-M detection and A-M rejection 

There are three main methods of performing the functions of F-M detection a^id 
A-M rejection in commercial F-M receivers, the limiter-discriminator combination, 
the ratio detector and the locked oscillator. See Chapter 27 Sect. 2 for design details 
and Ref. 8 (from which some of the following information is taken) for a consideration 
of the capabilities of each. The effect of the type of detector used on over-all re- 
ceiver performance can be summarized as follows. 

(a) Assuming reasonably high a-f sensitivity, the use of a ratio detector can save 
one valve from the number required for a receiver using a limiter and discriminator 
or a locked oscillator. 

(b) The downward A-M handling capability of the ratio detector is less than that 
of the other two types. For the ratio detector an average figure is about 60% for 
medium and large inputs whereas the other types rapidly approach 100% once their 
threshold input is passed. Serious distortion occurs in a ratio detector if the down- 
ward amplitude modulation is excessive since this stops the diodes from conducting 
(see Chapter 27 Sect. 2). 

(c) The ratio detector gives some A-M rejection at very small inputs whereas the 
limiter discriminator combination has a threshold (the beginning of limiting) below 
which there is no A-M rejection. The locked oscillator also has a threshold— the 
input required to lock the oscillator. As a result, interstation noise levels on a re- 
ceiver using a ratio detector are noticeably low for a given sensitivity. 

For medium and high inputs all three types reduce amplitude modulation to a small 
percentage of the original, with the proviso in the case of the ratio detector that the 
downward amplitude modulation must not exceed about 60%. 

An amplitude modulated signal tuned to the mid-point of a balanced discriminator 
will not give any a-f output, and in such a case the A-M rejection of the discriminator 
alone is 100%. However, if the signal is not centred on the discriminator character- 
istic there will be some a-f output. 

Even 100% A-M rejection will not remove noise from a F-M carrier. If the carrier 
is considered as a rotating vector and at a particular instant a noise carrier of twice 
the amplitude and with a 180° phase difference is added to it, the resulting carrier 
will be unchanged in amplitude but rotated through 180° by the noise. ThuSj phase 
modulation (and so equivalent frequency modulation) of the desired carrier has oc- 
curred and noise must appear in the output of the detector. Since the amplitude is 
unchanged there will be no limiting. In practice, both amplitude and frequency 
modulation of a desired carrier occur, and although the receiver may have 100% A-M 
rejection the effect of the frequency modulation cannot be eliminated. 
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(d) The output of a ratio detector is proportional to the average amplitude of its 
input so that some form of a.v.c. is desirable. With the other two types output is 
almost independent of input above the threshold level, although some form of a.v.c. 
is often used to prevent overloading of i-f stages and the consequent detuning. 

(e) With each type there is a side tuning response when the signal is tuned to the 
skirt of the i-f selectivity curve. However in the case of the ratio detector this is at 
a much lower level than the main response and tuning is not a great deal more difficult 
than with an A-M receiver. 

The limiter discriminator circuit gives distorted side responses at a level at 
least equal to the correct timing position and tuning is not easy for non-technical 
users, unless a suitable tuning indicator is incorporated in the receiver. 

The locked oscillator circuit may produce severe distortion as the signal crosses 
the locking threshold in the side tuning positions, or stations may tune with a definite 
" plop as the oscillator locks. 

If a.f.c. is used it is possible to arrange for the receiver to be pulled rapidly through 
the side responses by the a.f.c, thus minimizing their effect. 

In general, the saving of a valve and the desirable tuning characteristic of the ratio 
detector make it attractive. However more care is needed in design to obtain correct 
balance between the two diode circuits for maximum noise rejection, and the limited 
downward modulation handling capability means that the selectivity of the i-f am- 
plifier must be closely controlled in production. If this is not done, excessive selec- 
tivity due to decreased coupling may introduce mcwe amplitude modulation than can 
be handled by the ratio detector (even without the possible addition of noise) result- 
ing in severe distortion. 

The standard de-emphasis characteristic required has a falling characteristic 
with increasing frequency and is equivalent to that provided by a simple circuit having 
a time constant of 75 microseconds. The components used to filter i-f voltages 
from the detector circuit are given suitable values to provide this de-emphasis. Fig. 
15.1 gives the standard curve. 

Valves designed especially for limiting and F-M detection are available, namely 
the gated beam discriminator type 6BN6 and the Philips " 4^-detector " type EQ80. 

In the 6BN6 two grids are operated in a quadrature phase relationship at centre 
frequency and the phase of one grid voltage is caused to vary with respect to the other 
about the quadrature point as the frequency is varied. The quadrature voltage is 
developed by space charge coupling to a special grid to which a parallel tuned circuit 
is connected. Limiting is obtained by controlling the current of an electron beam by 
an apertured slot located in the beam in a region of high current density. 

Typical performance of the 6BN6 (Refs. 25, 26) is that with a F-M intermediate 
frequency of 10.7 Mc/s the output voltage for 75 Kc/s deviation is about 4.5 volts 
r.m.s. Maximum A-M rejection with 30% A-M and 30% F-M modulation applied 
simultaneously is about 35 db. The A-M rejection with respect to signal input varies 
but at least 20 db of A-M rejection is obtained with 1 volt input and from 15 to 30 db 
at signals above 1.25 volt r.m.s. An a-f output of 3.7 volts with less than 1% distor- 
tion can be obtained using accelerator and plate supply voltages of 60 and 80 volts. 
Higher voltages and correspondingly higher plate loads will give an a-f output up 
to 15 volts r.m.s. for 75 Kc/s deviation which is sufficient to drive the output valve 
directly. 

The EQ80 (Ref. 27, from which the following information is taken) contains seven 
grids of which the second, fourth and sixth grids are screen grids and the seventh is 
a suppressor grid. To each of the control grids a voltage of at least 8 V r.m.s, is applied 
from an i-f transformer. The mean value of the anode current is a function of the 
phase shift between the two control voltages whilst the phase shift is a function of 
the frequency deviation. Both functions are approximately linear when the phase 
shift has a sweep between 60° and 120°. 

The amplitude of the anode current is not dependent upon the magnitude of the 
control voltages (provided they are greater than 8 V) so that the valve also acts as a 
limiter. The </--detector gives an a-f output of about 20 to 25 volts. The first grid 
can be arranged to cut off the 9athode current if the control voltages are not large 
enough, so that interstation noise is suppressed. 
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SECTION 2 : F-M/A-M RECEIVERS 

(0 R~F section (») I-F amplifier (m) General considerations. 

(i) R-F section 

The valve complement and other major features of a combination F-M/A-M re- 
ceiver are determined by the F-M requirements almost exclusively, and the A-M 
receiver operates with a suitable selection of the parts already in use. 

There are of course some additions, and the A-M tuning device is one. The two 
tuning systems may use separate gang condensers or separate permeability tuning 
arrangements or a combination of the two. There are two well-known systems of 
tuning the two bands with one control, one using a timing condenser with A-M and 
F-M sections on the same rotor shaft, and the other with a cam on the rotor shaft of 
a normal A-M type gang, the cam operating slugs in the F-M coils. 

On the F-M band, tuning should be accurate within about 20 Kc/s in a band of 
20 Mc/s— one part in one thousand— which is comparable with a required A-M setting 
accuracy of about 1 Kc/s in a band of about 1000 Kc/s. Thus a tuning rate which is 
satisfactory for the A-M broadcast band should be suitable for the F-M band. 

Much of the ingenuity in combined F-M/A-M design is directed towards the 
elimination of switching, particularly in hot circuits. This is not so much to save the 
cost of the switching but to avoid the losses in leads to switch contacts and in the 
additional stray capacitances which are introduced. 

One example of this can be seen in Fig. 36.1 where one switch seaion is saved by 
converting the oscillator from a Hartley on 
A-M to a Colpitts on the F-M band. 
Fig. 36.3 (taken from Ref. 10) shows a 
system of combining short wave A-M input 
with F-M band input without switching 
and without undue loading of one circuit 
by the other. 

Untuned r-f amplification also saves 
switching, and choke coupling can conveni- 
ently be used or a mixture of choke feed for 
the r-f amplifier on the F-M band and re- 
sistance feed on the A-M band. In this 
case there is of course a considerable loss in 
image rejection compared with that obtain- 
able with tuned r-f amplification. 

Other systems which have been used include a circuit in which the r-f stage is used 
only on the F-M band with an A-M loop switched to the converter grid for A-M 
reception, and a more complicated one (Ref. 4) in which the F-M signal is convened 
by a 12BE6 to the 10.7 Mc/s intermediate frequency and is then amplified by a second 
12BE6 operating as an i-f amplifier. On A-M the second 12BE6 becomes the con- 
verter by comparatively simple switching, and an A-M loop is connected to its grid 
while the F-M second i-f amplifier becomes the single A-M i-f amplifier. The first 
12BE6 is not used in A-M reception. 

(ii) I-F amplifier 

As in the r-f section of the receiver, it is important to avoid switching hot circuits 
in the i-f amplifier, and the fixed tuning and large frequency difference between 
10.7 Mc/s and 455 Kc/s fortunately makes a simple series connection of the two i-f*s 
quite satisfactory (see Chapter 26 Sect. 3). 

One trouble experienced with this system is that when operating on A-M, spurious 
responses (e.g. oscillator harmonics) can set up large signals across the 10.7 Mc/s 
tuned circuits and may overload later i-f amplifiers, interfere with a.v.c. arrangements 
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Fig. .36.3. Combined F-M band 
and A'M short wave band input 
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Fig. 36.4. Combined F-M A-M i-f channel using one A-M i-f amplifier and two F-M 

i-f amplifiers. 



or cause other trouble depending on the circuit of the subsequent sections of the re- 
ceiver. To mininiize this trouble it is common practice to switch the converter output 
to the appropriate (10.7 Mc/s or 455 Kc/s) winding. In such a case the secondary 
and all other i-f windings (except the output windings) would be series connected. 
Separate converters, each connected only to its own i-f, have also been used. This 
eliminates the spurious response trouble, allows very simple switching between bands 
(only the converter B supply need be switched) and allows more flexibility in the F-M 
oscillator design. 

Wh'^n using a ratio detector, two i-f amplifiers are needed, and with a limiter- 
discriminator combination an extra valve is required. As against this the i-f amplifier 
for an A-M receiver needs only one valve, particularly if of the high slope type com- 
monly used as F-M i-f amplifiers. 

One method of obtaining an extra F-M i-f amplifier was mentioned in sub-section (i) 
the case in which the A-M converter was switched to carry out this function. How- 
ever, the more usual arrangement is shown in Fig. 36.4 for the case of ratio detector 
F-M receiver. A combined detector of the triple-diode-triode type could be used to 
save one valve, but the main point is that the last A-M i-f is not connected in series 
with the F-M winding, to avoid the necessity for switching a high level i-f circuit. 

F-M detection can be carried out by tuning the F-M signal to the skirt of the i-f 
response and applying the resultant amplitude and frequency modulated wave to a 
diode. The amount of A-M introduced can be high (see Fig. 26.6) so that a few times 
greater detection sensitivity is available than from a conventional discriminator. 
This is obtained at the expense of distortion, the degree of which is dependent on the 
degree of non-linearity of the i-f skirt characteristic, and the circuit also gives two 
tuning points. Tuning must be for minimum distortion which is not necessarily 
obtained at the same tuning point as maximum volume or maximum signal-to-noise 
ratio. An additional disadvantage is that the circuit has no inherent amplitude re- 
jection properties, as has a discriminator, although a limiter could be used. 

(iii) General considerations 

The problem of providing comparable a-f output on F-M and A-M has different 
aspects depending on the type of detection used in each case 

With a ratio detector the a-f output is approximately proportional to the r-f input 
SO that some form of a.v.c. is needed, as with an A-M diode detector. The direct 
voltage generated by the detector provides an excessive amoimt of control when 
applied to the grid of the i-f amplifier unless high a-f gain is provided or unless delay 
is used. The circuit of Fig. 27.38B can be used for delay if a diode is available. 
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However " partial limiting " as discussed in Chapter 27 Sect. 2(iv)C provides a 
satisfactory a.v.c. characteristic and at the same time removes the need for any other 
means of A-M detection since if suitable constants are used this is carried out satis- 
factorily in the control grid circuit of the driver of the ratio detector. The direct 
voltage available from this circuit can also be used as an a.v.c. voltage for previous 
stages (on A-M or F-M). 

If about one third of the a-f voltage developed in the " partial limiter " grid circuit 
is used on A-M, and the full ratio detector output on F-M, similar a-f output will be 
obtained from the receiver over a range of input signals with each system. 

A small discriminator bandwidth (some commercial designs have a width of only 
200 Kc/s) will increase the a-f output, which would allow a larger fraction of the 
A-M output to be used, and increase the output available from small signals with 
each system. 

In the case of a limiter-discriminator combination having A-M taken from the 
input to the limiter stage, the a-f output is high and almost constant on F-M but 
is much less with small inputs on A-M. A poor A-M a.v.c. characteristic which 
allows the a-f output to increase rapidly can provide approximately equal F-M 
and A-M output when reasonably large A-M signals are received. 
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SECTION 1 : A-M RECEIVERS 

(t) Introduction (it) Definitions (Hi) Equipment required (iv) Measurements 
and operating conditions (v) Measurements (vi) Performance tests, 

(i) Introduction 

Few of the results of measurements made on radio receivers can be expressed as the 
difference between an ideal receiver and the receiver under test. For this reason it 
is desirable to adopt standard methods of measuring the performance characteristics 
of receivers and of presenting the results of those measurements. When this is done 
direct comparisons between receivers are possible, whereas if for instance one manu- 
facturer expresses noise as the percentage of output voltage remaining when the 400 
c/s 30% modulation is removed from the modulated carrier required to give standard 
output, and another follows the English R.M.A.* recommendation and expresses it 
as the xmmodulated r-f input carrier for which the output is equal to the output given 
by a 10% modulation of that carrier at 1500 c/s, then it is not easy to form any opinion 
of the relative merits of receivers measured under the two systems. 

Unfortunately there is no standard international method of measuring receiver 
performance and the two series of tests due to the American I.R.E. (Ref. 1) and the 
English R.M.A.* (Ref. 2) differ in important details. The main requirements of the 
two testing specifications are given in this chapter. 

(ii) Defimtions 

(A) Standard input voltages (I.R.E.) " Four standard input voltages are speci- 
fied for the purpose of certain tests, as follows : 

(1) A " distant-signal voltage" is taken as 86 decibels below one volt, or 50 micro- 
volts. 

(2) A " mean-signal voltage " is taken as 46 decibels below one volt, or 5000 micro- 
volts. 

(3) A " local-signal voltage "is taken as 20 decibels below one volt, or 100 000 
microvolts. 

(4) A " strong-signal voltage ** is taken as one volt. 

(B) Antenna sensitivity-test input (I.R.E,) " The sensitivity input is the least 
signal-input voltage of a specified carrier frequency, modulated 30 per cent at 400 
cycles and applied to the receiver through a standard dummy antenna, which results 



•This standard is now obsolete and it is understood that a new R.I.C. standard is in course of pre- 
paration. References to the old standard have been included where it appears that they convey useful 
information or follow current practice. 
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in normal test output when all controls are adjusted for greatest sensitivity. It is 
expressed in decibels below 1 volt, or in microvolts." 

(C) Normal test output (I.R.E.) " For receivers capable of delivering at least 
1 watt maximum undistorted output, the normal test output is an audio-frequency 
power of 0.5 watt delivered to a standard dimimy load. 

For receivers capable of delivering 0.1 but less than 1 watt maximum undistorted 
output, the normal test output is 0.05 watt audio-frequency power delivered to a 
standard dummy load. When this value is used, it should be so specified. Other- 
wise, the 0.5-watt value is assumed. 

For receivers capable of delivering less than 0.1 watt maximum undistorted output, 
the normal test output is 0.005 watt audio-frequency power delivered to a standard 
dtmimy load. When this value is used, it should be so specified. 

For automobile receivers, normal test output is 1.0 watt audio-frequency power 
delivered to a standard dummy load." 

The English R.M.A. recommends a standard output of 50 milliwatts measured 
across a non-inductive resistance connected in place of the speaker voice-coil and with 
an impedance equal to the modulus of the voice-coil impedance at 400 c/s. 

A level of 1 mW has been suggested (Ref. 3) for communication receivers intended 
for phone operation or for conneaion to a land line. An alternative of 0.1 mW is 
suggested in Ref. 4 for special conditions. 

The use of 500 mW for large receivers has the advantage of decreasing the effects 
of hum and noise on the standard output, but when simple a.v.c. is used the sensi- 
tivity may be affeaed by the a.v.c. before the standard output is reached, so that 
sensitivity and the a.v.c. charaaeristic both affect the results obtained. 

(D) Maximum undistorted output (I.R.E.) " The so-called maximum undis- 
torted output is arbitrarily taken as the least power output which contains, under 
given operating conditions, a total power at harmonic frequencies equal to 1 per cent 
of the apparent power at the fundamental frequency. This corresponds to a root- 
sum-square total voltage at harmonic frequencies equal to 10 per cent of the root- 
sum-square voltage at the fimdamental frequency, if measured across a pure resist- 
ance. (The root-sum-square voltage of a complex wave is the square root of the sum 
of the squares of the component voltages.)" 

(E) Bandwidth (LR.E.) " As applied to the selectivity of a radio receiver, the band- 
width is the width of a seleaivity graph at a specified level on the scale of ordinates." 

(F) Standard antenna (LR.E.) " A standard antenna is taken as an open single- 
wire antenna (including the lead-in wire) having an effective height of 4 meters." 

(iii) Equipment required 

(A) Standard signal generator (English R.M.A.) " Signal generators shall 
give readings of microvolts to ± 10% up to 10 megacycles per sec. and to ±25% 
above 10 megacycles. Their frequency calibration shall be within 1% or within 
10 kc. whichever is the greater and incremental frequencies shall be within 0.5 kc ; 
the modulation shall be accurate to within 1/10 of the nominal percentage." 

I.R.E. recommendations include the following three points : — 

(1) At broadcast frequencies an output voltage indication accuracy within 10% 
is usually adequate. At higher frequencies an accuracy of indication within 25% is 
satisfaaory. 

(2) A frequency indication accuracy of 1 % is generally sufficient, but for selectivity 
or interfering-signal tests the radio frequency should be adjustable in small incre- 
ments about the desired frequencies and adjustment and indication to within 0.1 
per cent of the carrier frequency are desirable. 

(3) Frequency modulation should be kept as low as possible. The maximimi 
permissible frequency modulation in cycles is given by (50 fc + 100)m, in which fc 
is the carrier frequency expressed in megacycles and m is the modulation factor. 

Built-in 400 c/s modulation facilities are usually provided, at least for 30% modu- 
lation and sometimes for varying depths. The 400 c/s source should have low dis- 
tortion (not greater than 1 %). It is desirable for modulation depths between 0 and 
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90% to be available and modulation distortion should be small. There should be 
provision for the connection of an external a-f generator so that the modulation fre- 
quency can be varied between the limits of 30 and 10 000 c/s. 

The r-f output should be variable at least between one microvolt and one volt, 
but a maximum output of two volts is useful. 

A smooth, backlash-free drive is necessary, with a movement slow enough and 
scale large enough for small increments of frequency to be accurately recorded when 
selectivity curves are being taken. 



(B) Standard dummy antenna (I.R.E.) " The elements of the standard dummy 
antenna are capacitors (C, and of 200 and 400 micromicrofarads, respectively, 
an inductor L of 20 microhenrys, and a resistor R of 400 ohms, connected as shown 
in Fig. 37.1 . The effective values of L, and C should be within 10% of the nominal 
values. The stray capacitance between any two points must be so small as to be 
negligible at operating frequencies, and the dummy antenna must be so devised as 
to avoid coupling to other equipment. If the output impedance of the attenuator of 
the signal generator is not negligible with respect to that of the dummy antenna, 
this impedance should be deducted from the respective constants thereof. 

The leads used in connecting the standard-signal generator through the dummy 
antenna to the receiver should be so short as to introduce negligible voltage drop. 
They should be shielded to reduce external fields." 

(C) Output-power-measuring device (LR.E.) " The standard dummy load 
is a pure resistance which should be of sufficient power capacity to carry the maximum 
power output of the receiver without change in its resistance. If provided with taps, 
these should be sufficiently numerous to allow adjustment to within 10% of the proper 
value. The precise value of the resistance of each step should be known. 

Dry-rectifier-type voltmeters, vacuum-tube voltmeters, or thermocouple-type 
ammeters are suitable for measuring the power delivered to the standard dummy 
load. They may read root-sum- square values and be calibrated in current, voltage, 
power, or directly in decibels, the former units being more commonly used. While 
dry-rectifier- type voltmeters are subject to temperature and frequency errors these 
are usually not of sufficient magnitude to affect the measurements seriously, so long 
as distortion is not high," 

(D) Audio -frequency generator The output of the a-f generator should be 
sufficient to modulate the r-f signal generator to 100% from 30 to 10 000 c/s, and to 
drive the output valve of the receiver to full output when connected to its grid circuit. 
The maximum harmonic distortion should not exceed 1%. 

(E) Audio-frequency attenuator An attenuator is desirable which gives known 
a-f output voltages continuously variable between 1 V and 1 mV when supplied with 
a 1 V (or larger) input. Commercial type? are available with an output range of 1 V 
to 1 yM. The calibration should be accurate (or the correction known) over the 
range of frequencies to be used. 

(F) Wave analyser A wave analyser is required to measure the relative magni- 
tudes of harmonics and inter-modulation products. The I.R.E. requirements for 
such an instrument are " the accuracy of measurement of each frequency should be 
within of the indicated harmonic amplitude, and sufficient selectivity should be 
available to prevent adjacent harmonics at any measured frequency from influencing 
the results. In this type of analysis it is, of course, necessary that the signal-generator 
harmonics be small in comparison with the harmonic distortion being measured.*' 



Fig, 37.1. Standard 
dummy antenna and method 
of connection {from Ref. 1). 
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A distortion-factor m^ter can be used to measure total distortion* i.e. the re- 
ceiver output at all frequencies except the fundamental of the signal source. It is 
worth noting that the English R.M.A. definition of " distortion factor " is 



where n represents the order of an individual harmonic. This expressionf loads the 
higher harmonics in proportion to their order. 

An I.R.E. recommendation is " If an instrument is used which makes a lumped 
measurement of all distortion, by elimination of the fundamental, a high-pass filter 
should be used, in order to eliminate hum and similar low-frequency noise from the 
result.'* 

(G) Meters. Meters are required to cover the range of voltages and currents to 
be measured. Valve voltmeters are useful for measuring small a.c. voltages and 
currents and for making measurements in which a minimum of circuit loading is 
necessary (e.g. a.v.c. bias voltages). 

(H) Equipment for acoustical tests A number of LR.E. and English R.M.A. 
tests are of an acoustical nature. For information on the equipment required and the 
testing conditions, Refs. 1 and 2 should be consulted, 

(iv) Measurements and operating conditions 

(A) Output measurements The I.R.E. requirement is that output measure- 
ments are to be made in terms of the power delivered to a standard dunmiy load, which 
is a pure resistance of a value equal to the 400 c/s impedance of the loudspeaker 
to be used with the receiver. Where an output transformer is connected between 
the radio receiver and the loudspeaker, the output transformer is to be treated as part 
of the radio receiver. 

There are special requirements when power output is to be measured in the presence 
of background noise. If the background noise power is smaller than the output 
power being measured, the incremental reading of output power may be used. With 
a thermocouple output meter the incremental output power is equal to the observed 
total power minus the observed noise power. If another type of output meter is used, 
a calibration should be made in terms of incremental power. 

If the background noise is greater than the output power being measured, it is 
desirable to use a band-pass filter tuned to the test audio frequency to remove the 
background noise wholly or partially from the output meter. This filter should be 
connected between the load and the output meter. 

Alternatively an electrodynamometer with its field synchronously excited from the 
original source of modulation can be used. 

(B) Summary of additional LR.E. requirements The operating voltage 
applied to a radio receiver should be held constant at the specified value during 
measurements of receiver characteristics. Certain receiver characteristics may be 
desired at other than normal test voltage, or over a range of operating voltages, in 
which case a statement of the voltages used should be included in the test data. In 
any case, tests should be made to check whether the receiver operates satisfactorily 
over the full range of operating voltage that is liable to be encountered in practice. 

A.C, A.C./D.C, or D.C. receivers should be tested with 117 volts r.m-s. A.C. or 
117 volts D.C. applied, unless some other operating voltage is stated. 

Automobile receivers should be tested with 6.6 volts at the receiver-battery terminals. 
The voltage should be obtained from a battery being charged at the required rate 
and not by the use of a dropping resistor. 32- volt farm-lighting-plant receivers are 
tested with 36 volts. 

*Total harmomc distortion, see Chapter 14 Sect. 2 (iv) p. 609. 

tThis is the same as the Weighted Distortion Factor described in Chapter 14 Sect. 2(v) p. 610. 
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Other battery-operated receivers are tested with batteries of the type and voltage 
specified. The batteries used should not have abnormally high internal resistance. 

The valves used should be selected to have the rated values of those characteristics 
which most affect the performance cf the receiver." 

(C) Summary of English R.M.A. requirements The receiver is to operate 
in its cabinet for at least half an hour before tests begin. 

All batteries are to be at their normal operating voltages. The internal resistance 
of the H.T. battery is to be increased by adding, in the H.T. negative lead, a resistance 
equal to 1 ohm per cell. Care should be taken to see that the added resistance does 
not affect the grid bias. 

Where the receiver carries a mains tapping device and a number of marked ranges, 
the applied voltage should fall in the middle of one of these ranges, the midpoint being 
calculated as a geometric mean. 

(v) Measurements 

Tests are applied to receivers for various reasons ; as an aid to design, to compare 
different designs, to compare a mass-produced receiver with a laboratory prototype 
and as a preliminary to repairs. Appropriate tests should be selected from the follow- 
ing sections to suit the required object, or perhaps the available equipment. An 
arbitrary distinction has been drawn between measurements (carried out with volt- 
meters and ammeters) and tests, which in general need more equipment. 

For normal voltage and current measurements receivers and amplifiers should 
be operated without input or output, and bias-controlling volume controls should 
be turned to maximum. 

If all voltages are to be checked it is necessary to use a high impedance meter 
(20 000 ohm/volt or more) but most important checks can be made with 1000 ohm/ 
volt meters. In any case allowance must be made for meter resistance in all high 
impedance circuits and it is useful to know the actual value of resistance for any 
particular range in use. 

Measurements of grid bias should normally be made either across the cathode bias 
resistor (if any), or between the cathode and the earthy end of the grid resistor. This 
will give the grid-cathode voltage unless current is flowing in the grid resistor. The 
latter may be checked by short-circuiting the grid resistor with a suitable current 
meter in the plate circuit, and noting any change in reading. 

There are two methods which can be used to determine plate and screen voltages 
when high values of series resistors are used. The first is the direct method, noting 
the reading on a high impedance voltmeter and making allowance for the meter re- 
sistance. If a suitable two range voltmeter is available, the method described by 
I^aflferty may be used to determine the correa voltage— see Chapter 4 Sect. 7(iii) 
pages 163-164, and eqns. (10) and (11). Alternatively, the series resistor in the volt- 
meter may be shunted by an external resistor of equal value, with a switch to remove 
the shunt when required. This gives a scale ratio of 2, and enables eqn. (11) on page 
164 to be used. The shunt resistor may well take the form of a decade box, accurately 
adjusted to the internal voltmeter resistance. Other methods of making allowance 
for meter resistance may introduce serious errors. 

The second method of measuring plate and screen voltages, which may be called 
the indirect method, is to measure the voltage from B + to cathode and also the current 
to the electrode. The value of the series resistor should then be measured, and the 
voltage drop across it may be calculated by Ohm*s Law. 

An example of the error which may be introduced by other methods is given below. 
Suppose that a 20 000 ohm /volt meter on the 25 volt range is used to measure the 
bias voltage (from grid to cathode) on an output valve which has back bias and a 0,5 
megohm grid resistor. 

Although the meter resistance is equal to the resistance of the grid leak so that half 
of the bias voltage appears across the meter, only one half of the generated bias voltage 
is applied to the grid of the valve, its plate current is increased, and a larger voltage is 
developed across the back-biasing resistor. The indicated bias voltage is thus more 
than half the working bias voltage. 
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When voltages and currente are beiiig measured to check valve electrode dissipation 
or component ratings it may be necessW tO modify receiver operating conditions to 
obtain the worst conditions for the conipGnent iii <|uestion. For example tuning a 
strong signal with a back-biased reviver will decrease th« bias on the output valve 
and may cause the plate dissipation to exceed the limit. The effect of component 
tolerances must also be taken into account, 

A measurement of, say, oscillator grid current at low voltages as part of a type test 
in a battery receiver at low voltages would not be considered finished until many 
valves had been measured to determine the average and minimum values, or unless 
valves with bogie and limit characteristics were available. 

The maximum temperature rise allowed in radio power transformers by R.M.A. 
specification M4-541 is 65 °C (core or windings whichever is greater) when operated 
continuously with the specified load, at the specified frequency, under standard con- 
ditions and at a voltage 10% above that of the standard line voltage. 

The standard conditions are set out in M4-546 and require a specially constructed 
asbestos box. The core terrtperature is measured with an all-glass mercury bulb 
thermometer bttrtight into good contact with the surface of the core by means of 
glazier's putty. 

The temperature of the primary and secondary windings are determined by the 
resistance method using the following formula : (A.I.E.E. Rule 13-207) 
t — reference temperature 6f winding 
T = temperature of winding to be Calculated 
r = resistance at reference temperature t 
R = observed resistance at temperature T 

T = - (234.5 4- t) - 234.5. 
r 

The observed resistance R is to be fnea»ured within one minute from the com- 
pletion of the test run, that of the highest voltagfe secondary winding being measured 
first and that Of the primary winding being measured second. 

The temperature rise of the transformer is determined by subtracting the tem- 
perature of the ambierit air within the enclosure at the end of the test from the tem- 
perature of tte cote OF windings (whichever is highest) at the end of the tests. 

In determining the uldmM^ temperature of the core and windings, the operation 
of the transformer is contittti^d until temperatures within the enclosure show constancy 
for three successive readings St intervals of at least 15 minutes. 

An ambient temperature of 40^C i« maintained within the enclosure throughout 
the test, 

(vi) Performance tests 
(A) Sensitivity 

All measurements, including sensitivity, which are made with the signal generator 
output applied to the aerial terminal of a receiver require a standard dununy antenna 
to be connected between the two, except that in the case of a receiver designed for 
use with a special aerial, a dummy aerial is required with constants giving an im- 
pedance characteristic similar to the special aerial. The sensitivity is expressed as 
the input required to give standard output from the receiver. The input referred to 
is the open circuit voltage from the signal generator, modulated 30% at 400 c/s. 

For purposes of recording results sensitivity is usually measured at or near the three 
tracking points on each wave range, but when curves are to be drawn additional points 
are required. 

With sensitive receivers noise forms a large part (or all) of the output in sensitivity 
measurements, and alternative methods of measurement which specify the input 
required to give a minimum signal-to-noise ratio are becoming increasingly popular. 
One method is to specify the input required to give equal signal and noise outputs 
i.e. when the modulation is switched off the output power is halved. A signal-to- 
noise ratio of 15 db is more commonly used for communication work in Englandj this 
ratio being taken as providing satisfactory intelligibility. 
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When the signal-to-noise ratio method of measurement is used for all types of re- 
ceivers it is necessary to make provision for insensitive receivers by defining sensitivity 
as the input required to give a certain signal-to-noise ratio, or the input required to 
give standard output, whichever is the greater. 

Sensitivity measurements on telegraphy receivers are carried out by adjusting the 
beat note to the peak of the a-f response. 

To check the gain of individual stages in a receiver, a measurement is made of the 
input to successive grids required to give standard output from the receiver. The 
generator is coupled to the receiver by means of a large capacitor (say 0.1 ^F) 
and the normal conneaions to the grid are not disturbed. 

Measurements made in this way are liable to errors at high frequencies and when 
regeneration is present. At high frequencies the inductance of the generator output 
leads and the input capacitance of the stage being measured may seriously affect the 
results. 

During measurement, regenerative effects may be eliminated by the low impedance 
of the signal generator connected between grid and ground but when the gain from 
the previous grid is measured the regeneration will re-appear so that the apparent 
gain of the earlier stage is its true gain multiplied by the gain due to regeneration in 
the subsequent stage. 

The regeneration may be from causes such as feedback due to the plate-grid capacit- 
ance of an i-f amplifier, or in the case of a converter it may be due to oscillator voltages 
on the signal grid. For the latter reason, measurements of conversion gain and r-f 
gain (or aerial coil gain if no r-f stage is used), particularly at high frequencies, should 
be treated with reserve unless it is known that these effects were not present. 

(B) Selectivity 

Selectivity measurements are made with the object of determining the frequency 
separation necessary to eliminate interference between a desired signal and a stronger 
undesired signal. 

It is not possible to specify one selectivity test the results of which will be a measure 
of the interference to be expected, because there are several ways in which interfer- 
ence can occur. 

These are : — 

(1) Because of inadequate selectivity the two modulated carriers may both be pre- 
sent at the second detector, and although no noticeable interaction occurs between 
the signals, they are both heard. 

(2) The desired carrier may be modulated by the modulating frequencies of the 
undesired carrier (cross-modulation). 

(3) A reduction of the a-f output from the desired carrier may be caused by a.v.c. 
voltages developed by the undesired carrier, or by demodulation by the undesired 
carrier. 

(4) When the frequency separation between adjacent carriers is an audible frequency 
a continuous heterodyne is heard. This effect is very noticeable in receivers with a 
good high frequency response as they are capable of reproducing frequencies of 9 
or 10 Kc/s by which medium wave broadcasting stations are separated. 

(5) Intermodulation may occur between two stations of which the frequency differ- 
ence or frequency sum is the same (or nearly the same) as the frequency of a desired 
station. An intermodulation product can then interfere with a desired signal. 

(6) Distortion in the receiver may produce harmonics of an undesired signal which 
interfere with a desired signal. 

(7) " Monkey chatter " may occur due to the sidebands of the undesired carrier 
being detected, with frequency inversion, as sidebands of the desired carrier. For 
example, if the desired carrier is separated by 20 Kc/s from the undesired carrier, 
which is lower in frequency and which is modulated by frequencies of 7 and 12 Kc/s, 
the higher sidebands of the undesired carrier become respectively 13 and 8 Kc/s 
lower sidebands of the desired signal. 

Sturley (Ref. 3) points out a less commonly recognised extension of this effect. 
The presence of small percentages of a-f harmonics may greatly extend the carrier 
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frequency separation across which monkey chatter may occur. For example, sup- 
pose a strong local station on 1000 Kc/s induces 1 volt 50% modulated at 7 Kc/s in 
the aerial of a receiver tuned to 1030 Kc/s. If there is a fourth harmonic sideband 
percentage of 0.1% the amplitude of the upper frequency harmonic sideband (1024 
Kc/s) is 500 fiW. A station on 1030 Kc/s would thus have added to it a 6 Kc/s 
sideband of ample power to cause over-modulation at low signal levels. 

An investigation into the poor agreement between selectivity as measured by the 
one or two signal generator methods and actual performance on the air is detailed in 
Ref. 13. 

The I.R.E. recommendation for a single signal selectivity test is that the receiver 
be tuned to the test frequency as in the sensitivity test. The signal generator is then 
detuned each side of resonance^ the radio-frequency input voltage which results in 
normal test output is observed, and its ratio to the sensitivity-test input is computed. 
If this test is made at only one frequency in superheterodyne receivers it is recom- 
mended that this be 1000 Kc/s. 

When the selectivity of the a.v.c. circuit is the same as that of the signal circuit 
no special precautions are necessary. However if there is any appreciable diflference 
between the two selectivities it is recommended that the a.v.c, voltage be maintained 
at the value obtained at centre frequency. This method provides an indication of the 
circuit selectivity rather than of discrimination against interference. 

Errors may occur in very selective receivers because the receiver output is the 
result of applying a band of frequencies (carrier and upper and lower sidebands) to 
a sloping charaaeristic. To avoid this effect an unmodulated carrier can be used and 
diode current in the second detector circuit taken as the output indication. 

Another point which may give trouble is that with very sensitive receivers the 
majority of the standard output at full sensitivity is noise. A different signal-to- 
noise ratio at standard output will be experienced when tuning towards a strong 
carrier and a faulty reading will be obtained. To overcome this a reference input 
is often seleaed to give a good signal-to-noise ratio while still leaving the a.v.c. in- 
operative — 10 fiW is a suitable input in many cases. 

Two-signal tests are specified by the I.R.E. for cross-talk, whistle and blocking 
interference. The signal generators are preferably connected in series but parallel 
connection is possible with special dunrniy aerials. The radio receiver is tuned to the 
desired signal at one of the standard test frequencies and at one of the standard input 
voltages. The receiver volume control is adjusted to give normal test output when 
the signal is modulated 30% at 400 c/s, after which the modulation is switched off. 

An interfering-signal input voltage is applied to the receiver, in addition to the 
desired signal which remains unchanged. The interfering signal is modulated 30% 
at 400 c/s. The interfering signal is tuned through a wide frequency range and the 
interference-test input voltage which gives interference-test output at 400 c/s (30 db 
below standard output) is observed wherever its value is less than one volt. Read- 
ings are not taken for carrier spacings so close that beat note interference is more 
severe than cross-talk interference. 

Such a test is the only type of selectivity test which shows correctly the selectivity 
curve, at reduced sensitivity, of a receiver having a.v.c. It is also the only method 
by which the selectivity of a receiver having automatic selectivity control can be 
tested directly. 

The interfering signal may also reduce the desired-signal output by a.v.c. action 
or overloading. Blocking interference tests can be carried out for this effect (as 
specified by the I.R.E.) by modulating the desired signal and measuring the change 
in output with varying signal strength and frequency of the unmodulated signal. 
The results of blocking signal tests can be plotted on the same sheet as the results 
of the two-signal cross-talk tests. 

The two-signal whistle interference test specified by the I.R.E, indicates the greatest 
interference input permitted without the output exceeding the equivalent of approxi - 
mately 1 % modulation of the desired signal. If the desired signal is modulated 30%, 
the permitted interference output power is 0.001 of the desired-modulation output 
power. 
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The signals are the same as for the cross-talk test, except that the interfering signal 
is unmodulated. The interfering signal is tuned through a wide frequency rangej and 
the interference-test input voltage, which gives interference-test output at 400 c/s, 
is observed wherever its value is less than one volt. No reading is made with the 
desired and undesired signals separated by 400 c/s. 

The English R.M.A. selectivity test is similar to the I.R.E. cross-talk interference 
test but a 400 c/s bandpass filter is used between receiver and output meter to elimin- 
ate the effect of the heterodyne between carriers. The desired signal is 1 mV, 30% 
modulated at 400 c/s and the receiver volume control is adjusted to give one quarter 
of the rated maximum output. Modulation is removed from the desired signal and 
the input required to give an output 40 db below the previous output is noted for 
various off- tune frequencies of the 400 c/s 30% modulated imdesired carrier. 

In Ref. 40 a test for r-f intermodulation is given. A " wanted " signal 30 db above 
1 ^aV is applied to a receiver, the sensitivity control is adjusted for standard output 
(a.v.c. switched off) and the signal is then removed. 

Two interfering signals are then applied to the receiver with a frequency difference 
or frequency sum equal to the frequency of the wanted signal. The interfering 
signals are each 110 db above 1 /iV and neither is of such a frequency as to give an 
appreciable output when applied alone. Under these conditions the receiver is not 
to produce an output exceeding the standard output. 

When this test is used care should be taken to see that intermodulation does not 
occur outside the receiver, for instance in measuring diode circuits of signal generators, 

A test for r-f harmonic generation in the receiver is also given in Ref. 40. Stan- 
dard output is obtained from a wanted signal as above, and then the wanted signal 
is replaced by an unwanted signal of half the frequency and at a level of 116 db above 
1 /iV. The output from the receiver should not exceed the standard output. The 
effect of signal generator harmonics must not be overlooked when this test is being 
performed. 

Sturley (Ref. 3) gives additional tests whereby the effects of heterodyne whistles, 
monkey chatter and a receiver whistle filter can all be shown on a set of curves. 

(C) Electric fidelity (frequency response) 

The electric fidelity test specified by the I.R.E. shows the manner in which the 
electric output of a receiver depends on the frequency of the a-f modulation. The 
radiation characteristics of the loud speaker are not taken into consideration and this 
minimizes the value of the test. 

30% modulation of a 1000 Kc/s 5000 ^aV signal is used, and the receiver is tuned 
to it in the following manner. Firstly the receiver is tuned to the carrier with 400 c/s 
modulation, and then the modulating frequency is increased until the receiver output 
has fallen to one fifth. The receiver tuning is then readjusted slightly for minimum 
output. 

The receiver output is measured in terms of current or voltage in a standard dummy 
load, or in terms of the voltage across or of the current in the voice coil of the loud 
speaker. In the latter case, the loud speaker should be located in its baffle or cabinet, 
with the receiver chassis in place. The data should include a statement of which load 
is used. The receiver volume control is adjusted to give normal test output. The 
modulation frequency is then varied continuously from 30 to 10 000 cycles while 
maintaining 30% modulation and the output variation is observed. 

If the electric-fidelity curve has decided peaks, there is abnormal tendency towards 
overloading, and the observations may have to be repeated with less output. 

It is frequently unnecessary to make or plot these observations below— 20 db, but 
further observations may be desirable, particularly if a large amoimt of negative feed- 
back is used. 

Suitable precautions must be taken to prevent hum or noise, if present, from 
affecting the accuracy of the results. 

If electric- fidelity varies appreciably with the signal frequency, the input level, 
the volume or tone control settings or any other parameter, additional tests should be 
made to show the effect of these changes. 
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(D) Harmonic distortion (I.R.E.) 

This test is intended to evaluate' the spurious a-f harmonics which appear in the 
electric output of the radio receiver during normal operation. Care should be taken 
to avoid appreciable harmonic distortion occurring in any part of the signal-generating 
equipment, or in the output-measuring circuit. The required harmonic-measuring 
equipment in the output circuit should not appreciably affect the output load con- 
ditions. This equipment may measure each harmonic individually or may measure 
all harmonics collectively. The proper tuning of the receiver is important in making 
distortion tests. 

No one complete set of conditions can be prescribed for this test, because har- 
monic distortion depends on so many details of radio receiver design and op'^rating 
conditions. Harmonic distortion is caused by overloading and many other pheno- 
mena, and is present under various operating conditions, especially at high degrees 
of modulation. The following series of tests is intended to show the effect of operating 
parameters on distortion. 

Variation of output. The receiver is tuned to 1000 kilocycles and a " mean- 
signal " input, modulated 30% at 400 cycles, is applied. The distortion is noted 
as the output of the receiver is varied by means of the volume control. 

Variation of modulation. With a " mean-signal " 1000- kilocycle, 400-cycle- 
modulated input, the modulation is varied from 10 to 100% and the distortion ob- 
served. The output is maintained at normal test output by the volume control for 
this test, or as near this value as possible. 

Variation of input signal level. With a 1000- kilocycle signal, modulated at 
400 cycles, the distortion at normal test output is noted as the input signal voltage is 
varied. This test is to be performed at both 30% and 80% modulation. It is usually 
sufficient to take distortion at the standard input levels which fall within the limits 
of the receiver. When a standard-signal level exceeds the limit of the receiver, a 
measurement should be made at that limit. 

Variation of modulation frequency. To disclose the effect of the modulation 
frequency on distortion, tests on variation of output and variation of modulation 
should be repeated at several modulation frequencies throughout the a-f range. The 
maximum modulation frequency at which harmonic distortion can be measured is 
one-half the maximimi frequency which can produce any appreciable output. 

The harmonic distortion is measured across a standard dummy load and may be 
measured as either root-sum-square total harmonic distortion or each harmonic may 
be measured separately. It is expressed as the ratio of the harmonic voltage to the 
fimdamental voltage either in per cent or decibels. 

Intermodulation measurements. Owing to the lack of signal generators 
suitable for r-f intermodulation work, these measurements are normally carried out 
only on the a-f end of radio receivers. See Sect. 3(ii)A of this chapter for details. 

(E) Maximum undistorted output (I.R.E.) 

" This test is intended to indicate the maximimi power output which the receiver 
will deliver under given conditions, before appreciable overloading or other forms 
of distortion occur. The maximum imdistorted output may be determined under 
given conditions by observing the total harmonic distortion, and continuously in- 
creasing the output from zero up to the least value which contains a total harmonic 
distortion of 10% (root-sum-square voltage). This value is designated the maximum 
undistorted output tmder the given conditions. 

The data should include a statement of the operating conditions, including which 
condition was varied in order to increase the output during this test. It is suggested 
that the volume control of the radio receiver be varied, the other conditions being 
unchanged during a single test and being chosen as suggested for the harmonic- 
distortion test. Freedom from distortion depends on the r-f input voltage and on 
the frequency and percentage of modulation. 

It is understood that there is no sharp dividing line between appreciable and negli- 
gible distortion. The figure of 10% has been chosen somewhat arbitrarily as a 
reasonable basis for the definition of maximum undistorted output as affected by all 
operations in the receiver." 
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(F) Automatic volume control 

The LR.E. recommendation is to tune the receiver to a mean-signal input voltage 
400 c/s 30% modulated at 1000 Kc/s and to adjust the volume control so that with 
one volt input to the receiver the output is one half of the maximum power output. 
The output is then read as the input is varied from one microvolt to one volt. 

A disadvantage of this method is that the output readings for low inputs, from which 
much valuable information can be obtained, are carried out at very low levels (perhaps 
below 1 mW) and hum in the receiver output may be troublesome. 

Scroggie (Ref. 6) suggests beginning the a.v.c. curve with the volume control set 
at maximum and with the minimum input. Output readings are taken with in- 
creasing input until the output reaches one quarter of the maximum. It is then re- 
duced to one tenth of this value by means of the volume control and the input is further 
increased. This procedure is repeated until the maximum input is applied to the 
receiver. The sections of the curve are made continuous by the use of appropriate 
multiplying factors. This method has many advantages — Chapter 27 Sect. 3(xiv). 

Useful information can also be obtained from a noise curve plotted on the same 
sheet. The same procedure is adopted as for drawing the a.v.c. curve but the input 
carrier is unmodulated. 

Other information sometimes added to a.v.c. curves includes graphs of distortion, 
a.v.c. bias voltage and electrode current and dissipation for the controlled valves vs. 
input voltage, and it may be useful to draw a horizontal Hne across the a.vic. curve 
(when drawn by Scroggie's method) at a level representing the nominal output of the 
receiver. Alternatively the maximum output of the receiver may be plotted. 

When the converter valve has a.v.c. applied to it, detuning of the signal ihay occur 
as the signal input is varied. This should be remedied by retuning the receiver with 
each input level change if necessary. 

(G) Noise 

The I.R.E. reconunendation is that noise should be expressed as the equivalent- 
noise-sideband-input (ensi). An unmodulated input carrier of suitable strength. 
Eg is applied to the receiver, and the noise output power P„ is measured on a R.M.S.- 
reading instrument. A 400 c/s bandpass filter is connected between receiver and 
output meter, the carrier is 30% modulated at 400 c/s and the signal power output 
Pg is measured. Then 

ensi = 0.3 EsVPJK- 
Eg should be at least three times and preferably ten times greater than the computed 
noise voltage. 

Excessive low frequency hum components may usually be filtered out by the use 
of a 300 cycle high- pass filter without materially affecting the random-noise output. 

An alternative method of specifying noise is by comparing the signal-to-noise ratio 
of a particular receiver with that of an ideal receiver, the difference being called the 
noise factor of the receiver in question. Ignoring any noise external to the receiving 
system, the only source of noise which is inseparable from an incoming signal is the 
thermal agitation noise due to the radiation resistance of the antenna. Thus a signal- 
to-noise ratio has its highest possible value when the noise due to the antenna radiation 
resistance is the only noise source in a receiving system. 

Where a signal voltage eant is induced into an anterma of radiation resistance Rams 
maximum signal power is delivered to a receiver with an input resistance of Rant* 
This maximum power available from the antenna is 



\ 2 / Rant 4Rant 

Similarly the noise from the antenna available to the receiver is 
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where K = Baltzmann*s constant = 1.38 x 10"^^ joule /degree Kelvin 
T = absolute temperature in degrees Kelvin 
F = bandwidth of system in cycles per second, 

and the signal to noise power ratio of an ideal system is 



The noise factor of an ideal receiver can thus be defined as the number of times 
by which the available signal power from the aerial must exceed KT^F in order to 
give unity ratio of available signal to noise power. 

The noise requirement for such an ideal receiver is that it must contain no internal 
sources of noise. It must also present an infinite impedance to the antenna so that 
there will be no loss of signal voltage. If for instance the input impedance of the 
receiver weie to match the antenna impedance the voltage available to the receiver 
would be one half of the signal voltage induced into the antenna and this would be 
developed across one half of the antenna impedance due to the parallel connection 
of the antenna and the matching input circuit. Substitution of these factors in the 
expression above shows that in such a case the maximum noise factor obtainable is 
2, i.e. 3 db. 

Since the requirement for maximum power transfer is that the input impedance 
of the receiver should be equal to the antenna impedance, it is evident that the con- 
ditions for maximum gain are in general different from those for minimum noise. 
The best noise figure in practical receivers is obtained when the input impedance is 
intermediate between an open circuit and an impedance match with the antenna 
system. 

When noise calculations are being made the value T = 290 °K is commonly used 
as this gives KT the convenient value of 4 x 10^^^ However, the effective tem- 
perature of the radiation resistance is subject to wide variations, and is affected by the 
surroundings with which the antenna can exchange energy by radiation. For in- 
stance, the noise temperature of a highly directional micro-wave radar antenna pointed 
at the depths of space may be only slightly above absolute zero. On the other hand 
a directional 7 metre antenna pointed at parts of the Milky Way may have an effective 
temperature much higher than ambient. 

The noise factor of a receiver can be obtained by using a signal generator or a noise 
diode (see below). With a signal generator, difficulty is experienced in that the 
characteristic of the detector in the receiver may affect the ratio of signal power to 
noise power. If the detector is a true power sensitive device such as a thermocouple 
no error occurs, but with normal detectors error is introduced to a degree dependent 
on the variation between the assumed and the actual detection characteristic. 

On the other hand, if the signal generator is replaced by a noise diode, detector 
distortion can be ignored since the noise from the diode has the same spectrum-as 
the noise from the antenna. 

The signal generator method is to apply the generator output to the receiver through 
a resistor Rani and to adjust the output until the indication at the receiver detector 
is twice that from noise alone. The noise factor is then obtained by calculation from 
the formula 

noise factor F = ^^"^^ 

where e^.^, = voltage output of signal generator. 
Alternatively the anode current of a temperature limited diode (noise diode) can 
be used as a noise source. The diode is connected with suitable d.c. isolation across 
the receiver inputs which is also shunted by a resistor equal in value to Rant- The 
d.c. anode current of the diode is then increased until the noise output of the receiver 
alone is doubled, and under these conditions the noise factor of the receiver is 
. , ^ 2eUAFR\^ 
noise factor F = ^^fjp^^ 

where e = charge on an electron = 1.59 x 10"^^ coulombs 
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and lb = diode plate current in amperes, 
therefore noise factor F 20 /b/2a„, at 290°K. 

A comparison of the two noise factor formulae shows a second advantage of the 
noise diode method^ viz. : the receiver bandwidth need not be known. 

Additional information on noise factors will be found in Refs. 7, 8 and 9. 

(H) Hum 

Hum is a low pitched composite tone which may include a component at any 
integral multiple of the a-c power supply frequency. It may be due to the loud- 
speaker itself, to the a-f stages or to the r-f stages. 

When the field winding of a speaker is used for filtering, himi may appear in the 
voice coil even although some neutralizing is accomplished by connecting a hum- 
bucking coil in series with the voice coil. The I.R.E. recommendation is that this 
type of hum " should be measured in terms of the hum current through' the loud- 
speaker voice coil itself, rather than in terms of the voltage across the loudspeaker, 
and the total hum calculated using this current and the loudspeaker voice coil im- 
pedance. The loudspeaker is connected in the normal manner to the radio receiver 
when the observations are made. The current measuring equipment should intro- 
duce into the voice coil an impedance which is negligible as compared with the voice 
coil impedance. In the case of a loudspeaker having a field coil carrying hum current, 
this procedure evaluates the combined effect of hum originating in the radio receiver 
itself and hum induced in the voice coil from the field coil, with due regard to their 
phase relations." 

" Hum from the a-f stage of the receiver should be measured 

(a) with the volxmie control at minimum, 

(b) with the volume control left at that setting which would produce normal test 
output with mean-signal input, but with the intermediate-frequency-ampli- 
fier circuits inactivated, as by-passing the last i-f plate to. ground, 

(c) with the volume control at full volume and the i-f system inactiyated. 

" In the case of phonograph combinations, a-f hum should also be measured with 
the phonograph pick-up connected to the a-f amplifier imder the following conditions : 

(a) with the phonograph motor de-energized, the pick-up on the rest, and the 
volume control at minimum 

(b) same as (a) but with the volume control at maximimi 

(c) with the volimie control adjusted, while reproducing the outside 1000 cycle 
band on R.M.A. Frequency Test Record No. 1 to give normal test output, 
the needle then lifted not more than i inch above the record, with the motor 
still running." 

" Hum modulation is produced by hum sources which modulate a carrier being 
received, and its intensity generally increases with increasing carrier voltage. 

The hum-modulation test is intended to evaluate the hum components introduced 
in a radio receiver by hum disturbances modulating the received carrier. In order 
to measure hum modulation, as distinguished from a-f hum, the former is accentuated 
by the adjustments of the receiver. The receiver is tuned in the normal manner 
to each of the four standard input voltages at 1000 kilocycles. If the receiver has 
a tone control, it should be set in the ** high " position. The volume control is first 
adjusted to give the normal test output with the given signal voltage modulated 30% 
at 400 cycles and the modulation is then reduced to zero. The hum is measured 
with the load and output-measuring equipment connected as in the electric- fidelity 
test, and is expressed in terms of reduction in decibels below standard test output." 

Hum distortion can also occur. It is identified as sidebands of frequencies 
differing from the audio frequency of modulation by an amoimt equal to the frequency 
of the hum disturbance causing the distortion. 

A typical design likely to introduce hum distortion is one in which the plate of the 
output valve is fed directly from the rectifier output (assuming a condenser-input 
filter). No specific test procedure for measuring this effect is given by the I.R.E. 
or R.M.A, but owing to its unpleasant effects it should be eliminated if this is possible. 



www.pmillett.com 



1310 



(vi) (H) HUM 



37.1 



Acoustical measurement of hum output is desirable but difficult by available 
methods. The results of the electric measurement must be interpreted with reference 
to electric- and acoustical-fidelity curves and the characteristics of audition. 
(I) Frequency shift (I.R.E.) 

" This test is intended to show the variation in the frequency of the oscillator of a 
superheterodyne receiver. The tests are normally performed with the receiver tuned 
to a frequency in the middle of each tuning range of the receiver. If observations 
under the worst conditions are desired, the receiver should be tuned to the highest 
frequency of each range. 

" The variation of frequency is observed with the aid of a beat note obtained be- 
tween the oscillator under test and another oscillator of constant frequency. For 
example, the frequency of the beat note may be observed by comparison with a cali- 
brated a-f oscillator. 

" (a) The frequency varies with time during the warming-up period of the receiver 
.... The time is measurisd from switching on the receiver but observations are 
ordinarily started one minute later. 

" (b) The frequency varies with power-supply voltage in a manner that depends 
on the rate of variation of this voltage. The major change occurs almost instantly 
following a change of the power voltage. Therefore the test is performed as quickly 
as possible to minimize other effects. In the case of operation from a 1 15- volt power 
line, the line voltage is varied at least between 105 and 130 volts and the resultant 
frequency shift is observed. The amount of frequency shift is expressed in cycles 
per 1 per cent change of power voltage, as an average value over the specified range of 
power-line voltage. 

" (c) If the receiver has automatic gain control, the variation of signal-input voltage 
affects the oscillator frequency indirectly by way of the control circuit. The frequency 
shift with variation of signal-input voltage is observed after the receiver has been in 
operation a sufficient length of time to reach temperature stability." 
(J) Spurious response (I.R.E.) 

" With the radio receiver tuned to each of the test frequencies, the signal generator 
should be continuously varied over a wide frequency range to discover if the receiver 
is simultaneously resonant at frequencies other than the test frequency. These other 
resonant frequencies are called spurious -response frequencies and are most often 
found in superheterodyne receivers. Each spurious-response frequency is noted and 
the spurious-response sensitivity-test input is measured as in the sensitivity test, 
provided it is smaller than 1 volt. Its ratio to the desired-signal sensitivity-test input 
may be computed, and is called the spurious-response ratio." 

" Care should be taken that the harmonic output of the signal generator is attenu- 
ated sufficiently not to affect the observation of the spurious response of the receiver." 

Image response. " A superheterodyne receiver is generally responsive to two 
frequencies whose difference from the local-oscillator frequency is equal to the inter- 
mediate frequency. One of these (usually the lower) is the desired-signal frequency, 
and the other is called the image frequency. This is a special case of spurious- 
response frequency, and is tested as such. Its observed characteristics are referred 
to as * image- sensitivity test input * and * image ratio/ " 

Intermediate-frequency response. " Another special case of a spurious- 
response frequency in a superheterodyne receiver is that due to the sensitivity to an 
intermediate-frequency signal input. The test procedure is the same as for other 
spurious responses, and the observed characteristics are referred to as the intermediate- 
frequency-response sensitivity and the intermediate-frequency-response ratio." 
(K) Noise audibiUty (I.R.E.) 

The actual audibility of random noise, hum, and miscellaneous noise is best 
determined by a listening test. Such observations are not capable of precision, but 
are fundamentally sound, as distinguished from less direct electrical observations. 
The completely assembled and operating radio receiver is placed in a quiet room, and 
an experienced observer with normal hearing notes the greatest distance at which 
the noise is audible under stated conditions. The distance is used to express the 
audibility of the noise. The room is preferably laJ-ge, or treated to minimize rever- 
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beration. This method takes into account noise produced both by loudspeaker 
radiation and by mechanical vibration of parts. A brief description of the sound 
heard is useful^ in addition to the audibility observation. Obviously^ this method 
is suited only for observing a small amount of noise, audible for only a short distance. 

The noise-audibility test is intended to evaluate collectively random noise and hum 
under operating conditions. The radio receiver is tuned in the normal manner to 
each of the four standard input voltages at^lOOO kilocycles. If the receiver has a tone 
control, it is set in the * high ' position. The yolume control is adjusted to give 
normal test output with the signal modulated 30% at 400 cycles, and then the modu- 
lation is reduced to zero. The audibility of the remaining noise is then observed. 
The residual noise audibility is likewise observed, with no signal and with the volume 
control set at minimum." 
(L) Radiation from local oscillator (I.R.E.) 

" A local oscillator, such as is employed in a superheterodyne receiver, may radiate 
sufficient power to cause interference in other radio receivers operating in the same 
neighbourhood. Such radiation may be caused by coupling to the antenna, power 
line, or other external leads, or by incomplete shielding of the oscillator and the cir- 
cuits coupled thereto. 

The receiver is coimected to its proper antenna, and the electric- and magnetic- 
field intensity in the neighbourhood is observed by any of the known methods. There 
is no simple form for expressing the results. (The recommendation for local oscillator 
radiation in F-M receivers is that results are to be expressed in field intensity as a 
function of distance from the receiver under test. Observations are made at least 
at the middle frequency of each timing band, and preferably at the extreme frequencies 
of each band." 
(M) Microphony 

Microphony troubles are of two main types, audio frequency, pnly and those in- 
volving radio frequencies. A convenient test to apply for the first type — which might 
be due to feedback between the speaker and a pick-up mounted in the same cabinet 
for instance— is to feed the receiver into a dummy load with an output meter across 
it, and excite the speaker, mounted in its normal position by means of a variable a-f 
oscillator. 

The pick-up is allowed to stand on a stationary record and a tendency to micro- 
phony is indicated by appreciable output across the dummy load at any particular 
frequency. When the voltage across the dummy load equals the voltage across the 
speaker, microphony would occur (assuming equal speaker and dummy load im- 
pedance at the frequency concerned). Another speaker can be used instead of a 
dummy load if desired, so long as no sound from thi^ speaker reaches the receiver. 

This test has the advantage of indicating the margin available in a particular model 
before sustained microphony will be experienced. It can also be used for types of 
microphony involving radio frequencies, but owing to the increased number of pos- 
sible variables it' loses some of its advantages. Tests outlined in (O) 1 below may 
be used for r-f microphony. 
(N) Phonograph combinations (I.R.E.) 

" In addition to the above tests on radio receivers, there are several special tests 
which reveal useful information on the operation of the phonograph portion of com- 
bination receivers ... In addition to hum, the following characteristics should be 
measured : 

(1) Electric fidelity 

(2) Rumble 

(3) Maximum output 

(4) "Wow" or flutter. 

Definitions of these characteristics, with methods of measurements, are given below. 

(1) Fidelity. The fidelity of a phonograph reproducer corresponds to the a-f 
fidelity described in Sect. l(vi)C of this chapter except that RMA Frequency Test 
Record No. 1 is used instead of a modulated carrier. This RMA Frequency Test 
Record No. 1 contains, on side A, a gliding frequency from 10 000 to 30 cycles for 
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usual nominal level testing. Side B contains five 1000-cycle bands, recorded at 
0, 2, 4, 6 and 8 decibels above the 1000-cycle reference on side Aj and a gliding fre- 
quency 6 to 8 decibels above side A in the range between 3000 and 30 cycles for 
checking pickup tracking at various levels. 

In making the fidelity test, side A is used, and the output is first set at standard 
output using the outside 1000-cycle band. Readings of output are then made at all 
announced frequencies, including the 1000-cycle bands at start and finish. 

Suitable correction usually must be made for noise resulting from needle scratch 
to provide accurate data above 1000 cycles. 

(2) Rumble. Rumble is a low-frequency tone or series of random pulses gener- 
ated at the phonograph pickup as a result of vibrations of the record player. It is 
generally a maximum when the needle is near the outside of a 12-inch record. 

Rumble is measured with the load and output-measuring equipment connected 
as in the electric- fidelity test, except that a low-pass filter is used with a sharp cutoff 
at 300 cycles. The measuring equipment should have low wave-form error. 

Side A of the test record is also used in this test. The volume control is adjusted 
to give normal test output while reproducing the outside 1000-cycle band and with 
the low-pass filter disconnected. The filter is then reconnected and measurements 
made of rumble components while the needle is in the region between the 1000-cycle 
tone and the 10 000-cycle tone. 

In some cases, a particular rumble frequency may predominate, resulting from motor 
vibration or pickup-arm resonance. Measurements of such a frequency may be 
accomplished by means of a tuned filter or harmonic analyzer. 

(3) Maximum output. The maximum audio output on phonograph may be less 
than that obtained on radio, because of the absence of automatic-gain-control voltage 
which normally causes a rise in plate and screen voltages in the audio amplifier. 

The test is made by reproducing the 1000-cycle tone on side A of the test record 
and adjusting the volume control to produce maximum output. The measuring 
equipment used must give an accurate indication of root-sum-square independent 
of wave form, 

(4) * Wow ' or flutter. ' Wow ' or flutter is caused by minute imperfections 
in the motor and/or transmission means used to drive the phonograph turntable ; 
and, if present to an appreciable extent, may noticeably impair the quality of repro- 
duction. It is usually evident when a steady note is being reproduced, such as the 
1000-cycle band, and evidences itself as a cyclic variation in pitch ; hence the name 
' wow.' While there is no great distinction between * wow ' and flutter, the former 
is usually applied to very low cyclic variation, the latter to the more rapid type. 

* Wow * or flutter is measured as a percentage of root-mean- square deviation in 
frequency of a tone to the average frequency. Special equipment is required tc 
make such a measurement, this equipment being capable of responding uniformly to 
all flutter rates up to 200 cycles, and of measuring to a precision of 0.02% flutter. 

Care should be exercised to insure that the method of measurement permits normal 
conditions to exist as when playing a commercial pressing." 
(O) Miscellaneous 

(1) Tuning tests 

Some receivers which perform well when tuned to a station exhibit undesirable 
characteristics while being tuned. A test which shows up most of these effects is 
to tune in unmodulated signals of varying strengths up to the maximum liable to be 
encountered in service, moving the tuning control slowly and also as rapidly as pos- 
sible. The volume control should be at its maximum setting, and the test should be 
repeated at the high and low frequency end of each wave range, and also with modu- 
lated signals. 

Faults which are liable to be discovered are squeaks as the receiver is timed rapidly 
through the sidebands of a signal, flutter on short-waves (and sometimes medium- 
waves) with slow tuning, microphony, or a rapid variation in the tuning rate near the 
carrier frequency on short waves due to varying electrode potentials or capacitances 
affecting the oscillator frequency. This should not be taken as a complete list of 
possible faults and any unusual effect should be investigated. 
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Other tests should be made with different aerial lengths (including very short 
aerials, and none) and signals tuned in all sections of the tuning range. Regeneration 
at the low frequency end of the broadcast band, particularly when a short aerial is 
placed as closely as possible to the second detector, and oscillation on the short-wave 
band with no aerial are possibilities in this case. 
(2) Dry battery receiver tests 

A set of batteries which has been discharged by normal use to a required low voltage 
should be used to test battery receivers at least for sensitivity, power output, stability 
and oscillator grid current (using a valve on the low limit of oscillator mutual con- 
ductance). 

The requirement that the batteries should be discharged by normal use is necessary 
since rapid discharge gives a lower value of internal resistance. To simulate a dis- 
charged battery by means of added resistance, fresh heavy duty batteries can be tapped 
and the following table (Ref. 21) used. 

Resistance Required to Simulate Discharged Radio *' B " Batteries. 



Volts per 22 i volt section 


Resistance per 


22 i volt section 


Farm type batteries 


Portable type batteries 


22i 

20 

17 

15 

12 


0 ohms 
10 ohms 
50 ohms 
110 ohms 
250 ohms 


45 ohms 
60 ohms 
110 ohms 
175 ohms 
330 ohms 



The following points are important. First, only fresh heavy-duty batteries should 
be used, their resistance being negligible. Second, if intermediate voltage taps are 
used the added resistance must be distributed between the taps in proportion to their 
respective voltages. Third, voltage readings should be taken only under load and 
across the battery cable terminals to include the voltage drop of the load current 
through the added resistances. 

Battery end-of-life tests can be carried out in accordance with R.M.A. (U.S.A.) 
specifications M4-431 and M4-432 at 1.1 volts per cell for the A banery and 17, 15 
and 12 vohs per 22^ volt section for the B battery. 

The lowest filament voltages used for testing battery valves by valve manufacturers 
are 1.1 volts for 1.4 volt valves and 1.7 volts for 2 volt valves. Below these voltages, 
performance may not be consistent. 

(3) Interference tests 

A suitable test for vibrator operation is to wrap a short lead aroimd the battery cable 
and battery, connect one end of the lead to the aerial terminal of the receiver and check 
for interference throughout the tuning range of the receiver at maximum sensitivity. 
In a well designed receiver no interference will be heard. 

Car-radio interference tests can be arranged using appropriate parts from the igni- 
tion system of a car, but such tests give no guarantee of interference-free reception 
from the receiver installed in a car. 

The R.M.A. Standard REC-11 reads as follows 
Chassis Pickup of Vehicular Receivers. 

Vehicular receivers shall be considered as complying with the principles of good 
engineering practice if, when installed according to the manufacturers' instructions 
and using materials supplied by the manufacturer, there is no perceptible chassis 
pick-up with any setting of the user controls. 

*' Chassis pick-up " is defined as the interference arriving in the vehicular receiver 
other than through the antenna. 

" Perceptible " is defined as the difference in the noise output of the receiver with 
the engine running and with it stopped. 
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Testing for chassis pickup shall be done by replacing the antenna of the installed 
receiver by an antenna equivalent, adequately shielded and grounded ; the antenna 
trimmer of the receiver shall be tuned for resonance at the normal aligning frequencies ; 
and observation made of any perceptible noise output. 
(4) Distortion 

Causes of distortion may be present in a receiver and remain undetected in spite of 
reasonably thorough testing with instruments. One such type of distortion occurs 
with insufficient capacitance by-passing a.v.c. lines, which results in low frequency 
intermodulation or perhaps hum modulation in a back-biased receiver. Another 
may be due to simultaneous high modulation levels and high signal strengths, and 
another may be the hum distortion mentioned in (H) above which is easily missed. 
Because of this, testing is not completed until critical listening to broadcasting stations 
over a period of time has shown that such faults are not present. 
(P) Acoustical tests 

Refs. 1, 2 and 5 should be consulted. 



SECTION 2 : F-M RECEIVERS 

(i) Definitions (it) Testing apparatus (Hi) Test procedures and operating con- 
ditions (iv) Receiver adjustments (v) Performance tests. 

(i) Definitions 

The information presented in this section, except where otherwise stated, is taken 
from the "Methods of Testing Frequency-Modulation Broadcast Receivers, 1947," 
Standard on Radio Receivers (Ref. 12), published by the Institute of Radio Engineers. 
Additional F-M information is available from the " Standards of Good Engineering 
Practice Concerning FM Broadcast Stations " published by the Federal Communica- 
tions Commission in 1945. 

(A) The three standard test frequencies are 88, 98 and 108 Mc/s. When only 
one frequency is used for testing it should be 98 Mc/s. 

(B) The five standard input values may be expressed in terms of available power 
or of input voltage. The available power is that delivered by a generator to a matched 
load and is equal to E^/4R where E is the equivalent open-circuit voltage of the genera- 
tor and R is the internal resistance of the generator (including the dummy-antenna 
resistance). 

Five standard input values are specified, the voltage and power figures being equiva- 
lent when the receiver has an input impedance of 300 ohms and R is 300 ohms. 

(a) Standard Input Powers 

(1) 130 decibels below 1 watt 

(2) 110 decibels below 1 watt 

(3) 90 decibels below 1 watt 

(4) 50 decibels below 1 watt 

(5) 30 decibels below 1 watt 

(b) Standard Input Voltages 

(1) 11 microvolts 

(2) 110 microvolts 

(3) 1100 microvolts 

(4) 110 000 microvolts 

(5) 1.1 volts. 

(c) The standard mean-signal input is either 90 decibels below 1 watt, or 1100 
microvolts. 

(C) The standard test modulation is a deviation at 400 c/s of 22i Kc/s (30% 
of maximum deviation). 
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(D) The standard test output is as set out from the I.R.E. Standards for A-M 
Receivers in Sect. l(ii)C of this chapter. 

(E) The maximum undistorted output is as set out from the I.R.E. Standards 
for A-M Receivers in Sect. l(ii)D of this chapter. 

(F) The standard 300-ohm antenna comprises a pair of resistors, one connected 
in series with each terminal of the signal generator, of such value that the total im- 
pedance between terminals, including the signal generator, is 300 ohms (Fig. 37.2). 
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FIG. 37.2 



(G) The standard pre-emphasis characteristic has a rising response with 
modulating frequency, equivalent to that provided by a single circuit in the modulating 
source having a time constant of 75 microseconds. The characteristic may be ob- 
tained by taking the voltage across an inductor and a resistor connected in series and 
fed with constant current. The inductance in henries is 0.000 075 times the resistance 
in ohms. 

(H) The standard de-emphasis characteristic has a falling response with 
modulation frequency, the inverse of the standard pre-emphasis characteristic, equiva- 
lent to that provided by a simple circuit having a time constant of 75 microseconds. 
The characteristic may be obtained by taking the voltage across a capacitor and a 
resistor connected in parallel and fed with constant current. The capacitance in 
farads is equal to 13 333 divided by the resistance in ohms. The standard de-emphasis 
characteristic is usually incorporated in the audio circuits of the receiver. 

(ii) Testing apparatus 

(A) A frequency-modulated signal generator is required for testing fre- 
quency-modulation radio receivers. 

The signal generator should cover at least the carrier-frequency range from 88 to 
108 megacycles. It preferably also covers the intermediate-frequency range and fre- 
quency ranges required for spurious-response tests. 

The generator output should be controlled by a calibrated attenuator, and the out- 
put should be adjustable over a range of at least 1 microvolt to 100 000 microvolts, 
and preferably from 0.1 microvolt to 1.1 volts. Balanced output terminals should 
be provided for the radio-frequency ranges, and single-sided output terminals for the 
intermediate-frequency range. It may be desirable to provide single-sided output 
terminals for the radio-frequency range also All of these terminals should be pro- 
vided at the end of a flexible cable. 

The output meter of the signal generator should indicate the open-circuit voltage 
at the terminals, and the internal impedance should be stated. 

The generator should be capable of being frequency-modulated at rates from 30 
to at least 15 000 cycles per second, and at deviations from zero to at least rated system 
deviation and preferably to twice that value. It should be provided with a deviation 
indicator reading from not more than 5 kilocycles up to the maximum deviation. 

The modulation circuit of the generator should be provided with a standard pre- 
emphasis network. A switch should be provided for cutting this pre-emphasis. net- 
work in or out of the generator circuit at will. 

The generator should provide a frequency-modulated signal at 400 cycles up to 
maximum rated system deviation with less than 2%, and preferably less than 1% 
(root-sum-square) distortion. Ampl^ck modulation resulting from the frequency 
modulation should be kept to a feinfmum. 
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The frequency and amplitude modulation of the output voltage due to power- 
supply ripple should be negligible, in comparison with the effects under observation. 
The proper connection of a balanced-output signal generator for testing a balanced 
receiver is shown in Fig. 37,2." 

(B) Audio-output and distortion-measuring devices are the same as those 
required for the testing of amplitude modulation receivers. See Sect, l(iii) of this 
chapter. 

(C) Two-signal tests are carried out using two signal generators and dummy 
antemias of twice the standard 300 ohms value with each generator as shown in Fig. 
37.3. The output terminals of the two dummy antennas are then connected in parallel 
and to the input terminals of the receiver. With this connection the impedance 
connected across the receiver input terminals is the normal value and the open-circuit 
signal voltages are half the values indicated by each generator. 

(D) A standard-signal generator for amplitude-suppression testing should 
be capable of simultaneous 400 c/s amplitude modulation and 1000 c/s frequency 
modulation with preferably less than 1 % of incidental frequency modulation in the 
amplitude modulation process. Alternatively two signal generators may be used, 
connected as described above, but precautions must be taken that the beat note be- 
tween the two carriers does not influence the imdesired output and that the amplitude 
modulated generator is free of incidental frequency modulation. 




STANDARD 
FM.SICNAL 
GENERATOR 
No 2 



Fig. 37.3. Standard v-h-f dummy antenna for two-signal test and method of connection 

{from Ref 12). 

(iii) Test procedures and operating conditions 

(A) Input measurements are made through a standard 300-ohm dummy antenna 
on receivers designed for a balanced antenna. If only a single-sided signal-generator 
output is availablcj one terminal of the input circuit of the receiver is connected to 
the grounded terminal of the generator output circuit, and the correct value of dummy 
antenna resistance must be used. 

There are two simple tests for unbalance, the balanced receiver input coil can be 
reversed, or the power-line connection for either the receiver or the signal generator 
is moved to a different outlet. Any change in the sensitivity observed on alternating 
these connections indicates an error due to imbalance, 

(B) Output measurements are made as described in Sect. l(iv)A of this chapter. 

(C) Operating conditions are similar to those in Sect. l(iv)B of this chapter. 

(iv) Receiver adjustments 

The tuning control is adjusted until the desired a-f output is obtained either 
with the least possible r-f input power or with the lowest possible setting of the volimie 
control. This is an approximate adjustment, 

A receiver for frequency-modulated waves is tuned accurately to a desired signal 
by first tuning it approximately and then adjusting the tuning controls xmtil either 
the undesired noise is a minimum or the harmonic distortion of the demodulated 
desired signal is a minimiam. In many receivers these two timing positions coincide. 
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When they do not coincide it should be stated whether the tuning is for minimum 
noise or for minimum distortion. 

A simple method of tuning for minimum distortion in many receivers is by observ- 
ing the audio wave form on a cathode ray oscilloscope while increasing the deviation 
somewhat beyond 100%. 

The tone control is adjusted to give maximum modulation-frequency output 
unless otherwise specified, 

(v) Performance tests 

(A) Sensitivity 

There are three sensitivity values of general interest in relation to frequency- 
modulation receivers. Each gives information as to the usefulness of the receiver, 
and in expressing results the type of sensitivity should be specified. 

The maximum sensitivity is measured with the signal generator connected to 
the receiver through the dummy antenna. The receiver controls are adjusted for 
greatest sensitivity, and the output of the generator, which is modulated 30% (22^ 
Kc/s) at 400 c/s, is adjusted to obtain standard test output from the receiver. 

When the tuning for minimum noise does not coincide with that for minimum 
distortion, the above test and the following test should be repeated with the receiver 
tuned for minimum noise. 

The maximum-deviation sensitivity is measured by applying to the receiver 
a strong signal-input modulated 100% (75 Kc/s) at 400 c/s, tuning the receiver for 
minimum distortion and adjusting the receiver volume control to give standard out- 
put. The output distortion should be observed and the signal input reduced, keeping 
the indicated receiver output constant by readjusting the volume control if necessary, 
until the output distortion increases to 10%, or until the input is below that required 
for standard output. The signal input at which the distortion reaches 10% is the 
maximum-deviation sensitivity input and is expressed in decibels below 1 watt or in 
microvolts. 

The deviation sensitivity is measured with the receiver volume control at maxi- 
mum and with the standard mean-signal input (1100 /aV) applied. The generator 
is modulated at 400 c/s and the deviation adjusted to the value which gives standard 
test output. The value of deviation required is the deviation sensitivity, and it is 
expressed in Kc/s or as a percentage of rated system deviation. 

The quieting-signal sensitivity is measured by applying a signal of mean value, 
30% modulated at 400 c/s, to the receiver with the volume control adjusted to give a 
convenient output below audio overload. The modulation should then be switched 
off and the signal intensity reduced to the least value which will produce a 30 db 
rise in indicated output with standard test modulation as compared with the indicated 
output with the unmodulated carrier. The results are expressed in decibels below 
1 watt, or in microvolts. 

(B) Co-channel interference 

This test is intended to show the effect of an interfering signal of the same fre- 
quency as the desired signal, and includes the inherent effect of the detector, the 
limiter and the automatic volume control. 

Two signal generators are required, only one of which need be capable of frequency 
modulation. The outputs of both are applied simultaneously to the receiver under 
test at the mean carrier frequency of 98 Mc/s. 

With the desired signal frequency having standard test modulation and an intensity 
equal to one of the standard input values, the a-f output of the receiver is adjusted 
by means of the volume control to the standard test output. 

The modulation of the desired signal is then removed, keeping the intensity of its 
carrier unchanged, the interfering signal, frequency-modulated 30% at 400 c/s, is 
turned on and the output of the receiver read as the level of the interfering signal is 
increased from zero to 1 volt or more. 

The result of the test includes the effects of both the cross-talk and the beat-note 
components of the interference. If the results are desired for the cross-talk only, 
a 400 c/s filter is used in the output. 



www.pmillett.com 



1318 



(v) PERFORMANCE TESTS 



37.2 



The co-channel interference characteristic may be expressed as the interfering- 
signal input, in decibels below the desired-signal input, which produces an Output 
30 decibels below the standard test output 

(C) Masking interference 

The masking effect of an unmodulated interfering signal is obtained by a test similar 
to that for the co-channel interference but with the desired signal 30 % modulated at 
400 c/s and with the interfering signal unmodulated. The output signal is noted 
as the level of the interfering signal is increased from zero. 

(D) Selectivity 

Test conditions are similar to those described for the co-channel interference test 
[(B) above] except that the interfering signal generator is separated in frequency 
from the desired signal by one standard channel separation. 

The desired signal^ unmodulated, is applied at the lowest value of standard input 
and the output of the receiver is recorded as the level of the interfering signal, fre- 
quency modulated 30% at 400 c/s, is varied from zero to a value capable of producing 
standard test output. This procedure is repeated for all values of standard test input. 
The measurements are then repeated with the interfering signal generator separated 
from the desired signal by twice the standard chaimel separation. 

The adjacent-channel and second-channel interference may be expressed as the 
interfering signal input which produces an output 30 decibels below the standard 
test output. 

(£) Amplitude-modulation suppression 

This test measures the suppression of amplitude modulation which may be present 
in a frequency modulated signal. It is carried out at the standard mean carrier fre- 
quency. The frequency modulation is at a 1000 c/s rate with a deviation of 30% 
of maximum system deviation. The standard mean input-signal value having this 
modulation is applied to the receiver in the usual manner. The volume control is 
adjusted to produce standard output. The input signal is then amplitude-modulated 
at 400 c/s and 30% modulation. The intensity of the undesired output of the re- 
ceiver is measured by filtering out the 1000 c/s frequency. 

The amplitude suppression is the ratio of the undesired output to standard test 
output expressed in decibels. In order to determine the variation of amplitude- 
modulation suppression with input, the test is repeated with the other standard input- 
signal values. 

(F) Electric fidelity (frequency response) 

Methods similar to those for A-M receivers [Sect. l(vi)C of this chapter] are used 
at the standard mean carrier frequency and with a standard mean signal input. The 
standard pre-emphasis characteristic is employed in the standard-signal generator 
and the modulating voltage is to be maintained constant at that value which provides 
a modulation of 30% of maximum rated system deviation when the modulation fre- 
quency is 400 c/s. 
CG) Harmonic distortion 

The tests are similar to those used for A-M receivers [Sect. l(vi)D of this chapter] 
but variation of input signal testing is recommended with 30% and 100%, of maximum 
rated system deviation. In addition there is a deviation distortion test. 

The maximum-deviation distortion test is the measurement of the distortion 
due to inadequate bandwidth and /or inadeqxjate amplitude-modulation rejection. 
It is measured at 98 Mc/s with the signal generator connected to the receiver through 
the 300-ohm dummy antenna. Distortion at standard test output is measured at 
full system deviation over the range from maximum sensitivity levels to 30 decibels 
below 1 watt. 

(H) Maximum undistorted output 

As for A-M receivers — Sect. l(vi)E of this chapter. 

(I) Automatic- volume-control characteristic 

This test is similar, except for carrier frequency^ to the I.R.E. test for A-M receivers 
- Sect. l(vi)F of this chapter. 
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(]) Spurious responses 

The testing of F-M receivers for spurious responses is carried out in a similar 
manner to that specified for the tuning of A-M receivers — Sect, l(vi)J of this chapter. 
However spurious response sensitivity test inputs up to 1.1 volts are recorded and an 
additional intermediate frequency response test is specified. 

The procedure is to inject the intermediate-frequency test input signal, amplitude 
modulated 30%, between the two antenna terminals of the receiver, connected in 
parallel, and ground, through a standard 300-ohm dummy antenna. The frequency 
of the test signal is adjusted for maximum receiver output. 
(K) Hum 

Hum in F-M receivers has similar characteristics to hum in A-M receivers, and is 
measured in the same way — See Sect. l(vi)H of this chapter. 

(L) Noise audibility 

The noise audibility test for F-M receivers is the same as that for A-M receivers — 
Sect. l(vi)K of this chapter, 

(M) Tuning characteristic test 

The tuning characteristic shows the variation in audio output of the receiver as it 
is timed through a signal. This characteristic is of importance in frequency-modula- 
tion receivers since they may have spurious output responses adjacent to the correct 
timing point. The effea is usually more easily measured by variation of the signal- 
generator frequency than by variation of receiver tuning, since the signal generator 
usually has better frequency control and calibration than the receiver. 

The receiver is timed to the mean carrier frequency for each standard input signal 
value with standard test modulation and the volume control adjusted to standard out- 
put. The output is then measured as the signal is detimed to each side of the carrier 
frequency. A tuning curve is plotted for each signal input value (Fig. 31 



I +20 
o 




Octuninq in Kilocyclci / Sec. 

A > Input power 130 decibels below I wott 
B-Input power 110 decibels below I watt 
C- Input power 90 dcdbeli below 1 watt 
0- Input power 50 decibels below I watt 
E- Input power 30 decibels below I watt 

FIG. 37.4 

Fig. 31 A. Tuning characteristics {from Ref. 12). 



(N) Frequency drift 

This test is carried out in the same way as that for frequency shift in A-M receivers 
— Sect. l(vi)I of this chapter— except that it is to be performed at the standard signal 
carrier frequency. 

(O) Low-frequency instability 

This test is intended to evaluate the limiting conditions for unstable operation of 
the receiver as affected by low frequency feed-back which may be electrical or acoustical 
in nature, and which may involve both carrier frequency and audio frequency and 
the audio-frequency circuits. At any given frequency, the variables employed to 
induce instability are the signal-input power, the tuning control, the manual volume 
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control and tone control, the modulation frequency and degree of modulation, and, 
in battery receivers, the age and condition of the batteries. All parts of the receiveij 
mcluding the loudspeaker, are mounted in their normal relations. 

The test is performed at the standard test frequencies. The receiver is tuned to a 
modulated test signal, after which the modulation is switched off. The conditions 
most conducive to the detection of any tendency to instability are found by trial. It 
is suggested that the frequency of the signal be varied manually over a range of about 
100 Kc/s above and below the normal test frequency as the test input power is varied 
from zero to a maximum of 0.01 watt. An observation is made of the maximum 
signal-input power at which any unstable operation appears. The maximum of 
such input power is also recorded if less than 0.01 watt. 

(P) Radiation from local oscillator 

Tests are made in a manner similar to that for the A-M receiver tests— Sect. l(vi)L 
of this chapter. Observations are made with the receiver tuned to each of the stan- 
dard test frequencies. Results are expressed in field intensity as a function of dis- 
tance from the receiver under test. 

(Q) Mistuning 

The degree of mistuning is represented by the total signal output distortion re- 
sulting when the receiver is adjusted to a frequency other than the desired signal fre- 
quency. The measurement is made by setting the signal generator to standard input 
voltages successively, modulating the signal generator to 75 kc deviation at standard 
test output. The signal generator is then adjusted off tune by successive increments, 
the volume control is adjusted for standard test output, and the total distortion in 
per cent (or db) is measured. For each value of input signal a curve is plotted, having 
as abscissa the frequency difference of detuning, and as ordinate the distortion ex- 
pressed in per cent, or db. Distortion components will comprise ail frequencies pre- 
sent except the fundamental frequency of the modulating tone. In these tests the 
signal generator is. adjusted off tune on each side of the signal frequency. 

The standard measurement will comprise setting the signal generator on each side 
of the signal frequency and noting the amount of mistuning that will produce 10% 
distortion, expressing the degree of mistuning as the average of the measured plus and 
minus frequency excursions. The signal input for this test shall be the standard 
mean signal input (1100 microvolts). 

This mistuning test should be correlated with the frequency drift test — Sect. 2(v)N. 

(R) Downward modulation 

This test will define the ability of the receiver to withstand the effects of downward 
amplitude modulation. In this test it is assumed that the principal forms of dis- 
tortion are caused by the downward component of modulation. 

The test is made at the standard mean-carrier frequency (98 megacycles). Fre- 
quency modulation is impressed at a 400-cycle modulation rate at 30% of maximum 
rated system deviation and the volume control is adjusted for standard output. The 
input signal is then simultaneously amplitude modulated at a 100-cycle rate. By 
means of a band cut-off filter, the 100-cycle modulation is eliminated in the receiver 
output. The amplitude modulation is then increased until the total distortion reaches 
10%, The percentage modulation at this point is the downward modulation capa- 
bility of the receiver. The test is made at all values of standard input signal voltages. 

(S) Open field method of measurement of spurious radiation from frequency 
modulation and television broadcast receivers 

See I.R.E. Standard (Ref. 41). 
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SECTION 3 : AUDIO FREQUENCY AMPLIFIERS 

(0 Equipment and measurements {ii) Tests. 

(i) Equipment and measurements 

The equipment already specified for testing the a-f end of a radio receiver is sufficient 
for the testing of a-f amplifiers. There are however additional tests commonly used 
in the design of a-f amplifiers and these tests need more instruments. 

Intermoduiation testing requires at least another a-f signal generator, and equip- 
ment is available (Refs. 19, 22 and 27) which is specifically designed for the purpose. 
The technique of square-wave testing (Refs. 16 and 20) also needs an appropriate 
generator as do similar techniques using other wave shapes (Ref. 18). 

Measurements of voltage> current, dissipation and heating differ if at all only in 
the higher values found in high-power a-f amplifiers and the appropriate parts of 
Section 1 of this chapter are applicable. 

(ii) Tests 

The American R.M.A. Standard SE-lOl-A on Amplifiers for Sound Equipment 
gives details of tests for noise level, amplifier gain, amplifier frequency response^ 
distortion and power output. The following conditions of measurement apply to 
each of the tests mentioned. 

" The amplifier shall be operated at its rated power supply voltage and frequency. 
When a range of line voltage values is indicated for specified power input terminals, 
the arithmetic mean of the voltages specified for this range shall be applied except 
when R.M.A. standard M3-217* applies. The frequency of the power supply shall 
be within ± 2% of the lowest frequency specified. The rms harmonic voltage of 
the power supply voltage shall not exceed 10%. 

Manufacturers of amplifiers designed to work from crystal microphones or other 
capacitive devices and photocells, may provide additional ratings based on the stated 
source impedance applicable to condition of use. 

" The input and output shall be terminatedf in pure resistance equivalent to the 
rating impedance within ±5%. Grounding of the circuits and chassis shall be as 
normally used. 

" The gain control shall be adjusted to give a maximum gain " (except when 
measuring noise and frequency response when it is set to give maximum noise and to 
reduce the gain 6 db below maximum respectively) " and any other controls shall be 
adjusted to give the most nearly uniform frequency response. 

" The measurements shall be made after the amplifier has been operated for not 
less than one hour at an output 6 db less than the rated output at 400 cps, and at a 
room temperature of not less than 20 °C." 

The vacuum tubes used shall be seleaed to have the rated values of those charac- 
teristics which particularly affect the amplifier characteristic under test. 

(A) Amplifier distortion 

Definition (R.M.A. standard SE-lOl-A) : — " Amplifier distortion is the difference 
between the harmonic content of the voltage at the output terminals and that of the 
input voltage expressed as a percentage of the total rms output voltage " 

Additional test conditions are : — 

"Three distortion measurements shall be made with signals having frequencies 
of 100, 400 and 5000 cps applied to the input terminals. The harmonic content of 
these signals shall inappreciably affect the distonion of the amplifier. 

" A distortion factor meter shall be used that is capable of filtering out or suppress- 
ing the fundamental frequency with respect to its harmonics by at least 60 db, without 
affecting the phase or amplitude of the generated distortion." 

•R.M.A. Standard M3-217 sutes " When no means for adapting an electric radio receiver to the line 
voltage is provided, it shall be standard to adjust the secondary voltages so that the filaments and heaters 
of tubes are supplied with rated volugc when a line voltage of 117 volts is applied to the receivers." 

tThc input is cfTectively a low-impedance generator in series with a resistance equal to the rating 
source impedance. See Fig. 19.3. 
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If the amplitude of individual harmonics is measured and the distortion is small, 
the percentage of total harmonic distonion is given approximately by 

D ^ V[H,%r + {H,%y + . . . 

where H.. = second harmonic percentage, etc. 
with an error not exceeding 1 % if D does not exceed 10% — see Chapter 14 Sect. 2(iv). 

A knowledge of the manner in which distortion decreases as output is reduced is 
desirable. Amplifiers with a large amount of feedback usually have very little dis- 
tortion until the output is almost a maximunij but a class B amplifier may even give 
increased distortion with decreased output. 

A simple test which can be used as an indication of freedom from distortion at 
low levels is the plotting of a linearity curve, i.e. a graph of input voltage against 
output voltage. Over the range of output for which the curve is a straight line the 
amplifier can be assumed to have a low distortion level. However in many cases the 
graph is curved almost from the zero point. 

Intermodulation measurements are made with two signals applied to an am- 
plifier through a suitable mixing network (e.g. bridge), either from separate a-f oscilla- 
tors or from a combined unit designed for intermodulation testing. The usual 
procedure is for one frequency to be low (40, 60, 100, 150 or 400 c/s are used) and 
for the other to be high (1000, 2000, 4000, 7000 or 12 000 c/s). One test is carried 
out with the low frequency approximately at the low frequency limit of the amplifier 
and another at 100 or 150 c/s. The low frequency signal is usually made four times 
larger than the high frequency signal, although a 1 : 1 ratio is also used. The low 
frequency test will show distortion due to transformer saturation and the latter will 
be more representative of normal operation. 

Distortion is mainly dependent on the peak voltage output so that an amplifier 
delivering at the same time two output voltages of 4 units and 1 unit (total output 
voltage = 5 units) would have distortion equivalent to a power output of 5* whereas 
the true output would be only 4^ + P. Because of this, the indicated output power 
is multiplied by 25/17 when intermodulation tests are carried out under the con- 
ditions above. 

The intermodulation products from the two signals can be measured separately 
or collectively. If they are measured separately and the lower frequency is /i and the 
higher fa then the intermodulation products to be investigated — considering as 
the carrier-are (f, ~ /O, (A + A), (A - 2fMh + 2/0, {f, - 3/0, (A + 3/0, . . . 
The intermodulation distortion percentage referred to /j, based on the r.m.s. sum, is 

^{P-n - ri + En + /O' + (B/2 - a/i + £'/2 + 2/0" + {En - 3/1 + Ef^ + 3/O'' .... 

En 

If the r.m.s. sum of the intermodulation products is measured collectively a high- 
pass, filter can be used to separate the low and high frequencies and their respective 
intermodulation products. The modulated high frequency is then rectified and 
passed through a low pass filter, the remainder beiug low frequency components 
previously modulating the high frequency signal. Descriptions and circuits of equip- 
ment of this type will be found in Refs. 19, 22, 23 and 27. 

The peak sum modulation method is described in Chapter 14 Sect. 3(v). 

Le Bel's Oscillographic method is described in Chapter 14 Sect. 3(vi). 

Another method of measurement is to keep a constant difference frequency 
(say 400 c/s) between the outputs of two a-f generators and determine the magnitude 
of the difference frequency as the generators are tuned through the a-f range of the 
amplifier (Ref. 28)— see Chapter 14 Sect. 3(iii). 

For an indication of the distortion tolerable under different conditions, reference 
should be made to Chapter 14 Sect. 2(iii). Intermodulation distortion is covered 
in Chapter 14 Sect. 3 and References (B). 

Hum distortion may be overlooked if the individual distortion components are 
measured separately. It is due to intermodulation between signal and hum frequencies 
and vvith a 50 c/s power supply (100 c/s hum) and a 1000 c/s signal, hum distortion 
products will be found at 900 and 1100 c/s and also as sidebands to the harmonics 
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of the signal. Hum modulation is most likely to be experienced at full output in an 
amplifier in which the filtering of the plate supply to the output valves is inadequate. 

(B) Amplifier Power Output 

Definition (R.M.A. standard SE-lOl-A) : — " Amplifier power output is the maxi- 
mum rms power output (including distonion) at rated distonion which the amplifier 
will deliver into its rated load under normal operating conditions." 

An additional requirement is that " The power output shall be measured using an 
indicator which measures rms values, such as thermally actuated meters, simultan- 
eously with the distortion . . . 

During design it is helpful to measure power output over a range of frequencies 
as it may decrease at both low and high frequencies. When bass and treble boosts 
are available to the user it is particularly important for the power output to be main- 
tained over the range of frequencies to which the boosting applies. At high fre- 
quencies the response may be falling and the degree of overloading may not be ap- 
parent because the amplitude of the harmonics may be appreciably decreased, for 
instance by a capacitor across the primary of the output transformer. It is in such a 
case that the value of intermodulation measurements becomes apparent. 

When measuring amplifier power output and other characteristics it is advisable to 
connect an oscilloscope across the output terminals so that the presence of parasitic 
oscillations can be detected. 

(C) Amplifier Gain 

Definition (R.M.A. standard SE-lOl-A) : — " Amplifier gain is the ratio expressed 
in db of the power delivered to the load, to the power which would be delivered to 
the same load if the amplifier were replaced by an ideal transformer which matches 
both the load and source impedances." 

Additional test requirements are 

" The gain shall be measured at a frequency of 400 cycles per second and at an out- 
put 3 db less than the rated power output. The harmonic content of the input signal 
shall inappreciably affect the gain of the amplifier. 

" The gain shall be measured using input and output meters and associated measur- 
ing equipment that does not affect the frequency response or gain of the amplifier." 

(D) Amplifier Frequency Response 

Definition (R.M.A. standard SE-lOl-A) : — The amplifier frequency response is 
the variation of gain as a function of frequency over the range specified, expressed 
in db relative to the gain at 400 cycles per second." 

Additional test requirements are 

** Any automatic limiting or dynamic range control in the amplifier shall be dis- 
connected during this test. 

" The frequencies for testing shall be obtained from a source whose rms harmonic 
voltage does not exceed 5% of the fundamental voltage at any point in the frequency 
range of measurement. 

" Measurements shall be made with the input voltage adjusted at each frequency 
to produce output levels of 3 db and 10 db respectively below rated power output.* 

** The input and output meters and associated measuring equipment shall not 
discriminate as to frequency over the frequency range of measurement," 

The frequency response of an amplifier is usually measured in terms of the output 
voltage across a resistive load. If feedback from the output stage is used it is advisable 
also to check the response with the normal loudspeaker load and with the minimum 
and maximum loads liable to be used. 

In all cases the signal input must be small enough for the input-output characteristic 
to be linear over the frequency range being investigated. The frequency response 
may vary with output level at the low frequency end of the range and more than one 
curve may be necessary for this reason. 

The effect of any controls which alter the frequency response should be shown by 
suitable curves. 

•Frequency response is also sometimes measured at levels of 30 and 60 db below rated power output. 
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Square wave testing is used to obtain a rapid indication of frequency response 
(or phase shift) during design and in production. Two test frequencies can be used, 
one low enough for some low frequency attenuation or phase shift to be present at the 
fundamental frequency and the other high enough for some of the harmonics in the 
square wave to be attenuated. In production testing, limits for the wave shape can 
be indicated on a blank in front of the screen of the oscilloscope. Peaks in response 
are indicated (the approximate frequency of the peak being readily determined) 
as well as the degree of damping of the transient response and parasitic oscillation 
(Refs.l6 and 20). 

Details are given in Ref. 18 of a technique in which stepped sine waves are used in 
a similar manner. 

(E) Noise Level 

Definition (R.M.A. standard SE-lOl-A). (This is proposed as an interim standard 
for the measurement of steady state noise, and of pulse noise waves having a peak 
factor (ratio of peak to rms) approximating the maximum obtainable in speech) : — 
" Noise level is the level of any noise signals appearing at the output terminals with 
no signal applied to the input. 

*' The weighted noise level is the noise level weighted in accordance with the 70 
decibel equal loudness contour of the , human ear and expressed in dbm, i.e. decibels 
referred to a level of 1 milliwatt." 

An additional testing requirement is *' The measuring amplifier shall be one whose 
audio frequency response is weighted with the 70 db equal-loudness contour of the 
human ear in accordance with Curve B of the ASA Specification Z24.3-1944 (Sound 
level Meters for Measurement of Noise and Other Sounds) with a standard VU meter 
as defined by ASA Specification CI 6.5- 1942 (American Recommended Practice for 
Volume Measurements of Electrical Speech and Program Waves) as an indicator. 

" Illustrative : A properly weighted amplifier may be obtained by applying an 
RC network with a 1 millisecond time constant to an amplifier having frequency re- 
sponse of ± 1 db from 50 tp 15 000 cycles. This will give an attenuation of 1 db 
at 300 cycles, 5.7 db at 100 cycles and 9 db at 60 cycles." 

(F) Microphony 

High gain, high output a-f amplifiers may be subject to microphony under some 
conditions of use. A test similar to the one described in Sect. l(vi)M of this chapter 
enables variations between microphonic tendencies between different amplifiers to 
be checked reliably. 

(G) Stability 

In amplifiers without feedback the most probable type of instability is parasitic 
oscillation. This can best be observed on an oscilloscope while the signal input is 
varied from zero past the overload point at various frequencies (including very low 
and very high). 

Varying load impedances and high mains voltages may also cause trouble and the 
test should be repeated at least for design purposes with the highest power supply 
voltage liable to be encountered in the field and with a range of load impedances vary- 
ing from an open circuit through capacitive and inductive loads to a short circuit. 
The plate dissipation of the output valves in AB or B class amplifiers should be ob- 
served during tests with the load impedance smaller than specified as it may become 
excessive. On occasions, variation in input impedance can provoke trouble and all 
possible types of pickup and microphone inputs should be tried. Square wave, 
instead of sine wave, excitation may induce parasitic oscillation. 

(H) Feedback 

Probably the most important feedback test is that for stability and the tests under 
(G) should be adequate, although instability experienced may be due to causes other 
than parasitic oscillation. For example an amplifier with voltage feedback from the 
output stage may oscillate when operated with open-circuited output, due to excessive 
feedback. 

The output impedance is liable to be variable with frequency in a feedback amplifier. 
It can be estimated by varying the output impedance and noting jhe change in voltage 
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across it (Ref. 26). However a variation in output impedance alters the amount of 
feedback and thus the impedance being measured. A more accurate determination 
can be made by connecting the correct load and driving source to the amplifier (it is 
only necessary to complete the input circuit if feedback is applied to the input stage, 
see Chapter 7 Sect. 2(vi)A) then connecting an a-f oscillator through a high impedance 
to the amplifier output and measuring the current flowing into the output circuit and 
the voltage across it. The impedance of the load in parallel with the output im- 
pedance of the amplifier is then obtainable and since the load is known the output 
impedance can be calculated. If output impedance is important it is desirable to 
make a measurement at least at the speaker resonant frequency as well as at mid- 
frequencies. 

Another useful feedback test is a measurement of gain reduction vs. frequency. 
Such a curve is readily plotted and draws attention to any points at which the feed- 
back may become positive. The shape of this curve is similar to an inverted output- 
impedance curve. 



SECTION 4 : MEASUREMENTS ON COILS 

(i) Measurement of coefficient of coupling (ii) Measurement of primary resonant 
frequencies of aerial and r-f coils (Hi) Measurement of distributed capacitance across 
coils. 

(i) Measurement of coefficient of coupling 

The measurement of the coefficient of coupling, has been covered in Chapter 26 
Sect. 4(ii)E and (iii)B. 

(ii) Measurement of primary resonant frequencies of aerial and 
r-f coils 

The usual methods of measuring primary resonant frequencies are either 

(a) connecting a valve voltmeter across the secondary circuit, which is tuned 
to a much higher frequency than that to be measured (or a much lower fre- 
quency in the case of low impedance primaries), and feeding in a signal from 
the signal generator. The primary resonant frequency shows up by a sharp 
increase in the voltage across the valve voltmeter as the generator is tuned 
through this frequency. The secondary detuning is readily effected by 
rotating the rotor of the gang condenser, say, half-way across the band, or 

(b) connecting the valve voltmeter straight across the primary winding, finding 
the resonant frequency, and then finding the true primary frequency by 
calculation after allowing for the input capacitance of the valve voltmeter, 
which can be measured on a Q meter or found by other means. 

(iii) Measurement of distributed capacitance across coils 

The distributed capacitance across a coil can be found with the use of a Q meter, 
following the methods given in most Q meter instruaion books, as summarized below. 
Approximate method (± 2 /x/xF) 

This is suitable for large inductors only 

1 . Connect the inductor under test to the coil (L) terminals of the Q meter. 

2. Set the tuning capacitor to about 200 /i/xF (Cj) and adjust the oscillator fre- 
quency for resonance. 

3. Note the oscillator frequency /j. 

4. Change the oscillator to a frequency exactly twice /i. 

5. Set the tuning capacitor to a new value for resonance. 
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6. The distributed capacitance Cq may then be calculated, 

Co = (Ci - 4C,)/3 M^F. (1) 

If it is not conveiiient to use a frequency ratio of 2 : 1, the more general expressions 
for determining distributed capacitance are : 
(C, -C,) -C, (g^-l) 
Co = _ ^ MmF (2) 

where a = (/a/A). 

The true induaance is given by 
25 330 

^ ^ /AC, + Co) '^^^ 

/ being expressed in Mc/s 
Cg and Co in /i/xF. 



Natural resonant frequency of inductor — f„ = /2V1 + (C^/Cq). (4) 
Accurate method (accuracy about ±4%) 

This method involves measuring the natural resonant frequency of the inductor. 

1. Connect the inductor to the coil (L) terminals of the Q meter, set the Q circuit 
tuning capacitor to about 400 fifiF and adjust the oscillator frequency for resonance. 
Call the frequency /j and the tuning capacitance Ci. 

2. Replace the inductor under test by a shielded coil having an inductance about 
1/25 of that of the induaor under test. 

3. Set the oscillator to a frequency about 10 times /i, and adjust the Q circuit tuning 
capacitor for resonance. 

4. Connect the inductor under test to the coil (L) terminals of the Q meter, in 
parallel with the shielded coil, taking care to avoid coupling between the two coils. 
Then adjust the Q circuit tuning capacitance for resonance, observing whether the 
capacitance has to be increased or decreased from its previous setting. If the capacit- 
ance has to be increased, increase the oscillator frequency by an appreciable amount 
(10 to 20%). If the capacitance has to be decreased, decrease the oscillator frequency. 

5. Disconnea the induaor under test and adjust the Q circuit tuning capacitance 
to resonance at the new frequency, repeating the procedure of (4) above, changing 
the oscillator frequency by smaller increments as it approaches the resonant frequency 
of the induaor under test, until the frequency reaches a value at which the Q tuning 
capacitance is unchanged when the induaor under test is conneaed or disconneaed. 
The corresponding oscillator frequency is called /«. 

6. The distributed capacitance^ Cq, of the inductor may then be calculated : 
C - ^' 

/l* 

or by the close approximation 

C, ^ ^ . C,. (6) 

JO 

The accuracy of this measurement depends on the inductance of the coil remaining 
constant over the two frequencies. This is reasonably accurate for commonly used 
coils, although it may not hold for coils having iron cores. 

This method often requires a considerable amount of trial and error. As a staning 
point it is helpful to measure L (this is not the true inductance of course) and make 
a guess at the value of Co. The natural resonant frequency /„ can then be calculated 
to give a rough guide for starting more accurate measurements. 
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SECTION 1 : UNITS 

(i) General physical units (iV) Electrical and magnetic units (Hi) Photometric 
units (iv) Temperature. 

(i) General physical units 

TABLE 1 : UNITS 



Quantity 


English 


Metric 


Length 


1 mil = 0,001 inch = 0.00254 cm 
1 inch = 1000 mils = 2.54 cm 
1 foot = 12 inches = 30.48 cm 
1 yard - 3 feet = 0.9144 m 
1 mile - 1760 yards = 1.6093 Km 
1.152 miles = 1 nautical mile 

- 1.853 Km 
60 naut. miles = 1 degree = 111.100 

Km 


1 mm = 39.37 mils 
1 cm = 0.3937 inches 

= 0.0328 foot 
1 m = 1.094 yards 

= 3.272 feet 
1 Km = 0.6214 mile 






1 micron = .10~^ metre 
= 0.0001 cm 
= 10 000 Angstroms 
1 Angstrom (A») - 10"^ metre 
= 10-«cm 
= 0.0001 micron 


Area 


ImiP = 6.452 X lO'^^m^ 

1 circ. mil* = 0.7854 X 10-« in^ 

= 5.067 X 10-i«m2 
1 in^ = 6.452 cm^ 
1 ft^ - 144 in^ - 0.0929 m^ 
1 yd^ = 9 ft^ - 0.8361 m^ 


1 cm^ = 0.1550 in2 

- 0.001 076 ft^ 
1 m2 = 10.76 ft^ 


Volume 


1 in' = 16.39 cm^t = 0.016 39 litres *♦ 
1 ft=* - 1728 in3 - 28.32 htres 


1 cm=* = 0.061 02 in=» 
1 htre - 61.02 in^ 


Mass 


(Avoirdupois) 

1 grain = 0.0648 grams 

1 dram — 1.772 grams 

1 ounce ==16 drams = 28.35 grams 

1 pound ^16 ounces 

= 7000 grains 

= 453.6 grams 
112 pounds ^ 1 hundredweight 

- 50.800 Kg 
1 ton 20 cwt = 1016.1 Kg 


1 gram = 15.432 grains 
- 0.035 27 ounce 
= 0.002 205 lb 
1 Kg = 2.205 lb 
1000 Kg = 0.9842 ton 
= 1 metric ton 



(Continued on page 1330) 



*1 circular mil is the area of a circle 0.001 inch diameter. 

t cm^ = sq. cm = square centimetres (similarly for other symbols). 

cm^ = cub. cm ^ cubic centimetres. 
**1 litre - 2.202 lb of fresh water at 62 °F 
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Quantity 


English 


Metric 


Force 


1 pound weight = 4.448 x 10^ dynes 
1 poundal 1.382 x 10* dynes 


1 dyne = 0.2248 x 10"^ pound 
weight 

= 0.001 0197 gm weight 
1 gram weight = 980.62 dynesj 


Intensity 

of 
Pressure 


1 atmosphere = 760 mm mercury at 

0°C 

= 1.0132 X 10« dynes/ 
cm^ 

1 Ib/in^ = 0.6894 x 10^ dynes/cm^ 
1 ton/ft^ = 1.072 X 10«dynes/cm2 
1 inch of mercury at 0 °C 

= 3.386 X 10* dynes/cm* 

= 34.53 gms/cm^ 


1 dyne/cm^ 

= 0.9869 X 10-* atmosphere 
1 mm mercury at 0 °C 

= 1.333 X 10^ 

uyiicb/ Clil 

= 1,359 gms/cm2 

= 1.316 X 10^^ atmosphere 


Angles 


1 degree (1 °) = 0.017 4533 radian 
1 radian = 57° 17' 44.806" 

-=57° 17.7468' = 57.295 780° 
1 quadrant = 90° = 7r/2 = 1.571 

radians 

1 revolution = 360° = 27r = 6.283 
radians 





XThe internationally accepted value of gravitational acceleration at latitude 45° 
and sea level. 
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(ii) Electrical and magnetic units 

There are several systems of units in common use, but they may be divided into three 
clearly distinguished groups : 

1 . Unrationalized systems, including 

(a) Absolutef c.g.s.* electrostatic system. 

(b) Absolute! c.g.s.* electromagnetic system. 

(c) Absolutef m.k.s. (metre- kilogram-second) system. Otherwise known as 
the Giorgi system. 

2. Rationalized systems including 

(a) Rationalized m.k.s. system (Giorgi). 

3. Practical systems 

The common practical system includes the volt, ampere, coulomb, ohm, farad, 
henry and watt. 

All fundamental physical relationships are normally worked out in one of the un- 
rationalized systems, and the final result may be converted into practical units for 
general use. 

Rationalized systems have been developed to simplify certain calculations. They 
may be used as alternatives to unrationalized systems. 

The m.k.s. system is increasing in popularity because neither the c.g.s. electrostatic 
system nor the c.g.s. electromagnetic system is convenient for use with all problems, 
and the combined use of the two systems has been generally adopted in the past. 
Another reason for its popularity is that it includes many of the practical units, the 
second, joule, watt, coulomb, ampere, volt, ohm, mho, farad and henry. The ration- 
alized m.k.s. system has been standardized by the American I.R.E. (January 1948). 

The Giorgi m.k.s. system absolute system was adopted by the International Blec- 
trotcchnical Commission (I.E.C.) in Bruxelles, June 1935 (see Proceedings of National 
Academy of Sciences Vol. 21 No. 10 pp. 579-583, October 1935 ; reprinted by 
Harvard University, Publications from the Graduate School of Engineering 1935-36 
No. 167). See also A. E. KenncUy " I.E.C. adopts MKS System of Units," Elec- 
trical Engineering 54.12 (Dec. 1935) 1373. See also References below. 

In any one sequence of calculations it is essential to retain the same system through- 
out. The final result may then, if desired, be converted to any other system. Table 2 
should enable any engineer to convert from one quantity in any system to any other 
of the major systems. 

REFERENCES TO MKS SYSTEM 

Carr, H. L. A. " The M.K.S. or Giorgi system of units — the case for its adoption *' Proc. I.E.E. Part I 
97.107 (Sept. 1950) 235. 

Rawcliffc, G. H. " The rationalization of electrical units and its effect on the M.K.S. System '* Proc. 

I.E.E. Part I 97.107 (Sept. 1950) 241. 
Marriott, H., and A. L. Cullen " The rationalization of electrical theory and units " Proc. I.E.E. Part I 

97.107 (Sept. 1950) 245. 

BradshaW:, E. ** Rationalized M.K.S. units in electrical engineering education *' Proc. I.E.E. Part I 
97.107 (Sept. 1950) 252. 

A brief description of all systems including the m.k.s. is given in " Applied Electronics " (Massa- 
chusetts Institute of Technology ; John Wiley & Sons Inc. New York j Chapman & Hall Ltd., Lon- 
don, 1943) Appendix B. 



•c.g.s. = centimetre-gramme-second. 

tAn absolute system is one which includes length, mass and time in its fundamental dimensions. 
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TABLE 2: THE PRINCIPAL ELECTRICAL AND MAGNETIC UNITS 



Quantity 


Practical 
(English) 


Giorgi MKS 


C.G.S. 
Electrostatic 


C.G.S. 
Electromagnetic 


Length 


1 foot, 1 inch 


1 metre 


1 centimetre 


1 centimetre 


Mass 


1 pound 


1 kilogram 


1 gram 


1 gram 


Force 


1 pound 
weight 


1 dyne- five 
= 1 newton 


1 dyne 


1 dyne 


Time 


1 second 


1 second 


1 second 


Work, Energy 


1 joule 


1 erg 


1 erg 


Power 


1 watt 


1 erg/second 


1 erg/ second 


Charge 


1 coulomb 


1 statcoulomb 


1 abcoulomb 


Current 


1 ampere 


1 statampere 


1 abampere 


Electromotive 
force 


1 volt 


1 statvolt 


1 abvolt 


Resistance 
Resistivity 


1 ohm 

1 ohm/ cm cube or 1 ohm- 
centimetre 


1 statohm 


1 abohm 


Conductance 
Conductivity 


1 Siemens = 1 mho 
1 mho/cm cube 


1 statmho 


1 abmho 


Capacitance 


1 farad 


1 statfarad 


1 abfarad 


Inductance 


1 hei 


iry 


1 stathenry 


1 abhenry 


MKS 
unrationalized 


MKS 
rationalized 


Flux {^) 


1 line = 1 
maxwell 


1 line = 1 
maxwell 


1 weber 


1 weber 


Flux density (B) 


1 line/sq in 


1 weber/sq 
metre 


1 weber/sq 
metre 


1 gauss 


Magnetizing 
force (H) 


1 ampere-turn 
/in 


1 praoersted 


1 ampere-turn 
/metre 


1 oersted 


Magnetomotive 
force (F) 


1 ampere-turn 


1 pragilbert 


1 ampere -turn 


1 gilbert 


Reluctance 




1 pragilbert/ 
weber 


1 ampere-turn/ 
weber 


1 gitbert/ 
maxwell 


Permeability of 
free space 




10-' henry/ 
metre (or 10"' 
weber/sq 
metre/praoer- 
sted) 


4 X 10-' 
henry/metre 


1 abhenry/cm 
(or 1 gauss/ 
oersted) 
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RELATIONSHIPS BETWEEN UNITS 





1 metre = 100 centimetres 




1 centimetre = 1/100 metre 


1 kilogram = 1000 grams 




1 gram = 1/1000 kilogram 


1 newton = 10* dynes 




1 dyne = 10~* newton 




1 joule ^10' ergs 




1 erg ^ 10-' joule 


1 watt = 10' ergs/second 




1 erg/second = 10"' watt 


1 coulomb =3 X 10* statcoulombs = 
1 statcoulomb =3.33 x 10"" abcoulomb 


= 0.1 abcoulomb 

1 abcoulomb =3 X 10^ ° statcoulombs 


1 ampere = 3 x 10® statamperes = 0.1 abampere 

1 statampere = 3.33 x 10"" abampere 1 abampere = 3 X W° statamperes 


1 volt = 3.33 X 10-» statvolt = 10« 
1 statvolt = 3 X lOi^'abvolts = 300 volts 


abvolts 

1 abvolt = 3.33 x 10-" statvolt 



1 ohm = 1.11 x 10-12 statohm = 10® abohms 

1 statohm =9 x lO^** abohms 1 abohm = 1.11 x lO-^^ statohm 



1 mho = 9 X 10® statmhos = 10" » abmho 

1 statmho =1.11 X lO-^i abmho 1 abmho = 9 x lO^" statmhos 



1 farad = 9 X lO^^ statfarads = 10" » abfarad 

1 statfarad = 1.11 x lO-^i abfarad 1 abfarad = 9 X lO^o statfarads 

= 1.11 X 10-12 farad 1 ;x;xF = 0.9 statfarad 

1 henry = 1.11 x IQ-^^ stathenry = 10* abhenrys 

1 stathenry 9 x lO^** abhenrys 1 abhefiry 1.11 x 10-" stathenrys 



1 weber =-- 10^ maxwells = 10^ lines 1 maxwell = 10-^ weber 



1 weber/sq metre = 10* gauss 1 gauss = 10-* weber/sq metre 



1 praoersted -=10-^ oersted 1 oersted = 10^ praoersted 

1 ampere-tum/inch = 0.495 oersted = 495 praoersteds 

1 ampere-turn /metre = 0.01257 oersted = 12,57 praoersteds 

1 ampere-turn = 1.257 gilberts 1 gilbert = 0.796 ampere-tum 

1 pragilbert = 0.1 gilbert 1 gilbert = 10 pragilberts 

1 ampere-tum = 12.57 pragilberts 1 pragilbert = 0.0796 ampere- turn 

1 pragilbert/weber = 10"* gilbert /maxwell = 0.0796 ampere-tum/weber 
1 ampere-tum/weber = 1.257 X 10-^ gilbert/'maxwell 
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(iii) Photometric units 

TABLE 3 : PHOTOMETRIC UNITS 



Quantity 



Symbol 



Unit 



I 



Relationship 



Luminous Flux 



Light Intensity 
Illumination 




Lumen 



1 lumen 



_1_ 
4^ 



X flux emitted by one 



candle 

Candle Flux emitted by 1 candle 
Footcandle = lumens/ft^ 
Phot = cm candle = lumens/cm^ 
Lux = metre candle = lumens/m^ 



47r lumens 



Relationship between imits of illumination 



Unit 


Foot-candle 


Phot 


Lux 


1 Foot-candle 
1 Phot 
1 Lux 


1 

929 
0.0929 


0.001076 
1 

io-« 


10.76 

10* 

1 



(iv) Temperature 



TABLE 4 
Freezing point of water ^ 



(normal pressure) 

Boiling point of water \ 
(normal pressxire) / 

1 Fahrenheit degree 



1 Centigrade* degree 

Temperature in °C 

Temperature in °F 
Temperature in °K 
Absolute temperature 
Temperatvire in °C 
Absolute Zero 



} 



TEMPERATURE 

= 32° Fahrenheit 
= 0° Centigrade* 

- 273.16" Kelvin (Absolute) 
= 212° Fahrenheit 

= 100° Centigrade* 

= 373.16° Kelvin (Absolute) 

= ^ Centigrade* degree 

= 0.5556 Centigrade* degree 

= 0.5556 Kelvin degree 

= 1,800 Fahrenheit degree 

— 1.0 Kelvin degree 

= - (°F - 32) 
9 

= 1.8 (°C) H- 32 

= (°C) -h 273.16 

= C=K) - 273.16 

= 0°K 

= -273.16°C 

= -459.68 "F 



•The Ninth General Conference on Weights and Measures held in Paris in October. 1948, decided 
to abandon the designation Centigrade and use Celsius (International Temperature Scale) instead. 
For most practical purposes the two scales may be regarded as identical. 
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SECTION 2 : COLOUR CODES 

(i) Colour code for fixed composition resistors (ii) Colour code for fixed wire- 
wound resistors (iii) Table of R.M,A, colour code markings for resistors (iv) Colour 
code for moulded mica capacitors (v) Colour code for ceramic dielectric capacitors 
(vi) Colour code for i-f transformers (vii) Colour code for a-f transformers and output 
transformers (viii) Colour code for power transformers (ix) Colour code for loud- 
speakers (x) Colour code for chassis wiring (xi) Colour code for battery cables (xii) 
Colour code for metallized paper capacitors. 

(i) Colour code for fixed composition resistors 

(A) R.M.A. Standards GEN-101, REC-116, July 1948. 

In fixed composition resistors with axial leads the nominal resistance value is in- 
dicated by bands of colour of equal width around the body of the resistor (Fig. 38.1). 

Band A indicates the first significant figure. 

Band B indicates the second significant figure. 

Band C indicates the decimal multiplier. 

Band D, if any, indicates the tolerance limits about the nominal resistance value. 




FIG. 38.1 

FIG. 36.2 

Fig, 38.1. R.M.A. colour code for fixed composition resistors (axial leads). 
Fig. 38.2. R.M.A, colour code for fixed composition resistors (radial leads). 



TABLE 5 : COLOUR CODE 



Colour 


Significant 


Decimal 


Tolerance 




Figure 


Multiplier 


% 


Black 


0 


1 




Brown 


1 


10 




Red 


2 


10« 




Orange 


3 


103 




Yellow 


4 


10* 




Green 


5 


10^ 




Blue 


6 


10« 




Violet 


7 


10' 




Grey 


8 


10* 




White 


9 


10» 




Gold 




10-1 


±5 


Silver 




10-* 


±10 


No Colour 






±20 



Body colour : Black indicates uninsulated. Any other colour indicates insulated. 
Colour code with radial leads 

Resistors with radial leads may use the same colour code as those with axial leads, 
but alternatively* they may be colour coded as in Fig, 38.2 where 

Body A corresponds to Band A above. 

End B corresponds to Band B above, 

Dot C (or band C) corresponds to Band C above, 

Band D corresponds to Band D above. 
See also Sect. 3(i) — Standard fixed composition resistors. 

•As JAN-R-ll and old R.M.A. specification. 
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(B) British Standard BS. 1852 : 1952 

for fixed resistors for telecommunication purposes. 



Interpretation of marking : 



Fig. 38.3A 


Fig. 38.3B or 
Fig. 38. 3C 


Interpretation 


1st band (A) 


Body (A) 


Indicates first significant figure of 
resistance value. 


2nd band (b) 


First tip (B) 


Indicates second significant figure. 


3rd band (C) 


Spot (C) 


Indicates multiplier. 


4th band (D) 


Second tip (D) 


If present, indicates percentage toler- 
ance on nominal resistance value. If 
no colour appears in this position the 
tolerance is ± 20 per cent. 


5th band (E) 




If present, indicates grade of resistor. 



Colour values : 

As Table 5 with the addition of 



Colour Tolerance % 

Brown ± 1 

Red ±2 
Colour Grade 

Salmon pink Grade 1 (" high stability **) 

FIG. 38.3A FIG. 3e.3B . .vi. 38 . 3C 




ABCDE D A C B DAC B 



Thij may b< general body colour PK^ 33_ 3 

Fig. 38. 3A. British Standard coloured band marking (preferred). 

Fig, 38.3B. British Standard body, tip and spot marking. 
Fig. 38.3C. British Standard body^ tip and central band marking. 

(ii) Colour code for fixed wire-wound resistors 

(A) R.M.A. Standard REC-ll?, July 1948 

In fixed wire-wound resistors with axial leads the nominal resistance value is in- 
dicated by bands of colour around the body of the resistor (Fig. 38.3). 




FIC. 3ft. 3 

Fig. 38.3. R.M.A, colour code for fixed wire wound resistors {axial leads). 

Band A is of double width, thereby indicating a wire-wound resistor. The colour 
of Band A, and those of bands B, C and D, have the same indications regarding re- 
sistance and tolerance as for composition resistors. The body colour also has the 
same indications as for composition resistors. 

See also Sea. 3(ii) for standard fixed wire wound resistors. 
(B) British Standard colour code for fixed resistors. See (i) (B) above. 
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(iii) Table of R.M.A. colour code markings for resistors 

TABLE 6 : STANDARD COLOUR CODING FOR RESISTORS 



Preferred values of resistance 


Old 










(ohms) 




standard 


Resistance designation 








resistance 








±20% 


±10% 


±5% 


values 








D = no col 


D = silver 


D = gold 


(ohms) 


A 


B 


C 








50 


Green 


Black 


Black 






51 




Green 


Brown 


> Black 




56 


56 




Green 


Blue 


Black 






62 




Blue 


Red 


Black 


68 


68 


68 




Blue 


Gray 


Black 






75 


75 


Violet 


Green 


Black 




82 


82 




Gray 


Red 


Black 






91 




White 


Brown 


Black 


100 


100 


100 


100 


Brown 


Black 


Brown 






110 




Brown 


Brown 


Brown 




120 


120 




Brown 


Red 


Brown 






130 




Brown 


Orange 


Brown 


150 


150 


150 


150 


Brown 


Green 


Brown 






160 




Brown 


Blue 


Brown 




180 


180 




Brown 


Gray 


Brown 






200 


200 


Red 


Black 


Brown 


220 


220 


220 




Red 


Red 


Brown 






240 




Red 


YeUow 


Brown 








250 


Red 


Green 


Brown 




270 


270 




Red 


Violet 


Brown 






300 


300 


Orange 


Black 


Brown 


330 


330 


330 




Orange 


Orange 


Brown 








350 


Orange 


Green 


Brown 






360 




Orange 


Blue 


Brown 




390 


390 




Orange 


White 


Brown 








400 


Yellow 


Black 


Brown 






430 




Yellow 


Orange 


Brown 








450 


Yellow 


Green 


Brown 


470 


470 


470 




Yellow 


Violet 


Brown 








500 


Green 


Black 


Brown 






510 




Green 


Brown 


Brown 




560 


560 




Green 


Blue 


Brown 








600 


Blue 


Black 


Brown 






620 




Blue 


Red 


Brown 


680 


680 


680 




Blue 


Gray 


Brown 






750 


750 


Violet 


Green 


Brown 




820 


820 




Gray 


Red 


Brown 






910 




White 


Brown 


Brown 


1,000 


1,000 


1,000 


1,000 


Brown 


Black 


Red 






1,100 




Brown 


Brown 


Red 




1,200 


1,200 


1,200 


Brown 


Red 


Red 






1,300 




Brown 


Orange 


Red 


1,500 


1,500 


1,500 


1,500 


Brown 


Green 


Red 






1,600 




Brown 


Blue 


Red 




1,800 


1,800 




Brown 


Gray 


Red 






2,000 


2,000 


Red 


Black 


Red 


2,200 


2,200 


2,200 




Red 


Red 


Red 






2,400 




Red 


Yellow 


Red 








2,500 


Red 


Green 


Red 




2,700 


2,700 




Red 


Violet 


Red 






3,000 


3,000 


Orange 


Black 


Red 
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Preferred values of resistance 


Old 










(ohms) 




standard 


Resistance designation 








resistance 








niiiw /o 




ni J /o 
D = gold 


values 








— no pn] 


— silver 


(ohms) 


A 


B 


C 




300 


3 300 




Orange 


Orange 


Red 








3,500 


Orange 


Green 


Red 






3 fiOO 




Orange 


Blue 


Red 




3 000 


3 000 




Orange 


White 


Red 








4,000 


Yellow 


Black 


Red 






4 300 




Yellow 


Orange 


Red 


4 700 


4 700 


4 700 




Yellow 


Violet 


Red 








5,000 


Green 


Black 


Red 






5,100 




Green 


Brown 


Red 




5,600 


5,600 




Green 


i5iue 


Red 






6,200 




isiue 


Kea 


Kea 


6j800 


6,800 


6,800 




rSlue 


Gray 


Red 






7,500 


7,500 


vioiet 


Green 


Kea 




8,200 


8,200 




Gray 


Kea 


Red 






9,100 




White 


Brown 


Red 


10 000 


10 000 


10 000 


10,000 


Brown 


Black 


Orange 






11,000 




Brown 


Brown 


Orange 




19 noo 


1 0 000 


12,000 


Brown 


Kea 


Orange 






13 000 




Brown 


Orange 


Orange 


15j000 


1 *5 noo 


IS 000 


15,000 


Brown 


Green 


Orange 






Ifi 000 




Brown 


Blue 


Orange 




18 000 


ifi 000 




Brown 


Gray 


Orange 






20 000 


20,000 


Keel 


xSlacK 


Orange 


22 000 


00 000 


22 000 




Kea 


Kea 


Orange 






24 000 




Kea 


Yellow 


Orange 








25,000 


Kea 


Green 


Oiange 




27,000 


27 000 




Kea 


Violet 


Orange 






30 000 


30,000 


Orange 


TJ1 « -,1- 

rSlacK 


Orange 


33,000 


33,000 


33,000 




Orange 


Orange 


Orange 






36 000 




Orange 


Blue 


Orange 




30 000 


30 000 




Orange 


White 


Orange 








40,000 


Yellow 


rflacK 


Orange 






43,000 




Yellow 


Orange 


Orange 


47,000 


47,000 


47,000 




Yellow 


Violet 


Orange 








50,000 


Green 


rllacK 


Orange 






'51 000 
jXyKJyjyj 




Green 


Brown 


Orange 




OAO 


'\f< 000 




Green 


Blue 


Orange 








60,000 


Blue 


Black 


Orange 






fkO 000 




i5iue 


Kea 


Orange 


fiR 000 


6ft 000 


6ft 000 




Blue 


Gray 


Orange 






7S OOO 


75,000 


Violet 


Green 


Orange 






ftO OOO 




Gray 


Kea 


Orange 






91 000 




White 


Brown 


Orange 


100,000 


100,000 


looiooo 


100,000 


Brown 


Black 


Yellow 






110,000 




Brown 


Brown 


Yellow 




120,000 


120,000 


120,000 


Brown 


Red 


YeUow 






130,000 




Brown 


Orange 


YeUow 


150,000 


150,000 


150,000 


150,000 


Brown 


Green 


Yellow 






160,000 




Brown 


Blue 


Yellow 




180,000 


180,000 




Brown 


Gray 


YeUow 






200,000 


200,000 


Red 


Black 


Yellow 
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1^ T P fit* TT ri 


values of resistance 


Old 














a I oUUctX^U 


Resistance designation 








f*^ Q i c 1 5> n P 








ziz^yj /o 


-Lino/ ! 


u — gold 










= nn rnl 


D = silver 




A 


D 




220,000 




OOA AAA 




Red 


Red 


Yellow 










Keel 


Yellow 


Yellow 








2S0.000 


Red 


Green 


Yellow 




0*7/1 Ann 


07A AAA 




Red 


Violet 


Yellow 






^AA AAA 




Orange 


Black 


Yellow 


330 000 




11A AAA 




Orange 


Orange 


Yellow 






a A A AAA 




Orange 


Blue 


Yellow 




ion Ann 


1QA AAA 




Orange 


White 


Yellow 








400 000 


Yellow 


Black 


Yellow 






Am AAA 




Yellow 


Orange 


Yellow 


470 000 

Tlx/ jV/ W 


A7n AAA 


A7A AAA 




Yellow 


Violet 


Yellow 








.^lOO 000 


Green 


Black 


Yellow 






CIA AAA 




Green 


Brown 


Yellow 




(^AA AAA 


^A.n AAA 




Green 


Blue 


Yellow 








800 000 


Blue 


Black 


Yellow 






AOA AAA 




Blue 


Red 


Yellow 


680 000 


AQA AAA 


AQA AAA 




Blue 


Gray 


Yellow 






7SA AAA 


7^ 000 


Violet 


Green 


Yellow 




QOA AAA 


OOA AAA 




Gray 


Red 


Yellow 






Q1 A AAA 




White 


Brown 


Yellow 


1.0 


1 A \jl O 


l.U iVli<f 


1.0 Mi3 


Brown 


Black 


Green 






11 \jl o 




Brown 


Brown 


Green 




l.z Mi J 


l.z 




Brown 


Red 


Green 










Brown 


Orange 


Green 


1.5 Mi3 




1.5 Mi*/ 


1 e M O 


Brown 


Green 


Green 






1 A w o 
l.O xViJtf 




Brown 


Blue 


Green 




1 ft M O 


1,0 xVlJrf 




Brown 


Gray 


Green 






O A XjI o 

Z.U 


2 0 


Red 


Black 


Green 


2.2 Mi3 




Z.2 




Red 


Red 


Green 






OA \j( n 
Z.4 




Red 


Yellow 


Green 




0 7 \A d 


'^7 xji n 




Red 


Violet 


Green 






OA O 


Q 0 MO 


Orange 


Black 


Green 


3.3 MQ 


J.J rviia 


J.J 




Orange 


Orange 


Green 










Orange 


Blue 


Green 










Orange 


White 


Green 








4 0 MD 


Yellow 


Black 


Green 










Yellow 


Orange 


Green 


4.7 Mi3 


4 7 MO 


4 7 MO 




Yellow 


Violet 


Green 








5 0 MD 


Green 


Black 


Green 






SI MO 
3.1 Aaltf 




Green 


Brown 


Green 




5.6 


S M D 




Green 


Blue 


Green 








6.0 Mi^ 


Blue 


Black 


Green 






O MO 




Blue 


Red 


Green 


6.8 Mi3 


6.8 MQ 


6.8 Mi3 




Blue 


Gray 


Green 








7.0 MQ 


Violet 


Black 


Green 






7.5 Mi3 




Violet 


Green 


Green 








8.0 


Gray 


Black 


Green 




8.2 Mi2 


8.2 MQ 




Gray 


Red 


Green 








9.0 MQ 


White 


Black 


Green 






9.1 Mi3 




White 


Brown 


Green 


10 MQ 


10 MQ 


10 Mi3 


10 Mi^ 


Brown 


Black 


Blue 
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(iv) Colour code for moulded mica capacitors 

The Standard American R.T.M.A. Colour Marking (R.C.M.) uses six dots for 
moulded mica capacitors. 

(R.T,M.A. Standard REC-115-A, May 1951) (Fig. 38.4). 

Dot (1) : White indicates R.T.M.A. moulded mica capacitor colour coding. 

Black indicates JAN colour coding (see below). 

Any other colour indicates old R.M.A. 6 dot system. 
Dot (2) : First digit of capacitance (see Table 7 below). 
Dot (3) : Second digit of capacitance (see Table 7 below). 
Dot (4) : Class of capacitor (see REC-115-A). 
Dot (5) : Tolerance (see Table 7 below). 
Dot (6) : Multiplier for capacitance (see Table 7 below). 



Oott Dot 2 Oot3 



h 6 6 



NAMe 

o o 



0ot4 Dots 



Oot6 
FlC. 3B.4 



p y q> 



Corn«r Dot 
NAME 



Dot 2 Dot 3 

FtC. 3a. 5 



Dot 2 Dor 3 
FIC. 3a. 6 



Fig. 38.4. Colour code for moulded mica capacitors (6 dot). 
Fig. 38.5. Colour code for moulded mica capacitors (3 dot). 
Fig. 38.6. Colour code for moulded mica capacitors (4 dot). 



TABLE 7 : R.T.M.A. MOULDED MICA CAPACITORS 



Colour 


Numeral 


Multiplier 


Tolerance 


Class 


Black 


0 


1 


20% 


A 


Brown 


1 


10 




B 


Red 


2 


100 


2% 


C 


Orange 


3 


1000 


3% 


D 


Yellow 


4 


10 000 




E 


Green 


5 




5% 




Blue 


6 








Violet 


7 








Grey 


8 






I 


White 


9 






J 


Gold 




0.1 






Silver 




0.01 


10% 





JAN-C-5 six dot colour marking (Fig. 38.4) 

In the JAN-C-5 code the black Dot 1 signifies a mica dielectric capacitor. Dot 4 
gives the capacitor characteristic (for details see JAN specification). The remaining 
dots have the same significance as in the R.C.M. system. 

Old R.M.A. six dot colour marking (Fig. 38.4) 

Dots 1, 2 and 3 signify the first three significant figures of the capacitance. Dot 4 
signifies the rated direct working voltage. Dot 5 gives the percentage tolerance. 
Dot 6 gives the decimal multiplier. 

Three dot system 

This applies only to capacitors with 500 volt ratings and ±20% tolerances in 
capacitance (Fig. 38,5). 

Dot 1 gives the first significant figure. 
Dot 2 gives the second significant figure. 
Dot 3 gives the decimal multiplier. 
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Four dot system 

To extend the usefulness of the three dot system, a fourth dot is sometimes added 
in the top left-hand comer (Fig. 38.6) to indicate the percentage tolerance. 
See also Sect. 3(v) for standard moulded mica capacitors. 

(v) Colour code for ceramic dielectric capacitors 
(A) R.M.A. Standard REC-107, Oct. 1947 

The colour markings consist of five colours, one of which unambiguously marks 
the end of the capacitor bearing the inner-electrode terminal while the remaining 
four colour markings are successively closely adjacent along the length of the capaci- 
tor ; an indicator is provided to avoid ambiguity in the interpretation of the signifi- 
cance of the position of the colour markings. 

The end colour indicates the temperature coefficient in accordance with Table 8 
below. 

The first and second colour markings indicate the first and second digits of the value 
of the capacitance in micro-microfarads. 

The third colour marking indicates the decimal multiplier of the value of the 
capacitance. 

The fourth colour marking indicates the capacitance tolerance in accordance with 
Table 8 below. 



TABLE 8 



Position 


End 


Nos. 1, 2 


No. 3 


No. 4 




Temperature 






Capacitance tolerance 


Colour 


coeff. parts/ 


Significant 


Decimal 








million/ °C 


figure 


multiplier 


C> 10 ^^F 


C < 10 ^^F 


black 

brown 

red 

orange 

yellow 

green 

blue 

violet 

grey 

white 


0 

-30 

-80 
-150 
-220 
-330 
-470 
-750 

+ 30 
General pur- 
pose con- 
denser* 


0 
1 

2 
3 
4 
5 
6 
7 
8 
9 


1 

10 

102 
103 

10* 

0.01 
0.1 


±20% 

± 2% 
±2.5% 

± 5% 
±10% 


±0.1 ^^F 

±0.5 ^^F 

±0.25 ^^F 
±1.0 ^^F 



Capacitance change 

silver ±25% (Class 4 capacitors) 
silver ±25%, - 50% (Class 5 capacitors) 



•May have any nominal temperature coefficient between +120 and —750 parts per million per degree 
Centigrade, at option of the manufacturer. 
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(B) British R.I.C. colour code for ceramic dielectric capacitors, RIC/I33 
(Ref. F7) 



v>oioiir 


End 
Colour 

ature 

eni; 


ist act J ist 
significant 
figure 


zna aot, 
2nd sigtu- 
ficant 
figure 


3ra dot 
Multiplier 


4tn dot 


_ 

1 olerance 


or less 


More than 




INI U, 


u 


n 
u 


1 




±-^y /o 


Brown 


N030 


1 


1 


10 


±0.1 mmF 


± 1% 


Red 


N080 


2 


2 


100 




± 2% 


Orange 


N150 


3 


3 


1000 




±2.5% 


Yellow 


N220 


4 


4 


10 000 






Green 


N330 


5 


5 




±0.5 ^fiF 


± 5% 


Blue 


N470 


6 


6 








Violet 


N750 


7 


7 








Grey 


P030 


8 


8 


0.01 


±0.25 ^/iF 




White 


PlOO 


9 


9 


0.1 


±1.0 fi^F 


±10% 



*lNr signifies negative, P signifies positive temperature coefficient. Figures give parts per million per "C. 



See also Sect. 3(vi) for standard ceramic dielectric capacitors. 

(vi) Colour code for i-f transformers 

(R.M.A. Standard REC-IH, March 1948, for 455 Kc/s) 

Blue — plate lead. 

Red— B + lead. 

Green — grid (or diode) lead. 

White — grid (or diode) return. 
(For " full-wave " transformer, the second diode lead will be violet). 

(vii) Colour code for a-f transformers and output transformers 

(R.M.A. Standard U.S.A. S410, M4-507, May 1935) 
Blue — plate (finish) lead of primary. 

Red — B± (this applies whether primary is plain or centre-tapped). 

Brown — plate (start) lead on C.T, primaries. Blue may be used for this lead if 

polarity is not important. 
Green — grid (finish) lead to secondary (hot end of voice coil). 
Black — grid return (this applies whedier the secondary is plain or centre tapped). 
Yellow — grid (start) lead on centre-tapped secondaries. (Green may be used 

for this lead if polarity is not important). 
Note : These markings apply also to line-to-grid and valve-to-line transformers. 



(viii) Colour code for power transformers 

(R.M.A. Standard S410, M4-505, May 1935) 

1. Primary leads— no tap Black 

If tapped— Common Black 
Tap : Black and yellow 50/50 striped design 
Finish : Black and red 50/50 striped design 

2. Rectifier — Plate winding Red 

Centre tap : Red and yellow 50/50 striped design 

3. Rectifier — Filament winding Yellow 

Centre tap : Yellow and blue 50/50 striped design 

4. Amplifier — Filament winding No. 1 Green 

Centre tap : Green and yellow 50/50 striped design 
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5. Amplifier — Filament winding No. 2 Brown 

Centre tap : Brown and yellow 50/50 striped design 

6, Amplifier — Filament winding No. 3 Slate 

Centre tap : Slate and yellow 50/50 striped design 

(ix) Colour code for loudspeakers 

(R.M.A. Standard U.S.A. M5-181 Nov. 1936) 
Loudspeaker field coils 
Black and red* — start. 
Yellow and red* — finish. 
Slate and red — tap (if any). 
Note : If two field coils are fitted to the same loudspeaker, the basic colour coding 
is used for the lower resistance field, and green is substituted for the red in the higher 
resistance field. 

Loudspeaker transformer primaries 
Centre-tapped 

Blue or brown — start 
Blue — finish 
Red — centre tap 
Untapped 
Redt— start 
Blue — finish 

Loudspeaker transformer secondaries 

Black — start 
Green — finish 

Standard pin arrangement 4A 

Pin 1 (large) Yellow and red (field finish). 

Pin 2 Blue or brown (transformer start) for push-pull. 

No connection or red (transformer start). 
Pin 3 Blue (transformer finish). 
Pin 4 (large) Black and red (field start). 

Standard pin arrangement 5A 

Pin 1 Yellow and red (field finish). 
Pin 2 Blue or brown (transformer start). 
Pin 3 Red (transformer centre-tap). 
Pin 4 Blue (transformer finish). 
Pin 5 Black and red (field start). 
The startj tap and finish of all windings occur in clockwise order aroimd the plug 
pins when the plug is viewed from the socket end. 

(x) Colour code for chassis wiring 
(A) R.M.A. Standard U.S.A. REC-108-A (December 1949) 



Colour 


Circuit 


Black 


Groimdsj grounded elements, and returns 


Brown 


Heaters or filaments, off ground 


Red 


Power supply B + 


Orange 


Screen grids 


YeUow 


Cathodes 


Green 


Control grids 


Blue 


Plates 


Violet 


Not used 


Grey 


A.C. power lines 


White 


Above or below ground returns, a.v.c, etc. 



♦Some manufacturers use a single colour, omitting the red. 
tSome manufacturers use brown whether tapped or untapped. 
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When leads for antenna and ground connections are provided on the receiver, it 
shall be standard to colour code the antenna lead blue and the ground lead black. 
Special antenna connection leads shall be coded with combinations of blue and black. 

(B) RTMA Standard Colour marking of thermoplastic insulated hook-up 
wire, GEN- 104 (July 1951) 

Colour coding for thermoplastic hook-up wire without fabric braids shall be accom- 
plished either by the use of solid coloured insulation or by natural colour or white 
insulation with coloured helical stripes* It is intended that these wires be inter- 
changeable by colour with fabric braid wires. Where, in fabric, braids consist of 
solid colours with tracer threads of contrasting colours, this standard implies that 
base colour stripe (wide stripe) is used in lieu of solid coloured fabric braid. Helical 
tracer stripes are used in lieu of contrasting colour threads in fabric braid-covered 
wire. 

(xi) Colour code for battery cables 

(American R,M.A. Standard S-410, M4-508, April 1939) 

A + Red B intermediate White 

A - Black C 4- Brown 

B + Blue C intermediate Orange 

B - Yellow C - Green 

(xii) Colour code for metallized paper capacitors 

A 3 dot colour code may be used to indicate capacitance in ju,^F. Dot 1 gives the 
first significant figure. Dot 2 gives the second significant figure (Table 7 col. 2). 
Dot 3 gives the multiplier (Table 7 col. 3). 



SECTION 3: STANDARD RESISTORS AND CAPACITORS 

(i) Standard fixed composition resistors («) Standard fixed wire wound resistors 
(Hi) Fixed paper dielectric capacitors in tubular non-metallic cases (iv) Metal encased 
fixed paper dielectric capacitors for d.c. application (v) Standard fixed mica dielectric 
capacitors (vi) Standard ceramic dielectric capacitors (vii) Standard variable capaci- 
tors (viii) Standard variable composition resistors (ix) Standard metallized paper 
dielectric capacitors (x) Standard electrolytic capacitors (xi) References to standard 
resistors and capacitors. 

The information in this Section is in the form of summaries or extracts from certain 
recognized standards, and is necessarily incomplete. The purpose of this Section is, 
in part, to draw the attention of design engineers to the importance of the information 
obtainable from such standards. However, all design engineers are urged to secure 
up-to-date copies of the official standard specifications under which they work. 

See also Chapter 4 Sect. 9 for general information. 

(i) Standard fixed composition resistors 

(A) American R.M.A. Standard REC-116, July 1948 

Values of resistance from 1 ohm to 100 megohms. The preferred values of re- 
sistance, over the range from 50 ohms to 10 megohms, are shown in Table 6 in Sect. 
2(iii). The complete list is given in the R.M.A. Standard REC-116. These pre- 
ferred values have been adopted in U.S.A. and to some extent in England, but not 
universally. The old standard resistance values, shown in bold typeface, are generally 
used where the preferred values have not been adopted. 

The tolerance in resistance is ±5%, ±10% or ±20% as desired. 
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The resistance-temperature characteristic is expressed as the change of 
resistance between ambient temperatures of 4-25°C and -|-85°C in the form of the 
percentage of the resistance at 25 °C. 

The voltage coefficient is given by 

100 (R, - R,) ni(R, -R,) 
Voltage coefficient = ^~t^^ ^ = — 

where E-^ = rated continuous working voltage (to give rated power dissipation, 
or maximum continuous voltage rating, whichever is the higher) 
E, = EJ\Q 

Ri = resistance measured with applied voltage 
and R2 = resistance measured with applied voltage E2. 

The test is carried out firstly with reduced voltage (£2)3 and immediately afterwards 
with voltage E^. 

The noise is measured by connecting the resistor in a d.c. circuit and comparing 
the noise voltage with an audio frequency of 1000 c/s. The measuring equipment 
includes an amplifier, filter and valve voltmeter (for details see REC-116). The 
noise is expressed in microvolts per volt (applied direct voltage). 
Ambient temperature — effect on maximum working voltage 

Temperature 40° 60° 80° 85" 100° 110°C 

Max. voltage 100% 77.5% 55% 50% 20% 0 

For colour code see Sect. 2(i), 

(B) American JAN-R-11 (Ref. El) 

Some commercial resistors are manufactured in accordance with JAN-R-11 speci- 
fications while these are compulsory for use in American Army/Navy equipment. 

There are two resistance-temperature characteristics ; characteristic F has one 
half the change in resistance of characteristic E. The de-rating curve is tabulated 
on page 187. The maximum surface temperature is 135 °C. The maximum con- 
tinuous working voltage is : 

Type RC15 (i watt) 200 volts (d.c. or r.m.s.) 

RCIO, 16 (i watt) 250 

RC20, 21, 25 (J watt) 350 

RC30, 31, 35 (1 watt) 500 

RC38 (1 watt) 1000 „ 

RC40, 41, 45 (2 watts) 500 

RC65 C4 watts) 500 

RC75, 76 (5 watts) 500 
The voltage coefficient shall not exceed 0,035% per volt for ^ and J watt ratings, or 
0.02% per volt for larger ratings. Tests are specified for temperature cyclings 
humidity, vibration, effect of soldering, overloading etc., also salt water immersion 
and insulation strength where applicable. The root mean-square value of the noise 
generated shall not exceed 3.0 r.m.s. fj-W/V at the rated continuous working voltage 
for i and ^ watt ratings, or 1.2 r.m.s. fjy/V for larger ratings, frequency characteristic 
— 3 db at 70 and 5000 c/s). Marking, resistance values and tolerances are as R.M.A. 
REC-116. 

Amendment No. 3 provides for a characteristic G which has an ambient temperature 
of 70°C with a linear de-rating characteristic which reaches zero at 130''F. 

(C) British R.I.C. Specification No. RIC/112 

Grade 1 (high stability). Issue No. 1, May 1950. Resistance values follow the 
series, 1, 1.1, 1.2, 1.3, 1.5, 1.6,1.8, 2.0,2.2,2.4,2.7,3.0,3.3,3.6, 3.9,4.3,4.7,5.1,5.6,6.2, 
6.8, 7.5, 8.2, 9.1, 10 for all tolerances. Range 10 ohms to 10 megohms with some 
limitations. 

Tolerances ± 1%, ±2%, ±5%. 

Ratings i, i, Ij 2 watts. 

Colour code (five colours) — see Sea. 2(i)B. 

The surface temperature shall not exceed 150°C. The voltage coefficient shall 
not exceed 0.002% per volt. The noise shall not exceed 0.5 per volt (d.c). Re- 
sistance change with soldering shall not exceed ±0.3%. 
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Temperature coefficient : 



38.3 



Watts 


i 


i 


i 


i 


1 and 2 


Temp, coeff. 


Res up to 
Res. up to 
Res. up to 


lOOK 
0.5M 
2.5M 


250K 

IM 

5M 


0.5M 
2.5M 
lOM 


IM 
5M 
lOM 


2M 
lOM 


0 to -0.0004 
0 to -0.0008 
0 to -0.001 



Permissible variation in resistance after climatic and durability tests, endurance, 
tropical exposure, humid atmosphere, salt atmosphere : 



Permissible variation 


iW 


iW 


iW 


iw 


1 and 2 W 


1 % up to resistance of 


lOK 


25K 


50K 


lOOK 


200K 


^ "4"% S3 Si ss ss 


lOOK 


250K 


0.5M 


IM 


2M 


2?-^ 3, ,3 33 


0.5M 


IM 


2.5M 


5M 


lOM 


3% 33 33 33 33 


2.5M 


5M 


lOM 


lOM 





linearly to 0% at 150°C. 

(D) British R.I.C. Specification No. RIC/US 

Grade 2. Issue No. 1, June 1950. 

Resistance values as Table 5 for corresponding tolerances. 
Range 10 ohms to 10 megohms with some limitations. 
Tolerances ±20%, ±10%, ±5%. 
Ratings — axial > non-insulated : ^3 1 watt 

radial, non-insulated 1/10, i, 1, 2i watts. 

axial, insulated : i, J, i, 1 watt. 
Colour code— see Sect. 2(i)C. 

The surface temperature shall not exceed 120°C. The voltage coefficient shall not 
exceed 0.025% per volt (below 1 megohm), or 0.05% (1 megohm and above). Tem- 
perature coefficient shall not exceed 0.12%. Resistance change with soldering shall 
not exceed ±2%. Rating curve (dissipation) : 100% at 70 °C, decreasing linearly 
to 0% at UO°C, and increasing to 175% at 40 °C ambient temperature. 

(ii) Standard fixed wire wound resistors 

(A) American R.M.A. Standard REC-117, July 1948 

There are three styles : 

Style No. RRU3 
Max. watts dissipation at 40°C 

ambient i 
Minimum resistance, ohms 0.24 
Maximum resistance, ohms 820 
Standard tolerances : 

More than 10 ohms 5% 10% 20% 
10 ohms or less 10% 20% 

The preferred values of resistance are as for composition resistors, except for the 
extension to lower values. 

Ambient temperature — effect on max. working voltage 

Temperature 40° 70^* lOO'* 110°C 

Max. voltage 100% 60% 20% 0 

Power rating — in still air at 40 °C ambient temperature the temperature rise should 

not exceed 70 °C for styles 3 and 4, and 95 °C for style 6, for the rated power input. 

At temperatures higher than 40 "C, with reduced working voltage and power dissipation 

as tabulated above, the hot spot temperature should not exceed 110°C for styles 

3 and 4, and 135°C for style 6. 



RRU4 
1 

0.47 
5100 



RRU6 
2 

1.0 
8200 



5% 10% 20% 5% 10% 20% 
10% 20% 10% 20% 
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(ii) STANDARD FIXED WIRE WOUND RESISTORS 



1347 



Resistance change with temperature 

The change in resistance referred to an ambient temperature of 25°C shall not be 
more than ±0.025% per l°C for all resistors over 10 ohms, and not over ±0.15% 
per 1°C for 10 ohms and lower. 
Marking 

Typical marking RRU3 511 J. 
RRU3 indicates fixed wire woimd resistor, style 3. 

511 indicates resistance. The first two digits are the significant figures of 
the value of resistance in ohms, while the last digit indicates the number 
of zeros which follow the significant figure. The letter R indicates a 
decimal point e.g. 511 indicates 51 X 10 = 510 ohms. 
R56 indicates 0.56 ohms. 
J indicates the tolerance : 

symbol J K L 

tolerance ±5% ±10% ±20% 

(B) AmeHcan JAN-R-26A, JAN-R-19, JAN-R-184 should also be examined. 
See (xi) below for list. 

(C) British R.I.C. Specification No. RIC/111 

Resistors, fixed, wire wound, non-insulated. Issue No. 1, July 1950. 
Resistance values (all tolerances) as column 3 in Table 6. 
Tolerances ±1%, ±2%, ±5%, ±10%, 
Colour code as Fig. 38.2B, with Table 5. 



(iii) Fixed paper dielectric capacitors in tubular non-metallic cases 

(A) American R.M.A. Standard REC-118, Sept. 1948 

TABLE 9 



Nominal 


Standard 














capacitance 


tolerance 






Voltage Ratings 




1.0 fiF 


+20%, -10% 


100 


200 


400 








0.5 


±20%, -10% 


100 


200 


400 


600 






0.25 


±20%, -10% 


100 


200 


400 


600 






0.15 


±20%, -10% 


100 


200 


400 


600 


1000 




0.10 


±20%, -20% 


100 


200 


400 


600 


1000 




0.05 


±20%, -20% 


100 


200 


400 


600 


1000 


1600 


0.03 


±20%, -20% 


100 


200 


400 


600 


1000 


1600 


0.02 


±20%, -20% 
±20%, -20% 


100 


200 


400 


600 


1000 


1600 


0.01 


100 


200 


400 


600 


1000 


1600 


0.005 


±40%, -20% 








600 


1000 


1600 


0.003 


±40%, ^20% 








600 


1000 


1600 


0.002 


±40%, -20% 








600 


1000 


1600 


0.001 


±60%, -25% 








600 


1000 


1600 



Insulation Resistance at 25 °C 



TABLE 10 



Nominal capacitance 


Insulation resistance not less than: 


1.0 /iF 


1000 megohms 


0.5 


2000 megohms 


0.25 


4000 megohms 


0.001 to 0.15 


5000 megohms 
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To detennine the minimum insulation resistance at temperatures from 20 °C to 
40 "C, multiply the values above by the factor : 

20 25 30 35 40 

Factor 1.42 1.00 0.71 0.51 0.35 

At still higher temperatures see Table 11. 



TABLE 11 


Capacitance 
mF 


Insulation resistance ai 


t elevated temperatures 


65 °C Class W* 


85 °C Class M* 


1.0 

0.5 

0.25 

0.15 

0.10 

0.05 

0.03 to 0.001 


not less than 25 megohms 
not less than 50 megohms 
not less than 100 megohms 
not less than 166 megohms 
not less than 250 megohms 
not less than 250 megohms 
not less than 250 megohms 


not less than 10 megohms 
not less than 20 megohms 
not less than 40 megohms 
not less than 66 megohms 
not less than 100 megohms 
not less than 200 megohms 
not less than 250 megohms 



^Classification 

Class W Operating temperature range — 30°C to H-65°C. Power factor not 
greater than 2%. Resistance to humidity as below. Insulation resist- 
ance at 65 °C as below. 

Class M Operating temperature range -30°C to H-85°C. Power factor not 
greater than 1%. Insulation resistance at 85°C as above. 

Humidity resistance (Class W only) 

After humidity treatment (see REC-1 18 for details), the insulation resistance shall 
not be less than : 

Nominal capacitance 0.001 to 0.15 0.25 0.5 1.0 /xF 

Insulation resistance 1750 1400 700 350 MO 

Power Factor Class M — not more than 1%, 
Class W— not more than 2%. 
Marking. Typical marking RCPIO W 6 504 K 

RCPIO = RMA Standard Capacitor employing Paper Dielectric, with non- 
metallic cylindrical enclosure equipped with axially positioned wire 
leads. 

W = Class (see above). 

6 = Voltage in units of 100 volts. 

504 = Indicating capacitance 50 x 10* giving capacitance in micro-micro- 
farads. 
K = tolerance. 

K indicates +10%, -10% X indicates +40%, -20% 

L indicates +20%, -10% Y indicates +60%, -25% 

M indicates +20%, -20% 

(B) American JAN-C-91 should also be examined. See (xi) below for list. 

(C) British R.I.C. Specification No. RIC/131 

Issue No. 1, July 1950. 

Capacitance values conform to the series 1, 2, 5, 10, etc. 

Capacitance range 0.001 to 2 /aF. 

Tolerances ±25% up to and including 0.01 /aF. 

±20% above 0.01 /iF. 

±10% (Red Group only). 
Maximum vdltage ratings (d.c.) 150, 350, 500, 750, 1000 volts at rated temperature 
Rated temperature 70°C (Red and Yellow) ; 60X (Green). 
Power faaor shall not exceed 0.01. 
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Insulation resistance (one month after delivery) shall not be less than 2000 ohm- 
farads or 10 000 MQ whichever is the less, for Red and Yellow, or 500 ohm-farads or 
2500 MQ, whichever is the less, for Green. 

Tests are specified for climatic and durability, humid atmosphere, tropical exposure, 
endurance etc. 

This specification also includes capacitors in metallic and ceramic cases. 

(iv) Metal encased fixed paper dielectric capacitors for d.c. applica- 
tion 

(A) American R.M.A. Standard TR-113 (April ld49) 

TABLE 12 



Nominal 
Capacitance 


Standard 
Tolerance 


Voltage ratings* 


(up to 40X) 


50 


±10% 






600 






25 


±10% 






600 






20 


±10% 






600 






15 


±10% 






600 


1000 


1500 


12 


±10% 






600 


1000 


1500 


10 


±10% 






600 


1000 


1500 


8 


±10% 






600 


1000 


1500 


6 


±10% 






600 


1000 


1500 


4 


±10% 






600 


1000 


1500 


2 


±10% 


200 




600 


1000 


1500 


1 


+ 20%, -10% 


200 


400 


600 


1000 


1500 


0.5 


+200/0, -10% 


200 


400 


600 


1000 


1500 


0.25 


+ 20%, -10% 


200 


400 


600 


1000 


1500 


0.1 


+ 20%, -20% 


100 200 


400 


600 


1000 


1500 


0.05 


+ 20%, -20% 




400 


600 


1000 


1500 


0.02 


+20%, -20% 


100 




600 


1000 


1500 


0.01 


+40%, -20% 


100 200 




600 


1000 


1500 


0.006 


+40%, -20% 


100 




600 


1000 


1500 


0.003 


+ 40%, -20% 






600 


1000 


1500 


0.001 


+ 60%, -25% 


100 











* Voltage ratings above 3500V are not shown here. 



Life : The voltage ratings given above, and the reduced voltage ratings for tem- 
peratures above 40 °C, are based on an expected life of 1 year continuous operation at 
these temperatures. Longer life can be expected by operation at still lower voltages, 
e.g. 5 years at 70% of the values indicated. 

Working voltage : The average working voltage over 24 hours should not exceed 
the adjusted lated voltage by more than 5%. A voltage of 110% of the rated voltage 
may be applied for not more than 10% of the operating time in any 24 hour period. 

Alternating current component ; In cases where alternating voltages are pre- 
sent in addition to direct voltages, the capacitor working voltage should be taken as 
the sum of the direct voltage and the peak value of the alternating voltage, provided 
that the peak alternating voltage does not exceed 20% of the direct voltage and that 
the frequency is 60 c/s or less. At higher frequencies the voltage should be adjusted 
as tabulated below : 

Frequency 60 100 200 400 1000 4000 10 000 c/s 

Ripple 20 16 12 9 6.2 2.8 1 % 
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Insulation resistance 

Minimum insulation resistance in megohms : 

TABLE 13 



Temperature 


25°C 


40'^C 


55°C 


70°C 


85"C 




Characteristic A 


3000 


1000 


300 


100 


30 


MP 


Characteristic B 


1000 


300 


100 


30 


10 


MP 


Characteristic C 


500 


150 


50 


15 


5 


MP 



Effect of temperature on capacitance (basis 25 °C) 

TABLE 14 



Temperature 


85°C 


50°C 


25 °C 


0°C 


-40°C 


Maximum tolerances : 
Characteristic A 
Characteristic B or C 


±5% 
±5% 


±2% 
±20/, 


±0 
±0 


± 2% 
/+ 2o/o 
I -30% 


± 5% 
+ 5% 
-30% 



Effect of ambient temperature on voltage rating 

Where condensers are used at ambient temperatures in excess of 40 °C, the working 
voltage shall be reduced as indicated below : 

TABLE 15 



Temperature 


40°C 


50°C 


60°C 


70°C 


80X 


85°C 


Voltage rating (1) 
Voltage rating (2) 


100% 
100% 


98% 
97.5% 


94% 
92% 


86% 
82.5% 


74% 
66% 


65% 
55% 



Voltage rating (1) applies to condensers with a watt-second rating from 0 to 5, 
Voltage rating (2) applies to watt-second ratings over 5 (Voltage ratings over 2000 V 
are not included here). 
Watt-second rating 

Watt-second rating = iCE^ 
where C = capacitance in microfarads 
and E = nominal rating in kilovolts. 

For other details and standard tests see TR-113-A. 
Marking— Typical marking 71 B 1 A H 205 K. 



71 
B 

1 

A 
H 



205 
K 



indicates style (case form)* 
indicates terminal designation 

(A indicates wire lead, B indicates solder lug, C indicates screw and nuts), 
indicates schematic circmt and number of terminals*, 
indicates characteristic (A, B or C) — see above, 
indicates nominal voltage rating, as under : 

Code letter B C E F G H etc. 

Vokage 100 200 400 600 1000 1500 etc. 
indicates capacitance (here 20 x 10* ftftF). 
indicates tolerance : 

Code letter K L V M W 

Tolerance ±10% ±15% -10%, +20% ±20% -0,+25% 
Code letter X Y 

Tolerance -20%, +40% -25%,+60% 



•For details see TR-113-A. 
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The tolerance code may be omitted if the tolerance is standard (see table above). 

(B) American JAN-C-2S should also be examined. See (xi) below for list. 

(C) British R.I.C. Specification No. RIC/131 

This specification includes both metallic and non-metallic cases — see Sea. 3(iii)C. 

(v) Standard fixed mica dielectric capacitors 

(A) Standard molded mica capacitors (American R,M.A. Standard REC-115-A, 
May 1951). 



Nominal capacitance (/x/iF) 

TABLE 19 



10 


36 


100 


300 


820 


2400 


6800 


.020 fiF 


12 


39 


110 


330 


910 


2700 


7500 


.022 fiF 


15 


43 


120 


360 


1000 


3000 


8200 


.024 fiF 


18 


47 


130 


390 


1100 


3300 


9100 


.027 /xF 


20 


51 


150 


430 


1200 


3600 


.010 fiF 


.030 /iF 


22 


56 


160 


470 


1300 


3900 


.011 fxF 


.033 /iF 


24 


62 


180 


510 


1500 


4300 


012 /*F 


.036 /iF 


27 


68 


200 


560 


1600 


4700 


.013 /iF 


.039 /iF 


30 


75 


220 


620 


1800 


5100 


.015 mF 


.043 /iF 


33 


82 


240 


680 


2000 


5600 


.016 /iF 


.047 /iF 




91 


270 


750 


2200 


6200 


.018 /iF 





These are available in 1 1 styles, but any one value of capacitance is only available 
in a limited number of styles. 



Standard d.c. voltage ratings 

At temperature — 20°C to +85 °C ; barometric pressure 28 in. to 32 in. of mercury ; 
relative humidity 10% to 80%. 

TABLE 20 



Voltage rating 


Available 


in 


styles 


300 


20, 


25, 


30, 


35, 


40 




500 


20, 


25, 


30, 


35, 


40 




600 


45, 


50, 


55 


56, 


60, 


61 


1000 


40 












1200 


45, 


50, 


55, 


56, 


60, 


61 


2500 


45, 


50, 


55, 


56, 


60, 


61 



Standard Classification 



TABLE 21 





Q* 


Insul. Resist. 


Temp, coeff.t 


Capacit. drift 


Class 


not less than 


not less than 


not more than 


not more than 


A 


30% 


3000 MO 


± 1000 ppm 


± (5% + 1) /i/iF 


B 


100 


6000 


± 500 


± (3% + 1) 


C 


100 


6000 


± 200 


± (0.5% 4- 0.5) 


I 


100 


6000 


+ 150, -50 


± (0.3% + 0.2) 


D 


100 


6000 


± 100 


± (0.3% +0.1) 


J 


100 


6000 


+ 100, -50 


± (0.2% + 0.2) 


E 


100 


6000 


+ 100, -20 


±(0.1% + 0.1) 



*Not less than this percentage of values tabulated below : 

Nomin. capacit. 7 10 20 40 60 100 200 1000 /i/iF 

Minimum Q 120 160 280 450 580 760 1000 1000 
CQ is measured at approximately 1 Mc/s). 

fTemperature coefficient of capacitance, being capacitance change in parts per million per ^C. 
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Insulation resistance after humidity cycle : 

Class A capacitors — not less than 1000 megohms. 
Other classes— not less than 2000 megohms. 
Marking (alternative to colour code for which see Sect. 2(iv)), 
Typical marking RCM 20 A 050 M 

RCM = RMA Standard Capacitor employing Mica dielectric. 

20 = style designation (see SP158B). 

A = class designation (see above). 

050 - 05 X 10° 5 [ifiP (capacitance). 

M indicates tolerance as under : 

Code letter G H J K M 

Tolerance ±2% ±3% ±5% ilO% ±20% 

(B) American JAN-C-f» should also be examined. See (xi) below for list. 

(C) British RJ.C. Specification RIC/132 
Mica dielectric, slacked foil (Ref. F6). 

Tolerance ±20%. Power factor shall not exceed 0.001. Insulation resistance 
shall not be less than 10 000 megohms. Capacitance values conform to the series 
10, 15, 22, 33, 47, 68 and 100. Range from 100 to 10 000 ju^F. Voltage ratings 
350, 750 volts. 

(D) British RJ.C. Specification RIC/137 

Mica dielectric, metallized (Ref. FIO), 

Tolerances ±20%, ±10%, ±5%, ±2%, subject to a minimum of ±1 fifip. 
Power factor shall not exceed 0.001 except on values below 47 ^^F where the limit 
is 0.002. Insulation resistance shall not be less than 10 000 megohms. Capacitance 
values conform to the series, according to tolerance, given by the first three columns 
of Table 6. Range from 10 to 10 000 jlc^F. Voltage ratings 350, 750 volts (d.c.) 
at 70X. 

(vi) Standard ceramic dielectric capacitors 
(A) American R.M.A. Standard REC-107, Oct. 1947 
Nominal capacitances itifiF) 

TABLE 22 



0.5 


0.75 1.0 


1.5 


2.0 


3.0 


4.0 


5.0 


6.0 


7.0 


8.0 


9.0 


10 


12 


13 


15 


18 


20 


22 


24 


27 


30 


33 


36 


39 


43 


47 


51 


56 


62 


68 


75 


82 


91 


100 


110 


120 


130 


150 


160 


180 


200 


220 


240 


270 


300 


330 


360 


390 


420 


470 


510 


560 


620 


680 


750 


820 


910 


1000 


1100 


1 200 


1 300 


1 500 


1 600 


1 800 


2 000 


2 200 


2 400 


2 700 


3 000 


3 300 


3 600 


3 900 


4 200 


4 700 


5 100 


5 600 


6 200 


6 800 


7 500 


8 200 


9 100 


10 000 


11 000 


12 000 


13 000 


15 000 









Tolerances in capacitance 

TABLE 23 



Classes 1, 2, 3 


Classes 4, 5 


All classes 


±20% 


±20% 


(Capacit. 10 ^/iF or less) 


±10% 




±2.0 fifiF 


± 5% 




±1.0 fifiF 


± 2Jl% 




±0.5 iiiMp 


± 2% 




±0.25 fifiP 


± 1% 




±0.1 fJLflV 



Working voltage (peak) 

Classes 1, 2, 3 : 500 volts (down to 3.4 in. mercury) 
Classes 4, 5 : 350 volts (down to 3.4 in. mercuxy) 
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Q and insulation resistance 



Class 


Q not less than 


Insulation resistance not 
less than 


1 


1000* 


7500 megohms 


2 


650* 


7500 


3 


335* 


7500 


4 


100 


1000 


5 


40 


1000 



*For capacitances 30 /^/^F and over. Lower values for lower capacitances. 

Capacitance drift with temperature cycling 

Classes 1, 2, 3 : not more than 0,3% or 0.25 /x/xF whichever is the greater. 
Capacitance-temperature characteristic 

Classes 1, 2 and 3 .* 

Standard characteristics — Change of capacitance over the range — 55°C to +85°C 
per unit of capacitance at 25 °C per degree change in temperature : +100, +30, zero, 
-30, -80, -150, -220, -330, -470, -750 parts per million per °C. 

Classes 4 and 5 : 

Maximum change in capacitance from its value at 25 °C over temperature range 
from -~55°C to +85 °C : 

Class 4 ±25% ; Class 5 -50%, +25%. 
Tolerances on temperature coefficient 

(when based on 2 point measurement, one at 25 °C and one at 85 °C) ±15, ±30, 
±60, ±120, ±250, ±500 parts per million per °C. 

An alternative method of measurement, with unsymmetrical tolerances, is also 
given in REC-107. 

Humidity tests— see REC-107. 
Marking 

Inner electrode terminal indicated by dot or depression. 
Typical marking : R2 CC 20 CH 100 G 

R2 indicates RMA Class 2 

CC indicates ceramic capacitor 

20 indicates style (see REC-107) 

CH indicates temperature characteristic and capacitance tolerance (see Table 1 
below) 

100 indicates capacitance (here 10 X 10° ^ 10 /xjnF). For values incorporating 
decimal fractions, R indicates decimal point, e.g., 1R5 indicates 1.5 /x/iF> 
R75 indicates 0.75 /z/xF 

G indicates tolerance (see Table 24 below) 

TABLE 24 



Letter symbol 


Tolerance for capacitance of 


10 /i/xF or less 


more than 10 /x/xF 


B 


±0.1 iu/xF 




C 


±0.25 




D 


±0.50 




F 


±1.0 


± 1% 


G 


±2.0 


± 2% 


H 




± 2.5% 


J 




± 5% 


K 




±10% 


M 




±20% 



For alternative colour code see Sect. 2(v). 
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TABLE 25 





Capacitance-tempera- 




Capacitance tolerance 


First letter 


ture coefficient or per 


Second letter 


on temp, coeff, or per 


symbol 


cent decrease* in 


symbol 


cent increase * in 


A 


+ 100 parts/mln/°C 






B 


+ 30 parts/mln/°C 


F 


15 parts/mln/°C 


C 


Zero parts /mln/°C 


G 


30 parts/mln/°C 


H 


— 30 parts/mln/^C 


H 


60 parts/mln/°C 


L 


- 80 parts /mln/°C 


J 


120 parts/mln/°C 


p 


— 13U parrs/ mm/ 


In. 


ZDU parts/ mm/ 


R 


- 220 parts/mln/°C 


L** 


500 parts/mln/°C 


S 


- 330 parts/mln/°C 


Y 


25% 


T 


470 parts/mln/°C 


Z 


50% 


U 


- 750 parts/mln/°C 






Y 


-25% 






Z 


-50% 







♦From that at 25°C over temperature range -55°C to 85°C. 

**Use only with first letter symbol S (characteristic) to indicate general purpose condenser which may 
have any nominal temperature coefficient between +120 and —750 parts per million per °C. 



TABLE 26 



Standard capacitance-temperature characteristics 



Capacit. 


First letter of temperature characteristic symbol 




A 


B 


C 


H 


L 


P 


R 


S 


T 


U 


0.5 to 2.0 


K 


K 




K 


K 


K 


K 


KL 


K 




3 


JK 


JK 


JK 


JK 


JK 


JK 


JK 


JKL 


JK 


JK 


4 to 9 


HJK 


HJK 


HJK 


HJK 


HJK 


HJK 


HJK 


HJKL 


JK 


HJK 


10 to 91 


GHJK 


GHJK 


GHJK 


GHJK 


GHJK 


GHJK 


GHJK 


HJKL 


HJK 


HJK 


100 to 1600 


GHJK 


FGHJK FGHJK FGHJK GHJK 


GHJK 


GHJK 


HJKL 


HJK 


HJK 



(B) American JAN-C-20A and JAN-C-81 should also be examined. See (xi) 
below for list. 

(C) British R.I.C. Specification RIC/133 

Ceramic dielectric. Grade 1. (Ref. F7). 

Capacitance values conform to the series, according to tolerance, given by the first 
3 columns of Table 6. Range from 1 to 1000 fi/xF. Tolerances ±20%, ±10%, 
± 5%, ±2%, subject to minimum of ± 1 ^i/xF. Voltage ratings 500 and 750 volts (d.c). 

Temperature coefficient (standard) +100, —30, —80, —470, —750 parts per 
million per "C, with tolerance ±40 ppm or ±15%, whichever is the greater. A 
special tolerance (available only on values of 47 ;x/xF and above) shall be ±40 ppm 
or 7i%, whichever is the greater. 

The power factor shall not exceed 0.0015. The insulation resistance shall not be 
less than 10 000 megohms. 

Colour code (optional) : see Sect. 2(v)B. 

(vii) Standard variable capacitors 
(A) R.M.A. air dielectric, tuning 

The standard capacitance range (American R.M.A. REC-106-A Class A) without 
trimmers (compensators) is given by table 27. 
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TABLE 27 


No. of plates 


Difference in 
capacitance (mmF) 


Min. capacitance (fifiF) 


R-F 


Osc. 


25 
23 
21 
19 
17 
15 
13 
11 


530.0 
485* 
441* 
397* 
353* 
309* 
265* 
221* 


not greater than 15.0 
not greater than 15.0 
not greater than 13.5 
not greater than 13.0 
not greater than 12.5 


13.0 
12.0 
11.5 
11.0 
10.5 
10.0 


The standard capacitance range (American R.M.A. REC-101 Class B) without 
trimmers is given by table 28, 

TABLE 28 


No. of plates 


Difference in 
capacitance ififiP) 


Min, Capacitance ( 




R-F 


Osc. 


27 
25 
23 
21 


420 
388* 
355* 
323* 


not greater than 13 
not greater than 12 
not greater than 11 
not greater than 10 


9 



♦Calculated in proportion to the number of dielectrics. 



Tolerance in capacitance (Class A and Class B) : 
Reference section ±(1 + 1% of tabulated value). 
Other sections compared with reference section ±(1 jujuF + 

Capacitance characteristics with maximum number of plates** 



TABLE 29 





REC-106-A Class A 


REC-101 Class B 


Dielectrics 


24 1 


20 


26 


18 


Rotation 


Diiference in capacitance (^^xF) from that of zero position 


R-F Section(s) 


Oscillator 


R-F Section(s) 


Oscillator 


0* 


0.0 


0.0 


0.0 


0.0 


10% 


9.4 


7.3 


7.3 


5.1 


20% 


33.7 


29.1 


22.3 


15.2 


25% 


47.9 


41.8 


31.8 


21.1 


30% 


63.6 


55,1 


42.9 


27.7 


40% 


101.9 


84.5 


71.4 


43.3 


50% 


154.6 


119.0 


109.9 


61.9 


60% 


222.6 


157.5 


159.7 


82.9 


70% 


299.9 


196.8 


219.6 


104.9 


75% 


340.1 


215.4 


252.0 


115.7 


80% 


380.4 


232.4 


285.3 


126.0 


90% 


461.3 


262.5 


354.6 


145.5 


100% 


530.0 


285.2 


420.0 


162.0 



♦•With smaller number of plates, the capacitance values given above should be determined in pro- 
portion to the number of dielectrics. 

*180° from 100% roution position (i.e. mechanically maximum position). 
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Trimmers (compensators) : Each adds a maximum of 2.0 jx^iF to the mimmum 
capacitance of the section. The minimum capacitance change of each compensator 
is 15 fifiF, 

Rotor torque : Class A : From 2 to 6 inch-ounces. Class B : From 2 to 5 inch- 
ounces. 

Slotted plates : The outside rotor plates shall be slotted radially. 

(B) R.I.C. air dielectric, tuning 

RIC/141 (Ref. FU). This specification was incomplete at the time of going to 
press. 

(C) R.I.C. Capacitors, variable, preset, air dielectric 

RIC/142 (Ref. F12). This specification was incomplete at the time of going to 
press. 

(D) R.I.C. Capacitors, variable, preset, mica dielectric 

RIC/143 (Ref. F13). Single plate : variable between 2 to 15, 3 to 30, or 4 to 40 /z/xF. 
Multiple plate types with max. capacitance up to 3000 /a/zF are included. The speci- 
fication was incomplete at the time of going to press. 

(viii) Standard variable composition resistors (" potentiometers ") 

(A) American RTMA Standard variable control resistors REC-121-A, 
July 1952. 

Resistance values 5 000, 10 000, 25 000, 100 000, 250 000, 500 000 ohms, 1.0, 2.0 
megohms (total) 
Tapers 

Linear : 

Midpoint resistance = half total resistance. Minimum resistance between 
either terminal and shaft — 0.05% of total resistance for total resistances 
100 000 ohms and greater (higher percentages for lower total resistances) . 
" S " taper : 

25% resistance with 25% ±3% rotation 
50% resistance with 50% ± 3% rotation 
75% resistance with 75% ± 3% rotation 
Minimum resistance as for linear type. 
10% clockwise modified logarithmic taper 

10% resistance with 50% ± 3% rotation. Min. resistances 0.02% and 1% 
of total resistance for 100 000 ohms and greater. 
20% clockwise modified logarithmic taper 
20% resistance with 50% ± 3% rotation. 
Minimum resistances as for 10% logarithmic taper. 
10% counterclockwise modified logarithmic taper 
20% counterclockwise modified logarithmic taper 
(both as for clockwise type with ends reversed). 
(B; American JAN-R-94 should also be examined. See (xi) below for list. 
(C) British Radio Industry Council Specification No. RIC/122 for rotary 
variable resistors (Ref. Fl). 

Resistance in multiples of 1, 2, 5. Tolerances ± 20%. 
Dissipation range : 0.1 to 1.5 watts. 
Resistance range : 1000 ohms to 2 megohms. 

Logarithmic taper : (1) resistance between 5% and 15% of actual overall resistance 
at 45% to 55% effective rotation (2) resistance between 2% and 5% of actual overall 
resistance at 20% to 30% effective rotation 

Linear law : resistance between 35% and 65% of actual overall resistance at 45% 
to 55% effective rotation. 

Hop-on resistance : less than 50 ohms or 0.05% of overall resistance, whichever 
is the greater. 

Hop-off resistance : less than 1% of overall resistance. 

Noise : not greater than 50 mV when tested under specified conditions with 20 
volts d.c. applied. 
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(ix) Standard metallized paper dielectric capacitors 

RlC/136 (Ref. F9). 

Capacitance values conform to series Ij 2, 5, 10 etc. Range of values from 0.0001 
to 2 /iF. Tolerance ±25%. Voltage ratings 150, 250, 350, 500 volts (d.c ), 300 volts 
r.m.s. (20 to 120 c/s). The power factor shall not exceed 0.015 at 1000 c/s. The 
insulation resistance shall not be less than (a) for 2-foil types : 200 ohm-farads or 
1200 megohms, whichever is the less, (b) for single-foil — castellated — types (below 
0,05 fiF) : 10 000 megohms, (c) to case : 10 000 megohms. Colour code — see Sect. 
2(xii). 

(x) Standard electrolytic capacitors 

(A) JAN-C-62 specification : Capacitors, dry-electrolytic, polarized 
Working temperature 

Designation A B C D E F 

Temp. (X) 0 to 85 -20 to +85 -40 to +85 0 to 65 -20 to 65 -40 to 65 
Voltage limits 

TABLE 30 




♦i^ivailable only with working temperature designations E and F. 

Direct current leal^age (under specified test conditions at rated working voltage) 
shall not exceed either 10 mA or the value calculated below, whichever is the smaller. 

I = KC + 0.3 
where / = d.c. leakage current in milliamperes 

C = rated capacitance in microfarads 
and K = 0.01 for rated working voltage 15 to 100, 
0.02 for rated working voltage 101 to 250, 
0.025 for rated working voltage 251 to 350, 
0.04 for rated working voltage 351 to 450, 
Tolerance in capacitance —10%; +250%. 

Equivalent series resistance (under specified test conditions at maximum rated 
voltage) shall not exceed the value of P tabulated below^ divided by the rated capacit- 
ance in microfarads. 



Rated working voltage 


P 


Rated working voltage 


P 


15 


600 


250 


230 


25 


500 


300 


210 


50 


400 


350 


200 


100 


330 


400 


200 


150 


300 






200 


250 


450 


200 



Test conditions : 20°C to 40°C. Frequency 120 c/s. 
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Maximum r.m.s. ripple current (extracts from uble) 



Rated cap. 



Working voltage 



100 



150 



200 



250 



350 



450 V 



10 /xF 






130 


130 


140 


150 mA 


20 /xF 


130 


170 


170 


170 


180 


180 mA 


30 /xF 


160 


180 


180 


200 


200 


200 mA 


40 /iF 


170 


190 


190 


190 


200 


200 mA 


50 /iF 


190 


200 


200 


200 


200 


200 mA 



(B) British R.I.C. Specification RIC/134 (Ref. F8) 
Range of capacitance 1 to 1000 /iF. 

Voltage ratings : At 60°C— 12, 25, 50, 150, 275, 350, 450, 500. 

At 70°C— 12, 25, 50, 120, 220, 280, 360, 400. 

Tolerances : +50%, —20% for working voltages above 100 V (except etched foil 
types up to and including 16 ^F) ; +100 —20% for working voltages of 100 V and 
less, and all etched foil types up to and including 16 /iF. Ripple rating at 70°C is 
0.75 of the ripple rating at 60°C. Power factor at 50 c/s shall not exceed 0.2 for work- 
ing voltages up to and including 100 V ; 0.15 for working voltages above 100 V. 
The leakage current of single winding capacitors shall not exceed 0,5 V-y/CfiA or 100 
fiA, whichever is the greater, where Fis the rated voltage and C the actual capacitance 
in /iF. 

(xi) References to standard resistors and capacitors 
(A) British Standard for Service Equipment 

These standards are not complete, and have been largely superseded by the R.C.S C. 
Components Book (see below) 

Al. BS/RC.G/1. General guide on radio components (Issue 1) Aug. 1944. 
A2. BS/RC.G/1 10 Guide on fixed resistors (Issue 1) Aug. 1944. Superseded by 
RCGllO. 

A3. BS/RC.S/110 Group test-specification for fixed resistors (Issue 2) July 1946 ; 

Amended Aug. 1947, May 1948. Superseded by RCS112. 
A4. BS/RC.S/1 10.1 . Test schedule for fixed resistors (Issue 2) July 1946 ; amended 
1947, Aug. 1947. Superseded by RCS112. 
Gxiide on fixed capacitors (Issue 1) Aug. 1945. Superseded 



A5. 



A7. 



BS/RC.S/1 10.1. 
Oct. 1946, Feb, 
BS/RC.G/130. 
by RCG130. 
BS/RC.S/1 30.3. 



Test schedule for ceramic dielectric fixed capacitors (Issue 1) 
March 1944 ; amended Jan. 1946, Mar. 1946, Aug. 1947, Dec. 1947. 
A8. BS/RC.S/130.4. Test schedule for electrol3rtic capacitors (Issue 1) March 

1944. Superseded by RCS134. 
A9. BS/RC.S/13G.6m. Test schedule for miniature paper-dielectric capacitors 
. (metallised paper type) (Issue 2) June 1945, amended Jan. 1946, March 1946, 
Aug. 1947. 

AlO. BS/RC.S/130.7m. Test schedule for miniature (High K) type ceramic die- 
lectric fixed capacitors (Issue 1) July 1944. Amended Aug. 1947. 

All. BS/RC.S/141. Group test specification for air dielectric rotary variable 
capacitors (Issue 1) Nov. 1945 ; amended Aug. 1948. Superseded by RCS141. 

A12. BS/RC.S/141.1. Test schedule for air dielectric rotary variable capacitors 
(Issue 1) Nov. 1945 ; amended Aug. 1948. Superseded by RCS141. 

A13. BS/RC.S/141. Im. Test and performance specification for miniature variable 
capacitors (air-spaced ganged type) (Issue 1) July 1944. Superseded by RCS 
141. 

(B) British R.C.S.C. Components Book 

This book is available to manufacturers of British Service Equipment, and is avail- 
able for reference at Standards Libraries. 



www.pmillett.com 



38.3 (xi) REFERENCES TO STAND. RESISTORS AND CAPACITORS 1359 



New Issues and amendments are made from time to time. 
RCSl General specification for Electronic Components. 
RCG4 Guide to approved components. 

RCSll Specification for the climatic and durability testing of service electronic 
components. 

RCG100.9 Guide to the tropic proofing of electrical equipment. 

Resistors 

RCGUO Guide on fixed resistors. 
RCLl 10.11 Working schedule, fixed resistors. 
RCSl 11 Specifications for wire-woimd resistors. 
RCSl 12 Specifications, fixed composition resistors. 
RCS121 Specifications for rotary wire-wound resistors. 
RCL121 List of standard rotary wire-wound resistors. 
RCSl 22 Specifications for rotary composition resistors. 
RCL122 List of standard rotary composition resistors. 

Capacitors—general 
RCG130 Guide on capacitors, fixed. 

Capacitors, fixed, paper dielectric 
RCL130.11 Working schedule — Rectangular metal case. 
RCLl 30. 12 Working schedule — Tubular type stud mounting and insulated. 
RCL130.13 Working schedule—Tubular metal case, non-insulated. 
RCSl 31 Specification. 

Capacitors, fixed, mica dielectric 

RCLl 30.21 Working schedule — metallized case. 

RCLl 30.22 Working schedule — metallized, wax protected. 

RCLl 30.23 Working schedule— foil, moulded case. 

RCL130.24M Working schedule — ^miniature foil and metallized types. 

RCSl 32 Specification (Excluding wax-protected types). 

RCS132.1 Specification for wax-protected types. 

Capacitors, fixed, ceramic dielectric 
RCLl 30 .31 Working schedule — Cup and disc types, and temperature compensating 
types. 

RCL130.71M Working schedule— high K. 
RCS133 Specification. 

'^j,^ icitors, fixed electrolytic 

RCS134 Specificati^ . 

R^J. n4 Standarf^. -tubular, metal case. 

Capacitors, fixed, paper dielectric (metallized) 

RCS136 Specification. 

RCS136.1 Specification, humidity class 3, insulated only. 
RCLl 36 Standard list — tubular, insulated and non-insulated. 

Capacitors, variable 
BS/RCS141 Group test specification, air dielectric, rotary 
BS/RCS141.1 Test schedule, air dielectric, rotary. 
BS/RCS 141.1m Test specification, air-spaced, ganged, miniature. 
RCL141.11m Working schedule, air-spaced, ganged, miniature. 
RCL141.12m Working schedule, air dielectric trimmer, miniature. 
RCL141.14 Working schedule, air dielectric trimmer, with locking device. 
RCL141.15 Working schedule, air dielectric trimmer, concentric. 
RCS141,2m Test specification, air-spaced trimmer, vane type, miniature. 
(D) American R.M.A. Standards for resistors and capacitors 
Dl. REC-116 Standard fixed composition resistors (July 1948). 
D2. REC-117 Standard fixed wire wound resistors (July 1948). 
D3. REC-118 Standard fixed paper dielectric capacitors in tubular non-metallic 
cases (Sept. 1948). 

D4. TR-113-A Metal encased fixed paper dielectric capacitors for d.c. application 
(May 1951). 

D5. REC-115-A Standard molded mica capacitors (May 1951). 
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D6. REC-107-A Standard ceramic dielectric capacitors (Aug. 1952). 
D7. REC-106-A Standard variable capacitors Class A (Jan. 1949). 
D8. REC-101 Standard variable capacitors, Class B (Oct. 1946). 
D9. REC-121-A Standard variable composition resistors (July 1952). 
DIO. S-417 ; M4-571 through 574-Wet electrolytics. 
Dll. S-418 ; M4-591 through 598-Dry electrolytics. 

(E) American Joint Army /Navy Standards for resistors and capacitors. 

El, JAN-R-11 (31 May 1944) : Resistors, fixed composition. Amendment No. 3 
(22 March 1949). 

E2. JAN-R-19 (31 July 1944) : Resistors, variable wire-wovmd (low operating 
temperature). Amendment No. 2 (12 Jan. 1949). 

E3. JAN-R-22 (31 July 1944) : Rheostats, wire wovmd, power- type. Amendment 
No. 4 (26 June 1950). 

E4. JAN-R-26A (17 Sept. 1948) : Resistors, fixed, wire wound, power type. Amend- 
ment No. 1 (28 July 1949). 

E4A. JAN-R-93 (16 June 1945) : Resistors, accurate, fixed, wire-wovmd. Amend- 
ment No. 3 (Jan. 1949). 

E5. JAN-R-94 (4 Oct. 1948) : Resistors, variable, composition. Amendment 
No, 2 (17 Jan. 1949). 

E6. JAN-R-184 (31 July 1945) : Resistors, fixed, wire wovmd, low power. Amend- 
ment No. 2 (17 Jan. 1949). 

E7. JAN-C-5 (20 April 1944) : Capacitors, mica-dielectric, fixed. Amendment 
No. 2 (6 Jan. 1949), 

E8, JAN-C-20A (4 Dec. 1947) : Capacitors, ceramic-dielectric, fixed (temperature 
compensating). Amendment No. 2 (15th June 1950), 

E9. JAN-C-25 (24 July 1947) : Capacitors, direct-current, paper- dielectric, fixed 
(hermetically sealed in metallic cases). Amendment No, 4 (Jvme 1950). 

ElO. JAN-C-62 (30 November 1944) : Capacitors, dry-electrolytic, polarized. 
Amendment No. 3 (Jan. 1949). 

Ell. JAN-C-81 (27 August 1945) : Capacitors, ceramic-dielectric, variable. Amend- 
ment No. 1 (Oct. 1948). 

El 2. JAN-C-91 (21 Aug, 1947) : Capacitors, paper dielectric, fixed (non-metallic 
cases). Amendment No. 2 (25 Aug. 1950). 

E13, JAN-C-92 (30 Dec. 1944) : Capacitors, air-dielectric, variable (trimmer 
capacitors). Amendment No. 4 (25 Aug. 1950). 

(F) British Radio Industry Council* 

Fl. RIC/111.1 

F2, RIC/112. J^Superseded by British Standard BS.1852 : 1952. 
F3. RIC/113,J 

F4. RIC/122, Resistors, rotary, variable, composition track (with or without 
switches). 

F5. RIC/131. Capacitors, fixed, paper dielectric, tubular foil. Issue No. 1, 
July 1950. 

F6. RIC/132. Capacitors, fixed, mica dielectric, stacked foil. Issue No. 1, 
July 1950. 

F7. RIC/133. Capacitors, fixed, ceramic dielectric. Grade 1. Issue No. 1, April 
1951. 

F8. RIC/134. Capacitors, fixed, electrolytic. Issue No. 1, April 1951. 

F9. RIC/136. Capacitors, fixed, paper dielectric, tubular, metallized. Issue 

No. 1, February 1951, 
FIO. RIC/137. Capacitors, fixed, mica dielectric, metallized. Issue No. 1, April 

1951. 

Fll. RIC/141. Capacitors, variable, air dielearic, tuning. Issue No. 1, Feb. 1951, 
F12. RIC/142, Capacitors, variable, preset, air dielectric. Issue No. 1, Sept. 1951. 
F13. RIC/143. Capacitors, variable, preset, mica dielectric. Issue No. 1, Sept. 1951. 



*Itis hoped that these Radio Industry Council Specifications will, in due course, be incorporated into 
British Standard Specifications. 
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SECTION 4 : STANDARD FREQUENCIES 



(0 Standard frequency ranges (ii) Frequency bands for broadcasting {Hi) Standard 
intermediate frequencies, 

(i) Standard frequency ranges 

The Final Acts of the International Telecommunication and Radio Conferences 
at Atlantic City, 1947, proposed the following nomenclature of frequencies. 

Frequencies shall be expressed in kilocycles per second (Kc/s) at and below 30 000 
Kc/s and in megacycles per second (Mc/s) above this frequency. 



TABLE 32 


Frequency sub-division 


Frequency range 


Metric sub-division 


v-l-f (very low frequency) 
1-f (low frequency) 
m-f (medium frequency; 
h-f (high frequency) 
v-h-f (very high frequency) 
u-h-f (ultra high frequency) 
s-h-f (super high frequency) 
e-h-f (extremely high frequency) 


below 30 Kc/s 
30 to 300 Kc/s 
300 to 3 000 Kc/s 
3 000 to 30 000 Kc/s 
30 000 Kc/s to 300 Mc/s 
300 to 3 000 Mc/s 
3 000 to 30 000 Mc/s 
30 000 to 300 000 Mc/s 


myriametric waves 
kilometric waves 
hectometric waves 
decametric waves 
metric waves 
decimetric waves 
centimetric waves 
millimetric waves 



(ii) Frequency bands for broadcasting 

The International Telecommunication and Radio Conference at Atlantic City, 1947, 
allocated the following frequency bands for broadcasting purposes. 



In Australia, the band 100-108 Mc/s has been allocated for the aeronautical mobile 
service until required for broadcasting service. 

(iii) Standard Intermediate Frequencies 

It is recommended that superheterodyne receivers operating in the medium fre- 
quency broadcast band use an intermediate frequency of 455 Kc/s. This frequency is 
reserved as a clear channel for the purpose in most countries of the world. 

The European " Copenhagen Frequency Allocations '* provide the following two 
intermediate frequency bands : 415—490 Kc/s and 510—525 Kc/s. 

An intermediate frequency of 175 Kc/s is also used. 

The American RTMA has standardized the following intermediate frequencies 
(REC-109-B, March 1950) : Standard broadcast receivers — either 260 or 455 Kc/s. 
V-H-F broadcast receivers — 10.7 Mc/s. 



TABLE 33 



Band shared with maritime mobile 
Low frequency (not world-wide) 
Medium frequency (Region 1 only) 
Medium frequency (world wide) 
Short wave frequencies (world wide) 



150—160 Kc/s 
160—285 Kc/s 
525—535 Kc/s 
535—1605 Kc/s 
5.95—6.2 Mc/s 
9.5—9.775 Mc/s 
11.7—11.975 Mc/s 
15.1—15.45 Mc/s 
17.7—17.9 Mc/s 
21.45—21.75 Mc/s 
25.6—26.1 Mc/s 
88—100 Mc/s 
88—108 Mc/s 



Very high frequency (world wide) 
(U.S.A,) 
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SECTION 5 : WAVELENGTHS AND FREQUENCIES 

(0 Wavelength-frequency conversion tables (n) Wavelengths of electromagnetic 

radiations. 

(i) Waveleogth-frequeocy conversion table 

Convenient points selected for rapid reference. 

TABLE 34 : MEDIUM-FREQUENCY BROADCAST BAND 



Fre- 


Wave- 


Fre- 


Wave- 


Fre- 


Wave- 


Fre- 


Wave- 


quency 


length 


quency 


length 


quency 


length 


quency 


length 


Kc/s 


m 


Kc/s 


m 


Kc/s 


m 


Kc/s 


m 


540 


555.5 


810 


370.4 


1080 


277.8 


1350 


222.2 


550 


545.5 


820 


365.9 


1090 


275.2 


1360 


220.6 


560 


535.7 


830 


361.4 


1100 


272.7 


1370 


219.0 


570 


526.3 


840 


357.1 


1110 


270.3 


1380 


217.4 


580 


517.2 


850 


352.9 


1120 


268.2 


1390 


215.8 


590 


508.5 


860 


348.8 


1130 


265.5 


1400 


214.3 


600 


500.0 


870 


344.8 


1140 


263.2 


1410 


212.8 


610 


491.8 


880 


340.9 


1150 


260.9 


1420 


211.3 


620 


483.9 


890 


337.1 


1160 


258,6 


1430 


209.8 


630 


476.2 


900 


333.3 


1170 


256.4 


1440 


208,3 


640 


468.8 


910 


329.7 


1180 


254.2 


1450 


206.9 


650 


461.5 


920 


326.1 


1190 


252.1 


1460 


205.5 


660 


454.5 


930 


322.6 


1200 


250.0 


1470 


204.1 


670 


447.8 


940 


319.1 


1210 


247,9 


1480 


202.7 


680 


441.2 


950 


315.8 


1220 


245.9 


1490 


201.3 


690 


434.8 


960 


312.5 


1230 


243.9 


1500 


200.0 


700 


428.6 


970 


309.3 


1240 


241.9 


1510 


198.7 


710 


422.5 


980 


306.1 


1250 


240.0 


1520 


197.4 


720 


416.7 


990 


303.0 


1260 


238.1 


1530 


196.1 


730 


411.0 


1000 


300.0 


1270 


236.2 


1540 


194.8 


740 


405.4 


1010 


297.0 


1280 


234.4 


1550 


193.5 


750 


400.0 


1020 


294.1 


1290 


232.6 


1560 


192.3 


760 


394.7 


1030 


291.2 


1300 


230.8 


1570 


191,1 


770 


389.6 


1040 


288.5 


1310 


229.0 


1580 


189.9 


780 


384.6 


1050 


285.7 


1320 


227.3 


1590 


188.7 


790 


379.7 


1060 


283.0 


1330 


225.6 


1600 


187.5 


800 


375.0 


1070 


280,4 


1340 


223.9 






TABLE 35 : SHORT WAVE BAND 


Fre- 


Wave- 


Fre- 


Wave- 


Fre- 


Wave- 


Fre- 


Wave- 


quency 


length 


quency 


length 


quency 


length 


quency 


length 


Mc/s 


m 


Mc/s 


m 


Mc/s 


m 


Mc/s 


m 


1.5 


200 


11 


27.3 


21 


14.3 


65 


4.62 


2.0 


150 


12 


25.0 


22 


13.6 


70 


4.29 


3.0 


100 


13 


23.1 


23 


13.0 


75 


4.00 


4.0 


75.0 


14 


21.4 


25 


12.0 


80 


3.75 


5.0 


60.0 


15 


20.0 


30 


10,0 


85 


3.53 


6.0 


50.0 


16 


18.8 


35 


8.57 


88 


3.41 


7.0 


42.9 


17 


17.6 


40 


7.50 


90 


3.33 


8.0 


37.5 


18 


16.7 


45 


6.67 


95 


3.16 


9.0 


33.3 


19 


15.8 


50 


6.00 


100 


3.00 


10.0 


30,0 


20 


15.0 


55 


5.45 


105 


2.86 










60 


5.00 


108 


2.78 
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(ii) Wavelengths of electromagnetic radiations 

TABLE 36 



Rays 


Wavelengths 


Angstrom 
units 


Microns 


Metres 


Cosmic rays 


10-«— 10-2 


10-10— io-« 




Gamma rays 


10-2—1 


io-«— 10-* 




X-Rays 


10-1— 10^ 


10-5—10-2 




Ultraviolet rays 


100—3900 


10-2—0.39 




Visible light rays 


3900—7600 


0.39—0.76 




Infrared rays 


7600— 10« 


0.76— 10^ 




Electric or radio rays 




102—101° 


lO--*— 10* 


Radio broadcasting rays 




10'— 10» 


10— 10^ 



SECTION 6: STANDARD SYMBOLS AND ABBREVIATIONS 

(i) Introduction (ii) Multipliers (Hi) Some units and multipliers (iv) Magnitude 
letter symbols (v) Subscripts for magnitude letter symbols (vi) Magnitude letter 
symbols with subscripts (vii) Mathematical signs (viii) Abbreviations (ix) Ab-^ 
breviations of titles of periodicals {x) References to periodicals (xi) References to 
standard symbols and abbreviations, 

(i) Introduction 

Owing to the lack of international standardization, the editor has been forced to 
select suitable symbols for use in this Handbook. The choice which has been made 
is believed to be a reasonable compromise, and capable of being understood readily 
throughout the English-speaking world. 

(ii) Multipliers 

In general, small letters are used for quantities below unity, and capital letters for 
quantities above unity. 



d 


= deci 


= 1/10 




10-1 


c 


= centi 


- 1/100 




10-2 


m 


= milli 


= 1/1000 




10-3 




= micro 


= 1/1000 000 




10-" 




= micromicro 


= 1/1000 000 000 000 




10-" 


K or k 


- kilo 


= 1000 




10* 


M 


= meg 


= 1000 000 




10« 



(iii) Some units and multipliers 

A = ampere mA ~ milliampere 
F = farad = microfarad 

H = henry mH = millihenry 

Q = ohm lAQ = megohm 

V = volt mV = millivolt 

W = watt mW =^ milliwatt 

m = metre cm = centimetre 



fiA = microampere 
fifiF* = micromicrofarad 
fiK = microhenry 

KV or kV - kilovolt 

mm — millimetre 



♦Alternatively, pF -= picofarad ^ fifiF = micromicrofarad. 
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(iv) Magnitude letter symbolst 









(J 






C . p 






u 




total harmonic distortion 


P J, 
e 




electromotive force 


J 




power factor 




frequency 






conductance 


^1 




fundamental frequency component of distortion 


^23 CLC. 




second (third etc.) harmonic components of distortion 


7 V 
^3 2 




current 


A. 




dielectric constant 


T 




inductance 


IVl 




mutual inductance 


Ti 
I 




power 






charge^ quantity of electricity 


qIso (2 




llgUlC VJi lliCIlL Ui a. X^CaCLUX^ 






resistance 


X 




reactance 






inductive reactance 


X, 




capacitive reactance 


Y 




admittance 


Z 




impedance (scalor) 


z 




impedance (vector) 



A = increment of 
e - 2.7182818 
17 = efficiency 
A -= wavelength 
TT = 3.14159 

a> = 27t/ ^ angular velocity. 

Magnetic units 

B = magnetic flux density 

H = magnetic field strength^ magnetizing force 

^ - magnetic flux 

p. = magnetic permeability 

Operators 

d = differential ; S = partial differential 

j = 90° rotational = -y^L 

(v) Subscripts for magnitude letter symbols 



in 




input 


out 




output 


max 




maximum (reduced to m when combined with another subscript) 


min 




minimum 


av 




average 


b 




plate— steady or total value 


bb 




plate supply 


c 




grid — steady or total value 


Ci 




grid no. 1 ; similarly Cs, Cg etc. 


cc 




grid supply 


CO 




at point of plate current cutoff 


f 




filament 


g 




grid — varying component 



t A magnitude letter symbol is used to designate the magnitude of a physical quantity in mathematical 
equations and expressions. Two or more magnitude symbols printed together represent a product. 
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gi = grid no. 1 ; similarly gz, ga etc. 

h = heater 

k = cathode 

o = quiescent (no signal) 

p — plate (anode) — varying component 

s = screen or metal shell or other self-shielding envelope 

t = triode 



N.B. Grids are numbered in order;, beginning at the cathode and working outwards 
towards the plate. 

(vi) Magnitude letter symbols with subscripts 
Symbols for filament or heater circuits 

Ef = filament or heater (terminal) voltage 
Ehk = voltage of heater with regard to cathode 
// = filament or heater current. 

Symbols for plate circuits 

All voltages are taken as being with respect to the cathode unless otherwise indicated. 
Ebb = pla^^e supply voltage 

Eb = average or quiescent value of plate voltage 

= quiescent (no signal) value of plate voltage 
Ebrn = maximum value of plate voltage 
Ep = r.m.s. value of varying component of plate voltage 
Ep,n = maximum value of varying component of plate voltage 

= instantaneous total plate voltage 

= instantaneous value of varying component of plate voltage 
If, = average or quiescent value of plate current 
^bm ~ peak total plate current 
ho = quiescent (no signal) value of plate current 
Ip = r.m.s. value of varying component of plate current 
7p„ = maximimi value of varying component of plate current 
7, = total electron emission 
16 ^ instantaneous total plate current 

I J, = instantaneous value of varying component of plate current. 

Symbols for grid circuits 

Ec = average or quiescent value of grid voltage 
Ecm maximum value of grid voltage 
Eg = r.m.s, value of varying component of grid voltage 
Egjn — maximum value of varying component of grid voltage 
^ instantaneous total grid voltage 

= instantaneous value of varying component of grid voltage 
/(. = average or quiescent value of grid current 
Ig = r.m.s. value of varying component of grid current 
ic = instantaneous total grid current 

ig == instantaneous value of varying component of grid current. 
Symbols for valve characteristics 
(A) Inside the valve 



p 




voltage of plate with regard to grid 






amplification factor 






amplification factor (triode connected) 


^ 0\ 02 




mu factor from grid no. 1 to grid no. 2, and similarly for other electrodes 
mutual conductance (= ggp) or " slope" 


S m 




S.C 




conversion conductance 


gd 




dynamic conductance (slope of dynamic characteristic) 


gv 




plate conductance 


8 s 




grid conductance 


gn 




plate-grid transconductance (inverse mutual conductance) = gt,a 


gjk 




transconductance from electrode ; to electrode k 
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plate resistance 






grid resistance 






screen (grid no, 2) resistance 






grid-plate capacitance 






grid-plate cathode capacitance 






plate-cathode capacitance 






grid-heatef Capacitance 






plate-heater capacitance 






input capacitance 






output capacitance. 


(B) Valve 


and circuit 




= 


plate load resistor 






plate load impedance 






cathode resistor 


Cfc 




cathode by-pass capacitor 


c. 




coupling condenser 






grid resistor 


R 03 




following grid resistor 


r,- 




input resistance 






output resistance 






screen series resistor 


c. 




screen by^pass capacitor 


P.. 




power input 


Po 




power output 


P. 




plate (anode) dissipation 


P g2 




screen (grid no, 2) dissipation 


A 




amplification (voltage gain of stage) 


A, 




amfjHfication (voltage gain of stage) at mid-frequency 






peak fundamental current 


^Am9 




peak second harmonic current. 



(vii) Mathematical signs 



4- 


plus 




therefore 




minus 


oc 


varies as 


± 


plus or minus 




square root 


X or . 


multiplied by 




nth root 


-for/ 


divided by 


factorial 




equal to 


F 


function 




not equal to 
approximately equal to 


J 


integration 


> 


equal to or greater than 


00 


infinity 


< 


equal to or less than 


0 


degree 




identical with 


/ 


minutes of degree 


> 


greater than 


f( 


seconds of degree 


< 


less than 


S or J 

r 


increment 
simimation 


log X 


logarithm of x to base 10 






log* X 


logarithm of x to base € 






j 


square root of minus one (90° angular rotation) 


c 


base of natural logarithms 


(2.71828) 




IT 


ratio of circumference to diameter of circle (3.141593 approx.) 



For trigonometrical symbols and differentiation refer to Chapter 6. 



(viii) Abbreviations 

a.c. = alternating current 
d.c. = direct current 
a-f = audio frequency 
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i-f 






r-f 




i. CLKXIKJ 1.1 t^^Ubll^J 


v-h-f 




very-high-frequency 


u-h-f 




ultra-high-frequency 






^1. \JL viiid ii^t^u^ii^jr uvoigiijauv./iia ^^^r wrvwia 


AWG 




Ameriran ^3i7ire frauce 


B & S 




same as A\5^G 


SWG 




Standard ^!^ire Gauge 


E 




enamelled 


r.m.s 




root mean sauare 


db 




decibel 


dbm 




UC^lUCla Ul ^UWCl rCiCxlCU lU l liUlllwaLi 






rvrl(»<! rter second 


Kc/s 




tilnrvflp<! n^r ^second (\c:c/^ mav al<iO He used^ 






iiic^a^jr^^c^ ^ci dwvaUiiu 


Hz 




xxci L£ — ^jr^iwa ^wx aw\i>vfixu 






aiitnmatip vnlnme Pfvntrol 

dULUlXIclLX^ VUXIX111& ^V/XXUXwl 


a a V c 




auuiu duiwixtaii^ vuluiiic ^uxxixui 


A-M 




amplitude modulation 


F-M 




frequency modulation 


SSC 




single silk covered 


DSC 




double silk covered 


sec 




single cotton covered 


DCC 




double cotton covered. 



Note : Abbreviations arc used to indicate either singular or plural, either as a noun 
or as an adjeaive. 



(ix) Abbreviations of 

Standard Abbreviations 
A.R.T.S. & P. 

Audio Eng. 

(formerly Radio) 

Australian Radio & Elec- 
tronics (formerly Austral- 
asian Radio World) 

A. W.A. Tec. Rev. 

B. B.C. Quarterly 
B.S.TJ. 

Bell. Lab. Rec. 
British P.O.E.E.J 

Brown-Boveri Review 
Comm. 

E.E. 



titles of periodicals 

Title and Publisher 
Australian Radio Technical Services and Patents 
Bulletin (47 York St., Sydney, Australia). 

Audio Engineering (Radio Magazines Inc. 10 McGovem 
Ave., Lancaster, Pa.), 

Radio & Electronics (Aust.) Pty. Ltd., 17 Bond St., 
Sydney. 

A.W.A. Technical Review (Amalgamated Wireless 
Australasia Ltd., 47 York St., Sydney, Australia). 

British Broadcasting Corporation, 35 Marylebone High 
Sto London, W.l. 

Bell System Technical Journal (American Telephone 
& Telegraph Coy., 195 Broadway, New York 7, N.Y. 
U.S.A.). 

Bell Laboratories Record (Bell Telephone Laboratories 
Inc. 463 West Street, New York 14, N.Y.). 

Post Office Electrical Engineers' Journal, Institution 
of P,O.E.E. Engr-in-chief 's office Alder House, Alders- 
gate St., London E.C.I, 

Brown Boveri & Co. Ltd., Baden, Switzerland. 

Commimications (Bryan Davis Publishing Coy., Inc., 
52 Vanderbilt Ave., New York 17, N.Y. U.S.A.). 

Electrical Engineering (American Institute of Elec- 
trical Engineers, 33 West 39th St., New York 18 
N.Y.). 
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E.W. & W.E. 
Elect. 

Elect. Comm. 



Electronic Eng. 
Electronic Industries 



Engineering 
F.M. & T. 
FM-TV 



} 



G.E. Review 

G.R. Exp. 

J. Acous. Soc. Am. 

Journal of Applied Physics 
Jour, I.E.E. 

J. Brit. I.R.E. 

Jour. Sci. Instr. 

Jour. S.M.P.E. \ 
Jour. S.M.P.T.E. / 
Marconi Review 

Phil. Mag. 

Philips Tec, Com. 

Philips Tec. Rev. 
Phys. Rev. 
Proc. I.R.E. 
Proc. I.R.E. Aust. 

Proc. Roy. Soc. 

Q.S.T. 

R.C.A. Rev. 

R. & E, Retailer 

Radio 



Same as Wireless Engineer. 

Electronics (McGraw-Hill Publishing Co., Inc., 
West 42nd St., New York 18, N.Y., U.S.A.). 
Electrical Communication (International Telephone 
& Telegraph Corp. 67 Broad St., New York 4, N.Y. 
U.S.A.). 

Electronic Engineering, 28 Essex St., London W.C.2. 
Caldwell-Clements Inc., 480 Lexington Ave., New 
York 17, N.Y. 

J. A. Dixon, 33-36 Bedford St., London W.C.2. 
FM-TV Radio Communication, formerly FM Magazine, 
FM and Television, FM Radio Electronics (FM 
Company, 264 Main St., Great Barrington, Mass. 
U.S.A.). 

General Electric Review (G.E. Co., Schenectady, 
New York, U.S.A.). 

General Radio Experimenter (General Radio Company, 
275 Massachusetts Av., Cambridge, 39, Mass., U.S.A,). 
Journal Acoustical Society of America. Published for 
A.S.A. by the American Institute of Physics, Prince and 
Lemon Streets, Lancaster, Pa. U.S.A. 
American Institute of Physics, 57 East 55th St., New 
York 22 N.Y. 

Journal of the Institution of Electrical Engineers (Savoy 
Place, Victoria Embankment, London, W.C.2., Eng- 
land). 

Journal of British Institution of Radio Engineers (9 
Bedford Square, London, W.C.I England). 
Journal of Scientific Instruments (Institute of Physics, 
47 Belgrave Sq., London S.W.I). 
Journal of the Society of Motion Picture and Television 
Engineers 342 Madison Ave., New York 17, U.S.A. 
Marconi's Wireless Telegraph Co. Ltd., Marconi 
House, Chelmsford. 

Philosophical Magazine (Taylor and Francis Ltd., 
Red Lion Court, Fleet St., London, E.C.4). 
Philips Technical Communications (Philips Electrical 
Industries of Australia Pty. Ltd., 69-73 Clarence St., 
Sydney). 

Philips Technical Review (N.V. Philips' Gloeilampen- 
fabrieken, Eindhoven, Holland). 

Physical Review (American Institute of Physics, 57 
East 55th Street, New York 22, N.Y.). 
Proceedings of the Institute of Radio Engineers (I.R.E. 
Inc. 1 East 79 Street, New York 21, N.Y., U.S.A.). 
Proceedings ol the Institute of Radio Engineers Aus- 
tralia (Science House, Gloucester St., Sydney, Aus- 
tralia). 

Proceedings of the Royal Society Burlington House 
London W.l. 

American Radio Relay League Inc. (38 La Salle Rd., 
West Hartford 7, Conn. U.S.A.). 
R.C.A. Review (Radio Corporation of America, R.C.A. 
Laboratories Division, Princeton, N.J. U.S.A.). 
Radio and Electrical Retailer (Australian Radio Pub- 
lications Pty. Ltd., 30-32 Carrington St,, Sydney). 
Radio Magazines Inc. 10 McGovern Ave., Lancaster, 
Pa). 
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Radiotronics 

Radio Craft \ 
Radio Electronics/ 
Radio Electrical Weekly 
Radio Eng. 
Radio & HobbieSj 

Australia 
Radio Review of 

Australia 
Rev. of Sci. Instr. 



Radio News 

Radio & TV News 

Service 



} 



Amalgamated Wireless Valve Co. Pty. Ltd. (47 York 
Sto Sydney, Australia). 

Radiocraft Publications Inc. (25 West Broadway, 
New York, 7, N.Y. U.S.A.). 

Mingay Publishing Co. 146 Foveaux St., Sydney. 
Radio Engineering. Same as Commimications. 
Associated Newspapers Ltd., 60-70 Elizabeth- St., 
Sydney. 

Australian Radio Publications Pty. Ltd.^ 30-32 Car- 
rington St., Sydney. 

Review of Scientific Instruments (American Inst, of 
Physics 57 East 55th St., New York 22 N.Y.). 
Ziff Davis Publishing Coy. (185 North Wabash Ave., 
Chicago 1, 111. U.S.A.). 

Bryan Davis Publishing Coy. Inc.j 52 Vanderbilt Ave., 
New York 17, N.Y. U.S.A.). 

Tele Vision Engineering (Bryan Davis Publishing Coy., 
Inc., 52 Vanderbilt Av., New York 17, N.Y. U.S.A.). 



W.E. 
W.E. 
W.W. 



& E.W 



.} 



TV Eng. 

(formerly Commimications ; 
formerly Radio Engineer- 
ing ; formerly Commimica- 
tion and Broadcast Engin- 
eering) 

Teleconmiunications Postal Electrical Society of Victoria, G.P.O. Mcl- 

Joumal of Australia bourne Australia. 
Tele-Tech Caldwell-Clements Inc. 480 Lexington Ave., New 

York 17 N.Y. 

Trans. A.I.E.E. Transactions of the American Institute of Electrical 

Engineers (A.I.E.E., 33 West 39th Street, New York 
18 N.Y,). 

Wireless Engineer (Iliffe & Sons Ltd., Dorset House, 
Stamford St., London, S.E.I., England). 
Wireless World (Iliffe & Sons Ltd., Dorset House, 
Stamford St., London, S.E.I, England). 
Western Electric Western Electric Company (Graybar Electric Co, 

Oscillator 420 Lexington Ave. New York 17, N.Y.). 

(x) References to periodicals 

The references to periodicals in this Handbook follow substantially the form re- 
commended in British Standard 1219 : 1945. 

Example : Lamson, H.W. Permeability of dust cores " W.E. 24.288 (Sept. 1947) 
267. 

Lamson, H. W. indicates the author. 

*' Permeability of dust cores *' indicates the title. 

W.E. indicates the periodical (see abbreviations above). 

24 indicates the volume number. 

288 indicates the number. 

Sept. 1947 indicates the date. 

267 indicates the first page of the article. 

(xi) References to standard symbols and abbreviations 

1. '* Standards on abbreviations, graphical symbols, letter symbols and mathematical 
signs." The Institute of Radio Engineers (U.S.A.) 1948. 

2. " American standard letter symbols for electrical quantities " A.S.A. Z10.5, 1949. 

3. British Standard 1409 : 1950 " Letter symbols for electronic valves " British 
Standards Institution 28 Victoria St., London, S.W.I. 

4. " Standards on designations for electrical, electronic and mechanical parts and 
their symbols, 1949 " Standard 49 IRE, 21 SI, published Proc. LR.E. 38.2 (Feb. 
1950) 118. 

5. " Standards on abbreviations of radio-electronic terms, 1951 " Standard 51 IRE 
21 SI, published Proc. LR.E. 39.4 (April 1951) 397. 
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GRAPHICAL SYMBOLS 



ALTERNATirJG CURRENT 




GENERATOR (A.C.) 



INDUCTANCE 



CONDENSERS 



SPLIT-STATOR 



CONNECTIONS 



COMMON POINT 



CROSSING I 
NO CONNECTION 



SLIDING CONTACT 



-J « I 

T ' 

1 



IRON -CORED 
INDUCTANCE 



LOOP AERIAL 



LOUDSPEAKERS 



ELECTRO -GflfNAMlC 



GENERAL ^ 

m 

GflfNAMlC \ 



ELECTRO-OYNAMtC 

WITH HUM NEUTRALISING 
WINDING 



PERMANENT MAGNET 
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GRAPHICAL SYMBOLS 



© 

VOLTMETER 



MILLIAMMETER 



@ 



MICROAMMETEP 



MICROPHONE 



ELECTRO- MAGNETIC CRYSTAL 



PffeSSBUTTON 



rectifier 
(dry disc) 



ARROW POINTS IN DIRECTION OF 
FORWARD CURRENT FLOW 




TAPPING ON INDUCTANCE 



TAPPING ON 

RESISTANCE 



TRANSFORMERS 



AIR CORE LAMINATED IRON CORE 



-WW\A- 



SHAPE TO SUIT CIRCUMSTANCES 



SCREENED 

CONDUCTOR 



1 



X 



LAMINATED IRON CORE 
WITH E/5 SHIELD 



WITH POWDERED 
IRON CORE 



^ t 

SYNCHRONOUS (sPLiT REED) 



NON -SYNCHRONOUS 
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(i) PROPERTIES OF INSULATING MATERIALS 



38.8 



SECTION 8 : PROPERTIES OF MATERIALS AND CHEMICAL 
AND PHYSICAL CONSTANTS 

(0 Properties of insulating materials (») Properties of conducting materials iiii) 
Composition of some common plastics (iv) Weights of common materials (v) Re- 
sistance of a conductor at any temperature (vi) References to properties of materials 
(vii) Chemical and physical constants. 



Coeff. of 
expansion 
parts in 
10« per 

°C 


o 

^ o g 2 in 


3.2 

6-10.5 
70 

3-7 
8-9 
57 


2 00 


Softens 
at °C 






in 
S 


Resist- 
ivity 
ohm -cm 


J3 2 ° * 

1" §22 2 2 

> °° 


323 22 2 


S o 
o ^ 
^ X 
in 
I— ( 


Dielectric 
Strength 
V/mil 


19.8-22.8 
2300 
25-30 
400-700 
250-1000 
300-780 

150-180 
500 
2000 


335 
200-240 

600-1500 

350 

305 

1250 

381 
203-305 
400-475 

500 


• cent) 


100 Mc/s 


in 

o in 
o 


0.54 
10.5 
0.03-0.37 

0.03 
0.22 
1.8 


0.04 
0.02 
3.8 


Factor (pei 


1 Mc/s 


0.2-0.6 

5.2 
10 
7-10 
0.05 
5 
1 

0.5 
0.4 
0.8-1 


0.6-0.8 
0.2-0.7 
0.14 
0.037-0.38 
2 

0.2-6 
0.02-0.03 
0.21 
2 


0.01 
0.02 
1-2.8 

0.7 1 


Power 


60 c/s 


*o \o in cr\ 
in 


0.2 
0.13-1.7 
3 

0.2 
0.03-0.05 
0.64 
1.8 


0.01 
0.02 
2-8 
2.5 


Dielectric 
Constant 
60 c/s 


2.7-2.9 

2.7- 3..T 
6.4 

O-o 

4-7 
2.5-2.6 
2.5-5 
6.2 
4-5 
7 

7.5 

6.8- 7.6 
4.5 

3.4-3.8 

5.9- 6.4 
2.8 

2.5-8 
7-7.3 
6-8 
3,6 
2-2.6 
2.2 
2.25 
5 

5.3 


Insulating Material 


Air-Normal Pressure 

Amber 

Asphalts 

Casein-Moulded 

Cellulose-Acetate 

Cellulose-Nitrate 

Ceresin Wax 

Fibre 

Glass- Crown 

Glass-Electrical 

Glass-Flint 

Glass-Photographic 

Glass-Plate 

Glass-Pyrex 

Halowax 

Magnesium silicate 
Methacrylic Resin 
Mica 

Mica-Clear India 
Micalex 364 
Nylon 
Paper 

Paraffin Oil 
Paraffin Wax 
Phenol-formaldehyde 
Phenol-Yellow 
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(ii) PROPERTIES OF CONDUCTING MATERIALS 



38.8 



(ii) Properties of conducting materials 

TABLE 38 



'o 

Ph 



a 

(J o pq 



^ in o\ 00 p r-; ^ cs i o 



' ^ in jq fo p m ^* ^ in 

»— ( 1-H 1— ( 1— ( 1—1 t ^ d 

m 
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So 
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00 vO 
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*t *^ ^ 
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Ovoofor^ ifo^ inoJoomooevjOv'^inooONvofoc^ 

^,^.<^^, "Ocndoo*^. o6'^o6-H*dt-*i-^vdi>ch 

00^,-«|> ^^00-^-^ 00 00 CS-H ^ 



^ ^ 0\ GO (O 



«1 



l.QOoofnc^^Jln■^tQO<MQOa^^no^. t::5 



a 



4» § 

*Z. 4-1 



^(2 



in \o in •> in oo 

J ^ ^ -H ON ^ 00 p !>; CI ^ 



.-n ^ 00 

inr-^c)^r5in^. r^xJin'^in^d^ciavotf^tncsj 
r-ttf^^inx-^c^^ ^-^c^ inef>ci vc>>^ 



a ^ Q 2 ,X fo ^ )k ■ 




www.pmillett.com 
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(iii) CompositioD of some common plastics 



TABLE 39 



Trade Name 


Composition 


Bakelite 


Phenol formaldehyde 


Bakelite 


Urea formaldehyde 


Bakelite 


Cellulose acetate 


Bakelite 


Polystyrene 


Beetle 


Urea formaldehyde 


Cellophane 


Regenerated cellulose film 


Celluloid 


Cellulose nitrate 


Distrene 


Polystyrene 


Duperite 


Phenol formaldehyde 


Erinoid 


Casein 


Formica 


Phenol formaldehyde (lamination) 


Glyptal 


Glycerol-phthalic anhydride 


Lucite 


Methyl methacrylate polymer 


Micarta 


Phenol formaldehyde (lamination) 


Mycalex 


Mica bonded glass 


Neoprene 


Chloroprene synthetic rubber 


Nylex 


Polyvinyl chloride 


Nylon 


Synthetic polyamides and super polyamides 


Paxolin 


Phenol formaldehyde 


Perspex 


Methyl methacrylate polymer 


Plexiglass 


Methyl methacrylate polymer 


Polythene 


Polyethylene 


PVC 


Polyvinyl chloride 


Scarab 


Urea formaldehyde 


Synthane 


Phenol formaldehyde 


Trolitul 


Polystyrene 


Vinylite A 


Polyvinyl acetate 


Vinylite Q 


Polyvinyl chloride 


Vinylite V 


Vinyl chloride-acetate copolymer 


Vinylite X 


Polyvinyl butyral 


Xylonite 


Nitrocellulose 



(iv) Weights of common materials 

The weights of the following materials are given in pounds per cubic inch. 

TABLE 40 



Aluminium 


0.098 


Armco iron 


0,284 


Brass 


0.304 


Constantan 


0.321 


Copper 


0.310 


German silver 


0.323 


Iron (cast) 


0.281 


Mumetal 


0.318 


Perm-Alloy B 


0.299 


Perm-Alloy C 


0.310 


Perspex 


0.043 


Polyamide (Nylon) 


0,041 



Polystyrene 


0.038 


Radio metal 


0.299 


Rho metal 


0.292 


Steel 




Cast 


0.278 


2% silicon 


0.278 


4% silicon 


0.271 


Synthetic wax 




Seekay 


0.056 


Halowax 


0.056 


2129 Alloy 


0.292 



See Sect. lO(viii) for weight of metal sheets. 
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(v) Resistance of a conductor at any temperature 

To find the resistance of a conductor at any temperature : 
Rt = i?2o[l + a - 20)a] 
where Rt = resistance at temperature t°C 
Rzo = resistance at 20 °C 

t = temperature of conductor °C 
and a = temperature coefficient of resistivity at 20 ^C* 

Most conductors increase in resistance when their temperature is increased. 

(vi) Reference to properties of materials 

1. English readers are referred to the Radio Industry Council Specification No. 
RIC/IOOO/A " Choice of materials for radio and other electronic equipment and for 
components therein " Issue No, 1 — ^July 1949. 

2. British Standard 1598 : 1949 " Ceramic materials for telecommimication and 
allied purposes." Gives summary of electrical, mechanical, thermal and general 
properties of insulators. 

3. British Standard 1540 : 1949 " Moulded electrical insulating materials for use 
at radio frequencies 

4. D. W. Thomasson ** Silicones and other silicon compounds *' Electronic Eng. 
22.272 (Oct. 1950) 422. 

5. Federal Telephone and Radio Corporation " Reference Data for Radio En- 
gineers " 3rd ed, 31-39, 47-53. 

6. " Standard ^Handbook for Electrical Engineers," McGraw-Hill Book Co. Inc. 
8th ed. 1949, Sect. 4. 

Extensive treatment also gives bibliography of insulating materials Sect. 4-619. 

(vii) Chemical and physical constants 

Some Chemical and Physical Constants as at 1 Dec. 1950, extracted from Table 
VII, "A re-evaluation, of the fundamental atomic constants " Physical Review 81.1 
(Jan. 1, 1951) 73. 

Electron mass m = (9.10710 ± 0.00022) X 10""^ 

Electronic charge e = (4.80217 ± 0.00006) X 10-i°esu 

= (1.601844 ± 0.000021) X lO-^Ogmu 
Boltzmann*s constant ife = (1.38020 ± 0.00007) x 10~^*erg deg"^ 
Ratio proton mass to electron mass 

M/m = (1836.093 ± 0.044) 
Velocity of light c = (299790,0 ± 0.7) km/sec 

The velocity of light in a vacuum, following the recommendation of the Inter- 
national Scientific Radio Union (U.R.S.I.), is to be taken as 299792 ± 2 km/sec 
(see W.W. March 1953 page 121). 
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(i) INDUCTIVE REACTANCES 
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SECTION 9 : REACTANCE, IMPEDANCE AND RESONANCE 

(i) Inductive reactances (it) Capacitive reactances (Hi) Impedance of reactance 
and resistance in parallel (iv) Impedance of reactance and resistance in series (v) 
Resonance (vi) Approximations in the calculation of impedance for reactance and 
resistance in series and parallel (vii) Reactance chart, 

(i) Inductive reactances 

(Correct to three significant figures) 

TABLE 41 

AUDIO FREQUENCIES - ojL 

Induct- Reactance in Ohms at : — 



ance 



(Henries) 30 c/s 


50 c/s 


100 c/s 


400 c/s 


1000 c/s 


5000 c/s 


250 


47 100 


78 500 


157 000 


628 000 


1 570 000 


7 850 000 


100 


18 800 


31 400 


62 800 


251 000 


628 000 


3 140 000 


50 


9 420 


15 700 


31 400 


126 000 


314 000 


1 570 000 


25 


4 710 


7 850 


15 700 


62 800 


157 000 


785 000 


10 


1 880 


3 140 


6 280 


25 100 


62 800 


314 000 


5 


942 


1 570 


3 140 


12 600 


31 400 


157 000 


1 


188 


314 


628 


2 510 


6 280 


31 400 


.1 


18.8 


31.4 


62.8 


251 


628 


3 140 


.01 


1.88 


3.14 


6.28 


25.1 


62.8 


314 


1000 


.188 


.314 


.628 


2.51 


6.28 


31.4 


200 fiH 


.0376 


.0628 


.126 


.502 


1 26 


6.28 


100 fiH 


.0188 


.0314 


.0628 .251 


.628 3.14 



RADIO FREQUENCIES = 

Induct- Reactance in Ohms at : — 



ance 



(Henries) 175 Kc/s 252 Kc/s 465 Kc/s 550 Kc/s 1000 Kc/s 1500 Kc/s 

1 1 100 000 1 580 000 2 920 000 3 460 000 6 280 000 9 430 000 

.1 110 000 158 000 292 000 346 000 628 000 943 000 

.01 11 000 15 800 29 200 34 600 62 800 94 300 

1000 1 100 1 580 2 920 3 460 6 280 9 430 

200 /xH 220 317 584 691 1 260 1 890 

100 110 158 292 346 628 943 
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(ii) Capacitive reactances 

(Correct to three significant figures) 

TABLE 42 

AUDIO FREQUENCIES - 1/ojC 

Capacit- 
ance Reactance in Ohms at : — 

Micro- — 

farads 30 c/s 50 c/s 100 c/s 400 c/s 1000 c/s 5000 c/s 



noon's 














fM^ni 

.\j\j\JL 












rt-iQ Ann 


.00025 










6^7 000 


1 27 000 


,0005 






3 180 000 


796 000 


318 000 


63 700 


.001 




3 180 000 


1 590 000 


398 000 


159 000 


31 800 


.005 


1 060 000 


637 000 


318 000 


79 600 


31 800 


6 370 


.01 


531 000 


318 000 


159 000 


39 800 


15 900 


3 180 


.02 


263 000 


159 000 


79 600 


19 900 


7 960 


1 590 


.05 


106 000 


63 700 


31800 


7 960 


3 180 


637 


.1 


53 100 


31 800 


15 900 


3 980 


1 590 


318 


.25 


21 200 


12 700 


6 370 


1 590 


637 


127 


.5 


10 600 


6 370 


3 180 


796 


318 


63.7 


1 


5 310 


3 180 


1 590 


398 


159 


31.8 


2 


2 650 


1 590 


796 


199 


79.6 


15.9 


4 


1 310 


796 


398 


99.5 


39.8 


7.96 


8 


663 


398 


199 


49.7 


19.9 


3.98 


10 


531 


318 


159 


39.8 


15.9 


3.18 


20 


265 


159 


79.6 


19,9 


7.96 


1.59 


50 


106 


63.7 


31.8 


7.96 


3.18 


0.637 



RADIO FREQUENCIES l/a>C 

Capacit- 
ance Reactance in Ohms at : — 

Micro- — - — " — — ■ 

farads 175 Kc/s 252 Kc/s 465 Kc/s 550 Kc/s 1000 Kc/s 1500 Kc/s 



.00005 


18 200 


12 600 


6 850 


5 800 


3 180 


2 120 


.0001 


9 100 


6 320 


3 420 


2 900 


1 590 


1 060 


.00025 


3 640 


2 530 


1370 


1 160 


637 


424 


.0005 


1 820 


1 260 


685 


579 


318 


212 


.001 


910 


632 


342 


290 


159 


106 


.005 


182 


126 


68.5 


57.9 


31.8 


21.2 


01 


91.0 


63.2 


34,2 


28.9 


15.9 


10,6 


,02 


45.5 


31.6 


17.1 


14.5 


7.96 


5.31 


.05 


18,2 


12.6 


6.85 


4.79 


3.ld 


2.12 


.1 


9.10 


6.32 


3.42 


2.89 


1.59 


1.06 


.25 


3,64 


2.53 


1.37 


1.16 


.637 


.424 


.5 


1.82 


1.26 


.685 


,579 


.318 


.212 


1 


.910 


.632 


.342 


.289 


.159 


.106 


2 


.455 


.316 


.171 


.145 


.0796 


.0531 


4 


.227 


.158 


.0856 


.0723 


.0398 


.0265 
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(Table 42— continued) 



RADIO 


FREQUENCIES 








Xq = 1/ wC 


Capacit- 






Reactance in Ohms at 






ance 
















6 Mc/s 


12 Mc/s 


18 Mc/s 


25 Mc/s 


50 Mc/s 


100 Mc/s 


10 


2650 


1330 


888 


637 


318 


159 


22 


1206 


603 


402 


290 


145 


72.4 


47 


565 


282 


188 


135 


67.7 


33.9 


100 


265 


133 


88.8 


63.7 


31.8 


15.9 


220 


120.6 


60.3 


40.2 


29.0 


14.5 


7.24 


470 


56.5 


28.2 


18.8 


13.5 


6.77 


3,39 


1000 


26.5 


13.3 


8.8fc 


6.37 


3.18 


1.59 


2200 


12.06 


6.03 


4.02 


2.90 


1.45 


0.724 


4700 


5.65 


2.82 


1.88 


1.35 


0.677 


0.339 


10 000 


2.65 


1.33 


0.888 


0.637 


0.318 


0.159 
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(iii) Impedance of reactance and resistance in parallel 

Table 43 has been prepared to permit the finding of any one of the three quantities 
X, R OT Z when the other two are given. When X and R are given^ divide the larger 
of the two quantities into the smaller one and thus get a ratio less than 1. Find this 
ratio in the left column and multiply the number obtained in the second column by 
R OT X whichever is the larger and find Z. 

Suppose R equals 1000 ohms and X is 200 ohmsj which makes X/R = .20. Table 
43 shows us that Z/R is then 0.1961. Multiplying by R, we have Z = 0.1961 X 1000 
= 196.1 ohms. 

TABLE 43 : REACTANCE AND RESISTANCE VALUES IN PARALLEL 



X/R 


1 

Z/R 


X/R 


Z/R 


X/R 


Z/R 


or R/X 


or Z/X 


or R/X 


or Z/X 


or R/X 


or Z/X 


0.10 


0.0995 


0.49 


0.4400 


0.88 


0.6606 


0.11 


0.1093 


0,50 


0.4472 


0.89 


0.6648 


0.12 


0.1191 


0.51 


0.4543 


0.90 


0.6690 


0.13 


0.1289 


0,52 


0.4613 


0.91 


0.6730 


0.14 


0.1386 


0.53 


0.4683 


0.92 


0.6771 


0.15 


0.1483 


0.54 


0.4751 


0.93 


0.6810 


0.16 


0,1580 


0.55 


0.4819 


0.94 


0.6849 


0.17 


0.1676 


0.56 


0.4886 


0.95 


0,6888 


0.18 


0.1771 


0.57 


0.4952 


0.96 


0.6925 


0.19 


0.1867 


0.58 


0.5017 


0.97 


0.6963 


0.20 


0.1961 


0.59 


0.5082 


0.98 


0.6999 


0.21 


0,2055 


0.60 


0.5145 


0.99 


0.7036 


0.22 


0.2149 


0.61 


0.5208 


1.00 


0.7071 


0.23 


0.2242 


0.62 


0.5269 


1.10 


0.7400 


0.24 


0,2334 


0.63 


0.5330 


1.20 


0,7682 


0.25 


0.2425 


0.64 


0.5390 


1.30 


0.7926 


0.26 


0.2516 


0.65 


0.5450 


1,40 


0.8137 


0.27 


0.2607 


0.66 


0.5508 


1.50 


0.8320 


0.28 


0,2696 


0.67 


0.5566 


1.60 


0.8480 


0.29 


0.2785 


0:68 


0.5623 


1.70 


0.8619 


0.30 


0.2874 


0.69 


0.5679 


1.80 


0.8742 


0.31 


0.2961 


0.70 


0.5735 


1.90 


0.8850 


0.32 


0.3048 


0.71 


0.5789 


2.00 


0.8944 


0.33 


0.3134 


0,72 


0.5843 


2.20 


0.9104 


' 0.34 


0.3219 


0.73 


0.5895 


2,40 


0,9231 


0.35 


0.3304 


0,74 


0.5948 


2.60 


0.9333 


0.36 


0.3387 


0.75 


0.6000 


2.80 


0.9418 


0.37 


0.3470 


0,76 


0.6051 


3,00 


0,9487 


0.38 


0.3552 


0.77 


0.6101 


3,20 


0.9545 


0.39 


0.3634 


0.78 


0.6150 


3.40 


0.9594 


0.40 


0.3714 


0.79 


0.6199 


3.60 


0.9635 


0.41 


0.3793 


0.80 


0.6246 


3.80 


0.9671 


0.42 


0.3872 


0.81 


0.6289 


4.00 


0.9702 


0.43 


0.3950 


0.82 


0.6341 


5.00 


0.9807 


0.44 


0.4027 


0.83 


0.6387 


6.00 


0.9864 


0.45 


0.4103 


0.84 


0.6432 


7.00 


0.9902 


0.46 


0.4179 


0.85 


0.6477 


8.00 


0.9921 


0.47 


0.4254 


0,86 


0.6520 


9.00 


0.9939 


0.48 


0.4327 


0.87 


0.6564 


10.00 


0.9950 



By means of Chart 38.1 it is possible to determine either the parallel impeaance 
(Z), reactance {X) or resistance (R) knowing the otlier two values. Expressing the 
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capacitance (C) in microfarads^ the inductance (L) in henrys and the frequency (F) 
in cycles use the bottom scale and read directly on to the chart. 

REACTANCE AND RESISTANCE IN PARALLEL 

CHART 38.1 




uuHiiiiiiffiHni»inMmiiifiiiiiiii»»!!i»-;««92r4i'<iPiiiFiiiiim^ 



SWH0 2-2 




o7 t-^t 

X »^ 
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(iv) Impedance of reactance and resistance in series 

To use Table 44, find the ratio R/X or X/R, refer to the table and find the corres- 
ponding ratio Z/X or ZjR. The table can also be used when Z is given together 
with one of the other quantities. It was for this reason that the table had to be ex- 
tended for values of R/X or X/'R from 0.1 to 1.0 since otherwise it would have been 
sufficient to include values from 1 upwards or downwards but not both. Example : 
suppose X = 1600 ohms and R = 1000 ohms. Then X/R = 1.6 ; the table shows 
Z/R - 1.8868. Then Z equals 1 8868 R or 1886.8 ohms. 



TABLE 44 : 


REACTANCE AND 


RESISTANCE 


VALUES IN 


SERIES 


X/R 


Z/R 


X/R 


Z/R 


X/R 


Z/R 


or R/X 


or Z/X 


or R/X 


or Z/X 


or R/X 


or Z/X 


0.10 


1 .0050 


0.53 


1.1318 


0.96 


1.3862 


0.11 


1 .0060 


0.54 


1.1365 


0.97 


1.3932 


0.12 


1 .0072 


0.55 


1.1413 


0.98 


1.4001 


0.13 


1.0084 


0.56 


1.1461 


0.99 


1.4071 


0.14 


1.0097 


0.57 


1.1510 


1.00 


1.4141 


0.15 


1 0112 


0.58 


1,1560 


1.1 


1.4866 


0.16 




0.59 


1.1611 


1.2 


1.5621 


0.17 


1 0144 


0.60 


1.1662 


1.3 


1.6401 


0.18 


1 01^1 


0.61 


1.1714 


1.4 


1.7205 


0.19 


1 0170 


0.62 


1.1765 


1.5 


1.8028 


0.20 


1.0198 


0.63 


1.1819 


1.6 


1.8868 


0.21 


1.0218 


0.64 


1.1873 


1.7 


1.9723 


0.22 


1 .0239 


0,65 


1.1927 


1.8 


2.0591 


0.23 


1.0261 


0.66 


1.1981 


1.9 


2.1471 


0.24 


1 .0284 


0.67 


1.2037 


2.0 


2.2361 


0.25 


1 .0308 


0.68 


1.2093 


2.1 


2,3259 


0.26 


1 .0333 


0.69 


1.2149 


2.2 


2.4166 


0.27 


1 .0358 


0.70 


1.2207 


2.3 


2.5080 


0.28 


1 .0384 


0.71 


1.2264 


2.4 


2.6000 


0.29 


1,0412 


0.72 


1.2322 


2.5 


2.6926 


0.30 


1.0440 


0 73 


1.2381 


2.6 


2.7857 


0,31 


1.0469 


0.74 


1.2440 


2.7 


2.8792 


0,32 


1 .0499 


0.75 


1.2500 


2.8 


2.9732 


0.33 


1 .0530 


0.76 


1.2560 


2.9 


3.0676 


0.34 


1 o*;fi2 


0.77 


1.2621 


3.0 


3.1623 


0,35 


1 .0595 


0.78 


1.2682 


3.1 


3.2573 


0.36 


1,0628 


0.79 


1.2744 


3.2 


3.3526 


0.37 


1.0662 


0.80 


1.2806 


3.3 


3.4482 


KJ.DO 


1.0698 


0.81 




3.4 


3.5440 


0.39 


1.0733 


0.82 


1.2932 


3.5 


3.6400 


0.40 


1,0770 


0.83 


1.2996 


3.6 


3.7362 


0.41 


1.0808 


0.84 


1.3060 


3.7 


3.8327 


0.42 


1.0846 


0.85 


1.3125 


3.8 


3.9293 


0.43 


1.0885 


0.86 


1.3190 


3.9 


4.0262 


0.44 


1.0925 


0.87 


1.3255 


4.0 


4.1231 


0.45 


1,0966 


0.88 


1,3321 


4.1 


4.2202 


0.46 


1.1007 


0.89 


1.3387 


4.2 


4.3174 


0.47 


1.1049- 


0.90 


1.3454 


4.3 


4.4147 


0.48 


1.1092 


0.91 


1.3521 


4.4 


4.5122 


0.49 


1.1136 


0.92 


1.3588 


4.5 


4.6098 


0.50 


1.1180 


0.93 


1,3656 


4.6 


4.7074 


0.51 


1.1225 


0.94 


1.3724 


4.7 


4.8052 


0.52 


1.1271 


0.95 


1,3793 


4.8 


4.9030 
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38.9 (iv) IMPEDANCE OF REACTANCE AND RESISTANCE IN SERIES 1383 



TABLE 44 (Continued) 



X/R 


Z/R 


X/R 


Z/R 


X/R 


Z/R 


or R/X 


or Z/X 


or R/X 


or Z/X 


or R/X 


or Z/X 


4.9 


5.0009 


6.6 


6,6752 


8.3 


8.3600 


5.0 


5.0990 


6.7 


6.7741 


8.4 


8.4594 


5.1 


5.1971 


6.8 


6.8731 


8.5 


8.5580 


5,2 


5.2952 


6.9 


6.9720 


8.6 


8.6576 


5.3 


5.3935 


7.0 


7.0711 


8.7 


8.7572 


5.4 


5.4918 


7.1 


7.1701 


8.8 


8.8566 


5.5 


5,5901 


7.2 


7.2691 


8.9 


8.9560 


5.6 


5.6885 


7.3 


7.3681 


9.0 


9.0554 


5.7 


5.7871 


7.4 


7.4671 


9.1 


9.1548 


5.8 


5.8856 


7.5 


7.5662 


9.2 


9.2542 


5.9 


5.9841 


7.6 


7,6654 


9.3 


9.3536 


6.0 


6.0828 


1,1 


7.7646 


9,4 


9.4530 


6.1 


6.1814 


7.8 


7.8638 


9.5 


9.5524 


6.2 


6.2801 


7.9 


7.9630 


9.6 


9.6518 


6.3 


6.3789 


8.0 


8.0623 


9,7 


9.7512 


6,4 


6.4777 


8,1 


8.1615 


9.8 


9.8507 


6.5 


6.5764 


8.2 


8.2608 


9,9 


9.9503 










10.0 


10.0499 



From Chan 38,2 (page 1384) it is possible to determine either the series impedance 
(Z), reaaance {X) or resistance {R) knowing the other two values. Expressing the 
capacitance (C) in microfarads, the inductance (L) in henrys and the frequency (/) 
in c/s, use the top scale and read direaly on to the chart. 

Tables 43, 44 and charts 38.1, 38.2 are reprinted from the Aerovox Research Worker 
11, Nos. 1 and 2 (Jan. and Feb. 1939) by counesy of the Aerovox Corporation. 
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1384 (iv) IMPEDANCE OF REACTANCE AND RESISTANCE IN SERIES 38.9 

CHART 38.2 

REACTANCE AND RESISTANCE IN SERIES 



N N NNNNN 



N N N NNNN 



Z-30 

Z-40 
Z-50 
Z-60 
2-70 
2-80 
Z-90 
Z> 100 



Z'200 OHMS 



2-300 

2-400 
2-500 
Z'600 
Z-700 

i:l88 

Z'lOOO 



Z-30P0 

2-4000 
Z-5000 
2-6000 
Z'lOOO 

z-eooo 

2-9000 
Z- (0.000 



Z" 20.000 OHMS 



Z-30,000 



2-i 

Z- 70,000 



•-40.000 

:-5o.ooo 

>60,000 
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Resistance and reactance in series — Alternative method 

Chart 38,3 assists in the evaluation of the impedance Z and its phase angle B when 
the values of resistance R and reactance X are known. Firstly read R along the 
horizontal scale, then read upwards to the value of jX ; the magnitude of Z is given 
by the radius which may be read by running the eye down the arc to the horizontal 
axis. The angle of Z is given directly by the angle at the point of intersection. For 
example, = 15 ohms in series with /A" = 5.6 ohms gives R + jX ~ 16 ohms, 
Z20° (approx.). When any value oiRox X is greater than the limits on the chart, 
both scales should be multiplied by the same factor. For example, R = 150 ohms 
in series with /A!" = 56 ohms gives R -\- jX = 160 ohms, A20°, Negative reaaances 
may be treated as positive when using the chart, but the angle of Z will then be nega- 
tive. 



CHART 38.3 

RESISTANCE a REACTANCE IN SERIES 
R+j,X- ZlSi* 
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(v) RESONANCE 



38.9 



(v) Resonance 

(A) Resonance frequency table (audio frequencies) 

TABLE 45 : RESONANCE FREQUENCY C/S 





50 


100 


200 


400 


1000 


2000 


5000 


10 000 


1 


10.1 


2.53 


633 


158 


^.5.3 


6.33 


1.01 


0.253 


0.5 


20.3 


5.07 


1.27 


317 


50,7 


12.7 


2.03 


0.507 


0.25 


40.5 


10.1 


2.53 


633 


101 


25.3 


4.05 


1.01 


0.1 


101 


25.3 


6.33 


1.58 


253 


o3.3 


10.1 


2.53 


0.05 


203 


50.7 


12.7 


3.17 


507 


127 


20.3 


5.07 


0.02 


507 


127 


31.7 


7.91 


1.27 


317 


50.7 


12.7 


0.01 


1010 


253 


63.3 


15.8 


2.53 


633 


101 


25.3 


0.005 


2030 


507 


127 


31.7 


5.07 


1.27 


203 


50.7 


0.002 


5070 


1270 


317 


79.1 


12.7 


3.17 


507 


127 


0.001 


10 100 


2530 


633 


158 


25.3 


6.33 


1.01 


253 



Inductance values above the stepped line are in millihenrys and those below in 
henrys. 

(B) R-F solenoid design chart 

Chart 38.4 enables the radio engineer to determine the approximate number of 
turns on a solenoid of specified diameter and lengthy to resonate at a specified fre- 
quency with a specified capacitance. (Chart by P. G. Sulzer in Tele-Tech, May 
1951, p. 45 and reproduced by kind permission). 

The following example will indicate the method : 

It is desired to design a coil for a harmonic generator which is to operate at a fre- 
quency of 10 Mc/s with a total capacitance of 50 /x/xF. Drawing a straight line be- 
tween 10 Mc/s on the / scale and 50 /a/xF on the C scale, the inductance L is foimd to 
be approximately 5 /xH. This value need not be recorded imless it is required for 
some other purpose. Assuming that the winding is to be one inch in diameter by 
two inches long^ the intersection of the appropriate lines is found in the graph at the 
right-hand side of the chart. This intersection is projected horizontally to the left 
as shown, and then a straight line is drawn to the 5 /xH point on the L scale. The 
result is found to be 22 turns, as indicated on the n scale. 

(vi) Approximations in the calculation of impedance for reactance 
and resistance in series and parallel 

When a resistance and a reactance are in series, and the reactance is numerically 
smaller than the resistance, the value of the resistance may be taken as being an ap- 
proximation to the impedance, with the errors indicated below : 

R/X - 1 2 3 4 5 7 10 

error = 29% 11% 5% 3% 2% 1% 0.5% 

When a resistance and a reactance are in parallel, and the reactance is numerically 
larger than the resistance, the value of the resistance may be taken as being an approxi- 
mation to the impedance, with the errors indicated below : 

X/R = 1 2 3 4 5 7 10 

error = 41% 12% 5.5% 3% 2% 1% 0.5% 
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(vii) REACTANCE CHART 



1387 



(vii) Reactance chart 

A very complete form of reactance chart, including reactance, frequency, inductance, 
capacitance, susceptance, wavelength and time constant, is given by H. A Wheeler 
"Reactance Chart" Proc. I.R.E. 38.12 (Dec. 1950) 1392. 



CHART 38.4: R-F SOLENOID DESIGN CHART— jee page 1386. 
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1388 (i) STANDARD AMERICAN SCREWS— RADIO MANUFACTURE 38.10 



SECTION 10 : SCREW THREADS, TWIST DRILLS AND SHEET 

GAUGES 

(i) Standard American screws used in radio manufacture («) B,A, screw threads 
{Hi) Whitworth screw threads (iv) Unified screw threads {v) Drill sizes for self- 
tapping screws (vi) Wood screws {vii) Twist drill sizes (viii) Sheet steel gauges. 
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38.10 (ii) B,A. SCREW THREADS 1389 



(ii) B.A. screw threads 

TABLE 47 
Dimensions given are only approximate 



rJ.A. 


Outside 


L-ore 


Turns 


Clearing 


Tapping 


No. 


dia. 


aia. 


per in. 


1 

oriii 


^ 1 1 
drill 


0 


.236 


.189 


25.4 


J in. or " B " 


10-12 


1 


.209 


.166 


28.3 


2-3 


18-19 


2 


.185 


.147 


31.4 


10-11 


25-26 


3 


.161 


.127 


34.8 


18-19 


30-31 


4 


.142 


.111 


38.5 


26-27 


33-34 


5 


.126 


.098 


43.1 


29-30 


39-40 


6 


.110 


.085 


47.9 


32-33 


44 


7 


.098 


.076 


52.9 


38-39 


48 


8 


.087 


.066 


59.2 


42-43 


51 


9 


.075 


,056 


65.1 


46-47 


53 


10 


.067 


.050 


72.5 


49-50 


55 



(iii) Whitworth screw threads 

TABLE 48 



Outside 


Core 


Threads 


Tapping 


dia. 


dia. 


per inch 


drill 


1/8 in. 


.093 in. 


40 


41 


3/16 in. 


.134 


24 


9/64 in. 


1/4 in. 


.186 


20 


12 


5/16 in. 


.24J 


18 


1/4 in. 


3/8 in. 


.295 


16 


5/16 in. 


1/2 in. 


.393 


12 


13/32 in. 


5/8 in. 


.509 


11 


17/32 in. 


3/4 in. 


.622 


10 


5/8 in. 


1 in. 


.840 


8 


27/32 in. 
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(iv) UNIFIED SCREW THREADS 



38.10 



(iv) Unified screw threads 

Provisional British Standard B.S. 1580 : 1949. 
American Standard A.S.A. Bl. 1—1949. 



TABLE 49 



Designation 


Pitch 


Turns 


Major 
diameter 


Elfeaive 
diameter* 


Minor diameter 


Nut and 
bolt 


Nut and 
bolt 


Kilt 
size)*!* 


I3011 


Coarse Thread 


in. 


per in. 


in. 


in. 


m. 


in. 


1/4-20.UNC 


0.05000 


20 


0.2500 


0.2175 




U.iOO / 


5/^o-18.UNC 


0.05556 


18 


0.3125 


0.2764 






3/8-16.UNC 


0.06250 


16 


0.3750 


0,3344 






7/16-14.UNC 


0.07143 


14 


0.4375 


0.3911 






1/2-12.UNC 


0.08333 


12 


0.5000 


0.4459 


0.4098 


0.3978 


9/IO-I2.UNC 


0.08333 


12 


0.5625 


0.5084 


0.4723 


0,4603 


5/8-1 l.UNC 


0.09091 


11 


0.6250 


0.5660 


0.5266 


0.5135 


3/4-lO.UNC 


0.10000 


10 


0.7500 


0.6850 


0.6417 


0.6273 


7/8-9.UNC 


0.11111 


9 


0.8750 


0.8028 


0.7547 


0.7387 


1-8.UNC 


0 12*500 


3 


1.0000 


0.9188 


0.8647 


0.8466 


Fine Thread 














1/4-28.UNF 


0.03571 


28 


0.2500 


0.2268 


0.2113 


0.2062 


5/16-24.UNF 


0.04167 


24 


03125 


0.2854 


0.2674 


0.2614 


3/8-24.UNF 


0.04167 


24 


0.3750 


0.3479 


0.3299 


0.3239 


7/16-20.UNF 


0.05000 


20 


0.4375 


0.4050 


0.3834 


0.3762 


1/2-20.UNF 


0 05000 


20 


0.5000 


0.4675 


0-4459 


0.4387 


9/16-18.UNF 


0.05556 


18 


0.5625 


0.5264 


0.5024 


0.4943 


5/8-18.UNF 


0.05556 


18 


0.6250 


0.5889 


0.5649 


0.5568 


3/4-16.UNF 


0.06250 


16 


0.7500 


0.7094 


0,6823 


0.6733 


7/8-14.UNF 


0.07143 


14 


0.8750 


0.8286 




0.7874 


1-12.UNF 


0.08333 


12 


1.0000 


0.9459 


0.9098 


0.8978 



♦American : Pitch diameter. 

tCorresponds to a flat of /)/4 where p = pitch. 

Note : The final decimal point is subject to slight modification when the British 
Standard has been approved. 
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38.10 (v) DRILL SIZES FOR SELF-TAPPING SCREWS 1391 



(v) Drill sizes for self-tapping screws 

TABLE 50 



ocrew No. 


Metal 
thickness* 
mils 


Drill size 


ocrew No, 


Metal 
thickness* 
mils 


iJrill size 


z 


lo 


52 


4 


50 


41 


2 


20 


52 


4 


oz 




2 


25 


51 


4 


78 


38 


2 


31 


50 


6 


16 


37 


2 


39 


49 


6 


20 


37 


2 


50 


49 


6 


25 


36 


2 


62 


48 


6 


31 


36 


4 


16 


44 


6 


39 


35 


4 


20 


44 


6 


50 


34 


4 


25 


43 


6 


62 


32 


4 


31 


42 


6 


78 


31 


4 


39 


42 


6 


99 


30 



*For steel or brass. Use a somewhat smaller hole for softer metals. 



(vi) Wood screws 

TABLE 51 





American National Standard 


British Practice 


No. 




















shank 


clearance 


shank 


clearance 




dia. in. 


drill No. 


dia. in. 


drill No. 


0 


0.060 


50 


0.063 


52 


1 


.073 


49 


.066 


51 


2 


.086 


44 


.080 


46 


3 


.099 


39 ' 


.094 


41 


4 


.112 


33 


.108 


35 


5 


.125 


30 


.122 


30 


6 


.138 


28 


.136 


28 


7 


.151 


24 


.150 


23 


8 


.164 


19 


.164 


18 


9 


.177 


16 


.178 


14 


10 


.190 


11 


.192 


9 


11 


.203 


6 


.206 


4 


12 


.216 


2 


.220 


1 


14 


.242 


E 


.248 


E 


16 


.268 


I 


.276 


K 
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1392 (vii) TWIST DRILL SIZES 38.10 

(vii) Twist drill sizes 



TABLE 52 
Number drills 



Drill 


Dia. 


Drill 


Dia. 


Drill 


Dia. 


No. 


Inch 


No. 


Inch 


No. 


Inch 


1 


.2280 


28 


.1405 


55 


.0520 


2 


.2210 


29 


.1360 


56 


.0465 


3 


.2130 


30 


.1285 


57 


.0430 


4 


.2090 


31 


.1200 


58 


.0420 


5 


.2055 


32 


.1160 


59 


.0410 


6 


.2040 


33 


.1130 


60 


,0400 


7 


.2010 


34 


.1110 


61 


.0390 


8 


.1990 


35 


.1100 


62 


.0380 


9 


.1960 


36 


.1065 


63 


.0370 


10 


.1935 


37 


.1040 


64 


.0360 


11 


.1910 


38 


.1015 


65 


,0350 


12 


.1890 


39 


.0995 


66 


,0330 


13 


.1850 


40 


.0980 


67 


.0320 


14 


.1820 


41 


.0960 


68 


.0310 


15 


.1800 


42 


.0935 


69 


.0292 


16 


.1770 


43 


.0890 


70 


.0280 


17 


.1730 


44 


.0860 


71 


.0260 


18 


,1695 


45 


.0820 


72 


,0250 


19 


.1660 


46 


,0810 


73 


.0240 


20 


.1610 


47 


.0785 


74 


.0225 


21 


.1590 


48 


.0760 


75 


.0210 


22 


.1570 


49 


.0730 


76 


.0200 


23 


.1540 


50 


.0700 


77 


.0180 


24 


.1520 


51 


.0670 


78 


.0160 


25 


.1495 


52 


.0635 


79 


.0145 


26 


.1470 


53 


.0595 


80 


,0135 


27 


.1440 


54 


.0550 







Letter drills 





Dia. 




Dia. 




Dia. 


Letter 


Inch 


Letter 


Inch 


Letter 


Inch 


A 


0.2340 


J 


0.2770 


S 


0.3480 


B 


0.2380 


K 


0,2810 


T 


0.3580 


C 


0.2420 


L 


0.2900 


U 


0.3680 


D 


0.2460 


M 


0.2950 


V 


0.3770 


E 


0.2500 


N 


0.3020 


w 


03860 


F 


0.2570 


O 


0.3160 


X 


0.3970 


G 


0.2610 


P 


0.3230 


Y 


0.4040 


H 


0.2660 


Q 


0.3320 


Z 


0.4130 


I 


0.2720 


R 


0.3390 
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(viii) Sheet metal gauges 



TABLE 53 : Thickness and weight per square foot 





Birmingham 


American 












Gauge 


(E.G.) 


Manufacturers 
Standard Gauge* 


B & S (American) 
for non-ferrous sheet 










for sheet steel 










Gauge 






































steel 








lb per square foot 






inch 


lb/ft2 


inch 


Ib/ft^ 


inch 


copper 


brass aluminium 




10 


.1250 


5.100 


. 

1345 


5.625 


.1019 


4.71 


4.51 


1.44 


11 


,1113 


4.541 


.1196 


5.000 


.0907 


4.19 


4 02 


1.28 


12 


.0991 


4.043 


.1046 


4.375 


.0808 


3.74 




1.14 


13 


.0882 


3.599 


.0897 


3.750 


.0720 


3.33 


3.19 


1.01 


14 


.0785 


3.203 


.0747 


3.125 


.0641 


2.96 




.yyjj 


15 


.0699 


2.852 


.0673 


2.8125 


.0571 


2.64 




find 


16 


.0625 


2.550 


.0598 


2.500 


.0508 


2.35 


2.25 


.716 


17 


.0556 


2.268 


.0538 


2.250 


.0453 


2.10 


2.01 


.638 


18 


.0495 


2.020 


.0478 


2.000 


.0403 


1.86 


L78 


.568 


19 


.0440 


1.795 


.0418 


1.750 


.0359 


1.66 


1.59 


,506 


20 


.0392 


1.599 


.0359 


1.500 


.0320 


1.48 


1.42 


.450 


21 


.0349 


1.424 


.0329 


1.375 


.0285 


1.32 


1.26 


.401 


22 


.03125 


1.275 


.0299 


1.250 


.0253 


1.17 


1.12 


.357 


23 


.02782 


1.134 


.0269 


1.125 


.0226 


1.05 


1.00 


,318 


24 


.02476 


1.010 


.0239 


1.000 


.0201 


.931 


.890 


.283 


25 


.02204 


0.898 


.0209 


.8750 


.0179 


.829 


.793 


.252 


Oft 


.01961 


0.800 


.0179 


,7500 


.0159 


.738 


.706 


.225 


27 


.01745 


0.712 


.0164 


,6875 


.0142 


.657 


.628 


.200 


28 


.015625 


0.636 


.0149 


.6250 


.0126 


.589 


.560 


.178 


29 


.0139 


0.567 


.0135 


.5625 


.0113 


.521 


.499 


.159 


30 


.0123 


0.502 


.0120 


.5000 


,0100 


.464 


.444 


.141 


31 


.0110 


0.449 


.0105 


.4375 


.00893 


.413 


.395 


.126 


32 


.0098 


0.400 


.0097 


.40625 


.00795 


.368 


.353 


.112 


33 






.0090 


.3750 


.00708 


.328 


.314 


.100 


34 






.0082 


.34375 


.00635 


,292 


.279 


.089 


35 






.0075 


.3125 


.00562 


.260 


.249 


.079 



•Based on 41.820 lb. per sq. foot per inch thick ; variations in thickness are to be expected. 
Other gauges are based directly on thickness ; variations in weight per square inch are to be expected. 



American Standard Preferred Thicknesses for uncoated thin flat metals 
(ASA. B32.1— 1941). 

This series of thickness is given in inches. 



TABLE 54 





0.180 


0.090 


0.045 


0.022 


0.011 






0,160 


0.080 


0.040 


0.020 


0.010 


0.005 




0.140 


0.071 


0.036 


0.018 


0.009 






0.125 


0.063 


0.032 


0.016 


0.008 


0.004 


0.224 


0.112 


0.056 


0.028 


0.014 


0.007 




0.200 


0.100 


0.050 


0.025 


0.012 


0.006 
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SECTION 11 : TE2VIPERATURE RISE AND RATINGS 



360 
240 

OjoO 

a 

is! 

o 

a 160 

z 

(U 

S 120 



u 
a 
3 
ui 

*- 40 



10 30 30 40 50 60 70 

POWER IN PER CENT OF RATCO WATTAGE 



90 100 
FIG. 36.7 



Fig. 38.7. Curves of temperature rise of power mre-toound resistors in free air. The 
temperature is considerably affected by the radiating properties of the coating. Type A 
coating refers to a vitreous enamel which is used for " tropic proofed" application and 
type B coating refers to an organic cement coating. 
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Lead 
a = 1379 
Dia. S.W.G. 
inch Approx. 


oooooooo 


Tin-Lead Alloy 

a = 1318 
Dia. S.W.G, 
inch Approx. 


oooooooo 


Tin 
a = 1642 
Dia. S.W.G. 
inch Approx. 


<Nr<^0\FHO^a^ 

OOOOOOOO 


German Silver 

a - 5230 
Dia. S.W.G. 
inch Approx. 


r<^r<^0\^t^^ino 
OOOOOOOO 


Aluminium 

a = 7585 
Dia. S.W.G. 
inch Approx. 


Ofsost^^oomo 
\o.-i^in\ooi-io 

QQOQO»-i»-^<N 

oooooooo 


Copper 
a = 10 244 
Dia. S.W.G. 
Inch Approx. 


S?2^200«-ifs 
Oooooooo 


Fusing 
Current 

runpereay 


rHCjr<^^inoo^ 



SECTION 12 : FUSES 

The fusing current of wire 
depends largely upon external 
conditions such as atmospheric 
temperature, method of mount- 
ing, proximity of other objeas, 
and time of operation. For 
sizes up to about 25 amps, a 
simple construaion may be used 
with metals such as aluminium 
or special alloys which produce 
a minimum vapour on fusing. 

Copper wire, operated near 
the fusing current, is particularly 
subject to corrosion and should 
therefore be coated with a metal 
— such as tin — which does not 
oxidise so readily. 

Table 55 applies only to con- 
ditions with the wire freely 
suspended in air. The maxi- 
mum safe working current may 
be taken as approximately 67% 
of the fusing current under the 
same conditions. 

Fuses designed for inter- 
mediate values of current may 
be calculated from the formula 



diameter = 



/current\*^' 



where a is the faaor given in 
Table 55. 

See Chapter 35 Sect. 9(iv) 
for fuses in radio receivers. 
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(i) VISIBILITY CURVES OF HUMAN EYE 



38.13 



SECTION 13 : CHARACTERISTICS OF LIGHT ; PANEL LAMPS 

(i) Visibility curves of human eye, and relative spectral energy curves of sunlight 
and tungsten lamp (ji) Velocity of light (Hi) American panel lamp characteristics,, 

(i) Visibility curves of human eye, and relative spectral energy 
curves of sunlight and tungsten lamp (Fig. 38.8) 

The wavelength of light is measured in Angstrom "'"Units (A°). One Angstrom 
Unit is equal to 1/10 000 of a micron, that is 1/10 of a milli-micron.' A micron is 
1/1 000 000 (10-«) of a metre. 

The wavelengths visible to the human eye extend from about 4000 to 7000 A°. 
Beyond these extends the region of invisible light " which, although invisible to 
the human eye, may be detected by the photo-tube or other means. 

The eye^ when accustomed to high light intensity^ is most sensitive to a wavelength 
of 5550 A°y in the green-yellow region. The relative visibility curve for these con- 
ditions is Curve A, which is taken after H. E. Ives*. As the light intensity is reduced, 
the wavelength at which the eye is most sensitive decreases until at very low intensity 
it is approximately as shown in Curve B. 

Different light sources have different spectral energy curves. The curve for sun- 
light (Curve C is for sunlight at the earth's surface at a zenith distance of 25°) is more 
nearly constant over the range of visible light than that for a tungsten lamp (Curve D 
is for a 1000 watt gasfiUed tungsten lamp, 20 lumens per watt). The relative posi- 
tions of curves C and D are quite arbitrary. 
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4,000 

1 


^000 
WAVCLENGTH 


epoo 

ANGSTROMS 


7,000 

i 



ijLTRA-^'O'-^''" - GREEN 
VIOLET 



FIG. 36. 8 



Pig, 38,8. Relative visibility curves^ etc. (for description see text). 



(ii) Velocity of light 

Velocity of light in a vacuum = 2.9979 x 10* metres/sec. 

i=ii 3 X 10^ metres/sec. 

See Editorial, W.E. 28.331 (April 1951) 99. 

Also Electronic Eng. (Dec. 1950) 524. 

Photometric units — see page 1334. 

See also page 1376 (vii) Chemical and Physical Constants. 



•See R. A. Houston, " Vision and Colour Vision/' Longmans Green and Co. (1932) Chapter 5. 
f The name Angstrom is Swedish, pronounced " ongstrem." 
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(iii) American panel lamp characteristics 

(RTMA Standard REC-137, October 1951). 



TABLE 56 : AMERICAN STANDARD PANEL LAMPS 



Trade 


Circuit 


Design 


Amperes 


Approx. 








Number 


Volts 


Volts 


or Watts 


CP. 


Life* 


BuJb 


Base 


40 


6,3 


6.3 


0.15A 




3000 


T-3i 


(A) 


41 


2,5 


2.5 


0.50A 




3000 


T-3i 


(A) 


44 


6.3 


6.3 


0.25A 


i 


3000 


T-3i 


(B) 


46 


6.3 


6.3 


0.25A 


i 


3000 


T-3i 


(A) 


49 


2 


2 


0.06A 




1000 


T-3i 


(B) 


48 


2 


2 


0.06A 




1000 


T-3i 


(A) 


47 


6.3 


6.3 


0.15A 




3000 


T-3i 


(B) 




115-125 


120 


lOW 


3 


3000 + 


C7 


(C) 


A, Miniature screw 


base. B. Miniature bayonet base, single contact. 


C. Can- 



delabra bayonet base, double contact. 



SECTION 14 : GREEK ALPHABET 



TABLE 57 : GREEK ALPHABET 



Name 


Large 


Small 


English Equivalent 


alpha 


A 


a 


a 


beta 


B 


i3 


b 


gamma 


r 


y 


g 


delta 


A 


S 


d 


cpsilon 


E 


e 


e (short e as in " met ") 


zeta 


Z 




z 


eta 


H 




e (long e as in " meet ") 


theta 


0 


e 


th 


iota 


/ 




i 


Icappa 


K 


X 


k 


lambda 


A 


A 


1 


mu 


M 




m 


nu 


N 


v 


n 


xi 


S 


i 


X 


omicron 


O 


0 


o (as in " olive **) 


pi 


n 


77 


P 


rho 


p 


P 


r 


Sigma 


z 


a 


s 


tau 


T 


T 


t 


upsilon 


Y 


V 


u 


phi 


0 




ph 


chi 


X 


X 


ch (as in " school *') 


psi 






ps 


omega 


Q 


CO 


o (as in ** hole ") 



* Rated average laboratory life expectancy in hours at design volts. 
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SECTION 15 : DEFINITIONS 

Most words which need explanation are explained or defined in the text and a 
reference is given in the index. The definitions belovv are bupplemeniary and not 
inclusive. 

See also other references at end of definitions (pp. 1403-1404). 

A 

A-battery Battery for supplying power to the valve filaments. (English name 
L.T. battery). 

Absolute value Refers to magnitude without regard to direction or sign. De- 
signated \A\. 

A.C./D.C. receiver One which operates from either power source. 

Acoustical feedback The operation of a microphone by the return to it of sound 
waves from the loudspeaker in the same sound system, reinforcing the input- 
It can cause sustained oscillation, or howling. A similar effect can occur from 
a microphonic valve. 

Air-core Having no iron in its magnetic circuit. 

Algebraic sum The sum of two or more quantities paying due regard to the posi- 
tive or negative sign before each quantity. 

Alternating current (or voltage) One that alternates regularly in direction, which 
is periodic and has an average value (over a period) of zero. 

Ambient temperature The temperature of the air at a particular point, usually 
as indicated by a thermometer. 

Amplification Increase in signal voltage (or power). 

Angular velocity of a rotating body is the angle through which any radius turns in 

one second, generally expressed in radians per second. 
Anode Positive electrode or plate. 

Antinode A point on a stationary wave system which has a maximum amplitude. 
Asymmetrical Having different characteristics for conduction in the two directions. 
Attenuation Decrease in signal voltage or power. 

Audio frequency A frequency within the range of frequencies audible to the 

normal hxunan ear (say 25-16 000 c/s). 
Axial leads Leads from the ends of resistors, capacitors, etc. 

B 

B-battery The battery which supplies power to the plate and screen circuits. 

(English name is H.T, battery). 
B-supply A plate and screen voltage source for a receiver and amplifier. 
Band Frequencies between a specific upper and lower limit. 
Band-pass Passing a specific band of frequencies only. 

Bandspread A means for spreading the coverage, on the dial, of a band of fre- 
quencies. 
Bass Low audio frequencies. 

Bass boost To boost the amplification at bass frequencies relatively to that at 
higher frequencies. 

Beating A periodic variation in the amplitude of an oscillation (or sound) which is 

the resultant of two or more oscillations (or sounds) of different frequencies. 
Bias Voltage applied to the grid to obtain the desired operating point. 
Bleeder resistor Resistor connected across a voltage source to provide an additional 

load. The term is sometimes applied to a voltage divider carrying a relatively 

heavy current to provide good regulation. 
Blocking Cutting off the plate current by a high negative bias on the grid. For 

Grid Blocking see page 21. 



www.pmillett.com 



38.15 



DEFINITIONS 



1399 



Bogie Each individual characteristic in the manufacturing specification is normally 
prescribed as a bogie value with plus and minus tolerances. The bogie value of 
a characteristic is the exact value specified for that characteristic by the valve 
manufacturing specifications. 

Bucking Two forces opposing one another. 

By-pass condenser One which allows alternating current to by-pass part of a 
circuit. 

C 

C-battery Battery which supplies voltage to the grid. Also known as bias battery. 
Capacitor Condenser. 

Carrier frequency The frequency of a component of a modulated wave which 
is the same as that of the wave before modulation is applied. 

Carrier wave The unmodulated wave radiated by a broadcast station. 

Cascade In an amplifiers when the output of one valve is used to control the grid 
circuit of another valve, the valves are said to be in cascade. 

Cathode Negative electrode. 

Cathode current The total electronic current passing through the cathode. 
Channel The assigned band of frequencies within which a broadcast station is 

expected to keep its modulated carrier. 
Choke coll Inductance. 
Co-axial Having a common axis. 

Compliance The ratio of the displacement of a body to the force applied. The 

inverse of stiffiiess. 
Condenser Capacitor. See Chapter 4. 

Consonance The agreeable effect produced by certain intervals (in music). 
Constant A quantity which retains its fixed value under all conditions. 
Converter The stage in a receiver which converts the frequency from radio fre- 
quency to intermediate frequency. 
Co-planar In the same plane. 
Core The centre of a coil. 

Cross modulation The modulation of the carrier of the desired signal by an un- 
desired signal. 

Cut-off frequency The frequency beyond which the attenuation increases rapidly. 
Cycle A cycle is one complete series of values of a periodic quantity. These 
values repeat themselves at regular intervals. 

D 

Delay Time delay is when an interval of time occurs between cause and effect. 
Voltage delay, as in an a.v.c. system, is when a specified voltage has to be de- 
veloped before there is any effect. 

Demodulation A process by which the carrier frequency is removed, and the 
modulating frequencies retained. 

Denominator The part of a fraaion below the fraction bar. 

Detection Demodulation by means of an asymmetrical conducting device. 

Dissipation Loss of electrical energy. 

Dissonance The disagreeable effect produced by certain intervals (in music). 

Dividend Number to be divided by divisor. 

Divisor Number by which the dividend is to be divided. 

Drain To take current from a voltage source. 

Driver A power amplifier stage which drives a Class B or other following stage 

requiring input power. 
Djrnamic (1) Having a moving coil in a magnetic field. 

(2) When applied to a valve with signal voltage on the grid, usually with plate 
load in circuit. 

(3) " Dynamic characteristic " is the mutual characteristic when a (usually 
resistive) load is in the plate circuit. 
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E 

Effective current The value of alternating or varying current which produces the 
same heating effect as the same value of direct current. It is the same as r.m.s, 
current. 

Efficiency The ratio or percentage of output to input. 

Electromotive force That force which tends to cause an electric current to flow 

in a circuit. The practical unit is the volt. 
Empirical Obtained from experimental data. 

Envelope The envelope of a periodic wave is obtained by passing one smooth 
curve through the maximum, another through the minimum, points or peaks of 
the wave. 

Equation A mathematical equation is a statement that the terms to the left of the 

equal sign are equal to those on the right. 
Equivalent circuit A relatively simple circuit which may be used in calculations 

as having the same effect as the actual circuit. 
Excitation A signal voltage applied to the control electrode of a valve. 
Exponential curve The same as a logarithmic curve. See Chapter 6 Sect. 2(xvii) 

for exponential functions. 
Expression A mathematical expression is a combination of terms giving the value 

of some quantity. 

F 

Factor Any of the numbers whose product equals the given number. 
Factorial n Is the multiple product n{n — 1)(« — 2),. .,3 X 2 x 1. 
First detector The same as Converter. 

Frequency The number of cycles per second ; the reciprocal of the period. 
Frequency changer The same as Converter. 

Function A function is a quantity whose value depends on the value of a variable 
quantity. 

Fundamental frequency The lowest frequency of a number of harmonically 
related frequencies. 

G 

Generator A device which develops electrical voltage either direct or alternating 

at any frequency. 
Gramophone Also known as a Phonograph. 
Ground Earth, or conductor serving as the earth. 

H 

Hard valve A valve which has reverse grid current less than the specified maximum 
for its type. 

Harmonic frequency A frequency which is a multiple of the fundamental fre- 
quency. Twice fundamental frequency is called the second harmonic, etc. 
Hertz Cycles per second. 

High level A relative term indicating the level of the final stages of an amplifier. 
High-pass filter A filter which passes all frequencies above a critical value. 
Honeycomb winding A coil winding in which spaces are left between turns so 

as to give the appearance of a honeycomb. 
Hunting (of a rotary machine) An oscillation of angular velocity about a state of 

uniform rotation. 

I 

Integer A whole number, having no fraction or decimal portion 
Intensity The strength of a quantity such as current, voltage or pressure. 
Intermediate frequency A frequency to which the incoming signal is changed 

in superheterodyne reception. 
Inter modulation The modulation of the components of a complex wave by each 

other, in a non-linear system. 
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L 

Layer winding A coil winding in which one layer is wound over another. 
Lead A connecting wire. 

Linear Having an input versus output characteristic which, when plotted on or- 
dinary graph paper, is a straight line. A distortionless amplifier is linear, be- 
cause its amplification is constant for all values of input voltage. 

Linear reflex detector (also called infinite input impedance detector) An anode- 
bend detector having its negative bias supplied from a high resistance cathode 
bias resistor which is by-passed for radio frequencies only. 

Line voltage The voltage of the power lines. Mains voltage. 

Load Any device which absorbs electrical power. 

Locus The path followed by a moving point. 

Loudness A subjective evaluation which is primarily a function of intensity but 

is strongly influenced by frequency. 
Low level A relative term indicating the level of the early stages of an amplifier 

(e.g. pre-amplifier). 

Low-pass filter A filter which passes all frequencies below a critical value. 

M 

Manual Adjusted by hand. 

Maximum signal Usually applied to the conditions under which the amplifier 
just reaches the point of " maximum undistorted power output." 

Maximum undistorted power output The maximum power output for a speci- 
fied distortion. 

Microphonic A valve or other component which amplifies sound waves or vibration 
sufficiently to produce a loud sound or continuous howl in the loudspeaker. 

Mirror image One curve is a mirror image of another when the first one, seen 
through a mirror, is identical with the second. 

Mixer The stage in a superheterodyne receiver in which the incoming signal is 
mixed with the voltage from a local oscillator to produce the intermediate fre- 
quency signal. Also a control which combines the output from a number of 
microphones in any desired proportion to the input of the main amplifier. 

Modulation The process by which the amplitude, frequency or phase of a carrier 
wave is modified in accordance with the characteristics of a signal. 

Monaural Hearing with one ear only. 

Motorboating Regeneration at low audio frequencies causing sounds like those 
of a motor boat. 

N 

Network An electrical circuit. See Chapter 4. 

Neutralization The process of balancing out an undesirable effect, such as re- 
generation. 

Node A point on a stationary wave system which has zero amplitude. 
Non-linear The opposite of linear. Distorted. 
Numerator The part of a firaction above the fraction bar. 

O 

Open circuit A circuit which is not complete and can therefore carry no current. 
Order ** Of the order of " indicates " that the value is in the general vicinity of." 

The expression is looser than " approximately equal to." 
Output stage The final stage in an amplifier which supplies audio frequency power 

to a loudspeaker. Also known as power amplifier. 

P 

Parallel Conductors or components are in parallel when the current flowing in 
the circuit is divided between them. 

Parameter Where there are three variables, any one of them (called the para- 
meter) may be given a series of fixed values, and two dimensional curves may then 
be drawn to show the relationships between the remaining two variables. 

Penultimate Last but one. 
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Period The time for one complete cycle of values ; the reciprocal of the frequency. 
Phonograph Also known as a gramophone. 

Pitch A subjective observation of a musical sound, principally dependent on fre- 
quency but also affeaed by intensity. 

Polarity (1) electrical— a term applied to electrical apparatus when it is desired to 
indicate which terminal is positive and which is negative ; 
(2) magnetic — that quality of a body by virtue of which certain charaaeristic 
properties are manifested over certain regions of its surface, which are known as 
polesj and whose polarity is indicated by the term north or south pole. 

Potential The potential at a point is the potential difference between that point 
and earth. 

Potential difference The potential difference between two points is equal to the 
work done in transferring unit quantity of positive electricity from one point to 
the other. The practical loiiit is the volt. 

Power pack The power supply of a radio receiver or amplifier. It converts the 
available voltage to the values required b: the plate, screen, and grid circuits, 

Q 

Q factor The ratio of reactance to resistance of a coil, condenser or resonant circuit. 
Quiescent Stationary. The quiescent operating point is that with instantaneous 
zero signal voltage. 

R 

Radial lead A lead at 90" to the axis. 

Radio frequency Any frequency at which electromagnetic radiation is used for 

telecommunication. 
Reciprocal of a number is 1 divided by the nimiber. 

Rectification The process of converting an alternating current to uinidirectional 
current by means of an asymmetrical conducting device. 

Ripple frequency The frequency of the a.c. component of a current when this 
component is small relative to the d.c. component. 

Roll-off A frequency response charaaeristic is said to have a roll-off when the 
attenuation at high or low frequencies has the same form as that of a single section 
low- or high-pass RC filter. The term is also used in a loose sense to cover any 
characteristic with gradually increasing attenuation at high or low frequencies, 
in distinction to a sharp cut-off. 

S 

Scalar Has magnitude and sign but no direction. 

Series Conductors or components are in series when traversed by the same current. 
Short circuit A low resistance connection, usiially accidental, across part of a 

circuit, resulting in excessive current How. 
Shunt Same as parallel. 

Sideband A band of frequencies within which lie the frequencies of the waves 

produced by modulation, 
Side frequency A frequency produced by modulation. 

Signal voltage The audio frequency voltage in an a-f amplifier ; the modulating 
ypltage in an r-f or i-f amplifier, also applied to the whole modulated carrier 
voltage, 

Sinusoidal Jiaving the form of a sine (or cosine) wave. 
Small cotnp^r^ with ^ A vague term indicating that it may be neglected in a 

rough approximation, or that its square may be neglected with only a small 

error — say " less than one tenth of." 
Soft valve One which has reverse grid current in excess of the specified maximum 

for its type. 

Space current The same as cathode current. 

Steradian The solid angle subtended at the centre of a sphere by an area on its 
surface numerically equal to the square of the radius. The maximum possible 
value is ^ stendians. 
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Strain Is the deformation produced by an applied stressj for example change in 
length per unit length produced by a tensile stress. 

Stress is the deforming force per unit area. Examples are tensile stress^ compressive 
stress and bending stress. 

Subharmonic A component of a complex wave having a frequency which is an 
integral sub-multiple of the basic frequency. Example : basic frequency 300 
c/s ; subharmonics 150, 100, 75, 60, 50 c/s. 

Subscript Printed below the line. For example the letter m in is a subscript. 

Superscript Printed above the line. For example the figure 2 in is a super- 
script. 

N.B. Q' is called " Q dasji." 
Supersonic Air waves having frequencies above those which may be heard by the 

human ear. The preferred term is ultrasonic. 
Symmetrical Having the same characteristics for conduction in both directions. 

T 

Tap A connection at some point other than the ends. 

Term A portion of an expression which is separated from the other portions by 
+ or — signs. In a sequence, series or progression the terms may be separated 
by commas. 

Terminal A point to which electrical connections may be made. 
Tertiary Third. 

Tolerance The maximum permissible variation from an assigned value. 

Transducer A transducer is a device by means of which energy may flow from one 
or more transmission systems to one or more other transmission systems. The 
energy transmitted by these systems may be of any form (for example it may be 
electrical, mechanical or acoustical), and it may be of the same form or different 
forms in the various input and output systems (e.g. electro-acoustical). 
An electrical transducer is an electrical network by means of which energy 
may flow from one or more transmission systems to one or more other trans- 
mission systems j in most cases it has two inpu: and two output terminals. 
An electron-tube transducer is an electrical transducer containing one or 
more electron tubes (valves). Examples are an amplifier, and a frequency con- 
verter. 

Treble High audio frequencies. 

U 

Ultrasonic Air waves having frequencies above those which may be heard by the 
human ear. 

Unidirectional current Current which may change in value but never reverses 

its direction. 
Unity The figure 1. 

V 

Variable A quantity whose value changes. 

Variational The variational slope of a curve at a point is the differential slope at 
that point. 

Vector A quantity having both magnitude and direction. 

" Very small compared with " A vague term indicating that it may be negleaed 

with only a small error — say " less than one twenty-fifth of." 
Voice coil Moving coil of a dynamic loudspeaker. 

W 

Work function The thermionic work function of a conductor is the definite amount 
of work which must be applied to release one electron. An electron must possess 
kinetic energy at least as great as the work function of the conductor to pass out 
through the surface. 

Z 

Zero signal Having no signal input voltage. 
See also 

" American Standard Definitions of Electrical Terms " A.S.A. C42-1941 (American 
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Institute of Electrical Engineers, New York). 

British Standard 204 : 1943 " Glossary of Terms used in Telecommunication " 
(British Standards Institution). 

Also Supplement No. 3 (1949) to BS204 : 1943 "Fundamental Radio Terms." 

British Standard 205 : 1943 *' Glossary of Terms used in Electrical Engineering " 
(British Standards Institution). 

American I.R.E. Standards 

" Standards on electron tubes : Definitions of Terms, 1950/' Proc. LR.E. 38.4 
(April 1950) 426. 
38 IRE 6 SI Standards on Electroacoustics 1938. 
38 IRE 17 SI Standards on Radio Receivers 1938. 
50 IRE 24 SI Standards on Wave Propagation, 1950. 

(Proc. I.R.E. 38.11 November 1950 p. 1264). 
52 IRE 17 SI Standards on Receivers : Definitions of Terms, 1952. 

[Proc. I.R.E, 40.12 (Dec. 1952) 1681]. 

SECTION 16 : DECIMAL EQUIVALENTS OF FRACTIONS 



TABLE 58 : DECIMAL EQUIVALENTS OF FRACTIONS 



Fractions of 


an inch 


Decimal 


Fractions of 


an inch 


Decimal 




1/64 


0,0156 


1/2 




0.5000 


1/32 




0.0313 




33/64 


0.5156 




3/64 


0.0469 


17/32 




0.5313 


1/16 




0.0625 




35/64 


0,5469 




5/64 


0.0781 


9/16 




0.5265 


3/32 




0.0938 




37/64 


0.5781 




7/64 


0.1094 


19/32 




0.5938 


1/8 




0.1250 




39/64 


0.6094 




9/64 


0.1406 


5/8 




0.6250 


5/32 




0.1563 




41/64 


0.6406 




11/64 


0.1719 


21/32 




0.6563 


3/16 




0.1875 




43/64 


0.6719 




13/64 


0.2031 


11/16 




0.6875 


7/32 




0.2188 




45/64 


0.7031 




15/64 


0.2344 


23/32 




0.7188 


1/4 




0.2500 




47/64 


0.7344 




17/64 


0.2656 


3/4 




0.7500 


9/32 




0.2813 




49/64 


0,7656 




19/64 


0.2969 


25/32 




0.7813 


5/16 




0.3125 




51/64 


0,7969 


21/64 


0.3281 


13/16 




0,8125 


11/32 




0.3438 




53/64 


0.8281 




23/64 


0,3594 


27/32 




0.8438 


3/8 




0,3750 




55/64 


0.8594 




25/64 


0.3906 


7/8 




0.8750 


13/32 




0.4063 




57/64 


0.8906 




27/64 


0.4219 


29/32 




0.9063 


7/16 




0.4375 




59/64 


0.9219 




29/64 


0.4531 


15/16 




0.9375 


15/32 




0.4688 




61/64 


0.9531 




31/64 


0.4844 


31/32 


63/64 


0.9688 
0.9844 
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SECTION 17 : MULTIPLES AND SUB-MULTIPLES 

TABLE 59 : MULTIPLES AND SUB-MULTIPLES 



Multiply reading in 


by 


to obtain reading in 


Amperes 


1 000 000 000 000 


micromicroamperes 


Amperes 


1 000 000 


microamperes 


Amperes 


1000 


milliamperes 


Farads 


1 000 000 000 000 


micromicrofarads 


Farads 


1 000 000 


microfarads 


Farads 


1000 


millifarads 


Henrys 


1 000 000 


microhenrys 


Henrys 


1000 


millihenrys 


Volts 


1 000 000 


microvolts 


Volts 


1000 


millivolts 


Mhos 


1 000 000 


micromhos 


Mhos 


1000 


millimhos 


Watts 


1000 


milliwatts 


Cycles per second 


0,000 001 


megacycles per second 


Cycles per second 


0-001 


kilocycles per second 


Microamperes 


0.000 001 


amperes 


Milliamperes 


0.001 


amperes 


Micromicrofarads \ 


f\ f\f\f\ r\f\f\ f\nr\ aai 
U.UUU UUU UUU UUl 


farads 


Picofarads J 




Microfarads 


0.000 001 


farads 


Millifarads 


0.001 


farads 


Microhenrys 


0.000 001 


henrys 


Microvolts 


0.000 001 


volts 


Millivolts 


0.001 


volts 


Micromhos 


0.000 001 


mhos 


Millimhos 


0.001 


mhos 


Milliwatts 


0.001 


watts 


Kilowatts 


1000 


watts 


Megacycles per second 


1 000 000 


cycles per second 


Kilocycles per second 


1000 


cycles per second 


Megohms 


1 000 000 


ohms 
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SECTION 18 : NUMERICAL VALUES AND FACTORIALS 

(i) Numerical values («) Factorials. 

(i) Numerical values 



TABLE 60 





Numeric 


Reciprocal 






More 




More 




Approx. 


accurately 


Approx. 


accurately 




3.1416 


3.141 593 


0.318 3 


0.313 309 9 


2n 


6.2832 


6.283 185 


0.159 21 


0.159 156 


3n 


9.4248 


9.424 778 


0.106 1 


0.106 103 


4n 


12.500 


12.500 371 


0.0796 




Stt 


1 J. /VO 




\J \J\jD 1 




■nil 


1 .J /uo 


i.j/u /yo 


U.O->uO 




V3 


1 .0472 


1.047 198 


0.9549 


0.954 930 


7r/4 


07854 


0.785 398 


1.273 


1.273 23 


7t/6 


0.5236 


0.523 598 


1.910 


1.909 86 




9.8696 


9.869 604 


0.1013 


0.101 321 




39.4784 


39.478 414 


0.0253 


0.025 330 3 




31 .0062 


31.006 277 


0.0322 


0.032 252 


V ^ 


1 .7725 


1 .772 454 


0.5642 


0.564 190 




1.2533 


1,253 31 


0.7979 


0,797 887 




1.4646 


1.464 592 


0.6818 


0.681 784 




0.4971 


o 407 1 '^n 


9 01 1 


2.011 46 


logio'r/2 


0.1961 


0.196 120 


5.099 


5.098 92 


logio^r'^ 


0.9943 


0.994 300 


1.006 


1.005 73 


logioV 


0.2486 


0.248 575 


4.023 


4.022 93 


€ 


2.718 


2.718 282 


0.3679 


0.367 879 




7.389 


7.389 057 


0.1353 


0.135 335 




1.649 


1.648 721 


0.6065 


0.606 531 




0.4343 


0.434 294 


2.3026 


2,302 585 


vT 


1.414 


1.4142 


0.7071 


0.707 113 5 


vT 


1,732 


1.7321 


0.5773 


0.577 334 2 


VT 


2.236 


2.2361 


0.4472 


0.447 206 


-e^ 


1.260 


1.2599 


0.7939 


0.793 873 




1.442 


1.4422 


0.6933 


0.693 385 




1.587 


1.5874 


0.6300 


0.629 960 




1.710 


1.7100 


0.5848 


0.584 79 



www.pmillett.com 



38.18 

(ii) Factorials 



(ii) FACTORIALS 



TABLE 61 



1407 



n\ = 1.2.3 



1 
2 
3 
4 
5 
6 
7 
8 
9 
10 



1 
2 
6 
24 
120 
720 
5040 
40 320 
362 880 
3 628 800 



1 

0.5 

0.166 667 
0.416 667 
0.833 333 
0.138 889 
0.198 413 
0.248 016 
0.275 573 
0.275 573 



10-1 
10-* 
10-* 
10-' 
10-* 
10-* 
10*« 
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SECTION 19 : WIRE TABLES* 



TABLE 62 

Bare Copper Wire, A.W.G. (20° C. == 68° F.) 





Dia- 


Area 


Area 


Ohms 


Ohms 


Feet 


Pounds 


AWG 


meter 


Circular 


Square 


per 1000 


per 


per 


per 1000 


No. 


Mils 


Mils 


Inches 


Feet 


Pound 


Pound 


Feet 


0000 


460 


211 600 


.166 2 


— 

.04901 


.000 076 52 


1.561 


640.5 


000 


410 


167 800 


.131 8 


.06180 


.000 121 7 


1.968 


507.9 


00 


364.8 


133 100 


.104 5 


.07793 


.000 193 5 


2.482 


402.8 


0 


324.9 


105 500 


.082 89 


.09827 


.000 307 6 


3.130 


319.5 


1 


289.3 


■ 

83 700 


.065 73 


.1239 


.000 489 1 


3.947 


253.3 


2 


257.6 


66 400 


.052 13 


.1563 


.000 777 8 


4.977 


200.9 


3 


229.4 


52 600 


.041 34 


.1970 


.001 237 


6.276 


159.3 


4 


204.3 


41 700 


.032 78 


.2485 


.001 966 


7.914 


126.4 


5 


181.9 


33 100 


.026 00 


.3133 


.003 127 


9.980 


100.2 


6 


162.0 


26 250 


.020 62 


.3951 


.004 972 


12.58 


79.46 


7 


144.3 


20 820 


.016 35 


.4982 


.007 905 


15.87 


63.02 


8 


128.5 


16510 


.012 97 


.6282 


.012 57 


20.01 


49.98 


9 


114.4 


13 090 


.01028 


.7921 


.019 99 


25.23 


39.63 


10 


101.9 


10 380 


.008 155 


.9989 


.031 78 


31.82 


31.43 


11 


90.7 


8 230 


.006 467 


1.260 


.050 53 


40.12 


24.92 


12 


80.8 


6 530 


.005 129 


1.588 


.080 35 


50.59 


19.77 


13 


72.0 


5 180 


.004 067 


2.003 


.1278 


63.80 


15.68 


14 


64.1 


4 110 


.003 225 


2.525 


.2032 


80.44 


12.43 


15 


57.1 


3 257 


,002 558 


3.184 


.3230 


101.4 


9.858 


16 


50.8 


2 583 


,002 028 


4.016 


.5136 


127.9 


7.818 


17 


45.3 


2 048 


.001 609 


5.064 


.8167 


161.3 


6.200 


18 


40.3 


1 624 


.001 276 


6.385 


1.299 


2C3.4 


4.917 


19 


35.89 


1 288 


.001 012 


8.051 


2.065 


256.5 


3.899 


20 


31.96 


1 022 


.000 802 3 


10.15 


3.283 


323.4 


3.092 


21 


28.46 


810 


.000 636 3 


12.80 


5.221 


407.8 


2.452 


22 


25.35 


642 


.000 504 6 


16.14 


8.301 


514.2 


1.945 


23 


22.57 


509 


.000 400 2 


20.36 


13.20 


648.4 


1.542 


24 


20.10 


404 


.000 317 3 


25.67 


20.99 


817.7 


1.223 


25 


17.90 


320.4 


.000 251 7 


32.37 


33.37 


1 031.0 


0.9699 


26 


15.94 


254.1 


.000 199 6 


40.81 


53.06 


1 300 


0.7692 


27 


14.20 


201.5 


.000 158 3 


51.47 


84.37 


1 639 


0.6100 


28 


12.64 


159.8 


.000 125 5 


64.90 


134.2 


2 067 


0.4837 


29 


11.26 


126.7 


.000 099 53 


81.83 


213.3 


2 607 


0,3836 


30 


10.03 


100.5 


.000 078 94 


103.2 


339,2 


3 287 


0.3042 


31 


8.928 


79.70 


.000 062 60 


130.1 


539.3 


4 145 


0.2413 


32 


7.950 


63.21 


.000 049 64 


164.1 


857.6 


5 227 


0.1913 


33 


7.080 


50.13 


.000 039 37 


206.9 


1 364.0 


6 591 


0.1517 


34 


6.305 


39.75 


.000 031 22 


260.9 


2 168 


8 310 


0.1203 


35 


5.615 


31.52 


.000 024 76 


329.0 


3 448 


10 480 


0.095 42 


36 


5.000 


25.00 


.000 019 64 


414.8 


5 482 


13 210 


.075 68. 


37 


4.453 


19.83 


.000 015 57 


532.1 


8717 


16 660 


.060 01 


38 


3.965 


15.72 


.000 012 35 


659.6 


13 860 


21 010 


.047 59 


39 


3.531 


12.47 


.000 009 793 


831.8 


22 040 


26 500 


.037 74 


40 


3.145 


9.888 


.000 007 766 


1 049.0 


35 040 


33 410 


.029 93 


(41) 


2.75 


7.5625 


1 .000005 940 


1 370 


59 990 


43700 


.022 89 


(42) 


2.50 


6.2500 


.000004 909 


1 660 


87 700 


52 800 


.013 92 


(43) 


2.25 


5.0625 


.000003 976 


2 050 


133 700 


65 300 


.015 32 


(44) 


2.00 


4.0000 


.000 003 142 


2 600 


214 000 


82 600 


.012 11 


(45) 


1.75 


3.0625 


,000002 405 


3 390 


356 200 


107 900 


.009 27 


(46) 


1.50 


2.250C 


1 .000001 767 


4 610 


676 800 


146 800 


.006 81 



♦See also A. F. Maine " Rapid coil cal<^^^(^iMpj^<j^|^agQ^c devices " Jour. Brit. I.R.E. 12.7 (July 
1952) 403 for nomographs. ''^ 
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Table 63 
Bare Copper Wire S.W.G. (60° F) 





Dia- 


Area 


Area 


Ohms 


Ohms 


Feet 


Pounds 


SWG 


meter 


Circular 


Square 


per 1000 


per 


per 


per 1000 


No. 


Mils. 


Mils. 


Inches 


Feet 


Pound 


Pound 


Feet 


4/0 


400 


160 000 


.125 66 


.06368 


.000 131 46 


2.064 


484.4 


3/0 


372 


138 400 


.108 69 


.0736 


.000 175 74 


2.390 


418.9 


2/0 


348 


121 100 


.095 1 1 


.0841 


.000 229 5 


2.730 


366.7 


1/0 


324 


105 000 


.082 45 


.0971 


.000 305 4 


3.147 


317.8 


1 


300 


90 000 


.070 69 


.1132 


.000 415 5 


3.670 


272.5 


"2 


276 


76 180 


.059 83 


.1338 


.000 580 0 


4.338 


230.6 


3 


252 


63 500 


.049 88 


.1605 


.000 834 5 


5.200 


192.3 


4 


232 


53 820 


.042 27 


.1893 


.001 161 7 


6.139 


162.9 


5 


212 


44 940 


.035 30 


.2267 


.001 666 1 


7.348 


136.1 


6 


192 


36 860 


.028 95 


.2764 


.002 476 


8.961 


111.6 


7 


176 


30 980 


.02433 


.3289 


.003 507 


10.66 


93.8 


8 


160 


25 600 


.020 1 1 


.3980 


.005 135 


12.90 


77.5 


9 


144 


20 740 


.016286 


.4914 


.007 827 


15.93 


62.78 


10 


128 


16 380 


.012 868 


.6219 


.012 537 


20.16 


49.61 


11 


116 


13 460 


.010 568 


.7570 


,018 587 


24.55 


40.74 


12 


104 


10 820 


.008 495 


.942 


.028 77 


30.54 


32 75 


13 


92 


8 464 


.006 648 


1.204 


.046 98 


39.01 


25.63 


14 


80 


6 400 


.005 027 


1.592 


.082 16 


51.60 


19.38 


15 


72 


5 184 


.004072 


1.966 


.125 23 


63.73 


15.69 


16 


64 


4 096 


.003 217 


2.488 


.2006 


80.65 


12.40 


17 


56 


3 136 


.002 463 


3.249 


.3422 


105.4 


9.49 


18 


48 


2 304 


.001 809 6 


4.422 


.6340 


143.3 


6.98 


19 


40 


1 600 


.001 256 6 


6.368 


1.3146 


206.4 


4.844 


20 


36 


1 296 


.001 017 9 


7.860 


2.004 


254.8 


3.924 


21 


32 


1 024 


.000 8042 


9.950 


3.209 


322.6 


3.100 


22 


28 


784 


.000 615 8 


12.997 


5.475 


421.2 


2.374 


23 


24 


576 


.000 452 4 


17.69 


10.144 


573.4 


1.744 


24 


22 


484 


,000 380 1 


21.05 


14.366 


682.6 


1.465 


25 


20 


400 


.000 314 2 


25.47 


21.03 


825.8 


1 211 


26 


18 


324 


.000 254 5 


31.45 


32.06 


1 019 


0.981 


27 


164 


269 


.000 211 2 


37.88 


46.52 


1 229 


0.814 


28 


14.8 


219 


.000 172 03 


46.52 


70.14 


1 508 


0.6632 


29 


13.6 


185 


.000 145 27 


55.09 


98.37 


1 786 


0.5600 


30 


12.4 


153.8 


.000 120 76 


66.27 


142.35 


2 148 


0.4655 


31 


11.6 


134.6 


.000 105 68 


75.7 


185.87 


2 455 


0.4074 


32 


10.8 


116.6 


.000 091 61 


87.4 


247.4 


2 832 


0.3531 


33 


lO.O 


100.0 


.000 078 54 


101.9 


336.5 


3 302 


0.3028 


34 


9.2 


84.64 


000 066 48 


120.4 


469.8 


3 901 


0.2563 


35 


8.4 


70.56 


.000 055 42 


144.4 


676.0 


4 682 


0.2136 


36 


7.6 


57.76 


.000 045 36 


176,4 


1 008.7 


5 718 


0.1749 


37 


6.8 


46.24 


.000 036 32 


220.4 


1 574 


7 143 


0.1400 


38 


6.0 


36.00 


.000 028 27 


283.0 


2 596 


9 174 


0.1090 




5.2 


27.04 


.000 021 24 


376.8 


4 603 


12 210 


0.0819 


40 


4.8 


23.04 


.000018 096 


442.2 


6340 


14 330 


0.0698 


41 


4.4 


19.36 


.000 015 205 


526.3 


8 979 


17 060 


0.058 62 


42 


4.0 


16.00 


.000 012 566 


636.8 


13 146 


20 640 


.04844 


43 


3.6 


12.96 


.000010 179 


786.3 


20 040 


25 480 


.039 24 


44 


3.2 


9.734 


.000008 042 


995.0 


32 090 


32 260 


.03100 


45 


2.8 


7.840 


.000006 158 


1 299.7 


54 750 


42 120 


.023 74 


46 


2.4 


5.760 


.000004 524 


1 769 


101 440 


57 340 


.017 44 


47 


2.0 


4.000 


.000003 142 


2 547 


210 300 


82 580 


.012 11 


48 


1.6 


2.560 


.000002 011 


3 980 


513 500 


129 000 


.007 75 


49 


1.2 


1.440 


.000 001 131 


7 077 


1 623 000 


229 400 


.004 36 


50 


l.O 


1.000 


,000 000 785 4 


10 190 


3 365 000 


303 000 


.003 03 
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TABLE 64 

TURNS PER INCH AND INSULATED WIRE DIAMETER A.W.G. 
COPPER WIRE 





Diameter (mils) 


Turns per inch (exact winding) 




AWfr 


















r\ w vj 


















No. 


*Enam. 




Bare 


En am. 








D.S.C. 


3 


130.6 


142.5 


7,7o 


7.00 


7.72 


n A1 

7.01 






Q 

y 


116.5 


120.4 


O TA 


O CO 

O.DO 


O 1^ 

0.23 


7.yi 






10 


104.0 


112.9 


9.81 


9-61 


9.26 


8-85 







11 


92.7 


100.2 


11.02 


10.7 


1 A i* 

10,4 


n no 




— 


12 


82.8 


90.3 


12.37 


12.0 


1 1.0 


1 1 A*? 

11. U7 




— 


1-7 


74.0 


81.5 


13.89 


13,5 


12.9 


12 27 






14 


66.1 


73.6 


15,60 


15.1 


1 A A 

14,4 


13.59 






15 


59.1 


66.6 


17.52 


16.9 


16.1 


15.0 







16 


52.8 


60.3 


19,68 


18.9 


17.9 


16.5 


18.9 


18.2 


17 


47.1 


54.8 


22,1 


21 2 


19.8 


18.2 


21.1 


20.2 


1ft 

lO 


42.1 


49.8 


24.8 


23.7 


22.0 


20 0 


23.6 






37.7 


45-4 


27-8 


26.5 


24.4 


22,0 


26.3 


9*i n 




33.8 


41.5 


31.3 


29.5 


27.0 


24.1 


29.4 


97 7 


21 


30.2 


38.0 


35,1 


33,1 


29, S 


26.3 


32,7 


30.7 


22 


27.0 


33.8 


39.4 


37.0 


33.5 


29,5 


3o.o 


34.1 


23 


24,1 


31.1 


44.3 


41-4 


36.9 


32.1 


40.6 


J 1 .J 




21,5 


28,6 


49.7 


46.5 


40.6 


^A n 
34.9 


45.2 


41 4 


25 


192 


26.4 


55.8 


52.0 


44.6 


37.8 


50.0 


4S ft 


26 


17.1 


24.4 


62.7 


CO A 

58,4 


49.0 


40.9 


55.8 


50.0 


27 


15.3 


22.7 


70.4 


65.3 


53.4 


AA A 

44.0 


61.7 


54.9 


28 


13.6 


21.1 


82.8 


n c 

73.5 


CO A 

5o.4 


A1 1. 

47.3 


68.4 


fiO 9 


9Q 


12.2 


19.8 


88.8 


81.9 


63.2 


CA C 

50,5 


•7C 1 

75.1 




30 


10.8 


18.5 


99.7 


92,5 


68.9 


54.0 


83.3 


71 4 


31 


9.7 


17.4 


112.0 


103 


'lA C 

74.0 


CI A 


91.7 


77.5 


32 


8,7 


16.5 


125.8 


1 14 


80.0 


oO.o 


100 


83.3 


33 


7.7 


15.0 


141.2 


129 


0£ o 

00.2 


£.A 1 
04,1 


1 An 
109 


90.0 


"^4 
J** 




14.0 


1 CO £. 


t AA 

144 


no c 

y2.5 


An c 
07.5 


1 OA 

IzU 


97.0 


35 


6.2 


14-1 


178 


161 


99.9 


70.9 


131 


104 


36 


5.5 


13.0 


200 


181 


111 


76.9 


142 


111 


37 


4.9 


12.5 


224 


204 


117 


80.0 


153 


117 


38 


4.4 


12,0 


252 


227 


125 


83.3 


166 


125 


39 


3.9 


11.5 


283 


256 


133 


86.9 


181 


133 


40 


3.5 


11.1 


318 


285 


140 


90.0 


196 


140 


(41) 


3.05 




363 


327 










(42) 


2.64 




400 


378 










(43) 


2.37 




444 


421 










(44) 


2,12 




500 


471 










(45) 


1.91 




571 


523 










(46) 


1.72 




666 


581 











♦Nominal Value. Actual dimensions vary slightly. 
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TABLE 65 



TURNS PER INCH AND INSULATED WIRE DIAMETER, S.W.G, 
COPPER WIRE 





Diameter (mils) 


Tvirns per inch (exact winding) 








































No. 


*Enam. 


D.C.C. 


Bare 


Enam. 


S.C.C. 


D.C.C. 


S.S.C. 


D.S.C. 


10 


132 


142 


7.81 


7.63 


7.35 


7.04 







11 


120 


130 


8.62 


8.33 


8.07 


7.69 




— 


12 


108 


118 


9.62 


9.26 


8.93 


8.48 






13 


96 


106 


10.87 


10.42 


10.00 


9,43 






14 


84 


94 


12.50 


11.90 


11.36 


10.64 




^ 


15 


75.5 


84 


13^89 


13.25 


12.66 


11.90 


— 


- 




16 


67.5 


76 


15.63 


14.81 


14.08 


13.16 


14.93 


14.71 


17 


59 


68 


17.86 


16.95 


15.87 


14.71 


16.95 


iD.OV 


18 


50.7 


59 


20.83 


19,72 


18,18 


16.95 


20.00 


19.61 


19 


42.6 


51 


25.00 


23.47 


21.28 


19.61 


23.81 


23.26 


20 


38.5 


47 


27.78 


25!97 


23.81 


2L28 


26.32 


25.64 


21 


34.3 


43 


31.25 


29.15 


26.32 


23.26 


29.41 


28.57 


22 


30.0 


39 


35.71 


33.33 


29.41 


25.64 


33.33 


32,26 


23 


25.7 


34 


41.67 


38,91 


34.48 


29.41 


38.46 


37 04 


24 


23,6 


32 


45 45 


42,37 


37,04 


31.25 


42.55 


40.00 


25 


21.5 


30 


50.00 


46.51 


40,00 


33.33 


46^51 


43,48 


26 


19.4 


28 


55.56 


51.55 


43.48 


35.71 


51.81 


48,78 


27 


17.7 


26.4 


60.98 


56.50 


46.73 


37.88 


56.50 


52.91 


28 


16.0 


94 ft 


67.57 


62.50 






62.11 


57.80 


29 


14.8 


23.6 


73.53 


67.57 


53.76 


42.37 


67.1 1 


62.11 


30 


13.4 


22.4 


80.65 


74.63 


57.47 


44.64 


72.99 


67.11 


31 


12.6 


21.6 


86.21 






46.30 


77.52 


70.92 


32 


117 


20.8 


92,59 


85.47 


fi"^ 90 


*t0.vO 


82.64 


75. 19 


33 


10.9 


20.0 


100.00 


91.74 


66.67 


50.00 


88.50 


80,00 


34 


10.0 


19,2 


108.7 


100.0 


70.42 


52.08 


95.24 


85.47 


35 


9.1 


17.4 


119.0 


109.9 


80.65 


57.47 


103^1 


91.74 


36 


8.3 


16.6 


131.6 


120,5 


86.21 


60.24 


112.4 


99.01 


37 


7.4 


15.8 


147.1 


135.1 


99.21 


63.29 


123.5 


107,5 


38 


6.6 


15.0 


166.7 


151.5 


100.0 


66.67 


137.0 


117.6 


39 


5.7 


14.2 


192.3 


175.4 


108.7 


70.42 


153.8 


129.9 


40 


5.3 


13.8 


208.3 


188.7 


113.6 


72.46 


163.9 


137.0 


41 


4.8 




227.3 


208.3 






178.6 


151.5 


42 


4.4 




250.0 


227.3 






192.3 


161.3 


43 


3.9 




277,8 


256.4 






208.3 


172,4 


44 


3.5 




312.5 


285.7 






227.3 


185.2 


45 


3.1 




357.1 


322.6 






250.0 


200.0 


46 


2.65 




416.7 


377.4 






277.8 


217.4 


47 


2.25 




500.0 


444.4 






312.5 


238,1 


48 



















•Nominal Value. Actual dimensions vary slightly. 
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TABLE 66 

MULTI-LAYER COIL WINDING AND WEIGHT OF INSULATED WIRE, 

A.W.G. 



COPPER WIRE 



AWG 
No. 


Enamelled 


D.C.C. 


Weight- 


-lbs. per 1000ft. 


Turns 

per 
square 

inch* 


Ohms 
per 
cubic 
inch* 


Turns per 
square inch 
layer 
insulated 


Turns 
per 
square 
inch* 


Ohms 
per 
cubic 
inch* 


Enam. 


D.C.C. 


D.S.C. 


8 
9 

10 


57 
72 
90 


.003 15 
.004 75 
.007 48 


Paper insulated each layer. 
20% allowance for waste space at ends of 
layers. 


48 
59 
76 


.002 65 
.003 88 
.006 31 


50.55 
40.15 
31,80 


51.15 
40,60 
32.18 




11 
12 
13 
14 
15 


113 
141 

177 
221 
277 


.01183 
.018 78 
.029 5 
.046 4 
.073 4 


93 
114 
140 
171 
208 


.009 74 
.015 19 
.023 3 
.035 9 
.055 1 


25.25 
20.05 
15.90 
12.60 
10,00 


25.60 
20.40 
16.20 
12.91 
10.33 




16 
17 
18 
19 
20 


348 
437 
548 
681 
852 


.1162 
.184 0 
.2910 
.456 0 
.720 0 


260 
316 
378 
455 
545 


.086 9 
.1331 
.2008 
.304 8 
.460 5 


7.930 
6.275 
4.980 
3.955 
3.135 


8.210 
6.540 
5.235 
4.220 
3.373 


7.955 
6.315 
5.015 
3.990 
3.173 


21 
22 
23 
24 
25 


1 065 
1 340 

1 665 

2 100 
2 630 


1.134 
1.800 
2.820 
4.488 
7.080 


650 
865 
1 030 
1 215 
1 420 


.6920 
1.162 
1.774 
2.596 
3.822 


2.490 
1.970 
1.565 
1.245 
.988 


2,685 
2.168 
1.727 
1.398 
L129 


2,520 
2.006 
1.593 
1.272 
1.018 


1 420 
u 1 750 

a 


26 
27 
28 
29 
30 


3 320 

4 145 

5 250 

6 510 
8 175 


11.27 
17.75 
28.34 
44,32 
70.15 


a 2 030 
d 2 620 
£ 3 250 
^ 3 920 
4 780 


1 690 

1 945 

2 250 
2 560 
2 930 


5.740 
8.330 
12.15 
17.30 
25.15 


.7845 
.6220 
.4940 
.3915 
.3105 


.9140 
.7560 
.6075 
.4890 
.3955 


.8100 
.6450 
.5140 
.4130 
.3330 


31 
32 
33 
34 
35 


10 200 
12 650 
16 200 
19 950 
25 000 


110.4 
127.6 
279.0 
433.2 
684,5 


S3 6 780 
1 ^250 
^ 10 600 
1 12 400 
15 200 


3 330 

3 720 

4 140 

4 595 

5 070 


36.05 
50,76 
71.30 
99.77 
138.7 


.2465 
.1960 
.1550 
.1230 
.0980 


.3257 
.2700 
.2270 
.1928 
.1600 


,2678 
,2170 
.1750 
,1412 
,1130 


36 
37 
38 
39 
40 


31 700 
39 600 
49 100 
62 600 
77 600 


1 094 

1 723 

2 693 
4 332 
6 770 


^ 21 500 
« 26 300 
^ 32 000 
% 40 000 
^ 48 400 


5 550 

6 045 
6 510 

6 935 

7 450 


191.6 

263 

357 

480 

650 


,0776 
,0616 
,0488 
.0387 
.0307 


.1361 
.1204 
.1049 
.0937 
.0838 


.0920 
.0740 
.0623 
.0504 
.0429 





















*For exact winding with no allowance for space factor. 
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TABLE 67 

MULTI-LAYER COIL WINDING AND WEIGHT OF INSULATED WIRE, 

S.W.G. 
COPPER WIRE 



Enamelled 









No. 


Turns 


Ohms 




ner 


per 




square 


cubic 




inch* 


inch* 




58.22 


.002 95 


11 


6939 


.004 37 


12 


85.75 


.006 73 


13 


108.6 


.0109 


It 


141.6 




15 


175.6 


.0287 


16 


219.3 


.0456 


17 


287.3 


.0776 


18 


388.9 


.1431 


1 Q 




9Qn 








21 


849.7 


.705 


22 


1 109 


1.200 


23 


1 513 


2.23 






J. 14 








26 


2 663 


6.95 


27 


3 192 


10.05 


28 


3 906 


15.18 


29 


4 570 


20.9 






'\C\ 7 


31 


6 304 


39.8 


32 


7 310 


53.1 


33 


8 409 


71.2 


34 


10 000 


100.5 


3j 


1^ UiSU 




36 


14 520 


212 


37 


18 220 


336 


38 


22 950 


544 


39 


30 770 


965 


40 


35 610 


1 310 


41 


43"390 


1 905 


42 


51620 


2 740 


43 


65 740 


4 300 


44 


81620 


6 760 


45 


104 300 


11 250 


46 


142 100 


21000 


47 


197 100 


41 700 


48 







Turns per 
square inch 

layer 
insulated 



O %n 

-a 



1 220 
1 460 



1 760 

2 080 
2 500 

2 870 

3 430 

3 840 

4 360 



5 680 

6 670 

7 920 



9 360 
E 11400 
*^ 14 100 



20 900 
24 000 
28 800 
33 700 
41 800 
50 800 



D.C.C. 



976.6 
1 109 



1274 
1436 
1 624 

1 798 
1989 
2144^ 

2 314 

2 500 

2 714 

3 306 



3 624 
4007 

4 436 

4956 

5 256 




.003 73 
.005 65 
.008 93 
,0150 
.0234 



.0358 

.0585 

.1055 

.204 

.296 



.448 
.710 
1.26 

1.71 

2.35 
"3.33^ 

4.51 

6.28 

8.23 
10.98 



13.45 
16.83 

21.15 

27.3 

39.3 



53.1 
73.5 
104.5 

155.0 
193.5 



Weight— lbs. per 1000ft. 



En am. 



47.77 



44.40 

33.04 

25.89 

19.60 

15^7_ 

12.56"^ 
9.607 
7.060 
4.910 
3.987 

Tr5T 
2.419 
1.779 

1.498 
1.241 



1.008 
.836 
.683 
.578 
.478 



.419 
.364 

.313 
.264 
.221 
.181 
.146 
.114 

.0854 
.0726 
70608 
.0505 
.0408 
.0324 

_^0249 
.0182 
.0126 



D.C.C. 



50.77 



41.83 

33.71 

26.50 

20.12 

16.36 

12767^" 

10.03 
7.43 
5.262 
4.267 



3.409 
2.649 
1.918 

1.667 
1.392 



1.152 
.977 
.811 
.699 
.604 

~524 
.467 

.412 
.328 
.317 

.207 
.169 

.138 
.123 



♦For exact winding with no allowance for space factor. 



www.pmillett.com 



1414 



WIRE TABLES (A.W.G.) 



38.19 



TABLE 68 
RESISTANCE WIRE TABLE, A.W.G. 

20° C (68° F.) 









Advance Wire 




Nicbrome Wire** 


AWG 


Dia. 



































No. 


mils. 


Ohms 


Lbs. 


Feet 


Current 


Ohms 


Lbs. per 


Current 






per IjOOO 


per 1,000 


per 


Milli 


per 1,000 


1,000 


Milli 






feet 


feet 


Ohm 


Amps* 


feet 


feet 


Ampst 


8 


128 


17.9 


50 


55.9 


— 


40.8 


45 


— 


9 


114 


22.6 


39 


44.2 


— 


51.9 


36 


— 


10 


102 


28.0 


32 


35.7 


— 


64.9 


29 


— 


11 


91 


35.5 


25 


28.2 


— 


81.5 


23 


— 


12 


81 


44.8 


20 


22,3 


— 


102 


18 


— . 


13 


72 


56.7 


15.7 


17.6 


— 


130 


14 


— 


14 


64 


71.7 


12.4 


13.9 


— 


164 


11 


— - 


15 


57 


90.4 


9.8 


11.1 


— 


207 


9.2 


— 


16 


51 


113 


7.8 


8.85 


— 


259 


7.2 


. — - 


17 


45 


145 


6.2 


6.90 


— 


333 


5.6 


— 


18 


40 


184 


4.9 


5.44 


800 


421 


4.42 


— 


19 


36 


226 


3.9 


4.43 


650 


520 


3.58 


— 


20 


32 


287 


3.1 


3.48 


522 


659 


2.83 


— 


21 


28.5 


362 


2.5 


2.76 


420 


831 


2.24 


— 


22 


25.3 


460 


1.9 


2.17 


335 


1055 


1.77 





23 


22.6 


575 


1.5 


1.74 


273 


1321 


1.41 




24 


20.1 


728 


1.2 


1.37 


220 


1670 


1.12 


460 


25 


17.9 


919 


.97 


1.09 


178 


2106 


.89 


390 


26 


15.9 


1 162 


.77 


.861 


144 


2 669 


.70 


330 


27 


14.2 


1455 


.61 


.687 


117 


3 347 


.56 


278 


28 


12.6 


1850 


.48 


.541 


95 


4 251 


.44 


228 


29 


11.3 


2 300 


.38 


.435 


78 


5 286 


.35 


196 


30 


10.0 


2 940 


.30 


.340 


63 


6 750 


.276 


165 


31 


8.9 


3680 


.24 


.272 


52 


8521 


.199 


158 


32 


8.0 


4600 


.19 


.217 


43 


10 546 


.177 


117 


33 


7.1 


5 830 


.15 


.172 


36 


13 390 


.139 


97 


34 


6.3 


7 400 


.12 


.135 


29 


17 006 


.110 


82 


35 


5.6 


9 360 


.095 


.107 


24 


21 524 


.0o7 


69 


36 


5.0 


11 760 


.076 


.085 


20 


27 000 


,069 


58 


37 


4.5 


14 550 


,060 


.0687 


17 


33 333 


.056 


49 


38 


4.0 


18 375 


.047 


.0544 


14.5 


42187 


.045 


41 


39 


3,5 


24100 


.038 


.0415 


12 


55 102 


.034 


34 


40 


3.1 


30 593 


.028 


.0327 


10 


70 239 


.025 


28 


(41) 


2.75 


38 888 


.0229" 


0257 


8.5 


89 256~ 


.0209 


24 


(42) 


2.5 


46 400 


.0189 


.0215 


7.5 


108000 


.0173 


20.5 


(43) 


2,25 


58103 


.0153 


.0172 


6,8 


133 333 


.0140 


17.5 


(44) 


2.0 


73 500 


.0121 


.0136 


6.0 


168 750 


.0110 


14.5 


(45) 


1.75 


96 078 


.0092 


.0104 


5.0 


220408 


.0084 


12.0 


(46) 


~r5~ 


130 666 


.0068 


0076 


4.0 


300 000 


.0062 


9.5 



♦♦Wire produced by some manufacturers differs considerably from the resistance values given. 
♦D.S.C. wound on spool. 

tBare wire on slab — well ventilated. Spacing between turns equal to wire diameter. 
N.B. — To find current for Advance wire wound on slab, multiply Nichiome Current column by 
approx, 1.5. 
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TABLE 69 



RESISTANCE WIRE TABLE, S.W.G. 









Eureka Wire 




Nichrome Wire** 




















SWG 


Dia. 
















No. 


mils. 


Ohms 


Lbs. per 


Feet 


Current 


Ohms 


Lbs. per 


Current 






_^ ^ 1 AAA 

per IjOOO 


1,000 


per 


X f ; 1 1 : 
Ml 111 


per 1,000 


1,000 


Milli 






feet 


feet 


Ohm 


Amps* 


feet 


feet 


Ampst 


10 


128 


17.4 


49.7 


57.5 


— 


40.8 


45 


— 


11 


116 


21.2 


40.9 


47.2 


— 


50.2 


37.3 


— 


12 


104 


26.4 


32.9 


37.9 


— 


62.4 


29.5 


— 


13 


92 


33.8 


25.7 


29.6 


— 


79.7 


23.4 


— 


14 


80 


44.6 


19.5 


22.4 


— 


105,4 


17,7 


— 


15 


72 


55.1 


15.8 


18.15 


— 


130 


14.0 


— 


16 


64 


69.8 


12.5 


14.33 


— 


164 


11.3 


— 


17 


56 


91.1 


9.5 


10,98 


— 


215 


8,7 


— 


18 


48 


123.9 


7.0 


8.07 


— 


292 


6.4 


— 


19 


40 


178.5 


4.9 


5.60 


— 


421 


4.42 


— 


20 


36 


220.4 


3,9 


4.53 


650 


520 


3.58 


— 


21 


32 


279.1 


3.12 


3.58 


510 


659 


2.83 


— 


22 


28 


364 


2.38 


2.75 


390 


861 


2.17 


— 


23 


24 


496 


1.75 


2.02 


300 


1 170 


1.60 


— 


24 


22 


590 


1.47 


1.70 


250 


1390 


1.33 


— 


25 


20 


714 


1.21 


1,40 


210 


1 680 


1.12 


— 


26 


18 


882 


0.99 


1.134 


170 


2 080 


.897 


400 


27 


16,4 


1 062 


.82 


.942 


140 


2 510 


.746 


350 


28 


14.8 


1 305 


.67 


.766 


117 


3 080 


.607 


300 


29 


13.6 


1 545 


.56 


.647 


101 


3 650 


,513 


250 


30 


12.4 


1858 


.47 


.538 


85 


4390 


.427 


230 


31 


11.6 


2123 


.41 


.471 


75 


5010 


.373 


205 


32 


10.8 


2 450 


.35 


.408 


66 


5 780 


.324 


185 


33 


10.0 


2 857 


.304 


.350 


57 


6 750 


.276 


165 


34 


9.2 


3 376 


.257 


.296 


49 


7 970 


.235 


145 


35 


8.4 


4049 


.215 


.247 


41 


9 560 


.195 


125 


36 


7.6 


4 947 


.175 


.202 


35 


11 690 


.160 


110 


37 


6.8 


6179 


.140 


.1618 


29 


14 600 


.128 


91 


38 


6.0 


7 936 


.109 


.1260 


23 


18 700 


.100 


76 


39 


5.2 


10 565 


.082 


.0947 


19 


24 900 


.075 


62 


40 


4.8 


12 395 


.070 


.0807 


16 


29 200 


.064 


55 


41 


4.4 


14756 


.059 


.0677 


13 


34 800 


.0536 


48 


42 


4.0 


17 855 


.049 


.0560 


11 


42180 


.0450 


41 


43 


3.6 


22045 


.039 


.0454 


9.5 


52000 


.0358 


35 


44 


3.2 


27 888 


.031 


.0359 


8.0 


63 900 


.0283 


30 


45 


2.8 


36 216 


.024 


.0276 


65 


86 100 


.0217 


25 


46 


2.4 


49 588 


018 


.0202 


5.0 


117 000 


.0160 


20 


47 


2.0 


71 428 


.012 


.0140 


4.0 


168 000 


.0112 


15 


48 


1.6 


111 333 


.008 


.0090 


3.0 


263 600 


.0071 





••Wire produced by some manufacturers diiTers considerably from the resistance values given. 
•D.S.C. wotind on spool. 

tBare wire on slab — well ventilated. Spacing between turns equal to wire diameter. 

N.B. — To find current for Eureka wire wound on slab, multiply Nichrome Current column by approx. 
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0 


1 2 3 


4 5 6 


7 8 9 


Differences 


1 2 3 


4 5 6 


7 8 9 


10 


0000 


0043 0086 0128 


0170 0212 0253 


0294 0334 0374 


4 8 12 


17 21 25 


29 33 37 


11 

12 
13 
14 
15 


0414 
0792 
1139 
1461 
1761 


0453 0492 0531 
0828 0864 0899 
1173 1206 1239 
1492 1523 1553 
1790 1818 1847 


0569 0607 0645 
0934 0969 1004 
1271 1303 1335 
1584 1614 1644 
1875 1903 1931 


0682 0719 0755 
1038 1072 1106 
1367 1399 1430 
1673 1703 1732 
1959 1987 2014 


4 8 11 
3 7 10 
3 6 10 
3 6 9 
3 6 8 


15 19 23 
14 17 21 
13 16 19 
12 15 18 
11 14 17 


26 30 34 
24 28 31 
23 26 29 
21 24 27 
20 22 25 


16 
17 
18 
19 
20 


2041 
2304 
2553 
2788 
3010 


2068 2095 2122 
2330 2355 2380 
2577 2601 2625 
2810 2833 2856 
3032 3054 3075 


2148 2175 2201 
2405 2430 2455 
2648 2672 2695 
2878 2900 2923 
3096 31 18 3139 


2227 2253 2279 
2480 2504 2529 
2718 2742 2765 
2945 2967 2989 
3160 3181 3201 


3 5 8 
2 5 7 
2 5 7 
2 4 7 
2 4 6 


11 13 16 
10 12 15 
9 12 14 
9 11 13 
8 11 13 


18 21 24 
17 20 22 
16 19 21 
16 18 20 
15 17 19 


21 
22 
23 
24 

25 


3222 
3424 
3617 
3802 
3979 


3243 3263 3284 
3444 3464 3483 
3636 3655 3674 
3820 3838 3856 
3997 4014 4031 


3304 3324 3345 
3502 3522 3541 
3692 3711 3729 
3874 3892 3909 
4048 4065 4082 


3365 3385 3404 
3560 3579 3598 
3747 3766 3784 
3927 3945 3962 
4099 4116 4133 


2 4 6 
2 4 6 
2 4 6 
2 4 5 
2 3 5 


8 10 12 
8 10 12 
7 9 11 
7 9 11 
7 9 10 


14 16 18 
14 15 17 
13 15 17 
12 14 16 
12 14 15 


26 
27 
28 
29 
30 


4150 
4314 
4472 
4624 
4771 


4166 4183 4200 
4330 4346 4362 
4487 4502 4518 
4639 4654 4669 
4786 4800 4814 


4216 4232 4249 
4378 4393 4409 
4533 4548 4564 
4683 4698 4713 
4829 4843 4857 


4265 4281 4298 
4425 4440 4456 
4579 4594 4609 
4728 4742 4757 
4871 4886 4900 


2 3 5 
2 3 5 
2 3 5 
1 3 4 
1 3 4 


7 8 10 
6 8 9 
6 8 9 
6 7 9 
6 7 9 


11 13 15 
11 13 14 
11 12 14 
10 12 13 
10 11 13 


31 
32 
33 
34 
35 


4914 
5051 
5185 
5315 
5441 


4928 4942 4955 
5065 5079 5092 
5198 5211 5224 
5238 5340 5353 
5453 5465 5478 


4969 4983 4997 
5105 5119 5132 
5237 5250 5263 
5366 5378 5391 
5490 5502 5514 


5011 5024 5038 
5145 5159 5172 
5276 5289 5302 
5403 5416 5428 
5527 5539 5551 


1 3 4 
1 3 4 
1 3 4 
1 3 4 
1 2 4 


6 7 8 
5 7 8 
5 6 8 
5 6 8 
5 6 7 


10 11 12 
9 11 12 
9 10 12 
9 10 11 
9 10 11 


36 
37 
38 
39 
40 


5563 
5682 
5798 
5911 
6021 


5575 5587 5599 
5694 5705 5717 
5809 5821 5832 
5922 5933 5944 
6031 6042 6053 


5611 5623 5635 
5729 5740 5752 
5843 5855 5866 
5955 5966 5977 
6064 6075 6085 


5647 5658 5670 
5763 5775 5786 
5877 5888 5899 
5988 5999 6010 
6096 6107 6117 


1 2 4 
1 2 3 
1 2 3 
1 2 3 
1 2 3 


5 6 7 
5 6 7 
5 6 7 
4 5 7 
4 5 6 


8 10 11 
8 9 10 
8 9 10 
8 9 10 
8 9 10 


41 
42 
43 
44 
45 


6128 
6232 
6335 
6435 
6532 


6138 6149 6160 
6243 6253 6263 
6345 6355 6365 
6444 6454 6464 

^^AO A^^l Mfti 
Oj'tZ OjJl ODD I 


6170 6180 6191 
6274 6284 6294 
6375 6385 6395 
6474 6484 6493 

M'Jl Mflfi A'^O^t 


6201 6212 6222 

6304 6314 6325 

6405 6415 6425 

6503 6513 6522 

A^OO fiftnO ftAIR 
ooio 


1 2 3 
1 2 3 
1 2 3 
1 2 3 
1 2 3 


4 5 6 
4 5 6 
4 5 6 
4 5 6 
4 5 6 


7 8 9 
7 8 9 
7 8 9 
7 8 9 
7 8 9 


46 
47 
48 
49 

50 


6628 
6721 
6812 
6902 
6990 


6637 6646 6656 
6730 6739 6749 
6821 6830 6839 
6911 6920 6928 
6998 7007 7016 


6665 6675 6684 
6758 6767 6776 
6848 6857 6866 
6937 6946 6955 
7024 7033 7042 


6693 6702 6712 
6785 6794 6803 
6875 6884 6893 
6964 6972 6981 
7050 7059 7067 


1 2 3 
1 2 3 
1 2 3 
1 2 3 
1 2 3 


4 5 6 
4 5 5 
4 4 5 
4 4 5 
3 4 5 


7 7 8 
6 7 8 
6 7 8 
6 7 8 
6 7 8 


51 
52 
53 
54 


7076 
7160 
7243 
7324 


7084 7093 7101 
7168 7177 7185 
7251 7259 7267 
7332 7340 7348 


7110 7118 7126 
7193 7202 7210 
7275 7284 7292 
7356 7364 7372 


7135 7143 7152 
7218 7226 7235 
7300 7308 7316 
7380 7388 7396 


1 2 3 
1 2 2 
1 2 2 
1 2 2 


3 4 5 
3 4 5 
3 4 5 
3 4 5 


6 7 8 
6 7 7 
6 6 7 
6 6 7 




0 


1 2 3 


4 5 6 


7 8 9 


1 2 3 


4 5 6 


7 8 9 
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0 


1 2 3 


4 5 6 


7 8 9 


1 2 3 


Differences 
4 5 6 


7 8 9 


S5 


i'tiri 


741^ lAiQ lAOl 

I'iiA I'LH 


"lAX^ 7Ad1 7d.SI 
t'kjj iVJi 


7d.SQ 7^A 747d 


1 2 2 


3 4 5 


5 6 7 


56 
57 
58 
59 
60 


7482 
7559 
7634 
7709 
7782 


7490 7497 7505 
7566 7574 7582 
7642 7649 7657 
7716 7723 7731 

'7'70n •7'7QA Tont 


7513 7520 7528 
7589 7597 7604 
7664 7672 7679 
7738 7745 7752 

"701 rt '70 1 O "TOie 

loi\) /olo 


7536 7543 7551 
7612 7619 7627 
7686 7694 7701 
7760 7767 7774 

7Q1'5 7Q10 TQAft 

ioii /ojy itstv 


1 2 2 
1 2 2 
1 1 2 
1 1 2 
1 1.2 


3 4 5 
3 4 5 
3 4 4 
3 4 4 
3 4 4 


5 6 7 
5 6 7 
5 6 7 
5 6 7 
5 6 6 


61 
62 
63 
64 
65 


7853 
7924 
7993 
8062 
8129 


7860 7868 7875 
7931 7938 7945 
8000 8007 8014 
8069 8075 8082 

OMO- ol4Z Ol^y 


7882 7889 7896 
7952 7959 7966 
8021 8028 8035 
8089 8096 8102 
006 aio2 oiov 


7903 7910 7917 
7973 7980 7987 
8041 8048 8055 
8109 8116 8122 


1 1 2 
1 1 2 
1 1 2 
1 1 2 
112 


3 4 4 
3 3 4 
3 3 4 
3 3 4 
3 3 4 


5 6 6 
5 6 6 
5 5 6 
5 5 6 
5 5 6 


66 
67 
68 
69 

70 


8195 
8261 
8325 
8388 
8451 


8202 8209 8215 
8267 8274 8280 
8331 8338 8344 
8395 8401 8407 

OjIC^ QA^^ QA^t\ 

8457 8463 8470 


8222 8228 8235 
8287 8293 8299 
8351 8357 8363 
8414 8420 8426 
8476 8482 8488 


8241 8248 8254 
8306 8312 8319 
8370 8376 8382 
8432 8439 8445 

OAf\A OCAA OC/\A 

8494 o5UU ODUO 


1 1 2 
1 1 2 
1 1 2 
1 1 2 
112 


3 3 4 
3 3 4 
3 3 4 
2 3 4 

O "i. A 
d. 3 t 


5 5 6 
5 5 6 
4 5 6 
4 5 6 
4 5 6 


71 
72 
73 
74 
75 


8513 
8573 
8633 
8692 
8751 


8519 8525 8531 
8579 8585 8591 
8639 8645 8651 
8698 8704 8710 
8756 8762 8768 


8537 8543 8549 
8597 8603 8609 
8657 8663 8669 
8716 8722 8727 
8774 8779 8785 


8555 8561 8567 
8615 8621 8627 
8675 868 1 8686 
8733 8739 8745 
8791 8797 8802 


1 1 2 
1 1 2 
1 1 2 
1 1 2 
1 1 2 


2 3 4 
2 3 4 
2 3 4 
2 3 4 
2 3 3 


4 5 5 
4 5 5 
4 5 5 
4 5 5 
4 5 5 


76 
77 
78 
79 
80 


8808 
8865 
8921 
8976 
9031 


8814 8820 8825 
8871 8876 8882 
8927 8932 8938 
8982 8987 8993 

A/\^i^ f\/\A^ 

9036 9042 9047 


8831 8837 8842 
8887 8893 8899 
8943 8949 8954 
8998 9004 9009 

f\/\co f\f\£^'y 
9053 9058 9063 


8848 8854 8859 
8904 8910 8915 
8960 8965 8971 
9015 9020 9025 

f\f\£,e\ f\fV7A OATH 

9U69 9074 VU/y 


1 1 2 
1 1 2 
1 1 2 
1 1 2 
112 


2 3 3 
2 3 3 
2 3 3 
2 3 3 
2 3 3 


4 5 5 
4 4 5 
4 4 5 
4 4 5 
4 4 5 


81 
62 
83 
84 
85 


9085 
9138 
9191 
9243 
9294 


9090 9096 9101 
9143 9149 9154 
9196 9201 9206 
9248 9253 9258 
9299 9304 9309 


9106 9112 9117 
9159 9165 9170 
9212 9217 9222 
9263 9269 9274 
9315 9320 9325 


9122 9128 9133 
9175 9180 9186 
9227 9232 9238 
9279 9284 9289 
9330 9335 9340 


1 1 2 
1 1 2 
1 1 2 
I 1 2 
1 1 2 


2 3 3 
2 3 3 
2 3 3 
2 3 3 
2 3 3 


4 4 5 
4 4 5 
4 4 5 
4 4 5 
4 4 5 


86 
87 
88 
89 
90 


9345 
9395 
9445 
9494 
9542 


9350 9355 9360 
9400 9405 9410 
9450 9455 9460 

Aj4AA e\^/\A ncriA 

yivv VDtw ysov 
9547 9552 9557 


9365 9370 9375 
9415 9420 9425 
9465 9469 9474 
9513 9518 9523 
9562 9566 9571 


9380 9385 9390 
9430 9435 9440 
9479 9484 9489 

t\c\Q Cicy^ r\aQ 

9528 9533 9538 
9576 9581 9586 


1 1 2 
0 1 1 
0 1 1 
0 1 1 
0 1 1 


2 3 3 
2 2 3 
2 2 3 
2 2 3 
2 2 3 


4 4 5 
3 4 4 
3 4 4 
3 4 4 
3 4 4 


91 
92 
93 
94 
95 


9590 
9638 
9685 
9731 
9777 


9595 9600 9605 
9643 9647 9652 
9689 9694 9699 
9736 9741 9745 
9782 9786 9791 


9609 9614 9619 
9657 9661 9666 
9703 9708 9713 
9750 9754 9759 
9795 9800 9805 


9624 9628 9633 
9671 9675 9680 
9717 9722 9727 
9763 9768 9773 
9809 9814 9818 


0 1 1 
0 I 1 
0 1 1 
0 1 1 
0 1 1 


2 2 3 
2 2 3 
2 2 3 
2 2 3 
2 2 3 


3 4 4 
3 4 4 
3 4 4 
3 4 4 
3 4 4 


96 
97 
98 
99 


9823 
9868 
9912 
9956 


9827 9832 9836 
9872 9877 9881 
9917 9921 9926 
9961 9965 9969 


9841 9845 9850 
9886 9890 9894 
9930 9934 9939 
9974 9978 9983 


9854 9859 9863 
9899 9903 9908 
9943 9948 9952 
9987 9991 9996 


0 1 1 
0 1 1 
0 1 1 
0 1 1 


2 2 3 
2 2 3 
2 2 3 
2 2 3 


3 4 4 
3 4 4 
3 4 4 
3 3 4 




0 


1 2 3 


4 5 6 


7 8 9 


1 2 3 


4 5 6 


7 8 9 
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SECTION 21 : TRIGONOMETRICAL AND HYPERBOLIC TABLES 



TABLE 72 : TRIGONOMETRICAL RELATIONSHIPS 



Angle 


Radians 


Sine 


Cosine 


Tangent 


Angle 


Radians 


Sine 


Cosine 


Tangent 


0° 


.0000 


.0000 


1.000 


.0000 


45° 


.7854 


.7071 


.7071 


1 .0000 




.0175 


.0175 


.9998 


.0175 


46 


.8029 


.7193 


.6947 


1.0355 


2 


.0349 


.0349 


.9994 


.0349 


47 


.8203 


.7314 


.6820 


1.0724 


3 


0524 


.0523 


.9986 


.0524 


48 


.8378 


.7431 


.6691 


1 1106 


4 


.0698 


.0698 


.9976 


.0699 


49 


.8552 


.7547 


.6561 


1.1504 


5 


0873 


.0872 


.9962 


.0875 


50 


.8727 


.7660 


.6428 


1.1918 




1047 


.1045 


9945 


.1051 


51 


.8901 


.7771 


5293 




7 


.1222 


.1219 


.9925 


.1228 


52 


.9076 


.7880 


6157 


1.2799 


8 


.1396 


.1392 


.9903 


.1405 


53 


.9250 


.7986 


.6018 


1.3270 


9 


.1571 


.1564 


.9877 


.1584 


54 


,9425 


.8090 


.5878 


1.3764 


10 


.1745 


.1736 


.9848 


1763 


55 


.9599 


.8192 


.5736 


1.4281 


1 1 
1 1 




.1908 


.9816 


.1944 


56 


.9774 


.8290 


5592 


1 .4826 


12 


2094 


.2079 


.9781 


.2126 


57 


.9948 


.8387 


.5446 


1.5399 


13 


2269 


.2250 


.9744 


.2309 


58 


1.0123 


.8480 


.5299 


1 .6003 


14 


.2443 


.2419 


.9703 


.2493 


59 


1,0297 


.8572 


.5150 


1 .6643 


15 


.2618 


.2588 


.9659 


,2679 


60 


1.0472 


.8660 


.5000 


1.7321 


16 


2793 


.2756 


.9613 


.2867 


61 


1 .0647 


.8746 


.4848 


1.8040 


17 


,2967 


.2924 


.9563 


.3057 


62 


1.0821 


.8829 


.4695 


1 .8807 


18 


.3142 


.3090 


.9511 


.3249 


63 


1.0996 


.8910 


.4540 


1.9626 


19 


.3316 


.3256 


.9455 


.3443 


64 


1.1170 


.8988 


.4384 


2.0503 


20 


.3491 


.3420 


.9397 


.3640 


65 


1.1345 


.9063 


.4226 


2.1445 


21 


.3665 


.3584 


.9336 


.3839 


66 


1.1519 


.9135 


.4067- 


2.2460 


22 


.3840 


.3746 


.9272 


.4040 


67 


1.1694 


.9205 


.3907 


2.3559 


23 


4014 


.3907 


.9205 


.4245 


68 


1.1868 


.9272 


.3746 


2.4751 


24 


.4189 


.4067 


.9135 


.4452 


69 


1.2043 


.9336 


.3584 


2.6051 


25 


.4363 


.4226 


.9063 


.4663 


70 


1.2217 


.9397 


,3420 


2.7475 






.4384 


.8988 


.4877 


71 


1 .2392 


.9455 






27 


.4712 


.4540 


.8910 


.5095 


72 


1.2566 


.9511 


.3090 


3.0777 


28 


.4887 


.4695 


.8829 


.5317 


73 


1.2741 


.9563 


.2924 


3.2709 


29 


.5061 


.4848 


.8746 


.5543 


74 


1.2915 


.9613 


.2756 


3.4874 


30 


.5236 


.5000 


.8660 


.5774 


75 


1.3090 


.9659 


.2588 


3.7321 


31 


.5411 


.5150 


.8572 


.6009 


76 


1.3265 


.9703 


.2419 


4.0108 


32 


.5585 


.5299 


.8480 


.6249 


77 


1-3439 


.9744 


.2250 


4.3315 


33 


.5760 


,5446 


.8387 


.6494 


78 


1.3614 


.9781 


.2079 


4J046 


34 


.5934 


.5592 


.8290 


.6745 


79 


1.3788 


.9816 


.1908 


5.1446 


35 


.6109 


.5736 


.8192 


.7002 


80 


1.3963 


.9848 


.1736 


5.6713 


36 


.6283 


.5878 


.8090 


.7265 


81 


1.4137 


.9877 


.1564 


6,3138 


37 


,6458 


.6018 


.7986 


.7536 


82 


1.4312 


.9903 


.1392 


7.1154 


38 


.6632 


,6157 


.7880 


.7813 


83 


1.4486 


.9925 


.1219 


8.1443 


39 


.6807 


.6293 


.7771 


.8098 


84 


1.4661 


.9945 


,1045 


9.5144 


40 


.6981 


.6428 


.7660 


.8391 


85 


1.4835 


.9962 


.0872 


11.43 


41 


.7156 


.6561 


.7547 


.8693 


86 


1.5010 


.9976 


.0698 


14.30 


42 


.7330 


.6691 


.7431 


,9004 


87 


1.5184 


.9986 


.0523 


19.08 


43 


.7505 


,6820 


.7314 


.9325 


88 


1.5359 


.9994 


.0349 


28.64 


44 


.7679 


.6947 


.7193 


.9657 


89 


1.5533 


,9998 


.0175 


57.29 
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TABLE 73 : HYPERBOLIC SINES, COSINES AND TANGENTS 



sinh X = ^(e^ - ; cosh x = ^(c* + f*); tanh x = (t* - + e"*) 

€ - 2.718 = 1/0.3679 



X 


sinh X 


cosh X 


tanh X 




sinh X 


cosh X 


tanh X 


0.00 


0.000 


1.000 


0.000 0 


2.50 


6.050 


6.132 


0.986 6 


0.10 


0.100 


1.005 


0.099 7 


2.60 


6.695 


6.769 


0.9890 


0.20 


0.201 


1.020 


0.197 4 


2.70 


7.406 


7.473 


0.991 0 


0.30 


0.304 


].045 


0.291 3 


2.80 


8.192 


8.253 


0.992 6 


0.40 


0.411 


1081 


0.380 0 


2.90 


9.060 


9.115 


0.994 0 


0.50 


0,521 


1.128 


0.462 1 


3.00 


10.018 


10.068 


0.995 1 


0.60 


0.637 


1.185 


0.537 0 


3.10 


1 1 .077 


1 1 .122 


0.996 0 


0.70 


0.759 


1.255 


0.604 4 


3.20 


19 946 


12.287 


0 006 7 


0.80 


0.888 


1.337 


0.664 0 




U.JDO 




n 007 


0.90 


1.027 


1.433 


0.716 3 


J. TV 


14 Ofi*? 


14 000 


n 007 ft 


1.00 


1.175 




0 7fil fi 


-J. Jv 


1 '^4'^ 

1 U. 




n OOS 9 


1.10 


1.336 


1.669 


0.800 5 


3.60 


1ft 9ft'? 


1ft "^1 




1.20 


1.509 


1 R1 1 

1 .Ol 1 




7n 


9n 91 1 




n 00ft Q 


1.30 


1.698 


1 071 






99 "^"^O 




A 000 n 


1.40 




9 1 SI 




on 


94 fiOl 


94 71 1 


n OQQ 9 


1.50 


2.129 


2.352 


0.905 2 


4,00 


27.290 


27.308 


0.999 3 


1.60 


2.376 


2.577 


0.921 7 


4.10 


30.162 


30.178 


0.999 45 


1.70 


2.646 


2.828 


0.935 4 


4.20 


33.336 


33.351 


0.999 55 


1.80 


2.942 


3.107 


0.946 8 


4.30 


36.843 


36.857 


0 999 63 


1.90 


3.268 


3.418 


0.956 2 


4.40 


40.719 


40.732 


0.999 70 


2.00 


3.627 


3.762 


0.964 0 


4.50 


45.003 


45.014 


0.999 75 


2.10 


4.022 


4.144 


0.970 5 


4.60 


49.737 


49747 


0.999 80 


2.20 


4.457 


4.568 


0.975 7 


4.70 


54.969 


54.978 


0.999 83 


2.30 


4.937 


5.037 


0.980 1 


4.80 


60.751 


60.759 


0.999 86 


2.40 


5.466 


5.557 


0.983 7 


4.90 


67.141 


67.149 


0.999 89 










5.00 


74.203 


74.210 


0.999 91 
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(i) LOG. SCALES 



38.22 



SECTION 22 : LOG. SCALES AND LOG. SCALE INTERPOLATOR 

(t) Log scales (it) Log scale interpolator. 
(i) Log scales 

The exact (to 3 significant figures) relationship between the log. and linear scales 
are set out in Fig. 38.9. It will be seen that the approximation of Fig. 38.10 is very 
close and the error is negligible in comparison with ordinary graphical errors. To 
plot the approximate log. scale, use a decimal rule (inches or centimetres etc.) and 
mark 0.3, 0,6, 0.9 and 1.0 for each major division, and continue similarly. If linear 
graph paper is available, select values for 1 and 10 on the log. scale such that the linear 
scale is 10 or a convenient multiple of 10, then mark log. values as in Fig, 38.10. 

See also Chapter 19 Sect, l(xii) for decibels, slide rules and mental arithmetic. 

FIG. 38.9 , ^ ^ 

Log Scak 

I 2 3 l5^?ft?'P 

c v ' l * '70\x — »-[o97x|-* Fig. 38.9. Log. and linear scales 

(exact). 



Lincor Measurement 



FIG. 38. lO . - , 

Lirwor Scolc 



0 ! ^ ^ ^ ^ ^ » ^ *? Fig. 38.10. Log. and linear scales 

1 2 4 8 lO (approx.). 

L09 ScgH (Approx) 



(ii) Log. scale Interpolator 

Often it is desired to know the exact value of a point on a logarithmic scale, when 
it does not come on one of the scale markings. In such a case, mark on a straight 
edge of paper the distance from the point to the next lower scale marking which is a 
multiple of 10, also marking the distance to the next higher marking which is a mul- 
tiple of 10. The piece of paper with the three pencil marks should then be placed 
on the Log Scale Interpolator (see opposite page) so that the edge of the paper is 
roughly horizontal, and the two extreme points come exactly on the outer radial lines, 
the lower value to the left and the higher value to the right. The value of the point 
may then be read on the top scale, multiplied by the appropriate multiple of 10. 
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200 



300 



400 
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INDEX 



A-Dattery, definition, 1398 
A.C./D.C. receiver, definition, 1398 
Abampere, 1332, 1333 

Abbreviations, 1366-1367 
titles of periodicals, 1367-1369 
Abcoulomb, 1332, 1333 

Abfarad, 1332, 1333 

Abhenry, 1332, 1333 

Abmho, 1332, 1333 

Abohm, 1332, 1333 

Abscissa, 279 
Absolute magnitude of complex quan- 
tity, 140, 285 
Absolute maximum system, 9, 77 
Absolute system, definition, 1331 
Absolute temperature, 1334 
Absolute value, definition, 1398 
Absolute zero, 1334 
Abvolt, 1332, 1333 
Acceptance testing of valves, 120 
Accumulator operation, valves ratings 

for, 78, 79 

Acoustical absorption coefficient, 863 
Acoustical damping to eliminate standing 

waves in loudspeaker enclosures, 843-845, 

849 

Acoustical data, summary of, 871-874 
Acoustical, electrical and mechanical 

equivalents, 872 
Acoustical feedback, avoidance of, 866 
Acoustical feedback, definition, 1398 
Acoustical labyrinth loudspeakers, 850 
Acoustical phase inverter (vented baffle) 

loudspeakers, 845-850 
Acoustical power of orchestra, peak, 623 
Acoustical QUAD amplifier, 544, 596 

Acoustical radiation by pickup, 714, 718, 719, 

760, 762 

Acoustical tests on receivers, 1314 
Acoustics and music, references, 634 
Acoustics of rooms, 864-865 
Activation of cathode, 69 
Addition, 260 
Admittance and impedance, 144-158 
Admittance as reciprocal of impedance, 154 
Admittance circle diagram, 156 
Admittance coefficients, 50-55 
Admittance, grid input, 49-53 
Admittance, grid input, components of, 51-53 
Admittance, grid input, effects of, 927-934 
Admittance neutralization, stable, 389 
Admittance of arms and networks, 153-158 
Admittance of parallel connections of L, 

C and R, 147-149 
Admittance of series connections of L, 

C and R, 144-147 
Admittance of series-parallel connections 

of L, C and R, 149-153 
Admittance, short-circuit feedback, 50-55 
Admittance, short-circuit feedback, 
methods of increasing in i-f ampli- 
fiers, 1064 
Admittance, short-circuit feedback, test 

for, 1 17 

Admittance, short-circuit forward, 50-55 
Admittance, short-circuit forward, test 

for, 117 
Admittance, short-circuit input, 50-55 
Admittance, short-circuit input, test for, 1 1 3-1 17 
Admittance, short-circuit output, 50-55 



Admittance, short-circuit output, test for, 117 
Admittance, signal grid input, of con- 
verters, 970, 973, 976-978, 980-981 
Admittances, short circuit, 69 
Admittances, valve, 49-57, 69, 70 
Aerial coil gain, 916-917, 920 
Aerial coupling, 912-913 
Aerial coupling, capacitance, 921 
Aerial coupling transformer, mutual 

inductance, 916-920 
Aerial coupling transformer, tapped in- 
ductance, 920-921 
Aerial coupling transformer, three special 

cases for, 918-920 
Aerial coupling units, generalised, 915-916 
Aerial primary windings of short-wave 

coils, 474 
Aerial stages, 912-913, 915-922 

Aerial stages, fixed tuned, 921 
Aerials (Chapter 22), 890-911 
Aerials and power transfer, 892-893 
beam width of, 894 
broadside array, 893-894 
car radio, aerials for 1276-1277 
characteristics of, 893-894 
dipoles, 892-895, 898,904-906,908-911,919 
effect of spacing between aerial and 
reflector, 905-906 
discone, 910 
dunrniy, 906-907, 1299, 1315, 1316 

effective area of receiving, 893-894, 896 
effects of earth on performance of 894-900 
height above earth, desirable, 895 
imperfectly conducting earth, 896-900 
attenuation between transmitter 

and receiver, 896-900 
attenuation charts, 897-900 
attenuation of radio waves due 

to, 896-900 
conductivity of earth, 896-900 
effective area with, 896 
field intensity at receiver — 

charts, 897-900 
height of receiving aerial above 

earth, effect of — charts, 898-900 
power-flux per unit area at re- 
ceiver, 896-897 
resistivity of earth, 896 
space waves, 896, 897 

surface wave, 896, 897 

perfectly-conducting earth, 894-895 
vertical and horizontal aerials, com- 
parison between, 895, 896 
equivalent circuit of aerial and input 

circuit of receiver, 904 
equivalent circuit of aerial-earth system, 903 
field intensity of wave, electric, and 
power-flux per unit area, relation be- 
tween, 896 
F-M receivers, aerials for, 1288, 1294 

function of a receiving, 892 
half wave dipole, 893, 919 

half wave dipole, folded, 910-911 
horizontal, 895-896, 910 

impedance of, 901-906 
characteristic, 903 
equivalent series loss resistance, 902 
example of calculations, 903-904 
input impedance, 904 
voltage at receiver terminals, 904 



www.pmillett.com 



INDEX 



1425 



Aerials and power transfer (continued) 
power that can be extracted from 

aerial with resistive losses, 902 
radiation efficiency, 903 
radiation resistance, 902, 905, 906 

base radiation resistance, 902 
reactive component of, 903 
resistive component of, 902 
indoor, 908 
inverted L, 901, 902, 903-904, 907 

inverted T, 907 
ionosphere, effect on reception, 901 
fading due to interference between 

reflected and ground waves 901, 908 
reflected waves, 901 
reflecting layers in, 901 
loop aerials, 901, 905, 908, 918-919 

loop aerials, directly tuned, 921-922 
loop aerials, measuring Q of, 919 
magnetic and electric fields of wave, 

relation between, 897 
power available at receiver, 893 
power gain of, 894 
power-flux per unit area and electric 
field intensity of wave, relation be- 
tween, 896 
power transfer between two straight 

dipole aerials, 892-893 
quarter- wave, 909-910 
references, 911 
sensitivity-test input, definition, 1297 
space, intrinsic resistance of, 897 
standard, definition, 1298 
standard 300 ohm, 1315 
types used for broadcast reception, 907-911 
medium frequency, 907-908 
short-wave, 908-909 
v-h-f, 909-911 
vertical, 892, 893, 895, 896, 901, 904, 907, 

909-910 

wave antenna, 908 
wave tilt, 908 
Air-core, definition, 1398 
Air-cored i-f coils, design of, 453-454, 

1041-1043 

Air-cored medium waveband coils, de- 
sign of, 459-460 
Algebra, 259-272 
Algebra, complex, 285-287 
Algebra, complex, polar coordinates, 286-287 
Algebra, complex, rectangular coordin- 
ates, 285-286 
Algebraic sum, definition, 1398 
Aligned grids, 8 
Alignment of converter stage, short- 
wave, 990-991 
Alternating current, 129-130 
Alternating current, definition, 1398 
Alternating current generator, 129 
Alternating current, sine wave, 129, 130, 278 
Alternating current, 3 phase, 129 
Alternating current waveform, standard, 130 
Ambient temperature, definition 1398 
Ambient temperatures of composition 

resistors, 187 
Ambient temperatures of electrolytic con- 
densers, 193 
Ampere, 1332, 1333 

Ampere-turn, 1332, 1333 

Ampere-turn per inch, 1332, 1333 

Ampere- turn per metre, 1332, 1333 

Ampere-turn, per weber, 1332, 1333 

Amplification, a.c, test for, 74, 105, 124 
Amplification by valve, 13 
Amplification, definition, 1398 
Amplification factor, definition, 13, 72 

Amplification factor, effective, with 

feedback, 311, 313, 314, 315, 316 

Amplification factor, graphical determina- 
tion, 15, 16, 18 
Amplification factor of r.c.c. triodes, 493 
Amplification factor plate to screen, 35-36 
Amplification factor screen to control grid, 35 
Amplification factor, tests for, 74, 104, 113 
Amplification factor, triode, of pentodes, 35-36 
Amplified a.v.c. 1112-1113 



Amplifier gain expressed in decibels, 810-811 
iVmplifiers, a-f, complete 

acoustical QUAD, 544, 596 

bias and screen stabilized amplifier, 593-594 
design procedure and examples, 599-600 
feedback — see Chapter 7, 

combined positive and negative, to 
give any desired positive, zero or 
negative plate resistance, 354-355 
positive, to offset loss of gain by 
omission of by-pass condensers, 354 

2 stages, 331, 334-343, 353, 354 

3 stages, 343-347, 353, 370, 377 
Mcintosh amplifier, 544, 594-596 
reproduction of sound, complete am- 
plifiers for, 744-751 

Walsh, Lincoln, amplifier, 600 
Williamson — see under Williamson am- 
plifier. 

Amplifiers, a-f direct-coupled, 529-534 
bridge balanced, 533 
bridge circuit, 530 
cascode amplifiers, 533-534 
cathode-coupled amplifiers, 348, 529, 531 
cathode-coupled phase inverter, 347-348, 532 
cathode follower, 531 
changes in filament and plate voltages, 

compensation for, 533 
drift of valve characteristics, 23-24, 530, 533 
drift of valve characteristics, com- 
pensation for, 533 
gas-tube coupled, 532 
maximum gain in, 65 
modulation systems, 532 
phase-splitter with positive feedback, 354 
references, 543 
screen-coupled, 532 

Amplifiers, a-f, in-phase, 529 
cathode-coupled amplifiers, 348, 529, 531 
grounded-grid amplifiers, 529 
inverted input amplifiers, 325, 529 

Amplifiers, a-f power (Chapter 13) 544-602 
back bias, in, 547, 597-598 

back bias, sources of, 597-598 
cathode (self) bias in, 547, 552-553, 565-566, 

582, 585 

cathode-follower power amplifiers, 596 
cathode-follower as driver, 591, 596 

cathode-follower as output stage, 596 
Class A, definition, 545, 572 

Class A, limiting, definition, 545, 572 

Class A, regulated grid bias for, 1215 
Class A single multi-grid valves, 560-570 
beam power valves, 569 
cathode bias, 565-566 
fifth harmonic distortion, effect on 

power output 565 
graphical analysis, power output and 

distortion 563-565 
ideal pentodes, 561 
inductance of transformer primary, 212-214 
leakage inductance in output trans- 
former, effects of, 566 
load resistance, 561 
loudspeaker load, 566-567 
oscillation or parasitics, 562 
overload characteristics, 563 
partial triode operation of pentodes 570 
plate circuit efficiency, 562 
power output, 561 
power output and distortion of typical 
beam power amplifier v's load re- 
sistance, 570 
practical pentodes, operating con- 
ditions, 561-563 
ratio between plate and screen cur- 
rents, 562 
rectification, correcting load line for, 

568-569 

rectification effects, 561 
rectification effects, cathode bias, 566 
rectification effects, fixed bias, 565 
regulation, plate and screen, effects 

of, 568-569 
resistance of transformer primary, 

effect of, 566 
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Amplifiers, a-f power (continued) 

screen current, 562 
screen dissipation, 562 
screen source regulation, 562 
shunt filter, 567, 636 

space charge tetrodes, 569 
third harmonic distortion, effect on 
power output, 564 
Class A single triodes, 548-560 
a.c. filament supply, effect of, 560 
calculating gain and distortion at 
high inputs from measurements of 
gm and gj> at lo* inputs 554, 555 
cathode bias, 552-553 
cathode by-passing, 554 
choke-coupled amplifier, 559-560 
graphical conditions, power output 

and distortion, 548-554 
inductance of transformer prim- 
ary, 212-214, 550 
limitations of operating point, 559 
loudspeaker load, 558, 566-567, 600-601, 
881-882 

optimum grid bias, 557 
optimum load resistance, 557-558 
optimum operating conditions, ideal 

characteristics, 555-558 
optimum operating conditions, prac- 
tical characteristics, 557-558 
optimum plate current, 557 
overloadin£[, 560 
plate circuit efficiency, 559 
plate dissipation, ^ ^ 559 

power output and distortion of 

t>rpical triode v's load resistance, 558 
rectification effects, cathode bias, 553-554 
rectification effects, fijted bias, 551-552, 

565 

regulation of power supply, effect of, 55 1 
resistance of transformer primary, 

effect of, 550 
sensitivity, power, 559 
Class At, distortionless, power and 

efficiency in, 59-61 
Class AB, 545 
Qass ABi, 572 



Class ABj amplifiers; 



593-596 

bias and screen stabilized amplifier, 593-594 
Mcintosh amplifier, 594r-596 
Class B, 545 
Class B amplifiers and drivers, 587-593 
Class B amplifier, definition, 587 
Class Bi amplifiers, quiescent push- 
pull, 592-593 
design procedure for Class am- 
plifiers, 592 
distortion in, 587 
earthed-grid cathode-coupled ampli- 
fiers, 592 
grid driving conditions. Class Bj, 590-591 
driver transformer, design of, 591 
driver valve curved loamine, 591 
instability due to negative input 

resistance of valve, 590 
leakage inductance of driver trans- 
former, effect of, 590 
leakage inductance of driver trans- 
former, method of minimizing 
effects of, 590 
minimum grid input resistance, 590 
minimum variational grid resistance, 590 
peak grid input power, 590 
plate circuit efficiency, Class Bj, 589 
plate dissipation and power output. 

Class Bj, relation between, 589 
power output and distortion, Class 

Bj, 588-590 
power output, ideal conditions, Qass 
B2, 588 
classes of operation, 545, 572 

complete amplifiers, 599-601 
automatic bias control, 572, 600 

design procedure and examples, 599-600 
Lincoln Walsh amplifier, 600 
distortion in — see under Distortion, 
driver stage, 547, 590-591 



Amplifiers, a-f power (continued) 
effective plate resistance (output re- 
sistance), optimum, 546 
fixed bias in, 547, 597 

fixed bias, sources of, 597 
feedback in — see under Feedback, 
grid circuit resistance, 566, 596-597 

grid circuit resistance with back bias, 597 
hum from plate and screen supplies, 599 
load resistance, critical, 546 
loudspeaker load, 546, 558, 566-567, 600-601, 

881-882 

Miller effect, 598 
output transformer efficiency, 567 
parallel Class A amplifiers, 570-571 
parasitic oscillation, 547, 562, 590 

plate efficiency, definition, 545 
power output, 545 
push-pull pentodes and beam power 
amplifiers Class A, ABi 583-587 
cathode bias, 585 
extended Class A (triode and pentode 

in parallel on each side), 587 
matching and effects of mismatching 

in valves, 584 
phase inversion in the power stage, 585-586 
common cathode impedance, 585 
Parry cathamplifier, 586 
phase inverter, 585 
screen resistance coupling, 585 
plate and screen currents, average, 584 
power output and distortion, 583-584 
regulation of power supply, effect of 584 
push-pull triodes. Class A, ABi, 571-582 
automatic bias control, 572, 600 

cathode bias, 582 
classes of operation, 572 
common impedance, effects of, 574 
composite charaaeristics, 574-577, 581 
equivalent circuit for push-pull am- 
plifier, 576-577 
fundamental principles of push- 
pull, 571-573 
hum in plate and grid supplies, effect 

of, 573-574 
leakage inductance of output trans- 
former, effect of, 572-573 
matching and effects of mismatching 

in valves, 580-582 
permissible unbalance, 582 
plate current, average, 579-580 
plate dissipation at max. signal, 578 
power output and distortion, 577-579 
rate of change of current near cut-off, 

effect of, 572-573 
regulation of power supply, effect 

of, 572, 582 

theory of push-pull amplification 
based on infinite series, 573-577 
references to power amplifiers, 601-602 
regulation of power supply, effect of 

547-548, 551, 562, 568-569, 572. 582, 584 
self bias — see under Cathode bias, 
sensitivity, power, definition, 545 
some characteristics of power ampli- 
fiers, 545-547 
special features of power amplifiers, 596-599 
testing of, 548, 1321-1325 

see also under Amplifiers, a-f, tests and 
measurements, 
triode operation of pentodes, 547 
types of, 544^545 
28 volt operation, 598 
Amplifiers, a-f, push-pull, methods of 

exciting, 521-527 
balanced output amplifiers with highly 

accurate balance, 527 
common cathode impedance self-bal- 
ancing inverters, 347-348, 526-527 
cross-coupled phase inverter, 527, 663-664 
methods mvolving iron-cored inductors, 

521-522 

paraphase, common plate impedance, 525-526 
paraphase, floating, 524-525, 534 

paraphase inverter, 524 
paraphase inverter, see-saw self-balancing, 526 
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Amplifiers, a-f, push-pull, methods 
of exciting (continued) 

paraphase inverter, self-balancing, 524-526 
phase inverter, 524 
phase inverter, self- balancing, 524 
phase splitter, 329-330, 522-524 

phase splitter, with positive feedback, 354, 523 
references, 542-543 
Schmitt phsse inverter, 526, 670 

Amplifiers, a-f push-pull, voltage, 527-528 
cathode resistors, 527 
output circuit, 527-528 
phase compressor, 527, 528 

push-pull impedance'coupled ampli- 
fiers, mathematical treatment, 528 

Amplifiers, a-fj testa and measurements, 

548, 1321-1325 
distortion, total hannonic, 1321-1322 
equipment, 1321 
feedback, special effects with, 1324 
frequency response, 1323-1324 
output levels for measurements, 1323 
gain, 1323 
hum distortion, 1322-1323 
intermodulation distortion, 1322 
microphony, 1311, 1324 

noise level, 1324 
operating conditions for tests, 1321 
output, power, 1323 
references, 1327 
square wave testing, 1324 
stability, 1324 
tests, 1321-1325 

Amplifiers, a-f, transfonner coupUd, 27-34, 

517-520 

applications of, 520 
auto-transformer coupling, 520 
cathode loadlincs^, 29-30 
desirable valve characteristics, 517 
distonion, core, 206, 207, 210, 2U» 212, 
214-217, 227 

distonion, valve, 518, 519 

elliptical loadlines, 30-34, 64, 213 

equivalent circuits, 204, 205, 5J8 

frequency response, 209, 212-214, 517, 518 
gain at mid-frequency, 517 
input impedance, unloaded transformer, 517 
loading of transformer, 519 
maximum peak output voltage, 518-519 
parallel feed, 519, 520 

parallel feed, bass boosting with, 519 
peak response at high frequencies, 209, 518 
phase shift at high frequences, 518 
phase shift at low frequencies, 206, 207, 214 
primary inductance — see under Induct- 
ance, transformer primary, 
reactive loads, 30-34 
Amplifiers, a-f voltage (Chapter 12), 481-543 
choke-coupled amplifiers, 521 
direct-coupled amplifiers, 529-534 
jee aho under Amplifiers, a-f direct- 
coupled. 

feedback in — see under Feedback, 
in-phase amplifiers, 529 
see also under Amplifiers, a-f, in- 
phase. 

methods of exciting push-puU ampli- 

fiers, 521-527 
see also under Amplifiers, a-f push- 
pull, methods of exciting, 
multistage voltage amplifiers, 541 
multi-channel amplifiers, 541 
single-channel amplifiers, 541 
phase splitter, 329-330, 354, 522-524 

phase splitter with positive feedback, 354, 523 
pre-amplifiers — see under Pre-amplifiers. 
push-pull voltage amplifiers, 527-528 
Tee also under Amplifiers, a-f push- 
pull voltage, 
references, 542-543 
resistance- capacitance-coupled pento- 
des, 496-517 
attenuation (gain /frequency) charac- 
teristics with incomplete screen by- 
oassinir. 496-497 



Amplifiers, a-f voltage (continued) 

bias, increase required with low re- 
sistance screen supply, 506 
cathode by-passing, incomplete, effect 
on gain when screen is adequately 
by-passed, 499-501 
cathode and screen incompletely by- 
passed, effect on gain and phase 
shift, 498-500 
choice of operating conditions 496 
combined screen and cathode load- 
lines and the effect of tolerances, 515-516 
comments on tabulated characteris- 
tics, 517 
conversion factors applied to complete 

amplifier stage, 512 
conversion factors with, 511 
coupling condenser, 496 
curves of constant plate /screen cur- 
rent ratio, 515 
data for types 6J7 and 6SJ7, 507-508, 
510-511 

distortion, comparison between triode 

and pentode, 511 
dynamic characteristics, 503-506 
dynamic characteristics, comparison 

with triodes, 508-509 
equivalent circuit, 512 
fixed bias, 501-502, 506 

gain calculated from dynamic char- 
acteristic, 506 
gain /frequency characteristic, 512 
gain at mid-frequency, 506-508 
gain in terms of g„ and gp, 507 
gains, typical, 506 
grid resistor, maximiun, 496 
grid resistor, maximum, cathode bias, 501 
grid resistor, maximiun, fixed bias, 502-503 
load resistance, 495 
load resistance to give maximum gain 
with specified following grid re- 
sistor, 507 
maximum output voltage and dis- 
tortion, 510-511 
multi-grid valves as r.c.c. amplifiers, 516 
mutual conductance at operating 

point. 506, 507-508, 511 

optimum operating conditions, 504-505 
phase shift /frequency characteristic, 512 
phase shift /frequency characteristics 
with incomplete screen by-pass- 
ing, 498-499 
plate resistance, 507-508, 511-512 

plate supply voltage, 496 
references, 542 
remote cut-off pentodes as r.c.c. am- 
plifiers, 516 
screen by-pass, 495-499 
screen loadlines, 513-514 
screen supply, 496 
screen supply from voltage divider, 506 
series screen and cathode bias resis- 
tors, determination of, 505-506 
slope of dynamic characteristic, 506, 
507-508 

special applications, 516 
unbypassed screen and unbypassed 
cathode resistors, relation be- 
tween, 498-499 
variations in plate /screen current 
ratio, 514-515 
resistance-capacitance-coupled triodes, 

482-^95 

attenuation (gain /frequency) charac- 
teristic, 494-495 
cathode bias, 484-487 
cathode bias attenuation (gain/fre- 
quency) characteristics, 484—485 
cathode bias loadlines, 29-30, 486-487 
cathode bias, phase shift, 485-486 
cathode bias resistor, choice of 486 
comments on tabulated characteristics, 495 
comparison between cathode and 

fixed bias, 488 
conversion factors with, 493 
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Amplifiers, a-f voltage (continued) 

coupling condenser, 483-484 
damping due to positive grid current, 489 

d^amic characteristics, 25-263 491 

equivalent circuit, exact, 494 
fixed bias, 487-489 
gain and distortion at mid-fre- 
quency, 490-491 
grid leak bias, 489, 786, 1280-1281 

grid resistor, maximum, 482-483, 487, 488 
input impedance and Miller effect, 493-494 
load resistance, 482 
maximum output voltage and dis- 
tortion, 491-493 
operating conditions, 482-483 
optimum grid bias, 487-488 
phase sh&t /frequency characteris- 
tic, 494-495 
plate supply voltage, 482 
plate voltage and current relation- 
ships, 489-490 
references, 542 
resistance loaded valves, 24-27, 58-59, 

482-517 

dissipation of triode, 26 
stability, decoupling and hum, 535-540 
effect of common impedance in 

power supply, 535 
grid circuit decoupling, 538 
hum in voltage amplifiers, 538-540 
plate circuit decoupling 535-537 
plate supply by- pas sing, 535 
references, 543 
screen circuit decoupling, 537 
transformer-coupled amplifiers, 517-520 
see also under Amplifiers, a-f, trans- 
former coupled, 
transients and pulses, 540-541 
rectangular pulses, 540-541 
references, 543 
transient distortion in amplifiers, 540 
unbypassed cathode resistor, 327-329 
Amplifiers, cathode degenerative, 327-330 
Amplifiers, feedback — see under Feedback. 
Amplifiers, intermediate frequency, 1020-1071 
cathode resistor, unbypassed, use of, 330, 1064 
commonly used circuits, 1022-1025 
composite i-f, F-M/A-M, 1024-1025 
crystal filters, variable bandwidth, 1050-1061 
behaviour of equivalent circuit, 1050-1051 
design of, 1053-1061 
crystal constants, 1056-1057 
example, 1057-1061 
gain, 1053-1054 
gain variation with bandwidth, 1054 
overloading arising from, 1121 
position in receiver, 1057 
selectivity, 1055-1056 
types other than bridge, 1057 
damping due to diode circuits, 1036, 1074, 
1077-1078 

degenerative cathode impedance, 330, 1064 
design methods, 1025-1048 
calculation of coupling coeffici- 
ents, 414-416, 419-421, 1043-1048 
critically-coupled transformers, 1026-1031 
design and table, 1026-1030 
k-measurement, 1025, 1030-1031 

f-m i-f transformers, 1037-1041 
general, 1025-1026 
i-f transformer construction, 1041-1043 
over-coupled transformers, 1031-1034 
design and table, 1031-1033 
k-measurement (when k is high) 

1033-1034, 1102 
under- coupled transformers and single- 
tuned circuits, 1034-1037 
single-tuned circuits, 1034-1035 
under-coupled transformers, 1035-1037 
detuning due to a.v.c, 1061-1064 
causes of, 1061-1062 
reduction of effects, 1062-1064 
diodes, valves incorporating three, 1024 
distortion, 1067-1069 
in a-m i-f stages, 1067-1068 



Amplifiers, intermediate-frequency (continued) 
in f-m i-f stages, 1068-1069 
in f-m receivers, 1022, 1024, 1290-1292 
in portable baiiery receivers, 1021 
in short-wave receivers, 1022 
intermediate frequencies commonly ac- 
cepted, 1021 
intermediate frequency, choice of, 1020-1021 
limiters, 1023, 1040 

mixed coupling, 1025, 1044-1048 

modulation hum in, 1119 
mutual inductance coupling, 1023, 1025-1041, 
1046, 1048-1050 
neutralizing, 1065-J067, 1291 

number of stages, 1021-1022 
ratio detector, 1022, 1024, 1095-1105 

references, 1 069- 1 07 1 

regeneration or degeneration due to 
coupling between diode detector and 
signal grid, 1081 
selectivity of, 1026-1028, 1031-1033, 

1035-1037 

shunt capacitance coupling, 1023-1024 
sliding screen, effect on distortion, 1067 
sliding screen, effect on gain, 28-29 
stability and instability, 1065-1067, 1116 
criterion for choice of valve, 1065 
stage gain, maximum, 1028, 1032, 1036 
stagger tuning, 1026 
transformers, i-f, see also under Trans- 
formers, i-f. 
valve characteristics and loadlines, 28 
variable (expanding) selectivity, 455-456, 
1048-1050 

automatic, 1049-1050 
Amplifiers, pre-, see under Pre- Amplifiers. 
Amplifiers, radio frequency (Chapter 

23), 912-946 
aerial stages, 912-913, 915-922 

aerial coupling, 912-913 
aerial coupling, car radio, 1276-1277 
capacitance coupling, 921 
difficulties involved, 915 
fixed tuned aerial stages, 921 
F-M receivers, 1287-1288 
general summary, 921-922 
generalized aerial coupling units, 915-916 
loop, directly tuned, 921-922 
mutual inductance coupling, 916-920 
aerial coil gain, 916-917, 920 

coefficient of coupling, 918-920 
selectivity, 917-918 
three special cases for the aerial 

coupling transformer, 918-920 
tapped inductance aerial transformer, 

920-921 

gain and selectivity, 920 
input loading, minimizing, 921 
degenerative cathode impedance, 330, 

933-934 

distortion in, 944-945 
cross modulation distortion, 945 
modulation envelope distortion, 944-945 
image rejection, 925-927 
due to aerial stage, 926 
meaning of, 925-926 
other considerations, 926-927 
introduction, 912-915 
design considerations, 914-915 
references, 945-946 
r-f amplifiers, 913-914, 922-925 

choke-capacitance ccupling, 924 
F-M receivers, 915-946, 1287-1289 

grounded grid stages, 529, 592, 925 

gain, voltage, 925 
load impedance, optimum, 925 
noise factor, 925 
resistance loading, 925 
mutual inductance coupled, 922-923 
coefficient of coupling, 923 
high impedance primary, 923 
low impedance primary, 922 
stage gain, 923 
top capacitance coupling, 923 
parallel tuned circuit, 923-924 
gain, 924 



www.pmillett.com 



INDEX 



1429 



Amplifiers, radio frequency (continued) 

reasons for using r-f stage, 922 
untuned and pre-tuned stages, 924-925 
sliding screen, effect on gain, 28-29 
stability in, 942-944, 1116 

causes of instability, 942-943 
inter-electrode capacitance coup- 
ling, 943-944 
maximum permissible grid-plate 
capacitance for stability, 943 
summary, 944 
tuning methods, 913 
valve and circuit noise, 935-942 
conclusions, 942 
equivalent noise resistance, 783, 937-938 
induced grid noise, 939-940 
shot effect noise, 783, 787, 936-938 

thermal agitation noise, 935-936 
total noise calculations, 940-942 
valve input admittance, effects of, 927-934 
general considerations, 927-928 
determination of loading effects, 

experimental, 927-928 
figure of merit for valves, 927 
valves with two cathode connections, 928 
input loading of receiving valves at 

radio frequencies, 928-934 
detuningj reduction ofj 933-934 
input capacitance, change in, 932-933 
input conductance, 929 
input conductance, cold, 929-930 
input conductance, hot, 930-932 
unbypassed cathode resistance, 
effect of, 933-934 
Amplitude, critical, in recording, 704, 708 
Amplitude discriminator, 1088 
Amplitude limiting, 1088, 1090, 1095, 1098, 

1099 

Amplitude modulation, 405 
Amplitude of modulation in recording, 

peak, 702-703, 709 

Amplitude recording, constant, 703-704, 727 
Amplitude rejection 

by gated beam discriminator 6BN6, 1293 
by detector, 1293 

see also under Limiters, amplitude, 
by ratio detector, 1095-1096, 1103-1104 
testing any type of detector, method of 

measurement, 1104 
testing F-M receivers, 1318 
testing, standard signal generator for, 1316 
Angle, phase, 139-140 
Angles, measures of, 1330 
Angles of a triangle, 272 
Angles of any magnitude, trignometrical 

relationships, 276 
Angstrom unit, 404, 1329, 1396 

Angular velocity, 278 
Angular velocity, definition, 1398 
Anode, 2 
Anode current, 2, 6 

{see also under Plate current). 
Anode, definition, 1398 
Anode -grid 9 
Anode resistance — see under Plate re- 
sistance. 
Antennas — see under Aerials. 
Antinode, definition, 1398 
Anti-resonance, 151 
Approximations, 258-259, 271-272 

Approximations, use of Binomial Theorem 

for, 268-269 
Arc sine, arc cos, arc tan etc., 277 
Arcing, 3 
Arcing in rectifier valves, 100 
Area, cooling, for power transformers, 237 
Area of receiving aerial, effective, 893-894, 896 
Area, units of, 1329 
Areas by integration, 296 
Areas, calculation of, 274-275, 280, 296 

Argand diagram, 284 
Arithmetic and the slide rule, 255-259 
Arithmetic, short cuts in, 258-259 



Arithmetical mean, 266-267 
Arithmetical-mean tracking 1010, 1014-1017 
Arithmetical progression, 266-267 
Arm of network, definition, 159 
Arm, series, 159 
Arm, shunt, 159 
Arniature of pickup, 702 
Articulation index, 629 
Articulation of speech, 628 629, 630 

Asymmetrical, definition, 1398 
Atmosphere, pressure due to, 1330 
Atomic structure, references to, 12 
Atoms, 1 
Attack time of peak limiters, 682-683, 684 
Attenuation and phase angle characteris- 
tics, 360, 361 
Attenuation and phase angle, relationship 

between, 359-364 
Attenuation band of filter, 180 
Attenuation, bass — see also under Bass 

attenuation. 
Attenuation, bass, with enclosed cabinet 

loudspeakers, 844-845 
Attenuation between transmitter and re- 
ceiver, 896-900 
Attenuation characteristics and subsidiary 

voltages, summation of, 372 -375 

Attenuation characteristics of multistage 

amplifiers, 541 
Attenuation characteristics, r.c. filters, 173 -176 
Attenuation characteristics, r.c.c. triodes, 

incomplete cathode by-passing, 484-485 
Attenuation characteristic, total slope of, 362 
Attenuation, definition, 1398 
Attenuation expressed as time constant, 638 
Attenuation (gain /frequency) characteristic 
r.c.c. pentode, 512 
r.c.c. pentode with incomplete cathode 

and screen by-passing 493-500 
r.c.c. pentode with incomplete cathode 

by-passing, 499-501 
r.c.c. pentode vatli incomplete screen 

by-passing, ' 496-497 

r.c.c. triode, 494-495 
Attenuation in tone control, definition, 636 
Attenuation of radio waves due to earth, 896-900 
Attenuation, ultimate, 174^ 359-364, 637 

Attenuators, 794-798 
electronic, 309, 797-798 

ladder, 796-797 
multiple section, 796-797 
potentiometer type (volume controls), 794 
single section, constant impedance, 795 
single section, constant impedance, one 

direction, 795-796 
use of, in receiver testing 1299 
Audak Polyphase pickup, 719 
Audibility curves for the ear, 606, 620, 621 
Audio a.v.c., 1113-1114, 1120, 1127, 1128, 1142 
Audio a.v.c, public address, 693 
Audio frequency, definition, 1398 
Audio frequency transformers — see under 

Transformers, a-f. 
Auto-transformers, 200 
Auto-transformer coupling, 520 
Automatic frequency-compensated volume 

control, 672-674 
Automatic frequency control, 1150-1160 
electronic reactances, 1151, 1156-1160 

Miller effect circuits, 1157 
quadrature circuits, 1157-1160 
design procedure, 1159-1160 
references, 1160 
resistance in series with capacit- 
ance, 1156-1157 
frequency discriminators, 1151, 1152-1156 
Foster-Seeley (phase), 1153-1156 
discriminator transformer, de- 
sign, 11^54-1156 
equivalent circuit, 1154 
references, 1160 
Round-Travis, 1153 
ratio detector, a.f.c. voltage from, 1098 
use in F-M receivers, 1289, 1293 
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Automatic gain control — see utidif Auto- 
matic volume control. 

Automatic record changers, 705-706, 727 
Automatic variable selectivity, 1048-1050 
Avoirdupois, 1329 
Automatic volume control, 1105-1125, 

1229-1334 

a.v.c. characteristics, conventional, 

1113-1114, 1117-1118 
a.v.c. characteristics, preferred, 1229-1234, 
1251-1252 

a.v.c. characteristics, Scroggies, 1114, 1232 
a.v.c. characteristics, tests for, 1307, 1318 
a.v.c. voltage from primary of i-f trans- 
former, 1074, 1077-^1078, 1234 
effect on a.c, shunting across detector 

diode, 1074 
effect on damping of primary, 1077-1078 
amplified a.v.c, 1112-1113, 1263 

audio a.v.c, 1113-1114. 1118, 1120, 1127* 
1128, 1142 

bass frequency anti-modulation, 1116 
battery receivers, use in, 1269, 1271 

battery valves, special considerations 

with, 1114-1115 
circuit for 3/4 valve receiver, 1257 
conununication receivers, use in, 1262-1263 
delayed a. v.c, 1106, 1111, 1113, 1114, 1232 
design methods, 1120-1125 
detuning due to, 927, 928, 932-934, 993* 
1061-1064, 1112 

reduction of effects, 1062-1064 
differential distortion, 1074, 1107, 1108, 1113 

circuits to eliminate, 1108, 1113 

disconnected for heterodyne receptioh, 961 
distortion due to insufficient by-passing, 1314 
dual a.v.c system, U08 
effect on input capacitance, 927, 928, 932-934, 
971, 978, 984, 1061-1062 
effect on input conductance, 1062 
effect on input loading, 971 
effects of contact potential in diode, 1106, 
1108, 1118 

F-M receivers, use in, 1097, 1099, 1112, 
1288, 1291-1296 
feed, parallel (shunt), 1109, 1110-1111 
feed, series, 1109-1110 
flutter due to, 1245-1246 
grid circuit resistance, maximum, 1110-1111 
modulation rise, 1112, 1114, 1117, 1118, 1232 
noise curve of receiver shown on a.v.c. 

characteristics, 1114, 1118, 1119, 1232, 1307 
oscillator frequency variation due to, 963, 

993-994 

public address a.v.c, 693 
quiet a.v.c. (muting), 1125-1130 
ratio detector, use with, 1097, 1099 

references, 1139 
reflex receivers, design for, 1142, 1258-1259 
short-wave operation, limitations on use 
with some conveners, 975, 997, 998, 1000, 
1111-1112 
signal to noise ratio of receiver, effect 

on, 1108, 1114 

sinking diode circuit, 1108, 1117 

simple a.v.c, 1105-1106, 1111, 1115 

staggering of, 1107-1108 
tests on receivers, 1307, 1318 

time constant of filter circuits, 1105-1106, 
1109, 1115-1117, 1233 
charge, 1106, 1116-1117 

discharge, 1106, 1116-1117 

effect of too small time constant, 1233 
suitable values for, 1116 
vibrator-operated receivers, use in, 1271 
Average values by definite integrals, 297-298 
Average voltage, current, power, 134 
Axial leads, definition, 1398 
Axis, imaginary, 285 
Axis, real, 285 



B 

B'-battery, definition, 1398 
B-supply, definition, 1399 
B*A. screw threads, 1389 
Back bias, grid circuit resistance with, 597 
Back bias, sources of, 597-598 
Back bias in power amplifiers, 547, 597-598 
Back emission, diodes, test for, 74, lOO 

Background music in factories, 867 
Background noise — see under Noise, 
Baffles, loudspeaker, 842-851 
Baffles, loudspeaker flat, 842 
Baffles, loudspeaker vented, 845-850 
Baking of coils, 475.477 
Balanced armature loudspeaker, 831-832 
Balanced input voltage, 571 
Balanced output push-pull amplifiers with 

highly accurate balance, 527 
Balanced output transformer, 571 
Band, definition, 1398 
Band elimination filter, definition, 172 
Band-pass, definition, 1393 
Band-pass filters, definition, 172 
Batid'spread, definition, 1393 
Band'-spread receivers, design of, 1253-1256 
Band-spreading, design of oscillator for 

tracking with, 1013-1017 
Band-width between peaks, 415, 416, 426 
Band-width, constant, in coupled tuned 

circuits, 420 
Band-width, critical, of noise, 621 
Band- width, definition, 1298 
Band-width requirements of F-M i-f 

transformers, 1037-1038 
Banded tone frequency test records, 752, 

753-756 

Barretters, 1213-1214, 1266 

Bass attenuation, 649-652 
by cathode resistor by-passing, 370, 484-485, 
49^501, 649-650 
by constant k filters, 652 
by grid-coupling condensers, 173, 370, 
483-484, 495, 649-650, 661-662 
by M-dcrived filters, 652 
by negative feedback, 378-379, 651, 744-749 
by parallel - T network, 651, 744-749 

by RC network, 660-661 
by reactance shunting, 650 
by resonant primary with parallel feed, 

360, 519-520, 645, 650 
by screen by^passing, 370, 496-500, 650 
by step-type control, 660-661 
rumble filters, 744-749 
to provide special attenuation charac- 
teristics by feedback, 671-672 
with enclosed cabinet loudspeakers, 844-845 
Bass boosting, general, 640-648, 1234-1239 
automatic frequency -compensated tone 
control — see under Tone Compensa- 
tion, 

circuits involving feedback, 336, 347, 379, 
645-647, 669-671, 734-736, 741. 748-751, 
1235-1239 

negative current feedback, 645-646 
simple circuits with decreased feedback 
at bass frequencies, 646-647 
definition, 1398 
effect on distonion, 606, 636-637 

effea on loudness, 640 
effect on overloading, 640 
in reflex receivers, 1141, 1146 

methods incorporating resonant cir- 
cuits, 644-645, 666-667, 736 
parallel resonant circuits, 644-645 
series resonant circuits, 645 
transformer primary resonance 
(parallel feed), 519-520, 645 
methods not involving resonance or 

feedback, 640-644, 660-661, 664, 
733-734, 739-740, 1234-1235 
continuously variable boosting, 642-643, 
644, 664, 667-668, 739-740 
conventional circuit (plate shunt 
compensation), 640-643, 660-661, 

733-734 
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Bass boosting, general (continued) 

frequency characteristics, 641-643 
grid series compensation, 643 
multiple channels, 739-740 
plate series compensation (plate de- 
coupling), 536, 643-644 
methods used for record reproduction, 

732-736, 739-741 
methods used in A-M receivers, 1234-1239 
regeneration due to negative resistance, 648 
step- type control, 660-662 
Bass, definition, 1398 
Bass frequency anti-modulation in re- 
ceivers, 1116 
Bass reflex loudspeaker, 845-850 
Bass resonant frequency of loudspeaker, 836, 
837-841, 844-845, 848-849 
Bass response in high-fidelity sound 

systems, importance of improved, 631 
Bass, synthetic, 616, 676 

Batteries, dry, characteristics of, 1272-1274 
Batteries, dry, rechargeable, 1274 
Batteries in series and parallel, 129 
Battery end-of-life tests on receivers, 1313 
Battery operation, valve ratings for, 78, 79, 80 
Battery valves, a.v.c. with, 1114-1115 
Beam power amplifiers, power output and 

distortion vs. load resistance, 570 
Beam power amplifiers, push-pull Class A, 

ABi, 583-587 
Beam power valves, 8, 569 

Beam power valve characteristics, specific 

tests for, 101-108 
Beam- width of aerials, 894 
Beat frequency oscillators, 954, 960-961, 1263 
Beating, definition, 1398 
Beat-note component of co-channel inter- 
ference, 1317 
Beis and decibels, 806-823 
BH characteristics, 230 
Bias and screen stabilized amplifier, 593-594 
Bias, back, sources of, 597-598 
Bias, cathode — see under Cathode bias. 
Bias, contact potential, 1280-1281 
Bias, control on power amplifiers, auto- 
matic, 572, 600 
Bias, definition, 1398 
Bias, diode, 1280, 1281 
Bias, fixed, r.c.c. pentodes, 501-502, 506 
Bias, fixed, rc.c. triodes, 487-489 
Bias, fixed, sources of, 597 
Bias, grid leak, 489, 786, 1280-1281 
Bias, optimum, r.c.c. triodes, 487-488 
Bias, r.c.c. triodes, comparison between 

cathode and fixed, 488 
Bias, self — see under Cathode bias. 
Bias sources in battery receivers, 1269 
Bi-directional microphones, 779-780 
Bifilar transformer windings, 594, 595 

Bilateral elements, 159 
Binomial series and theorem, 268-269 
Binomial theorem, use for approxima- 
tions, 268-269 
Biphase half-wave rectification, 7, 1161 

Bleeder resistor, definition, 1398 
Blocking, definition, 1398 
Blocking, grid, 21, 84, 1110 

Blocking, grid, tests for, 107, 113 

Blocking interference, 1304 
Blue glow, 4 
Bode's method of feedback amplifier de- 
sign, 365-366, 367-369 
Bogie, definition, 1399 
Boiling point of water, 1334 
Bolumann's constant, 935, 1308, 1376 
Boonton converter oscillator test circuit, 112 
Boosting, bass — see under Bass boosting. 
Boosting in tone control, definition, 636 
Boosting, treble — see under Treble boost- 
ing. 

Bottom bend of valve characteristics, 57 
Bottom bend rectification, 1084-1085 
Brackets in algebra, use of, 261-262 
Bradley F-M detector, 1088 
Branch of network, definition, 159 
Bridge-balanced direct-coupled amplifiers, 533 



Bridge circuit direct-coupled amplifiers, 530 
Bridge feedback — see under Feedback. 
Bridging amplifier, gain of, 810-811 
Bridging gain, 810-811 
Brierley ribbon pickup, 722 
Briggs system of logarithms, 267 
Brockelsby's method of designing feed- 
back amplifiers with flat frequency 
response, 382-385 
Bubbling in receivers, 1141, 1142 

Bucking, definition, 1399 
Build of winding in transformers, 236 
Bulb diameters, maximum (footnote), 97 
Bulbs, 5 
Bunet's formula for inductance of coils, 443 
Buzz, 715, 722, 759 

By-pass condenser, definition, 1399 
By-pass condensers, series resonant, 944, 1289, 

1291 

By-passing radio or ultrasonic frequencies 

in a-f amplifiers, 636 

By-passing — see under Plate, Screen, Grid, 
Cathode, etc. 



C-battery, definition, 1399 
C.G.S. electromagnetic system, 1331, 1332 
C.G.S. electrostatic system, 1331, 1332 

Cabinet, design of, 850, 1248-1249 

Cables, battery, colour codes, 1344 
Calculus, differential and integral, 289-299 
Candle, measure of light intensity, 1334 
Cans for i-f transformers, 1043 
Capacitance, general, 134-140 
calculation of, cylindrical condenser, 136 
calculation of, parallel plates, 135-136 
coupled aerial transformer, 921 
coupling, interelectrode, 943-944 
coupling, shunt, in i-f transformers, 

1023-1024 

coupling, top, in r-f amplifiers, 923 
distributed, across coils, measuring, 

1325-1326 

grid-cathode, published values of, 56 
grid input, 49-53 
grid input, components of, 51 
grid-plate, 7 
grid-plate, maximum permissible for 

stability, 943 
heater-cathode, effect of variation in, on 

Hartley oscillator, 957, 959 

input capacitance, effect of space charge 

on, 51 
input, of cathode follower, 323, 325 

input, of high-mu r.cc. triodes, 656 
input, of i-f pentodes, effect of neutral- 
ization on, 1063 
input, of pentodes, published values of 56 
input, of pentodes with feedback to 

screen, 345 
input, of receiving valves at radio fre- 
quencies, change in, 927, 932-933 
interelearode, 73 
interelectrode, effect of, 7, 46, 51, 53, 69 
interelectrode, ratings, 75 
interelectrode, tests for, 73, 95-99 
output, of cathode follower, 323-324, 325 
resistors, of, 189 
self, of coils, 451-453 
self, of coils, measurement of, 453 
self, of short-wave coils, 472-474 
short-circuit input, change with a.v.c, 

927, 928, 932-934, 971, 978, 984, 1061-1062 
short-circuit input, change with trans- 
conductance, 55 
timing, for vibrators, 1207-1209 
units of, 1332 
Capacitive coupling within valve, hum due 

to, 788, 1196-1197, 1198 

Capacitive reactance, 138 
Capacitive reactance, sign of, 50 
Capacitive susceptance, sign of, 50 
Capacitor (condenser), 134 
see also under Condenser, 
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Capacitor, definition, 1399 
Carbon microphones, 775, lll-llS 

Carbon resistors, characteristics of, 186 
cracked, characteristics of, 186, 190 

Cardioid microphones, 780 
Carrier frequency, definition, 1399 
Carrier wave, definition, 1399 
Cartesian coordinates, 279 
Cascade, definition, 1399 
Cascode amplifiers, 533-534, 914 

Catenoidal horn loudspeakers, 854 
Cathamplifier, Parry, 586 
Cathode and screen by-passing, r.c.c. 
pentodes, incomplete, attenuation 
and phase shift chracteristics, 498-501 
Cathode bias in power amplifiers, 547, 552-553, 
565-566, 582, 585 
Cathode bias leadlines, r.c.c. triodes, 29-30, 

486-^87 

Cathode bias operation, determination of 

maximum grid circuit resistance, 82-84 
Cathode bias, r.c.c. triodes, 484r-487 
Cathode bias resistor, r.c.c. pentode, de- 
termination of, 505-506 
Cathode bias resistor, r.c.c. triodes, choice 

of, 486 
Cathode bias, single Class A pentodes, 565-566 
Cathode bias with push-pull Class A, 

ABi, 582, 585 

Cathode by-passing, attenuation slope and 

phase angle, 360 
Cathode by-passing, incomplete, effect 

on hum, 786 
Cathode by-passing of r.c.c. pentodes, 
incomplete, attenuation characteris- 
tics, 499-501 
Cathode by-passing of r.c.c. triodes, in- 
complete, attenuation characteris- 
tics, 484-485 
Cathode by-passing of r.c.c. triodes, in- 
complete, phase shift, 485-^87 
Cathode by-passing of single Class A 

triodes, 554 
Cathode connections, two, valves with, 928 
Cathode -coupled amplifiers, 348, 529, 531 
Cathode-coupled phase inverter, 347-348, 532 
Cathode current, average, maximum, 75 
Cathode current characteristics of pen- 
todes, 16-17 
Cathode current, definition, 1399 
Cathode current, F**.ak, maximum, 75 
Cathode current, total available peak and 

average, 73 
Cathode current — see also Space current. 
Cathode definition, 1399 
Cathode degenerative amplifier, 327-329 
Cathode emission — see under Emission, 
Cathode follower, 316-327 
Cathode follower as driver for Class B 

stage, 591, 596 

Cathode follower as low-noise pre-ampli- 

fier input stage, 789-790 
Cathode follower as transformerless 

driver, 591, 596 

Cathode follower, direct-coupled, 531 
Cathode follower power amplifiers, 596 
Cathode injection circuit for converters, 969 
Cathode loadlines, 29-30 
Cathode neutralization in a-f circuits, 1285 
Cathode resistor, unbypassed, in r-f and 

i-f amplifiers, 933-934, 1064, 1288, 1292 
Cathode resistor, unbypassed, to give 

compensation of input capacitance 

change with grid bias, 56 
Cathode resistors in push-pull voltage 

amplifiers, 527 
Cathode to heater leakage — see under 

Heater to cathode leakage. 
Cathodes, general, 4, 5 

activation of, 69 
as negative electrode, 2, 80 

directly heated (filaments), 4-5 

on a.c. supply, 6 
indirectly heated, 4-5 
ion bombardment of, 3 



Cathodes, general (continued) 

oxide coaled, 2 
low temperature operation, 3 
temperature of, 2 
sleeve, 2, 5 

thermal expansion of, 51 
valves with two or more cathode leads, 928 
virtual, 3, 70, 71, 973, 978, 986 

Cells (batteries) in series and parallel, 129 
Celsius, 1334 
Centigrade, 1334 
Centimetre, unit of length, 1329, 1331, 1332, 

1333 

Centre tracking frequency, 1004 
Ceramic dielectric condensers, 196 
Ceramic piezo-electric microphones, 779 
Change in operating conditions, effect 

of, 26, 42-44 

Changes in filament and plate voltages in 

d.c. amplifiers, compensation for, 533 
Changes in supply voltage, effect on os- 
cillator frequency variation, 949, 953, 955 
Channel, definition, 1399 
Characteristic curves, valve, 15-24 

see also under Valve characteristic curves. 
Characteristic impedance of aerial, 903 
Characteristic impedance of 4-terminal 

networks, * 1 79 

Characteristics — see under Valve charac- 
teristics, etc. 
Charge on condenser, energy stored in, 135 
Charge, units of, 1332 
Charging characteristic of condenser, 136-137 
Charts, tables and sundry data, 1329-1423 
Chatter (needle talk), 714, 718, 719, 760, 762 
Chemical and physical constants, 1376 
Choke-capacitance coupling in r-f ampli- 
fiers, 924 
Choke coil, definition, 1399 
Choke-coupled a-f amplifiers, 521 
Choke-coupled power amplifier. Class A 

triode, 559-560 
Choke input filters for rectifiers, 1162-1164, 
1167-1169, 1182-1185 
Choke, swinging, 249-250, 1182 

Chokes, r-f, checking resonant frequencies, 944 
Chokes, r-f, design of, 474-475 
Chokes, r-f, self resonant, 475 
Chokes, r-f, pie-wound, 474 
Circuits used for tracking analysis, 1002 
Circular mil, 1329 
Circle, 273 
Circle, equation to, 280 
Clippers, speech, 693-694 
Closure, percentage, of vibrator, 1208 
Co-axial and co-planar loudspeaker 

mounting, 860 
Co-axial, definition, 1399 
Co-channel interference in F-M re- 
ceivers, tests for, 1317-1318 
Coefficient of coupling in tuned circuits — 

see under Coupling factor. 
Coercive force, 231 
Coil data (table) for power transformers, 240 
Coil design, oscillator, 947-957, 959-960 
Coil magnification factor, 144 
Ceil, oscillator, position in receiver, 957 
Coils 

baking of, 476-477 
flash dipping of, 477 
i-f, air-cored, design of, 453-454, 1041-1043 
i-f, amount of coupling, 458 
i-f, direction of winding, 458 
i-f, iron-cored, design of, 454-455, 1041-1043 
impregnation of, 477 
measurements on, 1325-1326 

coefficient of coupling, 1025, 1030-1031, 
1033-1034, 1102 

distributed capacitance across coils, 

1325-1326 

primary resonant frequencies of aerial 
and r-f coils, 1325 
medium wave-band, air-ccred 459-460 
medium wave-band, design of, 459-463 
medium wave-band, iron- cored, 460-461 
multilayer, design of, 443-444 
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Coils (continued) 

multilayer, inductance of, 441-444 
r-f, design of, 450-480 
r-f, self-capacitance of, 451-453 
short wave, aerial primary windings, 474 
short wave, design charts, 466-^73 
short wave, design of, 463-468 
short wave, matching, " 468-471 
short wave, self-capacitance, 472-474 
tropic proofing of, 476-478 
universal, gear ratios for, 456-457 
universal, inductance of, 444 
see also Inductors, Solenoids. 
Colpitts oscillator, 952-953 
Colour codes, 1335-1344 
cables, battery, 1344 
capacitors, ceramic dielectric, 1341 
capacitors, metallized paper, 1344 
capacitors, moulded mica, 1340-1341 
loudspeakers, 1343 
resistors, fixed, 1335-1336 
transformers, a-f, 1342 
transformers, i-f, 1342 
transformers, output, 1342 
transformers, power 1342-1343 
wiring, chassis, 1343-1344 
Common logarithms, 267 
Communication receivers — see under Re- 
ceivers, communication. 
Commutator, 129 
Compensated diode detector, 1074 
Compensation for changes in filament and 

plate voltages in d-c amplifiers, 533 
Compensation for drift in valve charac- 
teristics in d-c amplifiers, 533 
Compensation, grid series, 643 
Compensation, plate series 536, 643-644 

Compensation, plate shunt, 640-643, 660-661, 
_ 733-734 
Compensation of input capacitance change 
with bias change, value of cathode 
resistor for, 56 
Compei^ation theorem, 166 
Compensators (trimmer condensers), 197 
Complemenury angles, 272 
Complex algebra, 285-287 
Complex algebra with polar coordinates, 

286-287 

Complex algebra with rectangular co- 
ordinates, 285-286 
Complex quantities, 139, 140, 285-287 

Complex quantity, absolute magnitude 

(modulus) of, 140, 285 

Complex quantity, real and imaginary 

parts of, 140, 285 

Compliance at stylus tip, 712, 717-722 

Compliance, definition, 1399 
Compliance in cone suspension, 83(# 
Composite characteristics, 574-577 
Composite i-f transformers, F-M/A-M, 

1024-1025 

Composite loadline^, 576 
Composition resistors, characteristics of, 186 
Compression characteristics, 682, 684 

Compression of speech, 684 
Compression ratio, 682 
Compression, volume, 679-681, 681-684 

Concentric folded horns, 856-857 
Condenser (capacitor), 134 
Condenser charge and discharge charac- 

teristics, 136-137 
Condenser, coupling, of r.c.c. amplifier, 

483-484, 496 

Condenser, definition, 1399 
Condenser input filters for rectifiers, 1161-1163, 
1165-1167, 1169, 1170-1182 
Condenser loudspeakers, 832 
Condenser microphones, 778 
Condensers, characteristics of, 191-198 
ceramic dielectric condensers, 196 
colour codes, 1341 
standard ceramic dielectric capacitors, 

1352-1354 

combination units, 197 
compensators, 197 



Condensers, characteristics of (continued) 
electrolytic, 192-194 
ambient temperature, 193 
capacitance tolerances, 192 
dissipation factor, 193 
dry types, 192-193 
etched foil anodes, 192, 193 

plain foil electrodes, 192, 193 

reversible, 193 
tantalum electrodes, 192 
effect of being left idle, 193 
effect of frequency on capacitance, 192 
effect of temperature on capacitance, 192 
leakage currents, 193 
power faaor, 193 
ripple current ratings, 193-194, 1358 
ripple current through, 1181-1182 
self-healing properties, 193 
series operation, 193 
series resistance, 192 
standard electrolytic capacitors, 1357-1358 
surgeproof types, 193 
use as first filter condensers, 193 
wet types, 193 
use as voltage regulators, 193 
gang condensers, 197,1289 
standard variable capacitors, 1354-1356 
vibration of plates, 958-959 
metallized paper dielectric condensers, 195 
colour codes, 1344 
standard metallized paper dielectric 
canacitors, 1357 
mica dielectric condensers, 196 
colour codes, 1340-1341 
standard fixed mica dielectric capaci- 
tors, 1351-1352 
paper dielectric condensers, 194-195 
standard fixed paper capacitors in 

tubular non-metallic cases, 1347-1349 
standard metal encased fixed paper 
dielectric capacitors for d.c. ap- 
pUcation, 1349-1351 
references, 198, 1358-1360 

r-f by-pass, checking by Q-meter, 944 
service life, 192 
shunting large condensers by small ones, 

effects of, 959 
silvered mica dielectric condensers, 196 
applications in receivers, 1023, 1041 

sumxnary of characteristics, 191 
trimmer condensers, 197, 1356 

variable, tuning — see above under 

J fang condensers, 
ensers, ideal, 136 
Condensers in a.c. droiits, 137-140 
Condensers in d.c. circuits, 136-137 
Condensers in parallel and series, 135 
Conductance, definition, 14 
conversion tiansconductance, definitions, 14, 

109 

conversion transconductance of conver- 
ter valves, 966-967 
conversion transconductance of modu- 
lator or mixer valves, 964-966 
grid variational, 20 
input, of receiving valves at radio fre- 
quencies, 929-932 
input, variation with a.v.c. 1062 
input, signal grid, of frequency con- 
verters, 976-978, 980-981, 982, 985-986, 
987-988 

mutual, definition, 14 
mutual, graphical determination of, 15, 16, 17 
mutual — see also Transconductance 
grid-plate. 

mutual, tests for, 74, 103-104, 113, 123, 124 
mutual, triode, of pentode, 34 
of arms and networks, 153-154 
plate, definition, 14 
plate, testing of, 124 
short-circuit input, typical values of, 55, 
1028, 1029 
Conductance and susceptance from re- 
sistance and reactance, chart for de- 
termining, 155, 156 
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Conductance, grid input, 49-53 
Conductance in resistive circuits, 133 
Conductance, signal grid input, of con- 
verters, 976-978, 980-981, 982, 987-988 
Conductance, units of, 1332 
Conducting materials, properties of, 1374 
Conductivity of earth, 896-900 
Conductivity, units of, 1332 
Cone niovement, amplitude of loudspeaker, 834 
Cone, volume of, 275 
Cones, practical loudspeaker, 834, 835-836, 

839 

Conical horn loudspeakers, 851, 854 

Conjugate impedances, 165 
Connections to valve sockets, 80, 81 

Connoisseur pickup, 718 
Constancy of characteristics with feed- 
back, 388 
Constant amplitude recording, 703-704, 727 
Constant bandwidth, coupled tuaed cir- 
cuits, 420 
Constant current curves, 22-23 
Constant, definition, 1399 
Constant k filters, 179-182 
Constant velocity recording, 703-704, 727 
Constants, chemical and physical, 1376 
Constants in algebra, 265 
Consonance, definition, 1399 
Contact potential 

biasing, 1280-1281 
diode, effects of, 1079, 1080, 1082, 1106, 
1108, 1118 

drift during life, 23-24, 84, 533 

grid-cathode, 18, 20, 39, 69, 70 

Continuity, 265-266 
Continuity of electrodes, tests for, 73, 91-93, 123 
Continuous functions, 265-266 
Convergent infinite series, 268 
Conversion, English to metric units, 1329-1330 
Conversion factors applied to complete 

r.c.c, stage, 512 
Conversion factors, valve, 36^, 57, 493, 511, 

568 

Conversion trans conductance, definitions, 14, 

109 

Converter, definition, 1399 
Converters, frequency — see under Fre- 
quency converters. 
Coordinates, 279 
Coordinates, Cartesian, 279 
Coordinates, polar, 283 
Co-planar, definition, 1399 
Copper oxide rectifiers, 1169 
Copper, temperature coefficient of re- 
sistivity, 237 
Core, definition, 1399 
Core materials for transformers, 206-209, 210, 

214 

Cores, i-f and r-f — see under Inductors, 

r-f j Iron cores. 
Cores, transformer — see under Trans- 
formers, practical, a-f, output, power ; 
also under Inductors, iron- cored. 
Comer horns, 856 
Corrugations in loudspeaker cones, 835, 839 
Cosecant of an angle, 272 
Cosine of an angle, 272, 275 

Cosine wave, 278 
Cosmic rays, wavelength of, 404, 1363 

Cotangent of an angle, 272 
Coulomb, measure of charge, 1332, 1333 
Counter-modulation in receivers, 1264 
Coupling between oscillator and signal 

circuits in converters, 973, 974-975, 980, 
988, 992, 994, 1000 
Coupling between two coils, 142 
Coupling, coefficient of, 142 
Coupling condenser of r.c.c. amplifier, 483-484, 

496 

Coupling factoc (coefficient), 142 
critical, 415, 426 

in aerial transformers, 918-920 



Coupling factor ( :)ntinued) 

in i-f transformers, 416, 1023-1024 

calculation of, 414-416, 419-421, 

1023-1024. 1043-1048 
measurement of, 1025, 1030-1031, 

1033-1034, 1102 
in phase discriminator transformers, 1090 
in r-f transformers, 923 
of tuned circuits, 413-426 
transitional, 416, 1031 

Coupling, mixed, in i-f transformers, 1025, 

1044-1048 

Coupling of tuned circuits, 418-421 
Coupling, unity, 142 
Cracked carbon resistors, characteristics 

of, 186, 190 

Creeping plate current in power amplifiers, 596 
Critical bandwidth of noise, 621 
Critical coupling factor, 415, 426 

Critical damping, conditions for, in feed- 
back amplifiers, 385-388 
Critically coupled i-f transformers, 1026-1031 
Cross-coupled phase inverter, 527, 663-664 
Cross-coupling in push-pull amplifiers, 528 
Cross-modulation, definition, 1399 
Cross-modulation, external, " 945, 1264 

Cross-modulation in r-f and i-f amplifiers, 

927, 945, 1108, 1264, 1303 
Cross -over frequency in recording charac- 
teristics, 728 
Cross-over frequency, loudspeaker, choice 

of, 860-861 
Cross-over point, grid current, 19, 20 

Cross-over point, grid current, drift dur- 
ing life, 23-24 
Cross-talk component in F-M receivers, 1317 
Cross-talk in A.-M receivers, 1304 
Crystal constants, 1056-1057 
Crystal detectors, 1136-1139 
Cr>'stal filter as whistle eliminator, 675 
Crystal filters, variable bandwidth, 1051-1061 
behaviour of equivalent circuit, 1050-1051 
design of, 1053-1061 
crystal constants, 1056-1057 
example, 1057-1061 
gain, 1053-1054 
gain variation with bandwidth, 1054 
position in receiver, 1057 
selectivity, 1055-1056 
types other than bridge, 1057 
Crystal loudspeakers, 832 
Crystal microphones, 775, 778-779 

Crystal rectification, theory of, 1138 
Crystal triodes, 1138 
Cube, 275 
Cumulative grid detectors, 62, 1082-1084 
Current, alternating, 129-130 
Current and voltage, 128-130 
Current direct, 128-129 
Current, electric, as electron flow, 1, 2 

Current feedback — see under Feedback. 
Current flow, direction of, 128 
Current indicators, peak reading, 119 
Current leading voltage, 138 
Current regulators (barretters), 1213-1214, 1266 
Current sheet inductance, 429, 436^38, 

441-442 

Current, units of, 1332 
Currents in windings of power trans- 
formers, 236 
Curvature, radius of, in record, minimum 704 
Curve, average height of, 280 
Curve, finding equation to, 281 
Curve tracer methods, valve characteristics 

by, 119-120 
Curves, typical tracking, 1003 
Cutler tone control, 664 
Cut-ofT frequency, definition, 1399 
Cycle, 129, 278, 403 

Cycle, definition, 1399 
Cylinder, solid or hollow, 275 
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D 

Damped oscillations, 408, 424 

Damping, acoustical, to eliminate standing 

waves in loudspeaker cabinets, 843-845, 849 

Damping, compensated critical, in feed- 
back amplifiers, 367 

Damping, critical, in feedback amplifiers, 365, 
367, 378, 385-388 

Damping due to positive grid current, 

r.c.c. amplifiers, 489 

Damping factor of oscillations, 408, 424 

Damping in loudspeakers, 833, 840-842, 
844-845, 856 

Damping in loudspeakers, critical, 833, 840-841, 

844-845 

Damping, input circuit, 20, 70, 489, 1036, 1074, 
1077-1078, 1084 
Damping of circuits by valve admittances, 70 
Damping of feedback amplifier on tran- 
sients, 365-367, 382, 386 
Damping of i-f amplifier due to diode 

circuits, 1036, 1074, 1077-1078 

Damping of input circuits due to detec- 
tors other than diodes, 1084 
Damping of resonances in pickups, 716 
Damping of tuned circuits in tone control, 639 
Data, sundry, with tables and chans, 1329-1423 
db per octave and db per decade, table, 368 
dbm, 808 
dbv, 776, 808 

dbvg, 810 
Dead spots, 959 
Decades, octaves and frequency ratio 

(table), 368 
Decca ffrr type D pickup, 717-718 
Decibel expressed quantities, nomogram 

for adding, 821-822 
Decibels and bels 806-823 
Decibels of voltage gain, 810 
Decibels per octave, calculations in- 
volving, 637-638 
Decibels per octave^ to convert to fre- 
quency ratio, 637-638 
Decibels, tables and chans, 813-821 
Decibels, voltage expressed in (dbv), 776, 
Decimal equivalents effractions, 1404 
Decoupling filter in diode detector cir- 
cuit, 1073, 1080 
Decoupling in voltage amplifiers, 535-538 
Decrement, logarithmic, 408, 424 
De-emphasis characteristic in F-M re- 
ceivers, 1315 
De-emphasis curve with time constant 

75 microseconds, 638 
Definite integrals, 296-298 
Definitions, acoustical, 871-872 
Definitions, alphabetically arranged, 1398-1404 
bibliography, 1403-1404 
special groups, 159-160, 1297-1298, 1314- 

1315 

see also under individual subjects. 
Deflector (diffuser) for loudspeakers, 839, 858, 
^ ^ 1260 
Deformation, elastic, of record material, 706 
Degenerative coupling in a-f amplifiers, 535 
Degree, measure of angle, 1330 
Delay, definition, 1399 
Delayed a.v.c. 1106, 1111, 1113, 1114 

Deniagnetizing of valves, 786 
Demodulation, 6 1 

Demodulation, definition, 1399 
De Moivre's theorem, 287-288 
Denominator, definition, 1399 
Derating curves of composition resis- 
tors, 187, 1345, 1346 
Derivatives, 291 
Design-centre system of valve ratings, 9 
Detection, definition, 1399 
Detection, general, 61 

see also under Detectors. 
Detectors, A-M 1072-1087 

diodes, 1072-1082 
characteristic curves, 1075, 1076 

combined with i-f amplifier, 1081 



Detectors, A-M (continued) 

compensated diode detector, 1074 
conduction resistance, diode, 1079 
contact potential, effects, of, 1079, 1080, 
1082, 1106 

damping across i-f transformer, 1077-1078 
relation between secondary damp- 
ing and detection efficiency, 1077 
design, quantitative, 1075-1081 
detection efficiency, 1076, 1080-1081 

distonion, non-linear, 1072-1076, 1080- 
1081, 1106. 1107 
differential, 1074, 1107 

due to a.c. shunting, 1072-1076, 1082, 
1106-1107, 1133 
methods of overcoming, 1073-1074, 
1082 

equivalent diode circuit, 1078 
equivaleirt resistance, internal, 1079 
filter, T-f (decoupling), 1073, 1080 

loadHnes, 1075 
modulation percentage applied to de- 

teaor, 1078 
modulation ratio, critical, 1076-1077, 1081 
play-through, 1081, 1082 

regeneration of degeneration due to 
coupling between diode detector 
and i-f grid. 1081 
residual volume effea, 1081, 1082 

response (frequency) characteristic, 

1078-1080 
shunt capacitance, effect on detec- 
tion efficiency, 1080 
suppressor grid as, 22, 1257 

time constant, 1080-1081 
grid, leaky, 62, 1082-1084 

battery valves used as, 1083 
damping of input circuit, 1084 
distonion with, 1083 
grid, power, 1084 
damping of input circuit, 1084 
distonion with, 1084 
infinite impedance — see under Reflex, 
plate (anode bend), 57, 62, 508, 1084-1085 
bottom bend rectification, 57, 1084-1085 
pentodes, choke coupling with, 1085 
top bend rectification, 508, 1084-1085 
references, 1138 
reflex, 326, 1085-1086 

distonion, 1086 
input impedance, 1085-1086 
use in high fidelity t.r.f. receivers 1086 
regenerative, 1086-1087 
sinking diode circuit, 1108, 1117, 1257, 1295 
square law, 62 
superregenerative, 1087 
amplitude limiting with, 1087 
distortion, 1087 
measuring selectivity of superregen- 
erative receiver, 1087 
noise level, 1087 
radiation from, 1087 
separate quenching, 1087 
use in cheap F-M receivers, 1087 
Detectors, crystal, 1136-1139 
fixed germanium, 1136-1137 
fixed silicon, 1137 
references, 1139 
theory of crystal rectification, 1138 
transistors (crystal triodes) 1138 
Detectors, F-M, 1088-1105, 1292-1293 

amplitude discriminator, 1088 
Bradley detector, 1088 
distonion, non-linear, 1088, 1104 

Fremodyne, 108S 
gated beam discriminator, 6BN6, 1293 
general principles, 1088 
limiting, amplitude — see under limiting, 
amplitude. 

locked oscUlator, 1088, 1292-1293 

measurement of amplitude rejection 
properties of any type of detector, 
method for, 1104 
phase discriminator, 1088-1095, 1292-1293 
alternative arrangement, 1095 
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Detectors, F-M (continued) 

basic circuit, 1089 
design data and example, 1090-1095 
coefficient of coupling, transformer, 1090 
discriminator characteristic, 1092 
discriminator sensitivity, 1090 
generalised curves, 1091 
limiter-discriminator combination, 

1292-1293, 1296 
typical circuit arrangement, 1090 
voltage relationships, 1089 
4> detector, 1293 
ratio detector, 1088, 1095-1105, 1292-1293 
a.f.c. voltage from, 1098 
amplitude rejection by, 1095-1096, 1103- 

1104 

a.v.c, use of, 1099, 1293 

a.v.c. voltage from, 1097 
balanced circuit, 1098 
circuit, types of, 1098-1099 
circuits, practical, 1101 
design considerations, 1099-1101, 
1292-1293 

diodes for use with, 1099 
input/output curves, 1098, 1099 

measurements on, 1102-1105 
operation of, 1097 
output curve, typical, 1096 
unbalanced circuit, 1098-1099 
references, 1138, 1296 

types of deteaors in common use, 1088 
Detuning due to a.v.c, 927, 928, 932-934, 
993, 1061-1064, 1112 
Detuning of r-f and i-f amplifiers by 

a.v.c, 927, 928, 932-934 

reduction of, by means of cathode re- 
sistance, 933-934 
Deviation sensitivity in F-M receivers, 1317 
Deviation sensitivity, maximum, in F-M 

receivers, 1317 
Diaphragm of horn loudspeaker, 854-855 
Dictaphone, 701 
Dielectric, 134 
Dielectric losses in coils, 465 
Dielectrics in oscillator circuit, require- 
ments for, 957 
Differential and integral calculus, 289-299 
Differential coefficient, 291 
Differential coefficients, partial, 293 
Differential distortion, 1074, 1107, 1108, 1113 
Differential gain of push-pull amplifier, 528 
Differential unbalance in push-pull am- 
plifier, 528 
Differential wear in records, 706 
Differentiating networks, 160 
Differentiation, 291-294 
Differentiation, partial, 293 
Differentiation,- successive 292 
Differentiation, total, 294 
Digits, 256 
Diode bias, 1280, 1281 

Diode detectors — see under Detectors, 
A-M. 

Diode line, definition, 591 
Diodes, general, 6-7 
back emission test, 74, 100 

characteristics at low plate currents, 65 
characteristics, specific, tests for, 99-101 
contact potential, effects of, 1079, 1080, 
1082, 1106, 1108, 1118 
high perveance ; applications of, 1098 
noise diodes, 1308, 1309 

plate current commencement voltage of, 84 
power (rectification), 1161-1191 
diode currents, determination of, 

1174-1176, 1183 
power, rectification, test for, 74, 99-100 
ratio detectors, for use with, 1099 
see also under Detectors, A-M. 
shunt diode bias supplies, 1188-1191 
signal, rectification test for, 74, 100 

valves incorporating three, 1024, 1295 

zero signal plate current test, 101 
Dipoles, 892-895, 898, 904-906, 908-911 
Dipping, flash, of coils, 477 



Direct -coupled a-f amplifiers, 529-534 
Direct- coupled amplifiers — see under Am- 
plifiers, audio-frequency. 
Direct current, 128-129 
Direct current (zero frequency) ampli- 
fiers, 529-534 
Direct current from rectified and filtered 

a.c. supply, 129 
Direa current generator, 129 
Direct current, pure, 129 
Direct current with superimposed ripple 

(or hum), 129 
Direct playback, 701, 766-768 

Direct radiator loudspeakers, 831-851, 860-864 
Direction of current flow, 128 
Direction of current flow, indications of, 130 
Directional characteristics of loupspeakers, 

834, 839-840, 856 
Directional characteristics of micro- 
phones, 779-780 
Directional pattern of microphones, stan- 
dard for, 781 
Directivity index of loudspeaker, 875 
Directivity index, loudspeaker loudness, 875 
Disc recording — see under Records, re- 
production from. 
Discharging characteristic of condenser, 137 
Discone aerials, 910 
Discontinuous functions, 265-266, 302 

Discriminator, amplitude, 1088 
Discriminator, phase — see under Phase 

discriminator. 
Discriminators, frequency, 1151, 1152-1156 
Discs, characteristics of, 706-709 
Discs, materials for, 706, 766, 769 

Display of valve characteristics, 120 
Dissipation characteristic of valve heater 

(filament), 10, U 

Dissipation, definition, 1399 
Dissipation in distortionless Class Ai 

amplifler, 59-61 
Dissipation in reactive circuit, power, 

140, 143-144 

Dissipation measurements in receivers, 1302 
Dissipation of composition resistors, 186-187 
Dissipation of electrodes, maximum, 75 
Dissipation of electrodes, tests for, 108 
Dissipation of resistance loaded triode, 26 
Dissipation, plate, and power output. 

Class Bz, 589 
Dissipation, . plate. Class A triode, 559 
Dissipation, plate, max. signal, push-pull 

Class A, AB, triodes, 578 
Dissipation, plate power, general theory, 63-64 
Dissipation, screen. Class A pentode, 562 
Dissonance, definition, 1399 
Distorted sine wave, 130 
Distortion and fidelity (Chapter 14), 603-634 
Distortion 

amplitude, 604 
cross modulation, in r-f amplifiers, 927, 945 
distortion and power output 

push-pull Class A, ABi pentodes 

etc., 583-584 
push-pull Class A, ABi, triodes, 577-579 
push-pull Class Bz, 588-590 
distortion and power output vs. load 

resistance beam power amplifier, 570 
type 45 triode, 558 
due to peak limiters or volume limiters, 681, 

683 

due to tone control, 606, 636-637 

effect of sound level on audible, 631 
factor, 609 
factor meter, 1300 
factor, weighted, 610 
frequency, 604, 617-618, 626, 631 

frequency modulation, 604, 626 

frequency range and, 631 
harmonic, for type 2 A3 triode, 607 
harmonic, for type 6F6 pentode, 608 
harmonics, 606-607, 608 

hum distortion, 1309, 1314, 1322-1323 
imagery for describing, 604—605 
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Distortion (continued) 

in A-M detectors (other than diodes), 

1083, 1084, 1086, 1087 
in amplifiers, effect of feedback on, 

308, 309, 313-316, 608 
in amplifiers, measurement of, 1321-1322 
in cathode follower, 319 
in Class A triode at high inputs cal- 
culated from measurements of gm 
and g at low inputs, 554, 555 

in Class B amplifiers and drivers, 587 
in diode detectors, 1072-'1076, 1080-1081, 
1106, 1107 

differential, 1074, 1107 

due to ax. shunting, 1072-1076, 1082, 
1106, 1107, 1133 
methods of overcoming, 1073-1074, 1082 
in F-M detectors, 1087, 1088, 1104 

in i-f A-M stages, 1063, 1067-1068 

in i-f F-M stages, 1038-1039, 1068-1069 
in loudspeakers, 600-601, 631, 632, 854-855, 

868-871 

cross-over, 856, 860-861, 868 

frequency modulation, 855, 869 

horn loudspeakers, occurring in, 854-855 
inharmonic, 870 
intermodulation, 871 
non-linear, 836, 855, 868 

phase shift, 838, 870 

selective, below bass resonant fre- 
quency, 600-601, 868 
sub-harmonics and sub-frequencies, 871 
transient, 618, 619, 833, 869-871 
testing for, 870-871 
in particular amplifiers, 347, 353 
in power amplifiers, 546, 548-554, 557, 558, 
563-565, 570, 577-579, 583-584, 587, 
588-590 

in power amplifiers, rate of increase, 546 
in power valves with loudspeaker load, 
general, 600-601 
single Class A triode, 558 
single pentodes, 566-567, 601 

in r.c.c. amplifiers, comparison between 

triodes and pentodes, 511 
in r.c.c. pentodes, vs. output voltage, 510-511 
in r.c.c. triode at mid-frequency, 490-491 
in r.c.c. triodes, vs. output voltage, 491-493 
in receivers, A-M, measurement of, 1306, 1314 
in receivers, due to a.v.c. design, 1314 
in receivers, F-M, measurement of, 1306, 1318 
in reflex receivers, 1140, 1141, 1145, 1146 
in reproduction from records 

due to imperfect tracking, 723-726 
due to stylus wear, 761 
other distortion effects, 760 
pickup, non-linear, 718, 719, 723, 762 
recordings, non-linear, 756, 762, 766, 769 
testing for non-linear distortion, 762 
testing, proposed standards for, 762 
tracing, (playback), 708, 757-760 

effect of recording characteristics 

on, 759-760 
in r-f amplifiers, 944-945 
in speech reproduction, 629 
in transformer cores — see under 

Transformers, a-f. 
in transformer-coupled voltage am- 
plifiers, 518 
in valves, relative positions of har- 
monics, 303 
in valves, tests for, 106-107 
in valves, with resistive loads, graphical 

harmonic analysis, 302-304, 305, 548- 
554, 557, 563-565, 578-579 
pentodes and others, 563-565 
push-pull, third harmonic, 578-579 
triodes, second harmonic, 548-554 
triodes, third harmonic, 557 
in valves, with resistive lo^ds, theo- 
retical analysis, 61-62 
intermodulation, 604, 607, 610, 611-616 
see also under Intermodulation dis- 
tortion, 

minimum deviation, 1318 



Distortion (continued) 

modulation envelope, in r-f amolifiers, 

944-945, 1067-106B 
non-linear, 604, 605, 610-611, 617 

non-linear, criterion of, 610-611 
permissible total harmonic, 607-609, 630-631 
phase, 604, 618 

references, 632-634 
relationship between harmonic and 
intermodulation distortion, 612-613, 615, 
758-759 

rule, Espley and Farren, 550 
rule, 5'"o, 550 
scale, 604, 625-626 

sibilant speech sounds, with volume 

compression, 683 
third and fifth harmonics, effect on 

power output, 564, 565 

total harmonic, 608 
total harmonic, in high-fidelity ampli- 
fiers, 630-631 
tracking, in record reproduction, 723-727 
transient, 604, 618, 619 

transient, in a-f amplifiers, 540-541 
transient, testing for, 619 
transient waveform, in volume limiting, 683 
types of, 604 
volume, 604, 620-625 

see also under Volume range, 
weighted harmonic, 608-609 
Divergent infinite series, 268 
Diversity reception, 1263-1264 
Dividend, definition, 1399 
Division, 260 
Divisor, definition, 1399 
Doppler effect, 869 
Double frequency changer superhetero- 
dyne, ■ 1253 
Double spotting in superhet. receivers, 

1225, 1226 

Drain, definition, 1399 
Dram, 1329 
Drift of characteristics during life, 23-24, 70, 

84, 533 

Drift of characteristics during life, com- 
pensation for, 533 
Drift, oscillator frequency, 955-958 
Drill sizes for self-tapping screws, 1391 
Drill sizes, twist, 1392 
Driver, definition, 1399 
Driver for Class B stage, cathode follower 

as, 591, 596 

Driver looking backwards impedance, 591 
Driver resistance and inductance, 591 
Driver stage, 547, 590-591 

Driver transformer design, 591 
Driver transformer, effect of leakage in- 
ductance in Class B2, 590 
Driving conditions, grid, Class B2, 590-591 
Driving power, peak grid. Class B2, 590 
Driving units for loudspeakers, 855 
Dry batteries, characteristics of, 1272-1274 
Dry batteries, rechargeable, 1274 
Dry batfery operation, valve ratings 

for, 78, 79, 80 

Duerdoth's multiple feedback system, 

365, 374-378 

Duerdoth's stability margin, 372 
Durchgriff, definition, 14 
Dual and triple system loudspeakers, 860-861 
Dual a.v.c. system, 1108 
circuits to eliminate, 1108, 1113 

Dual system loudspeakers, integral, 860 
Dual wave receivers, design of, 1251-1252 
Dummy aerials (antennae), 906-907, 1299, 

1315, 1316 

Dummy load, standard for receivers, 1299 
Dust on vinyl records, 706, 713 

Dynamic characteristics, comparison be- 
tween r.c.c. pentodes and triodes 508-509 
Dynamic characteristic of pentode, 26-27, 72, 

503-506 

Dynamic characteristic of pentode, slope 

of, 506, 507-508 

Dynamic characteristic of triode, 25-26, 72, 491 
Dynamic, definition, 1399 
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Dynamic mass of pickup armature, 718, 719, 

721, 722 

Dynamic microphones, 775, 779 

Dynamic range and its limitations, 620-625 
Dynamic range and surface noise in record 

reproduction, 704-705, 763-765 

Dynamic range, peak, 620 
Dyne-five, measure of force, 1332 
Dyne, measure of force, 1330, 1332, 1333 
Dyne per square centimetre, 1330 



Ear as a judge of fidelity, 631 
Earth, attenuation of radio waves due 

to, 896-900 
Earth, conductivity of, 896-900 
Earth connection in a.c./d.c. receivers, 1268 
Earth, effect on performance of aeriais, 894-900 
Earth, resistivity of, 896 
Earthed-grid amplifiers, 529, 592, 914, 925 
Eccentric grooves in records, 705 
Economy switch in battery receivers, 1268 
Eddy currents in coils, 465 
EfTective current, definition, 1400 
Effective voltage, current, power, 134 
Efficiency, definition, 1400 
aerial radiation, 903 
amplifier. Class A], 59-61 
detection (diode), 1076, 1080-1081 

loudspeaker, 839, 854-855, 860 

in terms of acoustical power, 875-876 
loudness efficiency rating, 875 
pressure-efficiency rating, 812, 862, 874 
place, Class A pentode, 562 
plate. Class A triode, 559 
plate, Class B2, 589 
transformer, 205 
audio-frequency, 228, 567 

condition for maximum, 205 
power, 233, 235 

Electric and magnetic fields of wave, re- 
lation between, 897 
Electric current as electron flow, 1, 2 

Electric field of radiated electromagnetic 

energy, 404 
Electrical and magnetic units, 1331-1333 
Electricity and emission, 1-4 
Electrode continuity, tests for, 73, 91-93, 123 
Electrode potentials, datum point for, 2, 80 
Electrode supply voltages, valve, 6 
Electrode system, geometrical configura- 
tion of, 69 
Electrode voltages, definition, 6 
Electrode voltages, supplied through series 

resistors, 70 
Electrode voltages, uncontrolled changes 

in, 70 
Electrode voltages, with respect to cathode, 5 
Electrodynamic loudspeakers, 831, 833-851, 

860-864 

Electrolysis in battery receivers, 1269 
Electrolytic condensers, 192-194 
Electromagnetic energy, radiated, 404 
Electromagnetic field set up by inductor, 140 
Electromagnetic frequency spectrum, 

wavelengths, 404 
Electromagnetic loudspeakers, 831-832 
Electromagnetic radiation, 403 
Electromagnetic radiations, wavelengths 

of, 1363 
Electromagnetic system, c.g.s. 1331, 1332 

Electromagnetic waves, introduction to, 403-404 
Electromotive force, definition, 1400 
Electromotive force induced in inductor, 140 
Electromotive force, units of 1332 
Electron, 1 
electric charge on, 1 
Electron-coupled oscillator, 953, 954, 958 
Electron ray tuning indicators, 1132-1136 
Electron velocity of emission, initial, 18 
Electronic attenuators, 797-798 
Electronic reactances, 1151, 1156-1160 

Miller effect circuits, 1157 
quadrature circuits, 1157-1160 



references, 1160 
resistance in series with capacitance, 

1156-1157 

Electrostatic system, c.g.s. 1331, 1332 

Elements, bilateral, 159 
Element of network, definition, 159 
Elements, unilateral, 159 
Ellipse, 274 
Ellipse, equation to, 280 
Elliptical loadlines, 30-34, 64, 213, 576 

E.M.L transcription pickup, 719 
Embossed groove recording, 768 
Emission, back, test for, 74, 100 

Emission-dependent dynamic test, 73, 91-93, 

123 

Emission, grid, 3, 5, 20, 21, 51 

Emission, grid primary, tests for, 101-102 
Emission, grid secondary, tests for, 102 
Emission heater-cathode, hum due to, 

1196, 1197 

Emission, photo, 2 
Emission, poisoning of, 2 
Emission, primary (other than cathode), 

19, 20, 21, 69, 71 
Emission, secondarv, 2, 7, 8, 21, 39, 69, 71 
Emission, tests for, 73, 94-95, 123 

Emission, thermionic (cathode) 2, 3, 69 

Empirical, definition, 1400 
Enclosed cabinet loudspeaker, 843-845 
Enclosures, loudspeaker, 842-851 
Energy, 1 33 

Energy factor of tuned circuit, 409 

see also under Q factor. 
Energy stored in charge on condenser, 135 
Energy stored in magnetic field, 141 
Energy, units of, 133, 1332 

ensi, 1307 
Envelope, definition, 1400 
Equalizers for record reproduction, 732-744 
de-emphasis, high frequency, (N;A.B.), 770 
equalizer, high frequency (de-emphasis), 

736-737, 739-740, 744-751, 770 
equalizer, position of, 636, 732, 743 

equalizers, low frequency, 732-736 
equalizers and equalizing amplifiers, 

738-743 

equalizing, corrective, 728 
eqaalizing, definition, 727, 728 

equalizing to give standard playback 
curve, 731-732 
Equalizing of headphones, 662 
Equalizing of microphones, 635, 636, 781 
Equalizing of pickups, 635, 636, 732-744 
Equalizing of sideband cutting in receiver, 654 
Equation, circle, 280 
Equation, ellipse, 280 
Equation, hyperbola, 280 
Equation, linear, 279 
Equation, parabola, 280 
Equation, straight line, 280 
Equation to a curve, finding the, 281 
Equations, definitions, 263, 1400 

Equations, solution of, 263-265 
Equivalent circuit, definition, 1400 
aerial and input circuit of receiver, 904 
aerial-earth system, 903 
crystal filter, variable bandwidth, 1050-1051 
diode detector, 1078 
grid, 64 
loudspeaker, 838, 839, 844-845, 848-849 
push-pull amplifier, 577 
r.c.c. pentode, 512 
r.c.c. triode, 494 
rectifier, 1164 
transformer, 204, 205 

valve, 45-47, 53-55, 59, 63, 512 

voltage feedback amplifier, 310 
Equivalent electrode voltage, 71 
Equivalent noise resistance, 783, 937-938 
Equivalent noise sideband input, 1307 
Equivalent plate circuit theorem, 63 
Erg, measure of work 1332, 1333 

Erg per second, measure of power, 1332, 1333 
Esnault-Pelterie's formula for inductance 

of solenoid, 432 
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Excitation, definition, 1400 
Expanders, volume — see under Volume 
expansion. 

Expanding selectivity i-f transfonners, 

455-456, 1048-1050 
Exponential curve, definition, 1400 
Exponential form of vectors, 287 
Exponential functions, 268 
Exponential horns, 851-853, 854 

Exponential series, 269 
Exponents, 255 
Expression, definition, 1400 
Extended Class A operation (triode and 

pentode in parallel on each side), 587 
Extension loudspeakers, 883-886 
Exterior of cabinet, design of, 850 
Eye, visibility curves of, 1396 



Factor, definition, 1400 
Factorial n, definition, 1400 
Factorials, 1407 
Factories, background music in, 867 
Factoring, 262 
Faders — see under Mixers and faders. 
Fading due to interference betv^een re- 
flected and ground waves, 901, 908 
Fading, selective, 1251 
Fahrenheit, 1334 
Fairchild transcription dynamic pickup, 720 
Farad, 1332, 1333 
Fatigue, listener, 626 
Feed, parallel (shunt) a,v,c., 1109, 1110-1111 
Feed, series a.v.c, 1109-1110 
Feedback, general (Chapter 7) 306-402 
acoustical, avoidance of, 866 
admittance neutralization, stable, 389 
admittance, short-circuit, 50-55 
admittance, short-circuit, test for, 117 
amplifier without phase distortion, 389 
balanced feedback amplifiers, 315 
bass boosting by feedback, 336, 347 
bridge feedback, 307, 313-314, 546 
bridge negative feedback at mid-fre- 
quency, 313-314 
special applications to give positive, 

zero or negative plate resistance, 314 
see also 354-355 
cathode- coupled amplifiers, 348, 529, 531 
cathode-coupled phase inverters, 347-348, 

526-527 

cathode-degenerative amplifier, 327-330 
degenerative cathode impedance, 330 
effective plate resistance, 328-329 
gain, 327-328 
input resistance, 328 
other forms of cathode degenerative 

amplifiers, 330 
unbypassed cathode resistor, 327-329 
valve characteristics, graphical treat- 
ment, 397-399 
cathode-follower, 316-327 
cakulated operating conditions, 319-320 
capacitive load — gain, input resist- 
ance and capacitance, plate re- 
sistance, 326-327 
circuit to avoid screen current 

through load, 325 
circuit to make screen current 

constant, 326 
cut-off effect, capacitive load, 327 
direct-coupled amplifier, 531 
distortion, 319 
effective plate resistance, 318 
effect of impedance of input source, 327 
elecironic attenuator, use in, 797 
equivalent valve characteristics, 318 
gain, 317-318, 325 

inductive load — input resistance and 

reactance, 326 
infinite impedance (reflex) detector, 326 
input capacitance, 323, 325 

low noise, pre-amplifier input stage, 789-790 
noise in, 327 



Feedback, general (continued) 

output capacitance, 323-324, 325 

output impedance, 320 
pentodes, special considerations with, 324 
resistance-capacitance coupled, 320-321 
screen-coupled, 326, 532 

transformer-coupled, 32 1 

valve characteristics, graphical treat- 
ment, 390-394 
wide-band amplifiers, use in, 327 
combined negative and positive, 314-315, 

352-355 

comparison between different funda- 
mental types, 315 

cohstancy of characteristics with feed- 
back, 388 

current feedback, 307, 312-313, 315-316, 
327-330, 1236 

degeneration or regeneration at any 
frequency, 342 

effect on distortion, 308-309, 313, 314, 315, 

316 

effect on gain, 308, 313, 315, 316 
effect on hum or noise, 309-310, 315, 316, 

348-352 

effect on input resistance, 311-312, 313, 315, 

316 

effect on output resistance, 310-311, 313, 314 
effective amplification factor and plate 
resistance with feedback, 311, 313, 314, 
315, 316 

electronic attenuators, 389 
feedback factor, 308 
feedback in volume expansion, etc. 685, 688 
feedback loop, 307, 336 

frequency range of amplifier before 

feedback is applied, 369 
frequency response, 378-388, 1235-1239 
flat frequencv response, design of 

amplifiers with, 379-388 
Brockelsby's method, 382-385 
conditions for critical damping, 385-388 
Mayr's method, 379-382 
maximal flatness, 367, 378, 382-385 
fundamental types of, 306 - 316 

in radio receivers, 1235-1239 
interconnected feedback loops, 343-344 
intermediate frequency, in receivers, 943 
loop amplification, 356 
multiple feedback, 343-344 
negative, 306-402 
negative current feedback at mid-fre- 
quency, 312-313 
negative impedances, stabilized, 389 
negative voltage feedback at mid- 
frequency, 307-312 
equivalent circuit of amplifier, 310 
feedback voltage applied in series 

with input, 307, 312 

feedback voltage applied in shunt with 

input, 308, 312 

feedback voltage applied to cathode, 308 
optimum load resistance, 311 
peaks at high and low frequencies, 336, 359, 

378 

peaks, high and low frequency, height 

of, 359, 378, 379, 383 

phase inverter, choke coupled, 355 
phase shift at high and low frequencies, 

316, 353, 355 

phase shift correction, 342, 343, 352 

phase shift, effect of negative feedback on, 389 
phase splitter, 329-330, 354, 522-524 

with positive feedback, 354, 523 

pickup, applying negative feedback to, 743 
play-through, feedback to reduce, 1240-1241 
positive, 306-307, 354 

positive feedback at high and low fre- 
quencies, 316, 338, 342, 378, 382 
positive feedback for eliminating by- 
pass capacitors, 1284-1285 
practical feedback circuits, 316-355 
references to feedback, 399-402 
special applications of feedback, 389 
special features of feedback amplifiers, 352 
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Feedback, general (continued) 

stability factor CBecker), 388 
stability; phase shift, 356-378 
attenuation characteristics, 360, 361 
cathode by-passing, slope and phase 

angle, 360 
conditional stability, 358, 378 

conditions for stability, 356-359 
design of multi-stage amplifiers, 365-378 
alternative methods of design, 366-367 
attenuation characteristics and sub- 
sidiary voltagesi summation of, 

372-375 

Bode's method, 365-366, 367-369 

corrective networks, 371 
damping, compensated critical, 367 
damping, critical, 365, 367, 378, 385-388 
damping of amplifier on transients, 

365, 366, 367, 382, 386 
Duerdoth's multiple feedback 

system, 365, 374, 378 

Duerdoth's stability margin, 372 
Leamed's method, 365, 369-371 

multiple loop amplifiers, 375 
parasitic oscillation, 316, 345, 365 
phase shifting network in feedback 

line, 378 
step in attenuation charaaeristic, 

368, 371 

subsidiary feedback, 375-378 
transient response, oscillatory, 365» 367, 
382, 386 

transient response, testing amplifier 
for, 366 
design of one and two stage 

amplifiers, 364-365 
Nyquist criterion of stability, 356, 375 
Nyquist (polar) diagram, 338, 339, 356-359, 
366, 375 

parallel-fed transformer, ultimate 
slope of, 360 

phase anitle and attenuation, relation- 
ship between, 359-364 

phase angle, determination of, 362-365 

polar diagram for amplifiers with 
feedback — see under Nyquist dia- 
gram. 

Routh-Hurwitz criterion of stability, 356 
safety (stability) margin, 359, 367, 368, 372 
screen by-passing, slope and phase 

angle, 360-361 
stability and instability, 344, 355, 356, 358, 

359 

stability, effect of tolerances on com- 
ponents, 359, 371 
staggering attenuation characteristics, 

364-365, 367, 382-385 
step circuit, phase angle, 361 
testing amplifiers for stability, 1324 
total slope of attenuation characteris- 
tics, 362 
subsidiary feedback, 343 
tabulated characteristics, voltage and 

current feedback, 316 
tone control, feedback to provide, 
330, 336, 347, 378-379, 645-647, 651, 655, 
667, 669-672, 741, 748-751, 757-758, 
1234-1239 

transfer coefficient, 306 
use of symbols, 307 
valve characteristics and feedback, 390-399 
cathode follower, pentode, 393-394 
cathode follower, triode 390 
cathode follower, triode, resistance 

loaded, 390-391 
cathode follower, triode, transformer 

coupled, 391-393 
feedback over two stages, 399 
pentode, cathode degenerative, 399 
pentode with voltage feedback, trans- 
former coupled, 395-397 
triode, cathode-coupled, 399 
triode, cathode degenerative, 397-399 
triode with voltage feedback 394r-395 
voltage feedback, 307-312, 315-327, 330-347 



Feedback, general (continued) 

voltage feedback from plate — r.c.c. 

input, 332-334 
voltage feedback from plate — trans- 
former input, 332 
voltage feedback from secondary of out- 
put transformer, 330-332, 336-343 
voltage feedback over 2 stages, 334-344 
from plate of Va to cathode of Vi, 334-336 
from secondary to grid circuit, com- 
plete analysis of, 336-343 
voltage feedback over 3 stages, 344-347 
bridge circuits, 347 
feedback from plate of Vs to screen 

of Vi, 344-345 
feedback from secondary, 345-347 
Williamson amplifier, 346-347, 745-751 
voltage proportional to velocity of 
loudspeaker cone, 841-842 
Ferromagnetic materials, other 458-459 
Ferromagnetic spinels, 459 
Ferroxcube, 458-459 
Fibre needles, 710 
Fidelity and distortion (Chapter 14), 603-634 
ear as judge of, 632 
fidelity, what it is, 603-604 
high fidelity receivers, t.r.f., use of 

reflex detector in, 1086 
high fidelity reproduction, 630-632 
references, 632-634 
Fidelity, electric, in phonograph com- 
binations, 1311-1312 
Field intensity at receiver, charts, 897-900 
Field response, microphone, definition, 781 
Figure of merit for coil, 144 
Figure of merit for oscillator valves, 950 
Figure of merit for power triodes, 61 
Figure of merit for r-f amplifier valves, 927 
Figures in arithmetic, 255 
Filaments, general, 4-5 
current, testing for, ^ 93-94 

dissipation and temperature characteris- 
tic, 10, 11 
filament type valves, ratings for, 77, 78, 79, 80 
on a.c. supply, 6, 80, 560 
oxide coated, 2 

see also under Cathode, 
tungsten, 2 
volt age /current characteristics, 10 
voltage, recommended, published, 3 
Film, sound on, 701 
Filter condenser, first, use of electrolytic 

as, 193 
Filtering and hum (Chapter 31) 1192-1201 
filter factor, 1192-1194 
hum— general, 1196-1200 
due to circuit design and layout, 1198-1 199 
due to conditions within valves, 

540, 1196-1198 
hum levels in receivers and ampli- 
fiers, 1199-1200 
see also under Hum. 
hum neutralizing, 539, 1200-1201 

inductance-capacitance filters, 1192-1194 
avoiding resonance with, 11^3 
parallel-T filter networks, 176, 1194-1196 
references, 1201 
resistance- capacitance filters, 172-176, 1194 
Filters, 172-185 
attenuation band, 180 
band elimination, definition, 172 
band pass, definition, 172 
characteristic impedance, 179 
choke input, design of, 249-250 
constant A, 179-182, 652 

half section, 180, 181 

mid-series image impedance, 180, 181 
mid-shunt image impedance, 180, 181, 182 
n section, 180-182 
T section, 180-182 
crystal, variable bandwidth, 1051-1061 
decoupling, in diode detector cir- 
cuits, 1073, 1080 
filter factor, 1192, 1194 
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Filters (continued) 
frequency dividing networks, 184-185, 860, 



half-section, '* building out " trans- 
former to give, 214 
high pass, definition, 172 
hum filters for rectifier systems, 1192-1201 
image impedances of four-terminal 

networks, 177-179 
image attenuation constant, 178, 179 
image phase constant, 178, 179 

image transfer constant, 178-179, 180 
impedance mismatchiilg in, 184 
iterative impedances of four- terminal 

petworks, 176-177 
iterative transfer constant, 176-177 
low pass, definition, 172 
mains, for receivers, 475, 1279-1280 

M-dcrived filters, 182-184, 652 

design of multiple section filters, 183-184 
half section, 182-184 
T section, 182-184 
pass band, 180 
practical, 184 
references, 185 
reflection effects in, 178 
resistance capacitance, 172-176, 1194 

attenuation characteristics, 173-176 
parallel-T network, 176, 647, 651, 657, 
675-676, 737-738, 745-749, 1194-1196 
theoretical cut-off frequency, 172 
time constant, 172, 173 

shunt across load of power pentodes, 567, 636 
stop band, 180 
symmetrical networks, 179, 180 

tone control, elements of, 639 
variable bandwidth crystal, 1051-1061 
Fine groove recording, 701, 706-709 

First detector, definition, 1400 
Fixed bias in power amplifiers, 547, 597 
Fixed bias operation, determination of 

maximum grid circuit resistance, 82-84 
Fixed bias, r.c.c. pentodes, 501-502, 506 
Fixed bias, r.c.c. triodes, 487-489 
Fixed bias, sources of, 597 
Flat baffles, 842 
Flare cut-off frequency, 852 
Flaring constant of horns, 851, 852 

Flash dipping of coils, 477 
Flat frequency response in feedback 

amplifiers, 379-388 
FUcker effect, 783 
Fluctuations in line voltage for valves, 10 
Fluorescence, 4 
Flutter in receivers, 955, 958, 993, 998, 

1244-1246 

Flutter in record reproduction, 761 
Flutter in record reproduction, tests for, 1312 
Flux density, 229 
Flux density in power transformers, 235 
Flux density, maximum, 243 
Flux density, remanent, 230 
Flux density, residual, 230 
Flux density, units of, 1332 
Flux leakage, 231 
Flux, lines of, 229 
Flux, luminous, unit of, 1334 
Flux produced by inductor, 140 
Flux, units of, 1332 
glywt\eel tuning, 1252 
Folded horns, 856-859 
Footcandle, I334 
Force, coercive, 230 
Force, stylus, vertical, 702, 708, 709, 712, 
_ , . . 7I8-722, 768, 769 

Force, stylus, vertical, minimum for 

tracking, 712, 715, 719, 720 

Force, umts of, 1330, 1332 

Forecasting frequencies for long distance 

short-wave communication, 404, 901 
Form factor, j34 
Form factor of coils, 41 4 

Formulae or laws (in Algebra), 265 
Forward admittance, short-circuit, 50-55 
Forward admittance, short-circuit, test for, 117 



Fourier analysis, 130, 299-302 

Fourier analysis of some periodic waves, 

301-302 

Fourier analysis, references, 305 
Fourier series, 299-302 
Fourier series, graphical harmonic an- 
alysis, 302-304 
Fourier series, other applications of, 302, 964 
Freezing point of water, 1334 
Fremodyne F-M detector, 1088 
Frequencies and wavelengths — table, 1362 
Frequencies, high roll-off, in a-f ampli- 
fiers, 631 
Frequencies, primary resonant, of aerial 

and r-f coils, measurements of, 1325 
Frequencies, standard, 1361 
Frequencies, standard intermediate, 1361 
Frequencies, standard test, in F-M re- 
ceivers, 1314 
Frequency, 129, 278, 403 

Frequency bands for broadcasting, 1361 
Frequency changer, definition, 1400 
Frequency characteristics, bass boosting, 

641-643 

Frequency characteristic of ideal constant 

velocity pickups, 724 
Frequency compensated volume control, 

automatic, 672-674 
Frequency conversion, 62, 962-1001, 1017-1019 
Frequency converters and mixers, opera- 
tion of, 962-^86 
analysis of operation common to all 

types, 964-968 
conversion transconductance, de- 
finitions, 14, 109 
conversion transconduaance of con- 
verter valves, 966-967 
conversion transconductance of 

modulator or mixer valves, 964-^66 
detailed operation of modulator or 

mixer section " df converter, 968-984 
noise in, 967-^68, 972-973, 978, 984 
oscillator section of converter valves, 968 
coupling between oscillator and signal 
circuits, 973, 974-975, 980, 988, 992, 994, 

1000 

harmonic operation of oscillator (har- 
monic mixing), 62, 958, 964-966, 991, 
994-996, 1000, 1001 
input admittance, signal grid, 970, 973, 
976-978. 980-981 
negative, 977, 985-986 

input conductance, signal grid, 976-978, 
980-^81, 982, 987-^88 
negative, 976-978, 985-986 

input susceptance, signal grid, 976-^78 
negative, 976-978 
loading of input circuit due to valve 

admittance, 970, 973, 987-^88 

methods of frequency conversion, com- 
parison — ^table, 985 
methods of operation of mixer or modu- 
lator valves, 969 
oscillator and signal voltages applied 

to same grid, 969-973 
oscillator voltage on inner grid, signal 

voltage on outer grid, 973-^78 
oscillator voltage on outer grid, signal 
voltage on inner grid 978-984 
negative admittance of current limited 

grids, (Appendix), 985-986 
neutralization in converters, 959, 969, 970, 
975-977, 978, 992, 1000, 1001 
noise in, 967-^68, 972, 973, 978, 984 

oscillator frequency variation due to 

a.v.c. 963 
oscillator transconductance, phase shift 

at high frequencies, 968 
references, 1017-1019 
see also Oscillators. 

space-charge coupling in, 963, 975-977, 980 
neutralization of, 975-977^ 992 

Frequency converters, applications of, 

987-1001, 1017-1019, 1244-1248 



alignment, short wave. 



990-991 
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Frequency converters (continued) 

a.v.c. on short waves, limitations on 

use of, 975> 997, 998, 1000, 1111-11 12, 1251 
broadcast frequencies, 987-990 
coupling between oscillator and signal 

circuits, effects of, 992, 994 

flutter, 955, 958, 993, 998, 1244-1246 

frequency stability, 992-996, 1247, 1256 
effect of a.v.c. 963, 993-994 

variations due to local oscillator, 992-993 
improving stability, 993 
variations due to mixer, 993-996 
harmonic mixing, 958, 964-966, 991, 994- 
996, 1000, ICfDl, 1247 
images, 990-991 
procedure to distinguish image from 
signal, 990-991 
magnetic field, effect of, 1248 
neutralization in converters, 959, 969, 970, 
975-977, 978, 992, 1000, 1001, 1248 
noise, 967-968, 972-973, 978, 984 

operating conditions, broadcast, 989-990, 
1244-1248 

operating conditions, short-wave, 991-992, 
1244-1248 

padder feedback, 1001, 1247 

pulling, 971, 990 

references, 1017-1019 
signal-circuit regeneration, controlled, 

988-989 

signal-circuit regeneration from screen, 

988-989 

signal grid loading, 970, 973, 987-988 

spurious responses, 62, 987, 995, 1247 
tuned plate operation, 994, 1248 

Frequency converters, testing of, 108-113 
methods of operation, 108-109 
oscillator driven, 109 
oscillator self-excited, 108-109 
static operation, 109 
plate resistance, 111 
stage gain, 74 
transconductance, conversion, 74, 109-111, 

124 

Frequency converters, types of, 996-1001 
inner-grid oscillator injection, 973-978, 
997-1001 

1R5 pentagrid, 995, 996, 1001 

6A8-G pentagrid, 8, 997-998 

6BE6, 6SA7, pentagrids, 998-1000 
6K8-G triode-hexode, 998 

mixers, types of, 

heptodes, 8, 9 

hexodes, 9 

outer-grid oscillator injection, 978-984, 

996-997 

6AE8, X61M, X79, triode- hexodes, 997 
6J8-G, triode-heptode, 996-997 
Frequency, definition, 1400 
Frequency discriminators, 1151, 1152-1156 
Foster-Seeley (Phase) 1153-1156 
references, 1160 
Round-Travis, 1153 
Frequency dividing networks, 184-185, 860, 

887-889 

Frequency, effect on capacitance of elec- 
trolytic condensers, 192 
Frequency, effect on resistance of com- 
position resistors, 189 
Frequency range in- a-f amplifier, 617 
minimum audible change in, 617-618 
Frequency modulation, 405 
Frequency, natural resonant, 407, 408, 424 
Frequency of parallel resonance, 150-152 
Frequency, parallel resonant, 410 
Frequency range and sound intensity pre- 
ferences, . 627, 633 
Frequency range and volume level, 621-623 
Frequency range in record reproduction, 

desirable top limit to, 704 
Frequency range in recording, 704 
Frequency range notation, reproduced 

sound, 604 
Frequency range of high fidelity a-f 

amplifiers, 630-631 



Frequency ranges for speech reproduction 630 
Frequency ranges, standard, 1361 
Frequency ratio, octaves and decades 

(table), 368 
Frequency ratio, to convert to db /octave, 

637-638 

Frequency, resonant, 408 

Frequency response, flat, in feedback 

amplifiers, 379-388 

Frequency response in feedback ampli- 
fiers, 378-388 

Frequency response of a-f amplifiers, 

test for, 1323-1324 

Frequency response of amplifier, varia- 
tion with output level, 626 

Frequency response of loudspeakers, 

833, 838, 854-855, 860 

Frequency response of receivers, tests 

for, 1305, 1318 

Frequency shift in receivers, tests for, 

1310, 1319 

Frequency spectrum, electromagnetic, 404 
Frequency stability iri converters, 992-996 
Frequency stabilization, oscillator, 957-958 
Frequency test records, 702-703, 716, 752-757 
Frequency variation, oscillator, causes 

of, 950, 955-956 

Fringing, 231 
Full- wave rectification, 7, 1161-1169, 1173- 

1185 

Function, definition, 1400 
Functional characteristics of valves, basic, 70-73 
Functions, 263 
Functions, continuous and discontinuous, 

265-266 

Functions, inverse, 276-277 
Fundamental characteristic tests, 73-75 
Fundamental frequency, 130, 300 

Fundamental frequency, definition, 1400 
Fundamental physical properties of 

valves, 69-70 
Fungus growth on materials, 475 
Fuses, 1281-1282, 1395 



G curves, 23, 554 

G.E. variable reluctance pickup, 718 
Gain, aerial coil, 916-917, 920 

Gain, amplifier, expressed in decibels, 810-811 
in pre-ampliiiers, standard, 793 
power, expressed in decibels, 810 
voltage,, expressed in decibels, 810 
Gain at any frequency, coupled circuits, 

416, 421-423 

Gain at mid-frequency, r.c.c. pentodes, 506-508 
r.c.c. triode, 490-491 
transformer-coupled a-f, 517 
Gain at resonant frequency 

identical stages in cascade, 421 
tuned primary, tuned secondary, 415, 426 
untuned primary, tuned secondary 425 
Gain bridging, 811 
Gain control devices in volume expanders 

and compressors, 684-686 
Gain /frequency characteristic, r.c.c. pen- 
tode, 512 
incomplete cathode and screen by- 
passing, 498-500 
incomplete cathode by-passing, 499-501 
incomplete screen by-passing, 496-497 
Gain/frequency characteristic, r.c.c. 

triode, 494-495 
incomplete cathode by-passing, 484-485 
Gain, maximum, of rx.c. pentode, load 

resistance to give, '507 
Gaifi, maximum stage, of i-f amplifier, 

1028, 1032, 1036 
Gain, of a-f amplifiers, measurement of, 1323 
Gain of amplifier, effect of feedback on, 

308, 313, 315, 316 
Gain of cathode degenerative amplifier, 327-328 
Gain of cathode follower, 317-318, 325 
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Gain of Class A power triode at high in- 
puts calculated from measurements of 
gm and £ p at low inputs, 554, 555 

Gain of multistage voltage amplifier, 541 
Gain of stages in receiver, measurements 

of, 1303 
Gain, power expressed in decibels, 806-807 
Gain, power, of aerials, 894 
Gain, radio frequency amplifiers, 923, 924 
Gain ratio/decibel gain, chart, 813 
Gain, stage, tests for, 74, 108 

Gain, units for measurement of, 806-823, 

825-826 

bels and decibels, 806-823 
absolute power expressed in, 807-808 
absolute voltage expressed in, 808 
amplifier gain expressed in, 810-811 
bridging amplifier, gain of, 810-811 
in terms of power, 810 
in terms of voltage gain, 810 
combined microphone and amplifier 

gain expressed in, 811-812 
dbm, 808 
dbv, 808 
dbvg, 810 
decibels, slide rules and mental 

arithmetic, 822-823 
loudspeaker output expressed in 

decibels, 812 
microphone output expressed in, 808-810 
in terms of effective output level, 809 
in terms of output power, 808-809 
in terms of output voltage, 808 
microphone system rating, R.M.A,, 

809-810, 812 

minimum perceptible change of level, 807 
nomogram for adding decibel-ex- 
pressed quantities, 821-822 
pickup output expressed in, 810 
power relationships expressed in, 806-807 
sound system rating, 812-813 
tables and charts, 813-821 
decibels above and below ImW 

into 600 ohms, 820 
decibels above and below 6 mW 

into 500 ohms, 818 
decibels above and below 6 mW 

into 600 ohms, 819 
decibels as power, voltage, current 

ratio — chart, 813 
decibels expressed as power and 

voltage ratios, 814-816 
power and voltage or current ratios 

expressed in decibels, 817 
watts, dbm and volts across 5000 
ohms, 821 
voltage and current relationships ex- 
pressed in, 807 
nepers, 825-826 
relationship between decibels and 
nepers, 826 
references, 830 
transmission units, 826 
Gain, voltage, of grounded grid stage, 925 
Gain, voltage, of power amplifier, 549 
Gamma rays, wavelengths of, 404, 1363 

Gang capacitor plates, vibration of, 958-959 
Gang capacitor, position of, 957 
Gang capacitor, tuning, difficulties with, 

913, 958 

Gang condensers, 197, 1289 

Gas current, 3, 19, 51 

Gas current, tests for, 101, 102 

Gas pressure, 73 
Gas tube coupled direct-coupled amplifier, 532 
Gated beam discriminator 6BN6, 1293 
Gauss, 1332, 1333 

Gear ratios for universal coils, 456-457 
Generator, a.c, 129 
Generator, audio-frequency, 1299 
Generator, d.c, 129 
Generator, definition, 1400 
Geometrical mean frequency, 130 
Geometrical mean (mean geometrical 

progression), 266-267, 272 

Geometrical progression, 266-267 
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Geometry, 272-275 
Germanium crystal detectors, 1136-1137 
Getter, 4, 69, 70 

Gilbert, 229, 1332, 1333 

Gilbert per maxwell, 1332, 1333 

Giorgi (m.k.s.) system, 1331, 1332 

Gliding tone frequency test records, 752, 753 
Glow, blue, 4 
Goldring Headmaster pickup, 718 
Gradient microphones, pressure, 775 
Grain, measure of mass, 1329 
Gram, unit of mass, 1329, 1331, 1332, 1333 
Gram weight, measure of force, 1330 
Gramophone, definition, 1400 
Graphical harmonic analysis, 302-304, 305 

see also under Distortion. 
Graphical representation of relationships 

between functions, 279-282 
Graphical representation with three vari- 
ables, 281 
Graphical, symbols, standard, 1370-1371 
Gravitational acceleration, 1330 
Greek alphabet, 1397 
Grid, anode, 9 
Grid bias, effect of change of, on charac- 
teristics, 26 
Grid bias, effect of grid current on, 484, 488 
Grid bias for a.c. or d.c. filament ex- 
citation, 2, 80 
Grid bias for Class A amplifiers, voltage 

regulated, 1215 
Grid bias of Class A power triode, cal- 
culated optimum, 557 
Grid blocking, 21, 84, 1110 

tests for, 107-108, 113 

Grid-cathode capacitances, values of, 56 
Grid circuit decoupling, 538 
Grid circuit resistance, maximum 

determination of, 82-84 
general, 10, 70, 75 

in a-f power amplifiers, 566, 596-597 

in a-f voltage amplifiers, 

pre-amplifiers, microphone, 788 
r.c.c. pentodes, 496, 501-503 

r.c.c. triodes, 482-483, 487, 488 

in a.v.c. circuits, 1110-1111 
references, 543 
Grid circuit resistance, r.c.c. pentode, 
maximum with cathode bias, 501 
maximum with fixed bias, 502-503 
Grid coupling condenser — see under 

Coupling condenser. 
Grid current characteristics, 18-21 
Grid current commencement point, 19, 84 
Grid current commencement voltage, test 

for, 73, 102, 109 

Grid current cross-over point, 19, 20 

drift during life, 23-24, 84 

Grid current, effect on bias, 484, 488 

Grid current, negative, 3, 19, 21, 51, 101-102, 

484 

tests for, 73, 101-102, 109, 124 

typical maximum values in new valves, 

101-102 

Grid current, noise caused by negative, 784 
Grid current, oscillator, test for, 111-112 
Grid current, positive, 18, 21, 51, 484, 489 
in r.c.c. amplifiers, damping due to, 489 
tests for, 73, 102 

Grid detector, leaky, 62, 1082-1084 

Grid detector, power, 1084 
Grid driving conditions. Class Ba, 590-591 
Grid emission, 3, 5, 20, 21, 51, 71 

Grid input admittance, 49-53, 113-117, 

493-494, 927-934, 970-988 
components of, 51-53 
due to electron transit time, 50, 51, 930-932, 
971, 975, 980, 985-986 
due to grid-screen capacitance coupling, 53 
due to plate-grid and grid- cathode 

capacitance coupling, 53 
due to plate-grid capacitance coupling, 

51-53, 493-494 
effects of, 927-934 
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Grid input capacitance, 

components of, 

to prevent change in, 
Grid input conductance. 
Grid input impedance. 
Grid input inductance. 



49-53 
51 
53 
49-53 
49-53 
49-53 



Grid input power, peak, Oass B2, 590 
Grid input resistance, 49-53 
increased by inductance between load 

and plate, 53 
inductance in screen circuit, 53 
minimum. Class B2, 590 
Grid input reactance, 49-53 
Grid input susceptance, 49-53 
Grid leak bias, 489, 786, 1280-1281 

Grid leakage current, 19, 20, 51, 69, 70 

Grid leakage current, tests for, 101-102 
Grid load lines, 20 
Grid noise, induced, 939-940 
Grid-plate capacitance, 7 
variation of, with plate current, 57 
Grid positive voltages, 21 
Grid primary emission current, 19, 20, 21, 69, 

71 

Grid primary emission, tests for, 101-102 
Grid resistance, minimum variational, 590 
Grid resistor, effect on hiim, 1197 
Grid, screen, 7 
Grid secondary emission, 2, 7, 8, 21, 39, 69, 71 
Grid secondary emission, tests for, 102 
Grid series compensation, 643 
Grid stopper, use of, 32, 61, 91, 560, 562, 958, 

1000, 1283 

Grid, suppressor, 8 
Grid temperature, 5 
Grid variational conductance, 20 
Grid voltage limits, 79, 80 

Grids, 5 
Grids, aligned, 8 
Grids, numbering of, 1365 
Grilles, loudspeaker, 835 
Ground, definition, 1400 
Grounded-grid amplifiers, 529, 592, 914, 925 



H 



Haas effect, 867 
Half-boost point, 641-642 
Half-wave dipole, folded, 910-911 
Half- wave rectification, 6, 1161, 1163, 1172, 
1175, 1176, 1178 
Hangover, 619 
Hanna's method, design of iron-cored 

inductors, 248-249 
Hard valve, definition, 1400 
Harmonic analyser, 106 
Harmonic analysis, graphical, 302-304, 305 

see also under Distortion. 
Harmonic composition of some periodic 

waves, 301-302 
Harmonic frequencies (harmonics), 62, 130, 300 

see also under Distortion, harmonic. 
Harmonic frequency, definition, 1400 
Harmonic generation in A-M receivers, 

tests for r-f, 1305 
Harmonic mean, 266-267 
Harmonic mixing, 958, 964-966, 991, 994-996, 

1000, 1001 

Harmonic motion, simple, 278-279, 702 

Harmonic operation of oscillators, 958, 964-966, 
991, 994-996, 1000, 1001 
Harmonic progression, 266-267 
Harmonics, effect of armature resonance 

on, 716 
Harmonics, oscillator, 954, 955, 956 

Hartley oscillator, 112, 951-952, 967 

Hash elimination with vibrators, 1210-1211, 
1270-1272, 1275-1276 
Headphones, 832-833 
Headphones, equalizing, 662 
Heater, 

current, testing for, 93-94 
d.c. operation of, 744, 748, 785-786 

dissipation and temperature character- 
istic, 10, 11 
forms of heaters, 5 



Heater (continued) 

heater to cathode insulation 

effect on design, 81 
maximum ratings, 75, 81 

heater to cathode leakage 

hum due to, 81, 84, 540, 785, 1095, 1131, 
1196, 1197 

tests for, 73, 94, 123 

voltage /cur rent characteristic, 10, 11 

voltage 

characteristics with reduced, 3, 73 

effect of variation on characteristics, 24 
line fluctuations of, 10 
permissible variation, 10 
ratings, 77, 78, 79 

recommended, published, 3, 10 

reduced, dynamic tests at, 74-75 
Heating of a resistor, 134 
Height above earth, aerial, effect of — 

charts, 898-900 
Height above earth, desirable aerial, 895 
Height of curve, average, 280 
Henry, 1332, 1333 

Heptode as phase splitter, 524 
Heptodcs, 8, 9 

Hertz, definition, 1400 
Hertzian waves, wavelengths of, 404 
Heterodyne oscillators, 960-961 
Hexodcs, 9 
High fidelity amplifiers, filter required to 
remove lower frequencies from out- 
put, 631 
High fidelity, practicable, 630-631 
High fidelity reproduction, 630-632 
High fidelity reproduction, permissible 

noise in, 630 
High fidelity, the target of, 630 
High frequency horns, 857-859 
High level, definition, 1400 
High pass filter, definition, 172, 1400 

High stability resistors (cracked carbon), 

186, 190 

Hill and dale recording, 701 
Hinge frequency, 759 
Hinge point in recording characteristics, 

737, 759 

Home recordiiig, lacquer disc, 701, 766-768 
Honeycomb winding, definition, 1400 
Horizontal aerials, 895-896, 910 

Horizontal and vertical aerials, compari- 
son between, 895, 896 
Horn loudspeakers, 831, 832, 851-861 
Horns, high-frequency, 857-859 
Hot stylus recording technique, 767 
Hum 

acoustical measurement, 1310 
caused by electrostatic coupling, 539, 1198 
caused by inductive coupling, 539, 1197, 

1198 

distortion, 1309, 1314, 1322-1323 

due to a-f transformers, 206^ 207, 210-211, 
540, 781, 785 

due to circuit design and layout, 1198-1199 
due to incomplete cathode by-passing, 786 
due to valves in magnetic field, 785, 786, 
788 ll98 

effect of feedback on, 309-310, 315, 316, 

348-352 

effect of grid resistor on, 1197 
heater induced, due to conditions within 

valves, 81, 84, 540, 1196-1198 
capacitive coupling, 788, 1196-1197, 1198 
eniission heater- cathode, 1196, 1197 

leakage heater-cathode, 81, 84, 540, 785, 
1095, 1131, 1196, 1197 
methods for minimizing, 785, 786, 1197 
leakage from any electrode with ripple 

voltage to another electrode, 1196 
modulation of electron stream by 

magnetic field of filament, 1196, 1197 
summary, 1197-1198 
heater induced hum, avoided by d.c. 

operation, 744, 748, 785-786 

hum levels in receivers and amplifiers, 

1199-1200 

in filtered rectifier output, 1192-1196 
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Hum (continued) 

in noise limiters, 1131 
in phase discriminators, 1095 
in phonograph combinations, 1309 
in power amplifiers, 573-574, 599, 1199 
in pre -amplifiers, 784r-786 
in radio receivers, 1237, 1239-1241, 1309- 

1310 

methods to reduce hum at minimum 

setting of volume control, 1237, 1240 
testing, 1309-1310, 1319 

tracing, 1241 
in ratio detectors, 1098 
in record reproduction, 705, 706, 719, 722, 763 
in rectified and filtered a.c. supply, 129 
in rectified and filtered plate supply, 

effect of feedback on, 309-310, 316, 
348-352 

power amplifiers, 573-574, 599, 1199 
voltage amplifiers, 538-540 
in unfiltered rectifier output, 1177 
in voltage amplifiers, 483, 538-540 

effect of coupling condenser on, 483 
from grid bias supply, 539 
from parallel feed, 538 
from plate supply, 538 
from screens, 539 
from transformer-coupled amplifier, 538 
level, pickup, 719, 722 

modulation hum, 1198, 1199, 1239-1241, 
1267, 1268, 1290, 1309, 1314 
modulation of oscillator, 958, 993 

neutralization in reflex receivers, in- 
herent, 1145 
neutralizing, 539, 785, 1200-1201, 1239 
references, 804-805 
screening, electrostatic, to reduce, 784, 1198 
shielding of microphone and a-f trans- 
formers to reduce, 207, 210-211, 781, 784, 

1198 

with pentode valves in pre-amplifiers, 786 
with type 12AY7 low noise type 787-788 
with type 5879 low noise type, 787, 1198 
Hum bucking coil in loudspeakers, 840 
Humidity changes, oscillator frequency 

variation due to, 955-956 
Humidity, effect on resistors, 188-189 
Hunting, definition, 1400 
Hyperbola, 274 
Hyperbola, equation to, 280 
Hyperbolic cosine horns, 854 
Hyperbolic exponential horns, 853-854 
Hyperbolic funciions, 269-271 
Hyperbolic tables, 1421 
Hypex horns, 853-854 
Hypotenuse, 272 
Hysteresis loop, 230 
Hysteresis loss, 230 



Illumination, units of, 1334 
Image attenuation constant of 4-terminal 

networks, 178, 179 

Image frequency* 987 
Image impedance, mid-series, 180, 181 

Image impedance, mid-shunt, 180-182 
Image impedances of 4-terminal net- 
works, 177-179 
Image phase constant of 4-terminal net- 
works, 178, 179 
Image ratio, 971, 978, 991, 1278, 1310 
Image rejection by r-f stage, 913, 925-927 
Image rejection circuit, 1256 
Image transfer constant of 4-terminal 

networks, 177-179 
Imagery for describing reproduced sound, 

604-605 

Images, procedure to distinguish from 

signal, 990-991 
Imaginary axis, 285 
Imaginary part of complex quantity, 140, 285 
Impedance, general, 139, 143 

a complex quantity, 144 
aerials, 901-906 



Impedance (continued) 

and admittance, 144-158 
calculations, ideal transformers, 200-203 
characteristic, of 4-terminal network, 179 
conjugate, 165 
conversion from series to parallel, 157-158 
driver transformer looking backwards, 591 
grid input, 49-53 
image, of 4-terminal networks, 177-179 
iron-cored inductors, measurement 

of, 250-251 
iterative, of 4-terminal networks, 176-177 
loudspeaker rating, 812, 874 

blocked, 838 
electrical, 837-838, 847-849, 856 

free, 838 
measurement source, 812, 874 

motional, 838 
standard, 874 
matching in pentodes, definition, 160 
maximum, determining parallel reson- 
ance, 151-152 
microphone electrical, 781 
microphone nominal, 781, 782 

microphone rating, standard for, 781 
mismatching in filters, 186 
of parallel combinations of L, C and 

Ry - 147-149 

of parallel tuned circuit, 149-152 
of power supply, effect on a-f amplifiers, 

535, 537, 574 
of reactance and resistance in parallel, 

graphical method, 149 
of series combinations of L, C and R, 144-147 
of series-parallel combinations of L, C 

and K, 149-153 
of two-terminal network, general pro- 
cedure, 1 53 
ratio of transformer, effect of losses on, 206 
reactance and resistance 

in parallel (chart), 1380-1381 
in parallel (table). 1380 
in series (charts), 1384-1385 
in series (table), 1382, 1383 

in series or parallel, approximations 
in, 1386 
total effective plate supply per plate, 

1165-1167, 1180 
transmission lines, characteristic, 890-891 
transmission lines, impedance-trans- 
former action, 891-892 
transmission lines, input, 892 
Impedance, resonant, of parallel tuned 

circuit, 411 
Impedance, series, of tuned circuit, 409 
Impedances, negative stabilized, 389 
Impregnation of coils, 477 
Impulse, unit, as test for loudspeaker 

transient response, 870 

Incremental change of voltage, 13 

Index (indices), 255 

Index of a logarithm, 256 

Indicating instruments, 825 

decibel meters, 825 

noise meters, 827-829 

power-level indicators, 825 

power output meters, 825 

sound level meters, 828 

volume indicators, 823-824 

Indoor aerials, 908 

Induced grid noise, 939-940 

Inductance, 140-144 
Inductance, calculation of (Chapter 10) 429-449 

flat spirals, 445-446 

iron core, powdered, effect of, 1042 

multilayer solenoids, 441-444 

approximate formulae, 442-443 
correction for insulation thickness, 442 

current-sheet inductance, 441-442 

design of multilayer coils, 443-444 

effect of concentric screen, 444 

universal coils, 444 

mutual inductance, 446-448 

references, 448-449 

single layer coils or solenoids, 429—441 

approximate formulae, 432 
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Inductance, calculation of (continued) 

current-sheet inductance, 429, 436-438 
curves for, 436-438 
design of single layer solenoids, 433-435 
difference between Lj and Lo> 435-437 
effect of concentric screen, 438-441,473 
solenoid wound with spaced round 
wires, 430 
straight wire, 1287 
toroidal coils, 445 
Inductance, critical value of, with choke 

input filter, II82-1185 
Inductance, grid input, 49-53 
Inductance, ideal, 144 
Inductance in ax. circuits, 142-143 
Inductance, mutual, 142 
Inductance of composition resistors, 189 
Inductance of iron-cored inductors, 242 
measurement of, 250-251 
Inductance of leads and electrodes, effect 

of, 46, 50, 51, 53, 69, 930, 931, 932 
Inductance of transformer primarj', 

a-f, 204, 207, 209 

output, 212-214 
variation with signal, 547 
Inductance ratio of iron-cored inductors, 242 
Inductance, units of, 1332 
Inductances in d.c. circuits, 141 
Inductances in series and parallel, 141 
Inductive circuits, impedance in, 143 
Inductive circuits, power factor in, 144 
Inductive circuits, power in, 143 
Inductive reactance, 142 
Inductive reactance, sign of, 50 
Inductive susceptance, sign of, 50 
Inductor, 140 
Inductor dynamic loudspeaker, 832 
Inductor, electro-magnetic field due to, 140 
Inductor, electromotive force induced in, 140 
Inductor, figure of merit for, 144 
Inductor, flux produced by, 140 
Inductors, iron-cored, 242-253 
design for choke-input filters, 249-250 
design of Iiigh Q inductors, 245-247 
design with d.c. flux, 247-249 
Hanna's method, 248-249 
design with no d.c. flux, 243-245 
flux density, maximum, 243 
inductance, calculated, 242 
inductance ratio, 242 
length of magnetic path, 242-243 
measurement of inductance and im- 
pedance, 250-251 
permeability, cfTcctive, 242-243, 244 

permeability, incremental, 230, 243, 248 
references, 253 
resonant circuits, in, 251 
see also under Magnetic circuit theory. 

Transformers, 
swinging choke, 249, 250, 1182 

Inductors, radio frequency, design of 

(Chapter 11), 450^80 
intermediate- frequency windings, 453-459 
air-cored coils, 453-454, 1041-1043 

coupling, amount of, 458 
direction of windings, 458 
gear ratios for universal coiJs, 456-457, 1043 
iron-cored coils, 454-^55, 1041-1043 
losses, 458 
other ferromagnetic materials, 458-459 
variable selectivity i-f transformers, 

455-456, 1048-1050 
see also under Transformers, i-f. 
medium wave-band coils, 459-463 
air-cored coils, 459-460 
iron-cored coils, 460—461 
matching, 462-463 
permeability tuning, 461-462, 912, 913, 
953, 1002, 1289 
resonance solenoid design chart, 1386-1387 
radio-frequency chokes, 474—475 
other types, 475 
pic-wound chokes, 474 
references, 478-480 
self-cap^citancc of coils, 451-453 
calculation for single layer solenoids, 

451-452 



Inductors, radio frequency (continued) 

effects of self-capacitance, 451 
measurement of self-capacitance, 453 
short-wave coils, 463-474 
aerial primarv windings, 474 
design, * 463-468 
design charts, 466-473, 1386-1387 

direction of windings, 474 
matching, 468-471 
resonance design chart, 1386-1387 
self- capacitance, 472-474 
tropic proofing, 476-478 
baking, 476-477 
flash- dipping, 477 
general considerations, 476 
impregnation, 477 
materials, 477-478 
Inequalities, 262 
Infinite impedance detector — see under 

Detectors, A-M reflex. 
Infinite series, 268-269 
Infinity, definition, 261 
Inflection, point of, 293, 508 

Infrared rays, wavelengths of, 1363 
Inharmonic distortion in loudspeakers, 870 
Initial electron velocity of emission, 18 
In-phase a-f amplifiers, 529 
In-phase gain cf push-pull amplifier, 528 
Input admittance, com.ponents of, 51-53 
Input admittance, converter signal grid, 

970, 973, 976-978, 980-981 
Input admittance, grid, 49-53, 113-117, 

493-494, 927-934, 970-988 
Input admittance, grid, due to 

electron transit time, 50, 51, 930-932, 971, 
975, 980, 985-986 
grid-screen capacitance coupling, 53 
plate-grid and grid-cathode capacitance 

coupling, 53 
plate-grid capacitance coupling, 51-53, 

493-494 

Input admittance, short-circuit, 50-55 
tests for, 113-117 
Input admittance, valve, effects of, 927-934 
Input, antenna sensitivity test, definition, 

1297-1298 

Input capacitance, change in, 927, 932-933 
Input capacitance change with bias change, 
value of cathode resistor for com- 
pensation of, 56 
Input capacitance, components of, 51 
Input capacitance, grid, 49-53 
Input capacitance of cathode follower, 323, 325 
Input capacitance of pentode with feed- 
back to screen, 345 
Input capacitance, short-circuit, change 

with trans conductance, 55 

Input capacitances of pentodes, published 

values, 56 
Input circuit damping, 20, 70, 489, 1036, 1074, 
1077-1078, 1084 
Input circuit of network, definition, 160 
Input conductance 

converter signal grid, 976-978, 980-981, 
982, 987-988 

grid, 49-53 
short-circuit, typical values of, 55 
valve, at radio frequencies, 929-932 
Input impedance of aerials, 904 
Input impedance of reflex detector, 1085-1086 
Input impedance, unloaded a-f trans- 
former, 517 
Input inductance, grid, 49-53 
Input loading, valve, at radio frequencies, 

928-934 

mininiizing by tapping down, 921 
Input measurements on F-M receivers, 1316 
Input power, peak grid. Class Bz, 590 
Input reactance, grid, 49-53 
Input resistance 

cathode degenerative amplifier, 328 
effect of feedback on, 311-316 
grid, 49-53 
grid, methods of increasing, 53 
minimum grid. Class Bj, 590 
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Input resistance (continued) 

negative, instability due to, in Class B:; 
amplifier, 590 
Input signal for pre-amplifiers, standard, 793 
Input, standard mean signal, in F-M 

receivers, 1314 
Input susceptance, converter signal 

grid, 976-978 
Input susceptance, grid, 49-53 
Input voltage, standard, A-M, definition, 1297 
Input voltages and powers in F-M re- 
ceivers, standard, 1314 
Insertion loss of frequency dividing net- 
works, 887 
Insertion loss of mixers and faders, 799 
Instability due to negative input resistance 

of Class B> amplifier, 590 
Instability in A-M receivers, 1243-1244 
Instability in F-M receivers, 1288-1289 
Instability in r-f amplifiers, 942-944 
Instability, low frequency, in F-M re- 
ceivers, tests for, 1319-1320 
Instability of valve electrical characteris- 
tics, 70 
Insulating materials, properties of, 1372-1373 
Insulation between valve electrodes, 69, 70, 73 
Insulation heater to cathode, effect on 

design, 81 
Insulation resistance, interelectrode, tests 

for, 73, 94 

Integer, definition, 1400 
Integral, 256, 294-298 

Integral dual loudspeaker systems, 860 
Integral triple, loudspeaker systems, 860 
Integrals, definite, 296-298 
Integrals, definite, average (r.m.s.) value 

of sine wave, 298 
Integrals, definite, average values by, 297-298 
Integrals, indefinite 296 
Integrating networks, 160 
Integration, 294-298 
Integration, areas by, 296 
Integration, limits of, 296 
Intensity, definition, 1400 
Intensity of pressure, units of, 1330 
Intensity, reference acoustical, 826 
Intercommunicating systems, 867 
Interference 

co-channel, in F-M receivers, tests for, 

1317-1318 

in A-M receivers, reduction of, 1279-1280 
masking, in F-M receivers, tests for, 1318 
tests in A-M receivers, 1313-1314 
Intermediate frequency, 964 
Intermediate frequency, definition, 1400 
Intermediate frequency transformers — 

see under Transformers, i-f. 
Intermediate frequency windings, design 

of, 453-459 
Intermodulation, definition, 1400 
difference frequency, 62 
distortion, 611-616 
comparison between methods, 616 
difference frequency method, 613, 1322 
effect of high frequency pre-emphasis 

and de-emphasis, 616 
equivalent single frequency power 

output, 612 
in amplifiers, 353, 1322 

in loudspeakers, 871 
individual sideband method, 613-614 
Le Bel's oscillographic method, 614-616 
modulation method, peak sum, 614 
modulation method, r.m.s. sum, 612 
of r.c.c. triodes, 492-493 
permissible, 613, 630-631 

references, 633 
relation with harmonic distortion, 

612-613, 615 

Williamson amplifier (A515 version), 347 
production of spurious frequencies, 62 
r-f, in A-M receivers, tests for, 1305 
sum frequency, 62 
Inter-station noise suppression, 1125-1130 
Inverse functions, 276-277 



Inversion gain of push-pull amplifier, 528 
Inverted input a-f amplifiers, 325, 529 

Inverted L aerials, 901, 902, 903-904, 907 
Inverted T aerials, 907 
Ion bombardment of cathode, 3 
Ionic loudspeakers, 831 
Ionization, 3 
Ionization current 19 
Ionization noise, 783, 784 

Ionized layers in atmosphere, 404, 901 

Ionosphere, effect on reception, 901 
Ions, positive, 3, 71 

Iron-cored i-f coils, design of, 454—455, 

1041-1043 

Iron-cored medium wave-band coils, 

design of, 460-461 

Iron cores in r-f inductors, 450, 470, 475, 1023. 

1025, 1041, 1042, 1101 

Iterative impedances of 4-terminal net- 
works, 176-177 

Iterative transfer constants, 176-177 

J 

j as operator, 283 
j notation, 139, 283-284 

Johnson noise — see under Noise, thermal 
agitation. 

Joule, 133, 1332, 1333 

K 

Kelvin temperature scale, 1334 

Kilogram, measure of mass, 1332, 1333 

Kilowatt hour, 133 

Kinkless tetrodes, 8 

KirchhofT's laws, 159, 160-161 

Klipsch corner horn, 857-859 



Labyrinth, acoustical, 850 
Lacquer disc home recording, 701, 766-768 
Ladder type attenuators, 796-797 
Lamb noise silencer, 1130, 1131 

Laminations for power transformers, 234-235, 

240 

Lamp characteristics, American panel, 1397 
Lamp, tungsten, spectral energy curves, 1396 
Lamps as control devices in volume ex- 
panders, 685, 687-688 
carbon filament, characteristics of, 685 
tungsten filament, resistance charac- 
teristic, 685 
Lamps, dial, in a.c. d.c. receivers, 1266-1267 
Lapel microphones, 780 
Lateral recording, 701-774 
Laws, in algebra, 265 
Layer, ionized, in atmosphere, 404, 901 
Layer winding, definition, 1401 
Lead, definition, 1401 
Leading voltage, current, 138 
Leak amplifier, 600 
Leakage current in valves, 19, 20, 51, 69, 70 
Leakage currents in valves, tests for, 101, 102 
Leakage currents of electrolytic con- 
densers, 193 
Leakage flux, 231 
Leakage from any electrode with ripple 
voltage to another electrode, hum 
due to, 1196 
Leakage, heater-cathode, hum due to, 

81, 84, 540, 785, 1095, 1131, 1196, 1197 
Leakage, heater-cathode, tests for, 73, 94, 123 
Leakage inductance, 204, 207, 209, 210, 212, 
217-219, 233 

driver transformer, effect of, 590 
output transformer 

pentodes, effects of, 566 
reduced by bifilar winding, 594 
triodes, effects of, 572-573 
Leakage, valve, noise caused by, 784 
Leaky grid detectors, 62, 1082-1084 

Learned's method of design of feedback 

amplifiers, 365, 369-371 

Length, units of, 1329, 1332 
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Level control, L type, 889 
Level, loudness, contours of, 826 
Level, loudness, unit of, 826 
Level, minimum percepiible change in, 807 
L-cvel, recorded, 702-703 
Level, recorded, maximum instantaneous 

programme peak, 702-703 
Level, recorded, normal maximum, 703 

Life, drift- of characteristics during, 

23-24, 70, 84, 530, 533 
Life of condensers, service, 192 
Life of valves, when to replace, 121 
Life test, valve, end points, 88-89 
Life tests, valve, 75, 85, 87-89 

Life, ultimate electrical, of valve, 70 
Life, working, of valves, 3, 70, 121 

Light intensity, measure of, 1334 
Light, spectral energy curves of sunlight 

and tungsten lamp, 1396 
Light, velocity of, 1396 
Light, visibility curves of human eye, 1396 
Light, wavelengths of, 404, 1363 

Limen, 617-618 
Limiters, amplitude, 1023, 1040, 1088, 1090, 
1095, 1098, 1099, 1147-1150, 1296 
A-M rejection by ratio detector, 1095-1096, 
1103-1104 

applications of, 1023, 1040, 1088, 1090, 
1095, 1098, 1099, 1151 
limiting by superregenerative detector, 1087 
references, 1 160 

time constant of, 1148, 1149 

typical circuits for F-M receivers, 1 149-1 150 
cascaded limiters, 1150 
single stage, 1149 
Limiters, noise peak, 694-698, 1130-1132 
Limiters, output, 698-699 
Limiters, peak, 681, 682-683 

Limiters, volume, 681, 683 

Limiting Class A amplifier, definition, 545, 572 
Limiting ratings — see under Valve ratings. 
Limits in algebra, 265-266 
Limits of integration, 296 
Line, measure of flux, 1332, 1333 

Line per square inch, 1332 
Line voltage, definition, 1401 
Line voltage fluctuations, 10 
Line voltage operation, valve ratings for, 78, 79 
Linear, definition, 1401 
Linear elements in networks, 158, 948 

Linear equation, 279 
Linear reflex detectors, definition, 1401 
Linearity (transfer) characteristic of a-f 

amplifiers, 587, 610, 611 

Link, 321 
Link coupling of tuned circuits, 418, 419 
Lip microphone, 780 
Listener fatigue, 626 
Listening levels, preferred, 623 
Listening tests of loudspeakers, 632, 834 
Listening tests of receivers, 1314 
Litre, measure of volume, 1329 
Litz wire in coils, 450, 456, 466, 1042 

Load, definition, 1401 
Load impedance for pre-amplifiers, stan- 
dard, 793 
Load line, general, 24, 58 

cathode, 29-30 
cathode bias, r.c.c. triodes, 29-30, 486-487 
composite, 576 
curved, driver valve, 591 
diode, 1075 
elliptical, 30-34, 64, 213, 576 

grid, 20 
maximum signal dynamic, 551 
screen, 513-514 
screen and cathode combined, 515-516 
shifted due to rectification, 551 
Load, loudspeaker, maximum output with, 881 
Load, loudspeaker, on power amplifiers, 

546, 558, 566-567, 600-601, 881-882 
Load, phase shift of, at low frequencies, 213 
Load resistance 

effect of change of, 43 
matching of, with Class Ai triodes, 61 
optimum with feedback, 311 



Load resistance (continued) 

power amplifiers, critical value of, 546 
Class A pentode, 561 
Class A triode, optimum, 557-558 
r.c.c. pentode, 496 
to give maximum gain, 507 
r.c.c. triode, 482 
Load, standard dummy, of receivers, 1299 
Loading of input circuit by convener valve 

admittance, 970, 973, 987-988 

Loading of transformer-coupled a-f 

amplifiers, 519 
Loading, valve, effect of a.v.c. on, 971 
Loading, valve, minimizing by tapping 

down, 921 
Locked oscillator — F-M detector, 1088, 

1292-1293 

Locus, definition, 1401 
Logarithm tables, 1418, 1419 

Logarithmic decrement, 268, 408, 424 

Logarithmic functions, 267-268 
Logarithmic graph paper, 280 
Log. scale interpolator, 1422-1423 
Log. scales, 1422 
Logarithmic series, 269 
Logarithms, 25 5-257 

Loop aerials, 901, 904, 908, 921-922 

Loop amplification, feedback, 356 
Loop, feedback, 307, 336 

Loss, copper, in power transformers, 235, 236 
Loss, iron, in power transformers, 235 
Loss, playback, 760 
Loss, translation, 759, 770 

Losses in transformers, relation between 

copper and iron, 205 
loudness, 826-827 
contours of equal loudness level, 826 
definition, 1401 
loudness directivity index, loudspeaker, 875 
loudness efficiency rating, loudspeaker, 875 
loudness units, 827 
phon, unit of loudness level, 826 
reference intensity, 826 
reference pressure, 826, 828 

reference velocity, 826 
references, 830 
relation between loudness and loudness 
level, 827 
Loudspeakers (Chapter 20), 831-879 
acoustical data, summary of, 871-874 
definitions, 871-872 
electrical, mechanical and acoustical 

equivalents, 872 
musical scales, 873-874 
pitch, international standard, 874 
velocity and wavelength of sound, 872 
baffles and enclosures, 842-851 
acoustical labyrinth, 850 
acoustical phase inverter (vented 

baffle), 845-850 
combination horn and phase in- 
verter for personal radio re- 
ceivers, 859 
matched vented baffles, 847-849 
equivalent electrical circuit, 848-849 
flat frequency response, design 

for, 849 
impedance characteristic, elec- 
trical, 847-849 
special types of, 1489 
unmatched vented baffles, 849-850 
adjustable vent area, 849 
enclosed cabinet, 843-845 
acoustical damping to eliminate 

standing waves, 843-845, 849 

bass attenuation with, 844-845 
critical damping, effects, of, 844-845 
damping, 841, 844-845 

equivalent electrical circuit, 844-845 
standing waves, in, 843 
exterior of cabinet, design of, 850 
flat baffles, 842 
damping with, 833, 840-842 

dip in response with, 842 
impedance characteristic with 837-838, 

848 
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Loudspeakers (continued) 

irregular shape, 842 
off-centre mounting, 842 
open back cabinets, 842-843 
peak in response, 843 
R-J loudspeaker, 850 
bass reflex — see under Acoustical 
phase inverter, 
characteristics, 835-834 
colour codes for, ]343 
cone movement, amplitude cf, 834 
damping, 833, 840-842, 844-84*5, 856 

critical, 833, 840-841, 844-845 

critical, definition, 840 
effect on transient response, 833 
electro-dynamic, enclosed cabinet, 

841, 844-845 

electro-dynamic, flat baffle, 833, 840-S42 
electro-magnetic damping, 840 
Q of loudspeaker at bass resonance, 841 
feedback of voltage* proportional to 

velocity of cone, 841-342 
source impedance, effect of zero or 
negative, 841 
deflectors, 839 
diffusing lenses, 839, 858 

direct radiator loudspeakers, 831-851, 

860-864 

condenser, 832 
electro-dynamic (moving coil), 

831, 833-851, 860-864 
electro-magnetic, 831-832 
balanced armature, 831-832 
inductor dynamic, 832 
^ecd armature, 831-832 
piezo-electric (crystal), 832 
direct radiators, definition, 831 
directional characteristics, 834, 839-840, 856 
directivity index, 875 
distortion, 851-855, 868-871 

cross-over, 856, 860-861, 868 

frequency modulation, 855, 869 

horn loudspeakers, occurring in, 854-855 
inharmonic, 870 
intermodulation, 871 
non-linear, 836, 855, 868 

phase shift characteristics, 838, 870 

selective, below bass resonant fre- 
quency, 600-601, 868 
sub-harmonics and sub -frequencies, 871 
transient, 833, 869-871 
effect of other characteristics on, 869-«70 
testing for, .870-871 
decay characteristic (Shorter's 

method) 870-871 
square wave, 870 
tone burst, 870 
unit impulse, §70 
dual and triple system loudspeakers, 860-861 
choice of cross-over frequency, 860-861 
co-axial and co-planar mounting, 860 
compromise arrangements, 861 
frequency dividing networks, 860, 887-889 
integral dual systems, 860 
integral triple systems, 860 
overlap region, 856, 861 

distortion in, 856, 860-861, 868 

effects of unequal acoustical paths, 861 
Phasing of, 860 
efficiency, 839, 854-855, 860 

efficiency in terms of acoustical power, 

. . 875-876 
electro-dynamic (moving coil), charac- 
teristics of, 833-842 
cone movement, amplitude of, 834 
cones, practical, 834, 835-836, 839 

corrugations in cones, 835-839 
damping, 833, 840-842 

critical, 833, 840-841 

effect on transient response, 833 
deflector for, 839 
diffusing lens, 839 
directional characteristics, 834, 839-840 
duode, 837 
efficiency, 839 
electro-acoustical, 839 
electro-mechanical, 839 
maximum, frequency of, 839 



Loudspeakers (continued) 

equivalent electrical circuit, low fre- 
quencies, 838 
equivalent electrical series circuit, 839 
frequency response, 833, 838 

peaks in, 833, 834 

hum bucking coil, 840 
impedance, blocked, 838 
impedance characteristic, electrical, 

837-838 

impedance, free, 838 
impedance^ motional, 838 
magnetic flux, effect on damping, 

831, 840, 841 

magnetic flux, effect on efficiency, 831, 840 
magnetic flux, optimum for frequency 

response, . ' 840 

magnets, types of, 831, 840 

phase characteristic, 838 
power output, maximum, 836 
radiation resistance of piston, 835 
resonant frequency, bass, 836, 837-841, 
844-845, 848-849 
rigid (piston) cone in infinite baffle, 835 
source impedance, effect of, 833 
special constructions for wide fre- 
quency range, 836-837 
double coil, double cone, 837 
double coil, single cone, 836-837 
multiple single coil, single cone, 836 
single coil, double cone, 836 
suspension, cone, 835-836 
compliance, 836 
non-linear, 836 
resistance, mechanical, 836 
spider (centre mounting), 835 
stiffness, 836 
stiffness -control by, 836 
surround, annular, 835-836 
equivalent circuits, 838, 839, 844-845, 

848-849 

feedback of voltage proportional to 

velocity of cone, circuit to give, 841-842 
frequency response, 833, 838, 854-855, 860 
peaks in, 833, 834, 860-861 

good qualities of, 834 
grilles (grille cloth), 835 
headphones (telephone receivers), 832-833 
crystal, 833 
inductor, 833 
magnetic diaphragm, 832 
correction, circuit for, 833 
moving armature, 833 
moving coil, 833 
ribbon, 833 
horn, definition, 831 
horns, 831, 832, 851-861 

catenoidal, 854 
combination horn and phase inverter 

for personal radio receivers, 859 
conical, 851, 854 

comer, 856 
Klipsch, 857-859 
damping and transients, 856 
diaphragm and throat, 854-855 
diffusing lenses, use of, 858 
directional characteristics, 856 
distortion due to 

frequency modulation, 855 
sound chamber, 855 
suspension, non-linear, 855 
throat, 854-855 
driving units, 855 
efficiency, 855, 860 

efficiency and frequency range, re- 
lation between, 854-855 
exponential, 851-853, 854 

dimensions of, 852, 853 

flare cut-off frequency, 852 
flaring constant, 851, 852 

minimum useful frequency, design 
on basis of, 852-853 
folded, 856-859 
concentric, 856-857 
low frequency, 856-858 
reflex, directional, 856-857, 867 
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Loudspeakers (continued) 

frequency limitations, 854 
high-frequency, 857-859 
hyperbolic cosine, 854 
hyperbolic exponential, 853-854 
hypex, 853-854 
impedance, electrical, 856 
multi-cellular construction, 858 
public-address, use in open air, 867 
rooms, use in, 856 
sound chamber, 854-855 
impedance characteristics, electrical, 

837-838, 847-849, 856 
impedance, standard for sound systems, 874 
in operation, 861-867 
acoustical feedback, avoidance of, 866 
acoustics of rooms, 864-865 
background music in factories, 867 
effect of noise level, 867 
extension loudspeakers, 883-886 
loudspeaker placement, 865-867 
multiple loudspeakers, 867, 882-883 

Haas effect, 867 
time delay in, 866 
operation at long distances from 

amplifier, 886 
power required, indoors, 863-864 
absorption coefficient, 863 
chart — acoustical power to produce 
intensitv 80 db v's room volume, 

863, 864 

reverberation time, 863-864 
power required, outdoor, 861-863, 866, 867 
chart- intensity v's watts output at 
specified distances, 862 
public address, open air, 867 
sound reinforcing systems, 866-867 
sound systems (constant line voltage), 

874, 883 

stereophonic reproduction, 865-866 
pseudo stereophonic effect, 866 
intercommunicating systems, 867 
ionic, 83 1 

line source, 866-867 
loudness directivity index, 875 
loudness efficiency rating, 875 
loudspeaker load with power amplifiers, 

558, 566-567, 600-601, 881-882 
magnetic flux, effect on damping, 

831, 840, 841 

magnetic flux, effect on efficiency, 831, 840 
magnetic flux, optimum for frequency 

response, 840 
magnets, types of, 831, 840 

electromagnet, 831, 840 

permanent magnet, 831, 840 

matching, 880-882 
matching Class A triodes, 881 
matching pentodes, 881-882 
metal cone, 836 
network between power valve and loud- 
speaker, 880-889 
optimum plate resistance, 880-881 
output expressed in decibels, in terms 

of acoustical pressure, 812 
power rating from standard distribu- 
tion lines, 874 
pressure-frequency response (pressure 

level), 875 
pressure rating, 812, 862, 874 

rating impedance, 812, 874 

references, 876-879 
references to matching, extension loud- 
speakers and divider networks, 889 
reflections in rooms, effect of, 833, 841, 

864-865 

room resonances, 841, 864-865 

sound system rating, 812-813 
sound impedance, effect of, 833, 840-841, 
844-845, 848-849 
source impedance, effect of zero or 

negative, 841 
source impedance, measurement, 812, 874 
standards for loudspeakers, 874-876 
sound equipment, 874-876 
loudspeaker directivity index, 875 
loudspeaker efficiency in terms of 
acoustical power, 875-876 



Loudspeakers (continued) 

loudspeaker impedance, 874 

loudspeaker loudness directivity 
index, 875 

loudspeaker loudness efficiency 
rating, 875 

loudspeaker measurement source 
impedance, 812, 874 

loudspeaker output expressed in 
decibels, in terms of acoustical 
pressure, 812 

loudspeaker power rating from 
standard distribution lines, 874 

loudspeaker pressure-frequency 
response (pressure level), 875 

loudspeaker pressure rating (pres- 
sure efficiency), 812, 862, 3 74 

loudspeaker rating impedance, 812, S 74 

loudspeaker standard test signals, 

874-875 

voice coil impedance for radio re- 
ceivers, 874 

voice coil impedance for sound 

equipment, 883 
tests, listening, 632, 834 

throttled air flow, 832 
tweeter, 832, 860-861 

types of, 831 
vented baffle — see under Baffles and 

enclosures. 

vibration of walls etc., effects of, 864 
voice coil impedance for radio re- 
ceivers, standard, 874 
Low level, definition, 1401 
Low-pass filter, definition, 172, 1401 

Lumen, 1334 
Luminous flux, unit of, 1334 
Lux (metre candle), 1334 

M 

M.K.S. system, 1331, 1332 

Maclaurin's series, 299 
Magic eye tuning indicators, 1132-1136 
Magnetic and electric fields of wave, 

relation between, 897 
Magnetic and electrical units, 1331-1333 
Magnetic circuit theory, 229-233 
air loadline, 232 
BH characteristics, 230 
coercive force, 231 
flux density, 229 
flux, lines of, 229 
fringing, 231 
fundamental magnetic relationships, 229-231 
hysteresis loop, 230 
hysteresis loss, 230 
leakage flux, 231 
length of magnetic path, 242-243 
magnetic circuit, 231-232 
magnetic units and conversion factors, 

232-233 

magnetization curve, normal, 231 
magnetomotive force, 229 
permeability, 230 
permeability, average, 231 
permeability, effective, 242-243, 244 

permeability, incremental, 230, 243, 248 
potential difference, magnetic, 231-232 
reluctance, 229 
remanence, 230 
remanent flux density, 230 
residual flux density, 230 
see also under Transformers ; Inductors, 
iron-cored. 

Magnetic field, energy stored in, 141 
Magnetic field of coil, kinetic energy of, 407 
Magnetic field of radiated elearomagnetic 

energy, 404 
Magnetic field set up by inductor, 140 
Magnetic field, valves used in, hum due 

to, 785, 786, 788, 1198 

Magnetic recording, 701 
Magnetic units, 232-233 
Magnetization curve, normal, 231 
Magnetizing current in power trans- 
formers, 235 
Magnetizing force, measure of, 1332 
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Magnetomotive force, 229 
Magnetomotive forcCj measure of, 1332 
Magnets, types of, in loudspeakers, 831-840 
Magnification factor, 144, 409, 424, 425 

see also under Q factor. 
Magnitude af complex quantity, absolute, 140 
Mains filters, 475, 1279-1280 

Mains operation, valve ratings for, 78, 79 
Mains voltage fluctuations, 10 
Mantissa, 256 
Manual, definition, 1401 
Marconiphone Model 12A pickup, 719 
Masking effect of noise, 620-H321, 625, 629, 679 
Masking interference in F-M receivers, 

tests for, 1318 
Mass, units of, 1329, 1332 

Matching and effects of mismatching, push- 
pull 

pentodes, 584 
triodes, 580-582 
Matching generator to load, section of 

transmission line for, 892 
Matching, impedance, in networks, 

definition, 1 60 

Matching loudspeakers, 880-882 
Matching of load with Class At power 

triode, 61 
Matching of medium wave-band coils, 462-463 
Matching of short-wave coils, 468-471 
Materials, ferromagnetic, 458-459 
Materials for tropic-proofing coils, 477-478 
Materials, properties of, 1372-1376 
Mathematical signs, 1366 
Mathematics (Chapter 6), 254-305 
Maximal flatness feedback amplifiers, 

367, 378, 382-385 
Maximum grid circuit resistance — see 

under Grid circuit resistance. 
Maximum negative grid currents of 

valves, 101-102 
Maximum power output, distortionless 

valve, 46, 60-«l 

Maximum power transfer theorem, 165 
Maximum ratings, val ' 9, 75-80 

absolute maximum system, 9, 77 

design-centre system, 9, 77-80 

see also Valve ratings. 
Maximum signal, definition, 1401 
Maximum undistoned power output, 

definition, 1298, 1315, 1401 

Maximum value of function, conditions 

for, 292 
Maxwell, 229, 1332, 1333 

Mayr's method of designing feedback 
amplifiers with flat frequency res- 
ponse, 379-382 
Mcintosh amplifier, 594-596 
McProud test of pickup and arm, 715 
Mean frequency, geometrical, 130 
Mean geometrical progression (geometrical 

mean), 266-267, 272 

Mean proportional, 272 
Measurements — see under Tests and 

measurements. 
Medium of transmission of a wave, 403 
Medium wave-band coils, design of, 459-463 
Medium wave-band coils, matching of, 462-463 
Mercury, pressure due to, 1330 
Mercury vapour rectifiers, 1161, 1164, 1165 
Mesh, definition, 159 
Metallized paper dielectric condensers, 195 
Meters for testing receivers, 1300 
Metre, measure of length, 1329, 1332, 1333 
Metric ton, 1329 
Mho, 1332, 1333 

Mho per centimetre cube, 1332 
Mica dielectric condensers, 196 
Mica, silvered, condensers, 196 
Microgroove recording, 701 
Micron, measure of length, 1329 
Microphones, 775-782 
carbon, 775, 777-778 

ceramic piezo -electric, 779 
condenser, 778 
crystal, 775, 778-779 

crystal, optimum load for 788 
definition, 781 



Microphones (continued) 

directional characteristics, 779-780 
bi-directional, 779, 780 

cardioid, 780 
non-direcrional, 780 
pply-directional, 780 
uni-directional, 780 
directional pattern, standard for, 781 
effective output level, 776 
equalization of, 781 
field response, definition, 781 
impedance, electrical, 781 
impedance, nominal, 781, 782 

lapel, 780 
lip, 780 
moving coil (dynamic), 775, 779 

output expressed in decibels, 808-810 
output voltage and sound pressure, 

relation between, 775 
pre-amplifiers, for use with, 788-793 
pressure gradient, 775 
pressure operated types, 775 
pressure ribbon, 775, 779 

rating impedance, 781, 809 

ratings, 776-777 
power, 776 
relationship between voltage and 

power, 776-777 
system rating, R.M.A., 776, 809-810, 
812-813 

typical, 777 
voltage, 776 
volume units, 776 
references, 804 
sound pressure with conversational 

speech, 775 
standards for, 781-782 
throat, 780 
transformers, 781 
velocity operated types, 775 
velocity ribbon, 775, 779 

Microphonic, definition, 1401 
Microphony 

in a-f amplifiers, tests for, 1311, 1324 

in receivers, tests for, 1311, 1312 

in valves, 73, 84, 786, 957-959, 1241-1242 
in valves, tests for, 74, 107, 113, 121 

other than valves, 1241-1243, 1250-1251, 
1253, 1256, 1311 
Mil, measure of length, 1329 
Miller effect, 51, 52, 70, 493-494, 512, 598, 
923, 1062, 1157 
Minimum value of function, conditions 

for, 292 
Minimum volume effect in reflex re- 
ceivers, 1141, 1142 
Mirror image, definition, 1401 
Mistuning in F-M receivers, tests fdr, 1320 
Mixed coupling in i-f transformers, 

1025, 1044-1048 
Mixer, definition, 1401 
Mixers and faders, 798-805 
constant impedance mixers 801-804 
bridge type, 802 
choice of mixer circuit, 803 
coil mixing, 802 
parallel type, 801-802 
precautions with studio type mixing 

systems, 803-804 
series type, 802 
series -parallel type, 802 
electronic fader mixer using 6BE6, 797-798 
fader, definition, 799 
insertion loss of, 799 
mixing, definition, 799 
non-constant impedance, 798-801 
common plate load method, 799-800 
control of volume with, 800-801 
parallel network mixer, 79^ 
series network mixer, 799 
series network mixer, modified, 799 
references, 805 
Mixers, operation of frequency converters 

and, 962-1001, 1017-101^ 

Modulation, ami-, bass frequency, 1116 
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Modulation, definition, 1401 
Modulation distortion, cross, 945, 1114 

Modulation, downward, in F-M receivers, 

tests for, 1320 
Modulation envelope distortion,, 944-945 
Modulation hum, 1198, 1199, 123^1241, 1267, 
1268, 1290, 1309, 1314 
Modulation of electron stream by magnetic 

field of filament, hum due to, 1196, 1197 
Modulation of groove in recording, 702 
Modulation ^rcentage applied to detector 1078 
Modulation ratio, critical, in diode de- 
^ tectors, 1076-1077, 1081 

Modulation, reduction in percentage, in 

reflex receivers, 1143 
Modulation rise in i-f amplifiers, 1112, 1114, 
1117, 1118, 1232 

Modulation, standard test, in F-M re- 
ceivers, 1314 
Modulation systems as d-c amplifiers, 532 
Modulation, systems of, 405-406 
Modulator valve (mixer), 962 
Modulus of complex quantity, 140, 285 

Molecules, 1 
Monaural, definition, 1401 
Monkey chatter, 1303-1304, 1305 

Motorboating, definition, 1401 
Motorboating in a-f amplifiers, 535, 537 
Mounting position for valves, 4, 80 

Moving coil (dynamic) microphones, 775, 779 
Moving coil loudspeakers, 831, 833-851, 

860-«64 

Mu-faaor, definition, 14 
Mu-faaor, plate to screen, 35-36 
Mu-faaor, screen to control grid, 35 
Mu-factors, interelectrode, 73 
Multi-cellular horns, 858 
Multi-grid valves as r.c.c. amplifiers, 516 
Multi-grid valves in volume expanders, 

685, 691-692 

Multi-grid valves, power. Class A, 560-570 
Multi-stage voltage amplifiers, 541 
Multiple channel amplifiers for tone 

control, 673-674, 676 

Multiple feedback system, 365, 374-378 

Multiple loop feedback amplifiers, 375 
Multiple loudspeakers, 867, 882-883 

Multiples and sub-miiltiples, 1405 
Multiplication, 260 
Multipliers, 1363 
Music and acoustics, references, 634 
Music in factories, background, 867 
Musical scales, 873-874 
Muting (Q.A.V.C.), 1125-1130 
biased diode systems, 1125-1126 
circmts used with F-M receivers, 1 128-1 130 
inoperative audio amplifier, 1126-1128 
references, 1139 
Mutual charaaerisiics, 17-18 
Mutual characteristics, shift during life, 23-24 
Mutual conductance, definition, 14 

see also Transcondurtance grid-plate. 
Mutual conductance, graphical determina- 
tion, 15, 16, 17 
Mutual conductance of r.c.c- pentodes, 

506, 507-508, 511 
Mutual conductance of r.c.c, triodes, 493 
Mutual conduaance, tests for, 74, 103-104, 
113, 123, 124 

Mutual conductance, triode, of pentode, 34 
Mutual inductance, 142 
Mutual induaance, calculation of, 446 448 
Mutual inductance coupling in aerial 

stages, 916-920 
Mutual inductance coupling in i-f trans- 
formers, 1023, 1025-1041, 1046, 1048-1050 
Mutual inductance, coupling of tuned cir- 
cuits by, 417 
Mutual inductive coupling in r-f ampli- 
fiers, ^ 922-923 
Mutual induaive coupling, tuned cir- 
cuits, 418, 419 



N 

Nagaoka's constant, 430 
'Naperian system of logarithms, 267 
Natural resonant frequency, 407, 408, 424 
Nautical mile, 1329 
Needle talk (chatter), 714, 718, 719, 760, 762 
Needles 

fibre, 710 
semi-permanent, 709 
steel, 709, 711 

thorn, 710 
trailing, 711, 726 

see also under Stylus. 

Negative feedback — see under Feedback. 

Negative grid current — see under Grid 
current, negative. 

Negative impedances, stabilized, 389 

Negative transconductance oscillator, 953-954 
Negative transconductance to provide bass 

boosting, 648 
Nepers, 825-826 
Network, definition, 1401 
Network, resistive, procedure with, 133 
Networks (Chapter 4), 128-198 
Networks, theory of, 158-171 
aaive, definition, 160 
between power valve and loudspeaker, 

880-889 

characteristic impedance of, 179 
corrective, in feedback amplifiers, 371 
definitions, 159 
differentiating and integrating, 160 
four terminal, 166-167 
bridged T section, 166-167 
definition, 159 
equivalent T and fj seaions, 167 
image attenuation constant, 178, 179 
image impedances, 177-179 
image phase constant, 178, 179 

image transfer constant, 177-179 
iterative impedances, 176-177 
iterative transfer constant, 176-177 
lattice section, 166, 167 

77 sertion, 166, 167 

T section, 166, 167 

frequency dividing, 184-185, 860, 887-889 
impedance matching, definition, 160 
input circuit, definition, 160 
input impedance of passive network, 169 
KirchhofTs laws, 159, 160-161 

minimum phase shift, 359, 374 

multi-mesh, 167-170 
flat, 167 
mesh equations, 167-169 
mutual impedances, 167, 168 

mutual inductance, 168, 169 

self-impedance, 168 
non-linear components in, 158, 170 

non-linear elements in, 158, 170 

Norton's theorem, 165 
Ohm's law, 130, 131, 158 

output circuit, definition, 160 
parallel combinations of L, C and i?, 147-149 
parallel T, 176, 647, 651, 657, 675-676, 

737-738, 745-749 
passive, definition, 160 
phase shift, 170 
phase-shifting, in feedback line, 378 
potential dividers, 161-164 
problems, hints on solution, 159 
references to, 171 
series combinations of Li, C and JR. 144-147 
series-parallel combinations of jL, C and 

R, 14^153 
symmetrical, 179 
Thevenin's theorem, 164 
transfer impedance of 4-terminal net- 
work, 169 
transients in, 171 
two-terminal, definition, 159 
two- terminal, general procedure to de- 
termine impedance, 153 
valve, general case, 64 
Wheeler, 368, 377 
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Neutralization, definition, 1401 

Neutralizing, 

effect on input capacitance, 1063 
hum neutralizing, 539, 785, 1200-1201, 1239 
in conveners, 959, 969, 970, 975-977, 978, 
992, 1000, 1001 
in i-f amplifiers, 1065-1067, 1291 

in reflex receivers, 1145 

Neutron, 2 

Newton, measure of force, 1332, 1333 

Node, definition, 1401 
Noise 

audibility tests of receivers, 1310-1311,1319 
background, effect of volume expansion 

on, 679, 763 

circuit, 782-783 
current noise, 783 
current, of resistors, 190 
diode, 1308, 1309 

effect of feedback on, 309-310, 315, 316 
effect on sound reproduction, 624-625 
equivalent noise resistance of valves, 
783-784, 937-938, 967-968, 972-973, 
978, 984, 1230 
equivalent noise sideband input, 1307 
factor, 1262, 1307-1309 

factor of grounded-grid stage, 925 
flicker effect, 783 
impulse, effect on F-M receivers, 1148 
in cathode followers, 327 
in conveners, 967-968, 972-973, 978, 984 
in high fidelity reproduction, per- 
missible, 630 
in pre-amplifiers, 782-784 
in receivers, 694-699, 1108, 1114, 1118, 
1119, 1130-1132, 1229-1234, 1262, 1307- 

1309, 

a.v.c. and noise, 1108, 1114, 1118, 1119 
1229-1234 

measurement of, 1262, 1307-1309 

noise limiting, 694-699, 1130-1132 

tests for, 1307-1309 
see also under individual stages 
(amplifier, r-f, ctc.)- 
in super regenerative detectors, 1087 
induced grid, 939-940 
inter-station noise suppression, 1125-1130 
ionization, 783, 784 

level, definition, 829 
level in amplifier output, permissible, 625 
level in amplifiers, measurement of, 1324 
level in factories, effect on music, , 867 
level, weighted, standard, 829 
low noise input stage, cathode follower 

as, 789-790 
low noise valve types, 786-788 
man-made, reduction of, 1279-1280 
masking, effect of, 620, 621, 625, 679 

masking of speech by, 629 
measurement of sound level and noise, 

827-830, 1324 
acoustical noise, 827 
electrical noise, 827 
noise in amplifiers, measurement of, 

829-830, 1324 
broadcast systems, 829 
sound equipment, 829, 1324 

noise in receivers, measurembnt of, 

1262, 1307-1309 
objective noise meter, 828 
radio noise, measurement of, 829-830 
radio noise meter, 829-830 
references, 830 
sound level meter, American stan- 
dard, 828 
sound levels, typical — table, 828-829 
weighting network, 827-328 
noise audibility, test for, 1310-1311, 1319 
noise bandwidth, 936 
noise current, 935 
noise factor, 925, 1262, 1307-1309 

noise-power output, average, 935 
noise voltage, r.m.s., 935-942 
of resistors, 189-190, 733, 1345^ 1356 

partition, in converters, 972, 984 

partition, in pentodes, 783 



Noise (continued) 

peak limiters, 694-699 
see also under Noise limiting in re- 
ceivers. 

random, 704, 782, 935-942 

reduction in A-M receivers, 1279-1280 
reduction in record reproduction, 763-765 
references, 634, 804-805, 945-946 

resistance fluctuation noise of resistors, 190 
room, 620-621, 625 

shot effect, 783, 787, 936-938, 1230 

signal to noise ratio, 

definition, for audio facilities for 
broadcasting systems, 829 

in receivers, tests for input to give 
specified signal to noise ratio, 1302, 1303 

in record reproduction, 704-705, 766, 770 

in reflex receivers, 1146 

maximum possible in microphone 
pre-amplifiers, 788 

standard, in pre-ampUfiers, for 
broadcasting, 793 

with crystal microphones, 788 
suppressor, Olson, 763 
Suppressor, Price balanced clipper, 765 
suppressor, Scott dynamic, 764 
surface (needle scratch) and dynamic 

range in record reproduction, 704-705 
763-765 

thermal agitation, 4, 189-190, 782, 788, 

935-936 

total noise calculations, 940-942 
valve, 4,' 70, 73, 81, 782, 783, 784, 788, 
935-942, 967-968 
tests for, 74, 107, 113, 124 

valve leakage, 784 
white, 619 
Noise limiting in receivers, 694-699, 1 1 30-1 1 32 
Lamb silencer, 1130, 1131 

noise limiter, automatic threshold con- 
. trol, 695, 1131-1132 

noise limiter, degenerative,' 698 
noise limiter, other types, 694^697 
ndise limiter, series diodfe, 694—696, 1131 
noise limiter, shunt diode, 697, 1131 

output limiters, 694, 69&-699 

references, 699-700, 1139 

Non-linear, definition, 1401 
No|n-linear elements in networks, 158, 170, 948 
Non-linearity in valves, 61j 948, 1164 

Non-synchronous vibrators, 1202-1203 
Norton's theorem, 165 
Nucleus of atom, 1 
Null point indicator using electron ray 

tuning indicator, 1134-1135 
Numbering systems for valves, 10-12 
Numerator, definition, 1401 
Numerical values, 1406 
Nyquist criterion of stability. 356, 375 

Nyquist diagram, 338, 339, 356-359, 366, 375 



o 

Octal socketSj use of pin No. 1, 81 
Octaves and decibels, calculations in- 
volving, 637-638 
Octaves, decades and frequency ratio 

(table) 368 
Octode, 92 
Oersted, 1332, 1333 

Ohm, 1332, 1333 

Ohm-centimetre, 1332 
Ohm's law, 130, 131 

Ohm's law in network analysis, 1 58 

Olson noise suppressor, 763 
On (and off) contact time in vibrators, 1205 
Open back cabinet, 842-843 
Open-circuit, definition, 1401 
Open-circuited electrodes, tests for, 

73, 91-93, 123 

Operating conditions, effect of change in, 42-44 
Operating conditions for valves, typical, 80 
Operation cf valves, recommended, 80-84 
Operator, > as, 283 
Operator, trigonometrical, r 286, 287 
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Operators, symbols* 1364 

Optical methods of testing frequency test 

records, 752-753 
Orchestra level, maximum, 623 
Orchestra, peak acoustical power of, 623 
Order, definition, 1401 
Ordinate, 279 
Orienting a-f transformers to give least 

hum pickup, 785 
Orthacoustic recording characteristic, 730-731 
Oscillation, conditions for maintenance 

of, 949-954 
Oscillation due to instability, 943-944 
Oscillation, parasitic, 316, 345, 365, 547, 562, 

572, 582, 585, 587-588, 590, 952-953, 
959, 1283 

Oscillation, unstable, 958-959 
Oscillations, damped, 408, 424 

Oscillators, general (Chapter 24) 947-961 
beat frequency oscillators, 954, 960-961, 1263 
Class A, B and C, 954 
Colpitis, 952-953, 1290 

conditions for maintenance of oscilla- 
tion, 949-954 
electron-coupled, 953, 954, 958 

factor of merit for oscillator valve, 950 
feedback winding for good tracking, 1004 
flutter, 955, 958 

frequency stabilization, 957-958, 1289 

frequency variation, causes of, 950, 955-956 
at high frequencies, 968 
due to changes in supply voltage, 

949, 953, 955 

due to oscillator harmonics, 956 
due to temperature and humidity 
changes, ^ 955-956 
frequency variation in converter os- 
cillators due to a.v.c. 963, 993-994 
grid current, test for, 74, 1 11-1 12 
harmonic operation of (harmonic mix- 
ing), 958, 964-966, 991, 994-996, 1000, 
1001, 1289 

Hartley, , 112, 951-952, 967, 1290 

in superhet. receivers, comments on, 

1244-1248 

in superhet, receivers, requirements for, 954 
introduction, 947-948 
I,/C ratio of. 957 
locked oscillator F-M detector, 1088, 
1292-1293 

negative transconductance, 953-954 
oscillator section of converter valves, 968 
driven, 109 
self-excited, 108-109 
parasitic oscillations, 952, 953, 959, 1290 
performance, tests for, 111-112 
practical design, methods used in, 959-960 
Q of circuit," 957 
radiation from, in F-M receivers, 

measurement of, 1311, 1320 

references, 961 
squegging, 958 
tapping down on coil for stability, 957 
temperature compensation, J 96, 956, 957, 

1041 

test circuit, Boonton, 112 
tests for oscillator characteristics, 111-113 
transconductance, phase shift of, 968 
transconductance, test for, 74 
tuned-grid, 950-951, 952 

tuned-plate, 949-950, 951, 952, 994 

tuned-plate operation of frequency con- 
verters, 994, 1248 
tuning capacitor plates, vibration of, 958-959 
types of circuits, 947, 949-954 
unstable oscillation, 958-959 
Oscillatory transient response in feedback 

amplifiers, 365, 367, 382, 386 

Output admittance, short-circuit, 50-55 
Output admittance, short circuit, test for, 117 
• Output capacitance of cathode follower, 

323-324, 325 

Output circuit of network* definition, 160 
Output circuit of push-pull a-f voltage 

amphfiers, 527-528 
Output impedance of cathode follower, ^A3®W. 



Output level for pre-amplifiers, standard, 793 

Output lim iters, 698-699 
Output, maximum, in receivers, defini- 
tion, 1482 
Output, normal (standard) test, defini- 
tion, 1298, 1315 
Output power, 

graphical determination of, 549 
maximum undistorted, definitions, 

1298, 1315, 1482 
maximum undistorted, tests for, 1306, 1318 
of a-f amplifiers, tests for, 74, 105-106, 124, 

1323 

of distortionless valve, 46, 59, 60-61 

of receivers, tests for, 1300, 1316 

power-measuring device, 1299 
Output power and distortion 

pentode, single, 561, 563-565 

push-pull pentodes, 583-584 
push-pull triodes, 577-579 
Class B2, 588-590 
triode, single, 548-554 
vs. load resistance, triode, 558 
beam power amplifier, 570 
Output power and plate dissipation. 

Class B2, 589 
Output resistance, effect of zero or ne- 
gative, on loudspeakers, 841 
Output resistance of amplifier with feed- 
back, 310-311, 313, 314 
Output stage, definition, 1401 
Output transformers — see under Trans- 
formers, a-f. 
Output voltage and distortion 

r.c.c. pentode, 510-511 
r.c.c. triode, 491-493 
transformer coupled a-f amplifiers, 518-519 
Over-coupled i-f transformers, 1031-1034 
Overlap region with dual system loud- 
speakers, 856, 861 
Overloading characteristics 

power amplifiers, 560, 563 

reflex receivers, 1141, 1142, 1146 

Overloading, effect of bass boosting on, 640 
Overmodulation in recording, 729 
Overtones, 92 



Pad, 794, 888 

Padded signal circuits, 1013-1017 
Padder condenser, 1003-1004, 1010-1017 

Padder feedback, 1001, 1247 

Paper dielectric condensers, 194-195 
Paper dielectric condensers, metallized, 195 
Parabola, 274 
Parabola, equation to, 280 
Parallel Class A amplifiers, 570-571 
Parallel combinations of L, C and i?, 147-149 
Parallel, condensers in, 135 
Parallel connection of batteries (cells), 129 
Parallel, definition, 1401 
Parallel-feed in transformer-coupled a-f 

amplifiers, 519, 520, 645, 650 

Parallel impedance, conversion from 

series to, 157-158 
Parallel, inductances in, 141 
Parallelogram, 273 
Parallel operation of rectifiers, 1165 
Parallel, reactance and resistance in, 1380-1381 
Parallel, resistances in, 132-133 
graphical method, 132 
Parallel resonance, 150-153, 410-411, 424-425 
determined by maximum impedance, 151-152 
determined by unity power factor, 150 
Parallel resonant frequency, 410 
Parallel-T network, 176, 647, 651, 657, 

675-676, 737-738, 745-749 
Parallel tuned circuit, impedance of, 149-152 
Parameter, 281 
Parameter, definition, 1401 
Paraphase bass-treble tone control, 665 
Paraphase, floating, 524-525, 534 

Paraphase inverter, 524-526 
Parasitic oscillation, 316, 345, 365, 547, 562, 
572, 582, 585, 587-588, 590, 952, 953, 959, 
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Parry cat h amplifier, 586 
Panial differentials, 293-294 
Panial differentials, valve coefficients as, 64-65 
Partial triode operation of pentodes, 570, 587 
Panition noise in conveners, 972, 984 

Panition noise in pentodes, 783 
Pass band of filter, 180 
Patchett tone control, 667-668 
Peak acoustical power of orchestra, 623 
Peak cathode current, maximum, 75 
Peak clipping, effect on intelligibility of 

speech, 629 
Peak inverse voltage, maximum, 75 
Peak inverse voltage of rectifiers, curves, 1 177 
Eeak limiters, 681, 682-683 

Peak limiters, noise, 694-698 
Peak-reading voltage and current indicators, 119 
Peak response of trans former- coupled a-f 

amplifier at high frequencies, 209, 518 
Peaks at high and low frequencies in feed- 
back amplifiers, 336, 359, 378-379, 383 
Pentagrid converters, 8, 961-1001 

Penta grids in volume expanders etc., 

685, 688-689 

Pentodes, general, 7-8 
amplification factor, 

plate to screen, 35-36 
screen to control grid, 35 
triode, 35-36 
capacitances, input, 

ptiblished values, 56 
with feedback to screen, 345 
cathode follower, use as, 324 
characteristics at low plate currents, 65 
characteristics, cathode current, 16-17 
characteristics, specific tests for, 101-108 
mutual conductance, triode, 34 
operation at low screen voltage, 84 
partition noise, 783 
phase splitter, use as, 524 
plate detectors, 508, 1084^1085 

plate resistance, triode, 36 
power, general, g 
ideal, 561 
load resistance, 561 
matching to loudspeaker, 881-882 
operating conditions, 561-563 
partial triode operation of, 570, 587 

push-pull. Class A, ABi, 583-587 
quiescent push-pull, 592-593 
ratio plate/screen currents, 562 
shurt filter across load, 567, 636 

single Class A, 560-570 
triode operation of, 547 
pre-amplifiers, use in, 783-786 
hum with, 786 
lo^y noise types, 786-787 
noise resistance values, r.c.c. 783-784 
triode operation with screen as 
anode, 785, 787 

remote cut-off, 8, 516, 945 

remote cut-off, in volume expanders, 

684, 688-689 

resistance- capacitance coupled, 496-517 
attenuation and phase shift character- 
istics with incomplete by-passing, 

. , 496-500 
dynamic characteristics, 26-27, 503-506 
equivalent circuit, 512 
gain at mid-frequency, 506-508 
output voltage and distortion, 510-511 
phase shift/frequency characteristics 512 
plate resistance, 507-508, 511-512 

ratio of plate/screen currents, 514, 515 
remote cut-off valves, use of, 516 
screen supply from voltage divider, 506 
tabulated characteristics, comments on, 517 
triode operation with screen as 
anode, 735, 787 

sharp cut-off, 8, 496-517 

sharp cut-off, use as limiters, 1147-1150 
suppressor-grid controlled, in volume 

expanders, 686, 689-690 

tnode operation of, 34-36, 785, 787 

connection of suppressor grid, 36 
Penultimate, definition, 1401 



Period, definition, 1402 
Periodic phenomena, 278-279 
Periodicals, titles of, 1367-1369 
Permanent magnet loudspeakers, 831, 840 
Permeability, 230, 231 

Permeability, effective, 242-243, 244 

Permeability, incremental, 230, 243, 248 

Permeability of free space, 1332 
Permeability tuning, 461-462, 912, 913, 953, 

1002, 1289 

Perveance, definition, 14, 71 

Perveance of diode, test for, 117-118 
Perveance of triode, test for, 118 
Phase angle, 139, 140 

Phase angle of load at low frequencies, 213 
Phase angle, tuned circuits, 412, 413, 417, 422, 

425 

Phase compressor, 527, 528 

Phase discriminator, 1088-1095, 1153-1156, 

1292-1293 

alternative arrangement, 1095 
basic circuit, 1089 
design data and example, 1090-1095 
coefficient of coupling, 1090 
discriminator characteristic, 1092 
discriminator sensitivity, 1090 
generalised cuiyes, 1091 
limiter discriminator combination, 1292-1293 
typical circuit arrangement, 1090 
voltage relationships, 1089 
Phase distortion, amplifier without, 389 

Phase inverter, normal, 524 
cathode-coupled, 347-348, 532 

choke-coupled, 355 
cross-coupled, 527, 663-664 

phase inversion in power stage, 585-586 
Schmitt, 526, 670 



Phase modulation, 



405-406 



Phase shift 

and attenuation, relation between, 359-364 
anode to grid voltage, 50 
at high and low frequencies, 316, 353, 355 
coupled tuned circuits, curves for, 422 
of attenuation characteristic, deter- 
mination of, 362-365 
of loudspeakers, 838, 870 

of r.c.c. pentode, 512 
incomplete cathode and screen by- 
passing, 498-500 
incomplete screen by-passing, 498-499 
of r.c.c. triode, 494-495 
incomplete cathode by-passing, 485-486 
of transformer-coupled a-f amplifiers, 

. . , 206, 207, 214, 518 

with feedback, 342, 343, 352, 389 

Phase splitter, 329-330, 522-524 

with positive feedback, 354, 523 

Phasing of loudspeakers, 86C 
<t> detector, 1293 
Philips-Miller engraved film system, 70 1 
Phon, 826 
Phonograph, definition, 1402 
Phot (centimetre-candle), 1334 
Photo emission, 2 
Photometric units, 133^ 
Physical and chemical constants, 1376 
Physical properties of valves, funda- 

mental, 69-70 
Physical units, general, 1329-1334 
Pickering cartridges, 718 
Pickering turnover pickup, 718 
Pickups, general, 714-723 
arm resonance, 712, 714, 716, 719, 720, 722 
armature of, 702 
armature resonance, 712, 714, 716, 719, 720, 

722 

armature resonance, effect on har- 
monics, 715 
capacitance, 722 
damping of arm resonance in, 7I6 
damping of armature resonance in, 716 
distonion in, 718, 719, 723, 762 

dynamic mass, 718, 719, 721, 722 

dynamic (moving coil), 715, 719-720 
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Pickups (continued) 

eddy current, 723 
effective vcnical pressure of, 702, 708, 709, 
712, 71'8-722, 768-769 
electromagnetic, 715, 717-719 

effect of shunt capacitance, 738-739 
frequency of armature resonwce af- 
fected by record material, 716 
hum level, 719, 722 

ideal constant velocity, frequency 

characteristic of, 724 
lacquer discs, for use on, 768 
magnetostriction, 721 
needle armature, 717 
offset angle, optimum, 726 
offset-arm, 725-726 
piezo-electric (crystal), 715, 716, 717, 
720-721, 752 

piezo-electric, response curves, 742 
pressure, effective vertical, 702 
ribbon, 716, 722 

straiffht-arm, 725-726 
strain sensitive, 721-722 
testing of, 715, 716-717, 762 

tracking capability, checking, 762 
underhang, optimum, 725-726 
Picofarad, 1363 
Pie-wound r-f chokes, 474 
Piezo-electric loudspeakers, 832 
Pin straightener, valve, 80 
Pinch effect, 711, 712, 720, 757, 760 

I'iston cones in infinite baffle, ideal, 835 
Pitch, definition, 1402 
Pitch, international standard, 874 
placement, loudspeaker, 865-867 
Plane figures, 272 
Plastics, composition of, 1375 
Plate and screen currents, average, push- 

. pull pentodes, 584 
Plate characteristics, general, 15-17 
Plate circuit decoupling in a-f amphfiers, 

535-537 

Plate circuit decoupling without de- 
coupling condensers, 537 
Plate circuit efficiency, maximum with 

loudspeaker load, 880-881 
Plate conductance, definition, 14 
Plate conductance testing, 124 
Plate current, 2, 6 

Plate current, average, push-pull modes, 

Class A, ABj, 579-580 
Plate current commencement, test for, 74 
Plate current in power amplifiers, creeping 596 
Plate current near cut-off, effect of rate of 
change in, in Class ABi, ampli- 
fiers, 572-573 
Plate current of Class A triode, calculated 

optimum, 557 
Plate current, peak hot-switching tran- 
sient, 1163, 1180-1181 
Plate current test, triodes and multi- 
grid, 103, 109, 113 
Plate current test, zero signal diode, 101 
Plate currents, low, valvi characteristics at, 65 
Plate decoupling circuit gives bass boost- 
ing, 643-644 
Plate detector (anode bend), 57, 62, 508, 

1084-1085 

Plate dissipation 
theory, general, 63-64 
triode, Class A, 559 
triode. Class B2, relation between power 

output and plate dissipation, 589 
triode, push pull, at max. signal, 578 
triode, resistance loaded, 26 
Plate efficiency. Class A pentode, 562 
Plate efficiency. Class A triode, 559 
Plate efficiency. Class B2, 589 
Plate efficiency in power amplifiers, de- 
finition, 545 
Plate reflex superhet. receivers, design 

of, 1143-1145 
Plate resistance* d.c, 14 
Plate resistance (variational) 13, 14, 72 

control in volume expanders, 685, 692-693 
definition 14, 72 



Plate resistance (variational) (continued) 
effective, feedback circuit to give 

positive, zero or negative values, 314 
effective, of cathode follower, 318 
effective, with feedback, 311, 313, 314, 

315, 316 

graphical determination of, 15, 18 

of cathode degenerative amplifier, 328-329 
of power amplifiers, optimum, 546, 880-881 
of r.c.c. pentodes, 507-508, 511-512 

of r.c.c. triodes, 493 
tests for, 74, 104-105, 111, 113 

triode plate resistance of pentode, 36 
Plate series compensation, 536, 643-644 

Plate shunt compensation, 640-643, 660-661, 

733-734 

Plate supply by-passing in a-f amplifiers, 535 
Plate supply impedance per plate, trans- 
former, 99 
plate supply voltage of r.c.c. amplifier, 482, 496 
Plate-to-screcn amplification factor, 35-36 
Plate voltage, effect of change of, on 

characteristics, 42-43 
Plates, 5 
Playback characteristics, 728, 731-732 

Playback curve, AES standard, 731-732 
Playback, direct 701, 766-768 

Playback loss, 760 
Playthrough in A-M receivers, 1081, 1082, 1237 
circuit to reduce, 1235, 1237, 1240 

Playthrough in reflex receivers, 1140-1143, 

1145-1146 

Poisoning of emission, 2 
Polar coordinates, 283 
Polarity, definition, 1402 
Polarity, indications of, 130 
Polish of jewel stylus tip, 712 
Polydirectional microphones, 780 
Polyethylene discs, 705 
Polygon, 273 
Positive feedback — see under Feedback. 
Positive grid . current — see under Grid 

current, positive. 
Positive ions, 3, 71 

Pctential, definition, 1402 
Potential difference, definition, 1402 
Potential difference, magnetic, 231-232 
Potential dividers, 161-164 
Potentiometers, 161-164, 1356 

Pound weight, measure of force, 1330, 1332 
Poundal, measure of force, 1330 
Power, absolute, expressed in decibels, 807-808 
Power amplifier valves 

beam power valves, 8, 569 

pentodes, 8 
triodes, 7 
Power available at receiver from aerial, 893 
Power, average (effective), 134 
Power factor, 144 
Power factor of condenser, 140 
Power factor of electrolytic condenser, 193 
Powf r factor of tuned circuit, relationship 

■ with Q, 144, 409 

Power factor, unity, determining parallel 

resonance, 150, 410 

Power-flux per unit area at receiver 896-897 
Power gain, expressed in decibels, 810 
Power gain of aerials, 894 
Power grid detector, 1084 
Power in d.c. circuits, 133 
Power in reactive circuit, 140, 143-144 

Power in resistive a.c, circuits, 133-134 
Power level indicators, 825 
Power line operation, valve ratings for, 78, 79 
Power output — see under Output powe^ 
Power output meters, 825 
Power pack, definition, 1402 
Power, peak acoustical, of orchestra, 623 
Power rating of loudspeakers on standard 

distribution lines, 874 
Power reactive, 144 
Powei required, loudspeakers, indoors, 863-864 
Power required, loudspeakers, outdoors, 

861-863, 866, 867 
Power supply, effect of impedance in, 

on a-f amplifiers, 535, 537 574 
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Power supply regulation, effect on power 

amplifiers, 547-548, 551, 562, 568-569, 
572, 582, 584 
Power transfer between two dipole 

aerials, 892-893 
Power transfer theorem, maximum, 165 
Power, units of, 1332 
Power, wattless, 144 
Powers in algebra, 260-261 
Powers of numbers, 255, 257 

Practical systems of units, 1331, 1332 

Pragilbert, 1332, 1333 

Pragilbert per weber, 1332, 1333 

Praoersted, 1332, 1333 

Pre-amplifiers, 782-793, 804-805 

gain-controlled, 693 
hum in, 784-786 
introduction, 782 
microphone, 788-793 
cathode follower as low noise input 

stage, 789-790 
crystal microphones, for use with, 788-790 
general, 788 
grid resistor, limitations on, 788 
see also under Grid circuit resist- 
ance, maximum, 
incorporating mixing, 799-601 
load resistance for crystal micro- 
phones, optimum, 788 
low impedance microphones, for use 

with, 790-793 
signal to noise ratio, maximum 

possible, 788 
signal to noise ratio with crystal 
microphones, 788 
microphony in, 786 

see also under Microphony. 
noise in, 782-784 
pickup, 732, 733-736, 737-741, 744-749 
power gain ratings of, 809 
references, 804-805 
standard, for broadcasting, 793 
input signal, 793 
output level, 793 
signal to noise ratio, 793 
source and load impedances, 793 
standard, for sound equipment, 793 
amplifier gain, definition, 793 
source impedance, 793 
valves for use in, 786-788 
selection and treatment of, 787 
special low noise types, 786-788 
type 6AU6, operation with screen as 

anode, 785, 787 

types 6AU6, 12AY7, 1620, 5879, 786-788 

Pre-emphasis and de-emphasis, high fre- 
quency, effect of, 763 
Pre-emphasis characteristic ia F-M re- 
ceivers, 1315 
Pre-emphasis, high frequency^ in record- 
ing characteristics, 717, 727, 728-729 
in terms of time constant, 728 
Pre-emphasis with volume compression, 

effect of, 683 
Preferred listening levels, 623 
P re-heating before testing valves, 91, 101, 125 
Pressure, effective vertical, on records, 

702, 708, 709, 712, 71&-722, 768, 769 
Pressure efficiency, loudspeaker, 812, 862, 874 
Pressure-frequency response, loudspeaker, ,875 
Pressure gradient microphones, 775 
Pressure, intensity of, units of, 1330 
Pressure level, loudspeaker, 875 
Pressure microphones, 775 
Pressure rating, loudspeaker, 812, 862, 874 
Pressure, reference acoustical, 826, 828 

Pressure ribbon microphones, 775, 779 

Pre-tuned r-f stages, 924-925 
Price balanced clipper noise suppressor, 765 
Primary windings, short-wave, aerial, 474 
Printed circuits, 1283-1285 
Prism, rectangular, 275 
Processing of records, 705 
Progression, arithmetical, 266-267 
Progression, geometrical, 266-267 



Progression, harmonic, 266-267 
Progressions and Series, 266-267 
Proofing, tropic, of coils, 476-478 
Properties of materials, 1372-1376 
conducting materials, 1374 
insulating materials, 1372-1373 
plastics, composition of, 1375 
references, 1376 
resistance of a conductor at any tem- 
perature, 1376 
weights of common materials, 1375 
Properties of valves, fundamental phy- 
sical, 69-70 
Proportion, 262 
Protons, 2 
Pseu do- stereophonic effect, 866 
Public address audio a.v.c, 693 
Public address, open air, 867 
Public address, use of horn loudspeakers 

in open air, 867 
Pulling (pull-in) in converters, 971, 990 

Pulse generators for valve characteristics, 1 19 
Pulse methods, valve characteristics by, 1 18-119 
Pulse modulation, 406 
Pulse waveform, 130 
Pulses, distortion by a-f amplifiers, 540-541 
Pumping in peak and volume iimiters, 682 
Push-pull 

equivalent circuit of, 576-577 
fundamental principles of,. 571-573 
methods of exciting, 521-527 
pentodes. Class A, ABi, 583-587 
theory of, based on infinite series, 572-577 
triodes, Class A, ABi, 571, 582 

voltage amplifiers, 527-528 
impedance-coupled, mathematical 
treatment, 528 
Pyramid, 275 
Pyramid windings of coils, 475 



Q faaor, definition, 1402 
Q factor of condenser, 140 
Q factor of tuned circuit, 145, 409-426 

Q factor, relationship with power factor, 

144, 409 

Q of loudspeaker at bass resonance, 841 
Q of oscillator circuit, 957 
Q of short-wave coils, design for opti- 
mum, 463-472 
Quadrant (of circle), 276, 1330 

auadrature electronic reactances, 1157-1160 
uadrilateral, 273 
Quality control of valves, 85 
Quality factor of coil, 409 

see also Q factor of tuned circuit. 
Quality switch (tone control), 659 
Quarter- wave aerial, 909-910 
Quenching oscillator in superregenerative 

detectors, 1087, 1224 

Quiescent, definition, 1402 
Quiescent push-pull pentodes, 592-593 
Quieting-signal sensitivity, tests for 1317 



R.C.A. light-weight pickup, 719 
R-J loudspeaker, 850 
Radial lead, definition, 1402 
Radian, 1330 
Radians, 272 
Radiated electromagnetic energy, 404 
Radiation efficiency of aerial, 903 
Radiation from local oscillator in F-M 

receiver, tests for, 1311, 1320 

Radiation from superregenerative de- 
tector, 1087 
Radiation resistance of aerial, 902, 905, 906 
Radiation resistance of piston, 835 
Radio-frequency amplifiers — see under 

Amplifiers, radio-frequency. 
Radio-frequency chokes, design of, 474-475 
Radio-frequency chokes, self resonant, 475 
Radio-frequency, definition, 1402 
Radio telegraphy, 405 
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Radio telephony, modulation systems, 405 
Radius compensation, 711, 770 

Radius of curvature, minimum, in re- 
cord, 703-704 
Random noise (fluctuations), 704, 782, 935-942 
Rate of ciiange of function with its in- 
dependent variable, 289-291 
Rate of change of plate current near 
cut-off, effect of, in Class ABi am- 
plifiers, 572-573 
Rating impedance, loudspeaker, 812, 874 
Rating impedance of microphone, stan- 
dard for, 781 
Rating, loudspeaker pressure, 812, 862, 874 
Rating systems — see under Valve ratings. 



Ratings, microphone, 
Ratings, voltage, of 

sistors, 
Ratio detectors, 

a.f.c. voltage from, 
a.v.c, use of, 
a.v.c. voltages from, 
balanced circuit, 
circuit, types of, 
circuits, practical, 
design considerations, 
diodes for use with, 
input/output curves, 
measurements on, 
operation of, 



776-777 
composition re- 

187 

1088, 1095-1105 
1098 
1099 
1097 
1098 

1098- 1099 
1101 

1099- 1101 
1099 

1098, 1099 
1102-1105 
1097 



receivers incorporating some features 

of, 1022, 1024 

references, 1138 
typical output curve, 1096 
unbalanced circuit, 1098-1099 
Rationalized systems of units, 1331, 1332 
Reactance, capacitive, 138 
Reactance chart (reference only), 1387 
Reactance, grid input, 49-53 
Reactance, inductive, 142 
Reactances, capacitive — table, 1378-1379 
Reactances, electronic, 1151, 1156-1160 

Reactances, inductive — table, 1377 
Reactances, signs of, 50 
Reactive component of impedance of 

aerial, 903 
Reactive loads, 30-34 
Reactive power, 144 
Real axis, . , ^ 2?^ 

Real part of complex quantity, 140, 285 
Receivers, a.c./d-c* 

barretters for, 1213-1214, 1266 

design of, 1264-1268 
dial lamps, 1266-1267 
earth connection, 1268 
modulation hum in, 1240 
rectifier, 1267 
rectifiers for, 1165 
series resistor to limit current, 1165 
series resistor operation, 1264-1266 
valve order, 1198, 1267-1268 

Receivers, A-M superheterodyne, design 

of (Chapter 35), 1228-1286 
a.c./d.c. receivers, 1264-1268 

see also under Receivers a.c./d.c. 
a.c. operated receivers, 1256-1264 
4-valve receivers, 
super he t. with a-f amplifier, 
superhet. with i-f amplifier, 
superhet. with- reflexing, 
t-r-f receivers, 
5-valve receivers, 
larger receivers, 
receivers, communication, 
see also under Receivers, 
munication. 
battery receivers, 

see also under Receivers, 
car radio, 

see also under Receivers, car 
contact potential biasing, 
frequency ranges, 

band-spread receivers, 

circuit to give linear scale, 
dual wave receivers. 



1256- 1259 
1256 

1257- 1258 

1258- 1259 
- 1256 

1259 
1260 

1260-1264 

com- 



1268-1274 
battery. 

1275-1278 



1280-1281 

1250- 1256 
1253-1256 
1255-1256 

1251- 1252 



checking resonance in unused coils, 1252 



Receivers, A-M superhet. (continued) 

drive ratios, 1252 
flywheel tuning, 1252 
medium frequency receivers, 1250-1251 
multi-band receivers, 1252-1253 
fuses, 1281-1282, 1395 

general design, 1229-1250 
a-f response, 1234-1239 
a.v.c. and noise, 1229-1234 
see also under Automatic volume 
control. 

cabinet design, 1248-1249 
converters, frequency, operation 

of, 1244-1248 
see also under Frequency converters, 
feedback in, 1235-1239, 1241 

compensated negative feedback and 

feedback tone control, 1235, 1237 
negative current feedback, 1236 
see also under Feedback, 
field testing, 1250 
frequency-compensated tone con- 
trol, 1234-1239 
hum in, 1239-1241 

see also under Hum, 
instability in, 1243-1244 
microphony in, 1241-1243 

see also under Microphony. 
oscillator, local, 1244-1248 

see also under Oscillators, 
ratings, checking, 1249-1250 
ventilation, 1249 
interference, reduction of, 1279-1280 
introduction, 1228 
parasitic oscillations, 1283 

see also under Parasitic oscillation, 
printed circuits, 1283-1285 
references, 1285-1286 
specifications and requirements, 1229 
spurious responses, 1278-1279 

see also under Spurious responses, 
tests and measurements — see below 
tropic proofing, 476-478, 1282-1283 

commercial tropic proofing, 1282-1283 
vibrator-powered receivers, 1270-1272 
dry batteries, characteristics of, 1272-1274 
Receivers, A-M, tests and measurements, 

1297-1314 

acoustical tests, 1314 
antenna sensitivity-test input, defini- 
tion, 1297-1298 
automatic volume control characteristic, 1307 
bandwidth, definition, 1298 
battery receiver tests, dry, 1301, 1313 

battery end-of-life tests, 1313 
lowest filament voltages used for 

testing battery valves, 1313 
definitions, 1297, 1298 

distonion, 1314 
distortion, harmonic, 1306 
equipment required, 1298-1300 
audio-frequency attenuator, 1299 
audio-frequency generator, 1299 
distonion factor meter, 1300 
equipment for acoustical tests, 1300 
meters, 1300 
output power-measuring device, 1299 
standard dummy anteima, 1299 
standard signal generator, 1298-1299 
wave analyser, 1299 
frequency response, 1305 
frequency shift, 1310 
harmonic generation, r-f, 1305 
hum, 1309-1310 
acoustical measurement, 1310 
hum distortion, 1309 
hum modulation, 1309 
image ratio, 1310 
image sensitivity test input, 1310 
interference tests, 1313-1314 
intermediate-frequency-response ratio, 1310 
intermediate-frequency-response sensi- 
tivity, 1310 
intermodulation, r-f, 1305 
maximum undistorted output, 1306 
maximum undistorted output, definition, 1298 
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Receivers, A-M, tests and measurements 
(continued) 
measurements only requiring simple 

instruments, 1301-1302 
dissipation measurements, 1302 
measurements on many valves, 1302 
power transformers, temperature, rise, 1302 
voltage and current measurements, 

1301-1302 

microphony, 1311, 1312 

noise, 1307-1309 
eflects on sensitivity measurements, 1302 
ensi, 1307 
noise factor, 1307-1309 
noise audibility (listening test), 1310-1311 
normal test output, definition, 1298 
operating conditions, 1300-1301 
operating voltages, 1300-1301 
output measurements, 1300 
phonograph combinations, 1311-1312 
fidelity, electric, 1311-1312 
output, maximum, 1312 
ru/nble, 1312 
wow or flutter, 1312 
radiation from local oscillator, 1311 
references, 1327 
signal to noise ratio, tests for input to 

give specified, 1302, 1303 

spurious responses, 1310 
image response, 1310 
spurious response ratio, 1310 
standard antenna, definition, 1298 
standard dummy antenna, 1299 
standard dummy load, 1299 
standard input voltage, definition, 1297 
tests, performance, 1302-1314 
blocking interference, 1304 
cross-talk, I304 
gain of individual stages, 1303 
regenerative effects, 1303 
selectivity, 1303-1305 
sensitivity, 1302-1303 
two-signal, 1304-1305 
whistle interference, 1304-1305 
tuning tests, 1312 
Receivers, A-M, types of (Chapter 34) 

1223-1227 

crystal, 1223 
references, 1227 
regenerative, 1223 
see also under individual stages (R-F 

amplifiers, etc.). 
superheterodyne, 1 225- 1 226 

communication — see under Receivers, 

communication, 
double frequency changer, 1253 
reflex, 1140-1146 
superregenerative, 1087, 1224 

synchrodyne, 1226-1227 
tuned radio frequency, 912-915, 1224, 1256 
reflex 1146 
use of reflex detector in high fidelity, 1086 
volume control circuit, 1257 
tuning methods, 91 3 

Receivers, battery 

a-f response, 1236 
converter problems, 1246-1248 
design of, 1268-1274 
end -of- battery-life tests, 1313 
feedback, negative current, 1236 
instability in, 1243-1244 
loudspeaker, combination horn and 

phase inverter, for personal portables, 859 
operation with reduced battery voltages, 1247 
portable, 1021, 1115 

series filament operation, 1115, 1250 

tests, 1301, 1313 

Receivers, car (automobile) 

battery voltage variations, 1206, 1277 

chassis pickup of vehicular receivers, 
^ . 1313-1314 
design of, 1275-1278 
elimination of hash, 1210-1211, 1270-1272, 
1275-1276 

interference tests, 1313-1314 



Receivers, car (continued) 

valve operating conditions, 1277-1278 
vibrator power supply for, 1202-1212 

Receivers, communication 

aerial input, 912-921, 1263 

A-M, design of, 1260-1264 
a.v.c, circuit design in, 1108, 1116 

band changing, 1261 
bass attenuation in, 649 
beat frequency osciflator, 954,960-961,1263 
cross-modulation, 1264 
diversity reception, 1263-1264 
frequency coverage and calibration, 

1260-1261 

mobile F-M, limiters for, 1149-1150 
muting (q, a.v.c.) for, 1125 
noise hmiting in, 1130, 1131 

selectivity, 1262 
sensitivity and noise, methods of 

measuring, 1262 
signal strength meter (S meter), 1263 
stability, frequency, 1262 
variable bandwidth crystal filters for, 

1051-1061, 1262 
volume control and a.v.c, 1262-1263 
Receivers, F-M 

aerial and r-f design, 1287-1289, 1294 

a.v.c, use in, 1097, 1099, 1112, 1288, 

1291-1296 
composite F-M /A-M i-f trans- 
formers, 1024-1025, 1294-1295 
converter circuit, 1290 
de-emphasis curve, 75 microseconds, 638 
de-emphasis time constant, 1092, 1093, 1293 
design of (Chapter 36), 1287-1296 
comparison with A-M, 1287 
detectors in, 1088-1105, 1295 
F-M/ A-M receivers, design of, 1294-1296 
aerial input circuit, 1294 
general considerations, 1295-1296 
i-f amplifier, 1294-1295 
r-f section, 1294 
F-M detection and A-M rejection, 

1088-1105, 1292-1293 
i-f amplifiers m, 1022, 1024-1025, 1290-1292, 
1294-1295 

tracing regeneration in, 1290-1291 
i-f transformers in, 1024-1025, 1037-1041 
limiters, amplitude, 1147-1150 
applications of, 1023, 1040, 1088, 1090, 
1095, 1098, 1099 
mutmg in, 1128-1130 
oscillator design, 947.961^ 1289-1290 

phase discriminator in, 1088-1095 
references, 1295 
r-f amplifiers in, 915-946, 1287-1289 

superregenerative detectors in, 1087 
tests and measurements — see below. 
tuning indicators for, 1135-1136 
Receivers, F-M, tests and measure- 
ments, 1314-1320 
a.v.c. characteristic, 1307, 1318 

definitions, 1314-1315 
distortion, harmonic, 1306, 1318 

maximum-deviation distortion, 1318 
downward modulation, 1320 
frequency drift, 1310^ 1319 

h""^*. 1309-1310, 1319 

low frequency instability, 1319-1320 
maximum undistorted output, 1306, 1318 
mis tuning, ' 1320 

noise audibility, 1310-1311, 1319 

operating conditions, 1300-1301, 1316 

input measurements, 1315 
output measurements, 1300, 1316 

radiation from local oscillator, 1311, 1320 
receiver adjustments, 1316-1317 
references, 1327 
spurious radiation, open field method 

of measurement of, 1320 
spurious responses, 1310, 1319 

standard de-emphasis characteristic, ' 1315 
standard input values (powers, volt- 

- . . 1314 
standard mean-signal input, 1314 
standard pre-emphasis characteristic, 1315 
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Receivers* F-M, tests and measurements 
(continued) 

Standard test frequencies, 1314 
standard test modulation, 1314 
standard test output, 1298, 1315 

standard v-h-f dummy antennae, 1315, 1316 
standard 300-ohm antenna, 1315 
testing apparatus, 1315-1316 
standard signal generator, F-M, 1315-1316 
standard signal generator for ampli- 
tude-suppression testing, 1316 
two-signal tests, 1316 
tests, , 1317-1320 

amplitude-modulation suppression, 1318 
frequency response, 1305, 1318 

interference, co-chaiuiel, 1317-1318 
beat-note component, 1317 
cross-talk component, 1317 
interference, masking, 1318 
selectivity, 1318 
sensitivity, 1317 
deviation sensitivity, 1317 
maximum-deviation sensitivity, 1317 
maximum sensitivity, 1317 
quieting-signal sensitivity, 1317 
tuning characteristic test, 1319 
undistorted output, maximum, 1298, 1315 
Receivers, radio, pickups for connection 

to, 751, 752 

Receivers, reflex (Chapter 28), 1140-1146 
advantages and disadvantages of, 1140-1141 
a.v.c. design, 1142 
bass boosting in, 1141, 1146 

bubbling in, 1141, 1142 

comparison between plate and screen 

reflexing, 1146 
description of reflex amplifiers, 1140 
design of plate reflex superhet. re- 
ceivers, 1143-1145 
design of screen reflex superhet- re- 
ceivers, 1145-1146 
design of t.r.f. reflex receivers, 1146 
distortion in, 1140, 1141, 1145, 1146 

four valve receivers, design of, 1258-1259 
hum neutralization, inherent, 1145 
minimum volume effect, 1141, 1142 

modulation, reduction in percentage, 1143 
negative feedback in, 1141, 1143, 1145 
neutralization in reflex stage, 1145 
operating conditions of reflex stage, 1143 
overloading characteristics, 1141, 1142, 1146 
play-through, 1140-1143, 1145-1146, 1240 
circuit for reducing, 1240 
references, 1146 
regeneration in, 1143 
sensitivity, receiver, 1144, 1146 

signal to noise ratio, 1 146 

some characteristics of reflex re- 
ceivers, 1142-1143 
Receivers, telephone (headphones), 832-833 
Reciprocal, definition, 1402 
Reciprocity theorem, 165 
Recording characteristics, 727-732, 766, 770 
Records, reproduction from (Chapter 

17), 701-774 
acoustical radiation (needle talk), 714, 718, 
719, 760, 762 

American recording standards, 702 
amplitude, critical, 704, 708 

amplitude, peak, 702-703, 709 

automatic record changers, 705-706, 727 
bibliography of disc recording, 702 
buzz. 715, 722, 759 

complete amplifiers for reproduaion of 

sound from records, 744-751 
compliance at stylus tip, lateral, 712, 717-722 
compliance at stylus tip, vertical, 712, 718-722 
constant amplitude recording, 703-704, 727 
constant velocity recording, 703-704, 727 
discs, characteristics of, 706-709 
discs, materials for, 706, 766, 769 

distortion and undesirable effects, 757-762 
due to stylus wear, 761 
non-linear, in pickups, 718, 719, 723, 762 
non-linear, in recordings, 756, 762, 766, 

769 



Records, reproduction from (continued) 

playback distortion, 708, 757-760 

tracing distortion, 708, 757-760 

effect of recording characteristics 

on tracing distortion, 759-760 
harmonic, 757-758 
intermodulation, 758-759 
other distortion effects, 760 
ratio of intermodulation to har- 
monic, 758-759 
dust on vinyl records, 706, 713 

equalizers for record reproduction, 732-744 
applying negative feedback to pickup, 743 
equalizer, position of, 732, 743 

equalizers and equalizing amplifiers, 

738-743 

for crystal pickups, 741-743 
for electromagnetic pickups, 738-741 
equalizers, high frequency (de- 
emphasis), 736-737, 739-740, 744-751, 

770 

equalizers, low frequency, 732-736 
equalizing, corrective, 728 
equalizing, definition, 727, 728 

equalizing to give standard playback 

curve, 731-732 
high-frequency attenuation (scratch 

filter), 214, 737-738, 746-751 

input transformers, 743-744 
rumble filter, 744-749 
fine groove (microgroove) recording, 

701, 706-709 

flutter, 761 
flutter, tests for, 1312 
frequency characteristic of ideal con- 
stant velocity pickup, 724 
frequency range, desirable top limit to, 704 
frequency range, filters to limit high, 

214, 636, 655-658, 737-738, 746-751, 763 
frequency range of recording, 704 
frequency test records, 702-703, 716, 

752-757 

banded tone, 752, 753-756 

gliding tone, 752, 753 

optical method of testing, 752-753 
special test records, 756-757 
glossary of disc recording terms, 702 
groove diameter for reasonable fidelity, 

minimum, 759 
hinge frequency, 759 
hum in record reproduction, 705, 706, 719, 

722, 763 

introduction to disc recording, 701-706 
lacquer disc home recording (direct 

playback), 701, 766-768 

amplifier, 767-768 
cutter head, 767 
cutting stylus, 767 
distortion, 766 
embossed groove recording, 768 
equalization of cutter, 767 
hot stylus recording technique, 767 
materials for discs, 766 
motor and turntable, 767 
pickups for lacquer discs, 768 
recording characteristics, 766 
signal to noise ratio, 766, 770 

standards for disc home recording, 766 
lateral recording, 701-774 
lateral recording, principles of, 702-706 
McProud test of pickup and arm, 715 
magnetic recording, 701 
mechanical groove recording, 701 
methods used in sound recording, 701-702 
needle scratch, 704-705, 763-765 

needle talk (chatter), 714, 718, 719, 760, 762 
needles, fibre, 710 
needles, semi-permanent, 709 
needles, steel, 709, 711 

needles, thorn, 710 
needles, trailing, 711, 726 

tee also Styli. 
noise reduction, 763-765 
analysis of noise, 763 
high frequency pre-emphasis and de- 
emphasis, effect of, 763 
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Records, reproduction from (continued) 

Olson noise suppressor, 763 
Price balanced clipper noise suppressor, 765 
Scott dynamic noise suppressor, 764 
volume expansion, effect on noise, 763 
pickup arm resonance, 712, 714, 716, 719, 

720, 722 

pickup, armature of, 702 
pickup a mature resonance, 712, 714, 716, 
719, 720, 722 

pickup distortion, 718, 719, 723, 762 

pickup dynamic mass, 718, 719, 721, 722 
pickup, electromagnetic, effect of shunt 

capacitance, 738-739 
pickup, hum level, 719, 722 

pickup needle armature type, 717 
pickup output expressed in db, 810 
pickups, 714-723 
pickups, a mature resonance, effect on 

hannonics, 716 
pickups, capacitance, 722 
pickups, damping of arm resonance in, 716 
pickups, damping of armature resonance 

in, 716 
pickups, dynamic (moving coil), 715, 719-720 
Fairchild transcription, 720 
Lexington moving coil, 720 
pickups, eddy current, 723 
pickups, electro- magnetic (moving 

iron), 715, 717-719 

Audak polyphase, 719 
Connoisseur, 718 
Decca ffrr type D, 717-718 
E.M.I, and Marconiphone Model 

12A, 719 
G.E. variable reluctance, 719 
Goldring Headmaster, 718 
Pickering home phonograph cart- 
ridge, 718 
Pickering transcription Model 161L, 718 
R.C.A. light-weight, 719 
W.R.N, standard transcription, 718 
pickups for connection to radio re- 
ceivers, 751-752 
pickups for fine groove, 715, 717-723 

pickups for 78 r.p.m. 715, 717-723 

pickups, frequency of annature reson- 
ance affected by record material, 716 
pickups, magnetostriction, 721 
pickups, piezo-eiectric (crystal, 715, 716, 
717, 720-721 

ceramic (barium titanate) 720-721 
other materials, 720 
response curves of typical crystal 

pickup, 742 
Rochelle salt, 720-721 
use of, in record players, 752 
pickups, ribbon, 716, 722 

Brierley pickup, 722 
pickups, strain gauge, 721-722 
pickups, testing of, 715, 716-717, 762 

pickups, types of, 715 
pinch effect, 711, 712, 720, 757, 760 

playback loss, 760 
pre- amplifiers for use with pickups, 

732, 733-736, 737-741, 744-749 
pre -emphasis, high frequency, difficul- 
ties with large degree of, 729 
pressure, effective vertical, 702, 708, 709, 
712, 718-722, 768-769 
processing of records, 705 
radius compensation, 711, 770 

radius of curvature, minimum, 704 
record players, 751-752 
references, 771-774 
recorded level, 702-703 
recorded level, maximum instantaneous 
programme peak, 702-703, 708, 709 

recorded level, normal maximum, 703 

recording characteristics, 727-732, 766, 770 
constant amplitude, 727 
constant velocity, 727 
cross-over frequency, 728 
high-frequency pre-emphasis, 727, 
728-729 



Records, reproduction from (continued) 

ideal theoretical, 727 
measurement of recorded velocities, 729 
playback curve, A.E.S. standard, 731-732 
practical recording characteristics, 730-731 
pre-emphasis in terms of time con- 
stant, 728 
nimble, 705, 706, 744, 1312 

scratch filters, 214, 636, 655-658, 737-738, 
746-751, 763 

shellac pressings, 701, 704-708 

side-thrust on grooves, 723, 726-727 

signal to noise ratio, maximum, 704-705, 

766, 770 

single point contact, 710 
skating, groove, 710, 713 

sound on film, 701 
specification for motor and turntable 

unit, 705 
speed of rotation for recording, 701 
speed of rotation, tolerance in, 701 
stroboscope, use of, 702 
styli, 702, 704, 706, 708, 70^-714 

styli, colour codes for, 711 
styli, diamond, 710, 711, 714, 717, 718, 

719, 720 

styli, osmium, 711, 714 

styli, oval, 710 
styli, permanent, 710-714 
styli, sapphire, 710-714, 717, 718, 719, 720, 

722 

styli, tungsten carbide, 710, 711, 717, 722 

see also Needles, 
stylus force, vertical, 702, 708, 709, 712, 
718-722, 768, 769 
stylus force, vertical, minimum for 

tracking, 712, 715, 719, 720 

stylus, N.A.B. secondary standard, 711 
stylus tip, jewel, polish of, 712 
stylus tip, shape of, 710 
stylus wear, mfethod for giving positive 

indication of, 714 
surface noise and dynamic range, 

704-705, 763-765 
testing distortion in sound recording, 

proposed standards, 762 
tes ting phonograp h combinations , 1311-1312 
testing pickups for harmonic distortion, 762 
testing pickups for intermcdulation dis- 
tortion, 762 
tracking, 723-727 
distortion due to imperfect tracking, 

723-726 

general survey, 723-725 
minimum distortion, how to design 

for, 725-726 
other effects of imperfect tracking, 723-725 
pickup, offset arm, 725-726 
pickup, optimum offset angle, 726 
pickup, optimum underhang, 725-726 
pickup, straight arm, 725-726 
stylus friction, influence of, 726-727 
tracking capability of pickup, checking, 762 
tracking efficiency of pickup and arm, 

test for, 715 
tracking error, 712, 723-727 

transcription records, reproduction 

from, 701, 731, 769-771 

distortion, 769 
equalization, high frequency de-em- 
phasis (N.A.B.), 770 
materials for records, 769 
N.A.B. and B.B.C. characteristics, 769 
radius compensation, 711, 770 

recording characteristics, 730, 770 

signal to noise ratio, 770 
sound track, 770 
translation loss, 759, 770 

wear, record, 769 
translation loss, 759, 770 

turntable, effect of wobbling or eccen- 
tric, 761 
turntables and driving mechanism, 705 
types of discs, 701, 766, 769 

ultrasonic frequencies, 704 
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Records, reproduction from (continued) 

velocity, critical, 704, 708 

velocity of stylus tip, transverse, 702-703 
vertical recording, 701 
warping, effect of record, 760-761 
wavelength vs. frequency, 708 
wear, records, 706, 712-713, 723, 769 

wear, stylus, sapphire, 713-714 
wow, 626, 705, 760, 1312 

Recovery time of peak limiters, 682-683 
Rectangle, 273 
Rectification (Chapter 30), 1161-1191 
biphase half-wave, 7, 1161 

conduction period, 1164 
copper oxide rectifiers, 1169 
curves, constant current, 1165, 1167-1169 
curves, constant voltage, 1165-1169 
curves, published, use of, 1165-1169 
definition, 1402 
effects in power amplifiers, 551-552, 553-554, 

561, 565, 566, 568-569 
equivalent circuit, 1164 
filtering — see under Filtering and hum. 
full-wave, 7, 1161-1169, 1173-1185 

half-wave, 6, 1161, 1163, 1172, 1175, 

1176, 1178 
impedance per plate, total effective plate 

supply, 1165-1167, 1180 

parallel operation of rectifiers, 1165 
power supply regulation, 1164, 1182 

principles of, 1161-1164 
references, 1191 
ripple, 1161, 1173 

ripple current through filter con- 
densers, 1181-1182 
ripple factor (percentage), 1176, 1177 

selenium rectifiers, 1169 
series resistors to limit current, 1165, 1173 
shunt diode bias supplies, 1188-1191 
symmetry, lack of, 

test, power diodes, 74, 99-100 

test, signal diodes, 74, 100 

transformer heating, 236-237, 1185-1186 
valve ratings, maximum, 1163-1164 
valve rectifiers, high vacuum, 1161-1191 
valve rectifiers, mercury vapour, 1161, 1164, 

1 165 

valves and types of service, 1164-1165 
voltage and current waveforms, 1161-1162 
voltage doubler, 1174, 1175, 1178, 

1186-1187 

voltage multiplying rectifiers, 1186-1188 
voltage quadrupler, 1187-1188 
voltage tripler, 1187 
with choke-input filter, 1162-1164, 
1167-1169, 1182-1185 

design curves, 1184 
diode current, peak, 1183 
inductance, critical value of, 1182-1185 
swinging choke, 249-250, 1182 

transient current, initial, 1185 
with condenser-input filter, 1161-1163, 
1165-1167, 1169, 1170-1182 
analysis and design curves, 1170-1181 
aproximations when capacitance is 

large, 1178, 1180 

diode * currents, determination of 

peak and average, 1174-1176 
peak inverse voltage, curves, 1177 
procedure when complete data not 

available, 1177-1179 
symbols, 11'70 
transformer secondary r.m.s. ^^^^^77 1173 

transient plate current, peak hot- 
switching, 1163, 1180-1181 
Rectified and filtered a.c. supply, 129 

see also under Rectification. 
Reaified sine wave, 

Reaifier, equivalent circuit for, 1164 

Reaifier in a.c./d.c. receivers, 1267 

Reed armature loudspeakers, 83l-»J^ 

Reference acoustical intensity, 826 

Reference acoustical pressure, 826, 828 



Reference acoustical velocity, 826 
Reference frequency in tone control, 636 
References to periodicals, abbreviations 

and form of, 1367-1369 
Reflected load impedance in transformers, 

200-203 

Reflection coefficient of transmission lines, 891 
Reflection effects in filters, 178 
Reflections in rooms, effects of, 833, 841, 

864-865 

Reflex deteaor, 326, 1085-1086 

Reflex horn loudspeakers, 856-857, 867 

Reflex receivers — see under Receivers, 
reflex. 

Regeneration in converters, controlled, 988-989 
Regeneration in i-f amplifiers due to 
coupling between diode detector 
and signal grid, 1081 
Regeneration in reflex receivers, 1143 
Regenerative coupling in a-f amplifiers, 535 
Regenerative detector, 1086-1087 
Regenerative effects in receivers, tests for, 1303 
Regulation of power supply, effect on 

power amplifiers, 547-548, 551, 562, 
568-569, 572, 582, 584 
Regulation of transformers, 205-206 
Regulation, power supply, 1164, 1182 

Regulators, current and voltage (Chapter 

33), 1213-1222 
barretters, 1215-1214, 1266 

current regulators, 1213-1214, 1266 

references, 1222 
voltage regulators, 1214-1222 
gaseous tube types, 1214-1215 
valve types, 1215-1222 
screen used to correct for input 

voltage changes, 1219-1220 
simplest series form, 1218-1219 
valves suitable for use, 1218 
with controllable output voltage, 

1220- 1221 
with extremely good regulation, 

1221- 1222 

wet electrolytic condenser, use as, 193 
Reluctance, 229 
Reluctance, units of, 1332 
Remanence, 230 
Remanent flux density, 230 
Replacement of valve, when to effect, 121 
Reproduction, high fidelity, 630-632 
Residual flux density, 230 
Residual volume effect — see under Play- 
through. 

Resistance, 130-133 
Resistance-capacitance coupled pentodes, 

496-517 

Resistance-capacitance coupled triodeS, 

482-495 

Resistance-capacitance filters, 172-176 
Resistance, equivalent noise, of valves, 

785-784, 937-938, 967-968, 972-973, 978, 
984, 1230 

Resistance, equivalent series loss, of aerial, 902 
Resistance, grid input, 49-53 
Resistance, interelectrode, tests for, 73, 94 
Resistance-loaded amplifiers, 24-27, 58-59. 

482-517 

Resistance, loudspeaker suspension, mech- 
anical, 836 
Resistance of a conductor at any tem- 
perature, 1376 
Resistance of any valve electrode, de- 
finition, 14 
Resistance of grid circuit, maximum — 
see under Grid circuit resistance. 
Resistance of space, intrinsic, 897 
Resistance, output, effect on loudspeakers, 

833, 840-841, 844-845, 848-849 
Resistance, series, of electrolytic con- 
denser, 192 
Resistance, units of, 1332 
Resistances in parallel, 132-133 
Resistances in parallel, graphical method, 132 
Resistances in series, 131-132 
Resistances, interelectrode variational, 73 
Resistive component of impedance of 

aerial, 902 
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Resistivity of earth, 896 
Resistivity, units of, 1332 
Resistor, heating of, 134 
Resistors, characteristics ot, 186-191, 1344-1347 
ambient temperatures, 1&7, 1345-1346 

capacitance of, 189 
carbon, 186, 1344-1346 

composition, 186 
standard composition, 1344-1346 
cracked carbon (high stability), 186, 190, 
1345-1346 

colour codes for, 1335-1336 
de-rating characteristic (dissipation), 

187, 1345. 1346 
de-rating characteristic (voltage), 

187, 1345, 1346 
dissipation, 186-187 
eflect of frequency on resistance, 189 
effect of humidity on resistance, 

188-189, 1345, 1346 
effect of soldering, 188, 1345, 1346 

effect of temperature on resistance, 

188, 1345-1347 
effect of voltage on resistance, 188, 1345 
inductance of. 189 
negative temperature coeflEicient, 158, 190, 

1267 

noise of, 189-190, 783, 1345 

potentiometers, 191, 1356 

preferred values, table of, 1337-1339 
references, 198, 1358-1360 

stability, 186 
standard resistors, 1344-1360 
temperature coefficient, 190, 1346 

temperature rise, 187. 1394 

thermistors, 158, 190, 1267 

tolerances in resistance, 186, 1344-1347 
variable composition, 191, 1356 

voltage coefficient, 1345, 1346 

voltage ratings, 187, 1345 

wire-wound, 186, 1346-1347 

non-inductive, 186 
standard, 1346-1347 
Resonance/frequency table, a-f, 1386 
Resonance, parallel, 150-153, 410-411, 

424-425 

determined by maximum impedance, 151-152 
determined by unity power factor, 150 
Resonance, r-f solenoid design chart, 1386, 13R7 
Resonance, series, 145^ 409, 412, 424 

Resonance with LC hum filters, avoiding, 1193 
Resonances in unused coilsj checking, 1252 
Resonances, room, -841, 864-865 

Resonant circuits, iron-cored inductors 

in, 251 
Resonant circuits to provide bass boost- 
ing, 644-645, 666-667, 736 
Resonant frequency, 408, 409 
Resonant frequency, loudspeaker bass, 

836, 837-841, 844-845, 848-849 
Resonant frequency, natural, 407, 408, 424, 948 
Resonant frequency of Colpitis oscillator, 952 
Resonant frequency of Hartley oscillator, 951 
Resonant frequency of negative transcon- 

ductance oscillator, 954 
Resonant frequency of tuned-grid os- 
cillator, 950, 951 
Resonant frequency of tuned-plate os- 
cillator, 949, 951 
Resonant frequency, parallel, 410 
Resonant frequencies, primary, of aerial 

and r-f coils, measurements of, 1325 
Resonant impedance of parallel tuned 

circuit, 411 
Reverberation time, 863-864 
Reversible self-rectifying vibrators, 1203-1204 
Revolution (angular measure), 1330 
Ribbon microphone, pressure, 775, 779 

Ribbon microphone, velocity, 775, 779 

Ripple, 1161, 1173 

Ripple current ratings of electrolytic 

condensers, 193-194, 1358 

Ripple current through filter condensers, 

1181-1182 

Ripple factor (percentage), 1176,1177 
Ripple frequency, definition, 1402 
Ripple in rectified and filtered a.c. supply, 129 



Rocking tuning control, 990 
Roll-off, definition, 1402 
Roll-off frequencies in a-f amplifiers, high, 63 1 
Room noise, 620-621, 625 

Room resonances, 841, 864-865 

Rooms, acoustics of, 864-865 
Root mean square, 134, 1298 

Roots, 255, 261 

Routh-Hurwitz criterion of stability, 356 
Rumble filters, 744-749 
Rumble in phonograph combinations, 

tests for, 1312 
Rumble in record reproduction, 705, 706, 744, 

1312 



S-meter, 1263 
Sabin, definition, 863 
Safety margin in feedback amplifiers, 

359, 367, 368, 372 
Saw-tooth waves, 130, 301 

Scalar, definition, 1402 
Scales, musical, 873-874 
Schmitt phase inverter, 526, 670 

Scientific notation in arithmetic, 255 
Scott dynamic noise suppressor, 764 
Scratch filters for record reproduction, 

214, 636, 655-658, 737-738, 746-751, 763 
Scratch, needle, 704-705, 763-765 

Screen and bias stabilized amplifier, 593-594 
Screen and cathode by-passing of r.c.c. 
pentode, incomplete, attenuation and 
phase shift characteristics, 498-500 
Screen by-pass r.c.c. pentode, 496-499 
Screen bv-pass, r-f, series resonant, 

944, 1289, 1291 
Screen by-passing, attenuation slope and 

phase angle, 360-361 
Screen by-passing of r.c.c. pentode, in- 
complete, attenuation characteristics, 

496-497 

Screen by-passing of r.c.c. pentode, in- 
complete, phase shift/ frequency char- 
acteristics, 489-499 
Screen characteristics of pentode, 16-17 
Screen circuit decoupling, 537 
Screen, concentric, effect on inductance 

of coils, 438-441, 444, 473 

Screen-coupled cathode follower, 326, 532 
Screen-coupled direct-coupled amplifier, 532 
Ser&en current, average, push-pull Class 

A, ABi, pentodes, 584 

Screen current. Class A pentode, 562 
Screen current test, 103, 109, 113 

Screen dissipation. Class A pentode, 562 
Screen grid of tetrode or pentode, 7 
Screen loadlines, 513-514 
Screen regeneration in converters, 988-989 
Screen reflex superhet. receivers, design 

of, 1145-1146 
Screen series resistor, r.c.c. pentode, de- 
termination of, 505-506 
Screen source regulation, effect on power 

amplifiers, 562 
Screen stopper, type 807, 563 
Screen stoppers, general, 91, 1283 

Screen supply from voltage divider, r.c.c. 

pentode, 506 
Screen supply, r.c.c. pentode, 496 
Screen to control grid amplification factor, 35 
Screen transconductance, 34 
Screen voltage, low, operation at, 84 
Screen voltage supply, valve ratings for, 79 
Screening, electrostatic, in power trans- 
formers, 233, 786, 1198, 1279 
Screening, electrostatic, to reduce hum, 784 
Screens around coils, design of, 466, 473 
Screw threads, 1388-1391 
American screw tnreads, 1388 
B.A. screw threads, 1389 
self-tapping screws, drill sizes for, 1391 
unified screw threads, 1390 
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Screw threads (continued) 

Whitworth screw threads, 1389 

wood screws, 1391 

Scroggie's method for a.v.c. characteris- 
tics, 1114, 1232 
Secant of an angle, 272 
Second, measure of time, 1332 
Secondary emission, 2, 7, 8, 21, 39, 69, 71 
Sectionalized windings in transformers, 221-223 
Sector of circle, . 273-274 
Selectivity, 412-417, 425-^26, 917-918, 920 
adjacent channel, F-M, 1040 
curves, universal, 421-422 
curves, universal, applications of, 1027, 
1031, 1035, 1055 
expanding, 455-456, 1048-1050, 1260, 1262 
graphical methods, 416-417 
single tuned circuit, 416-417 
two identical coupled tuned circuits, 417 
of aerial stages, 917-918, 920 
of A-M receivers, adequate, 1040-1041 
of coupled circuits of equal Q, 415—416, 426 
of coupled circuits of unequal 416, 426 
of coupled circuits — tuned primary, 

tuned secondary, 414-415, 426 

of coupled circuits — tuned secondary, 

413-^14, 425 

of identical tuned circuits in cascade, 421 
of i-f amplifiers, 1026-1028, 1031-1033, 
1035-1037 
of single tuned circuit (series and 

paraliel), 412-413, 425 

of superregenerative receiver, measur- 
ing, 1087 
of variable bandwidth crystal filters, 

1055-1056 

tests in receivers, 1303-1305, 1318 

variable, i-f, 455-456, 1048-1050, 1260, 1262 
Selenium rectifiers, 1169 
Self-bias operation — see under Cathode 
bias. 

Self-rectifying vibrators, 1203, 1204 

Semi-infinite straight line, definition, 362 
Sensitivity, deviation, tests for, 1317 
Sensitivity, maximum-deviation, tests for, 1317 
Sensitivity of power amplifiers, definition, 545 
Sensitivity, power. Class A triode, 559 
Sensitivity, quieting-signal, test for, 1317 
Sensitivity jests on A-M receivers, 1302-1303 
Sensitivity tests on F-M receivers, 1317 
Series arm of network, definition, 159 
Series combinations of L, C and i?, 144-147 
Series, condensers in, 135 
Series connection of batteries (cells), 129 
Series, definition, 1402 
Series expansion : general case, 63 
Series expansion : valve with resistance 

load, 61-62 
Series, Fourier, 299-302 
Series impedance of tuned circuit, 409 
Series in algebra, 266-267 
Series, inductances in, 141 
Series, infinite, 268-269 
Series, Maclaurin's, 299 
Series- parallel combinations of L, C and 

R, 149-153 
Series, reactance and resistance in, im- 
pedance of — tables and charts, 1382-1385 
Series, resistances in, 131-132 
Series resistors, electrode voltages sup- 
plied through, 70 
Series resistors to limit rectifier current, 

1165, 1173 

Series resonance, 145, 409, 412, 424 

Series, Taylor's, 298 
Series to parallel impedance, conversion 

from, 157-158 
Service tester practice, 121-125 
Service testers 

a.c. versus d.c. test voltages, 124 
characteristics which should be tested, 122 
methods of testing in, 123-125 
types of commercial, 122-123 
Service testing of valves, 121-125 
Sheet metal gauges, 1393 
SheUac pressings, 701, 704-708 



Shielding a-f transformers to reduce hum, 

207, 210-211, 781, 784, 1198 

Shielding of leadsj magnetic, in pre-ampli- 

fiers, 786 
Short-circuit, definition, 1402 
Short-circuit feedback admittance, 50-55 
tests for, 117 
Short-circuit feedback admittance, 

methods of increasing in i-f amplifiers, 1064 
Shon -circuit forward admittance, 50-55 
tests for, 117 
Short-circuit interlectrode admittances, 69 
Short-circuit input admittance, 5'>-55 
tests for, 113-117 
Short-circuit input capacitance, change of, 

with transconductance, 55 
Short-circuit input conductance, typical 

values of, 55 
Short-circuit output admittance, 50-55 
tests for, 117 
Short-circuits, interelectrode, tests for, 

73, 91-93, 123 

Short-wave coils, design of, 463-468 
charts, 466-473 
Short-wave communication, long dis- 
tance, 404, 901 
forecasting frequencies for, 404, 901 
Shorter's method of testing for loud- 
speaker transients, 870-871 
Shot effect noise, 783, 787, 936-938, 1230 
Shunt arm of network, definition, 159 
Shunt capacitance coupling in i-f trans- 
formers, 1023-1024 
Shunt, definition, 1402 
Shunt diode bias supplies, 1188-1191 
Sibilatit speech sounds, distortion of, 

with volume compression, 683 
Sideband cutting in receiver, equalization 

of, 654 
Sideband, definition, 1402 
Side-chain amplifier in volume expansion, 686 
Side frequency, definition, 1402 
Side-thrust on grooves of record, 723, 726-727 
Siemens, 1332 
Signal circuits, padded, 1013-1017 
Signal generator, standard, 1298-1299, 

1315-1316 

Signal strength meter, 1263 
Signal to noise ratio in microphone pre- 
amplifiers, 788, 793 
maximum possible, 788 
standard. In pre-amplifiers for broad- 
casting, 793 
with crystal microphones, 788 
Signal to noise ratio in record reproduc- 
tion, maximum, 704-705, 766, 770 
Signal voltage, definition, 1402 
Silicon crystal detectors, 1137 
Silvered mica dielectric condensers, 196 
Simple harmonic motion, 278-279, 702 
Sine of an angle, 272, 275 
Sine wave alternating current, 129, 130, 278 
Sine wave, average (r.m.s.) by definite 

integrals, 298 
Sine wave, derivative and integral of, 130 
Sine wave, distorted, 130 
Sine wave, fundamental, 130, 299-300 

Sine wave, harmonic frequency, 130, 300 
Sine wave, rectified, 130, 302 

Single channel sound system vs. dual 

channel, 627 
Single time constant circuit, 359 
Sinking diode circuit, 1108, 1117, 1257, 1295 
Sinusoidal, definition, 1402 
Skating, groove, 710, 713 

Sky (space) wave, 404, 896, 897 

Slide rule, 257-258 
Slide rule, special calculations on, 258, 822-823 
Sliding screen, effect on gain, 28-29 
Slope, negative, 25, 289 

Slope of bass boosting frequency charac- 
teristics, maximum, 642 
Slope of curve, 280, 289-291 

Slope of dynamic characteristic, r,c,c. 

pentode, 506, 507-508 
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Slope of mutual charaaeristic, 17 
Slope, rate of change of, 289-291 
Small compared with, definition, 1 402 

Sockets, oaal, use of pin No. 1, 81 
Sockets, valve, connections to, 80, 81 

Soft valve, definition, 1402 
Soldering, effect on composition resistors, 

188, 1345, 1346 
Soldering valves into wiring, 81 
Solenoids, multilayer, design of, 443-444 
Solenoids, multilayer, inductance of, 441-444 
Solenoids, single layer, calculation of 

self-capacitance, 45 1-452 

Solenoids, single layer, design of, 443-445 
Solenoids, single layer, inductance of, 429-^1 
Solids, surfaces and volumes of, 275 
Sound chamber in horn loudspeakers, 854-855 
Sound, critical frequency bands, 621-622 
Sound equipment, loudspeakers, standards 

for, 874-876 
Sound level and noise, measurement of, 827-880 
acoustical noise measurement, 827 
electrical noise measurement, 827 
noise in amplifiers, measurement of, 829-830 
broadcast systems, 829 
sound equipment, 829 
noise level, definition, 829 
noise level, weighted, standard, 829 
objective noise meter, 828 
radio noise, measurement of, 829-830 
radio noise meter, 829-830 
references, 830 
sound level meter, American standard* 828 
sound levels, typical— ublc, 828-829 
weighting network for measurements, 

827-828 

Sound level and peak acoustical power, 

difTerence between, 623 
Sound level — see also under Volume level. 
Sound levels, nomogram for adding two 

component, 821-822 
Sound levels, preferred listening, 623 
Sound or film, 701 
Sound pressure with conversational 

speeoi, 775 
Sound reinforcing systems, 866-867 
Sound, reproduced, imagery for describ- 
ing, 604-605 
Soimd system, complete, 810, 812-813 

Sound system rating, 812-813 
Sound system, single channel vs. dual 

channel or stereophonic, 627 
Sound systems, constant line voltage, 874, 883 
Sound, velocity and wavelength of, 872 
Sound waves, 403 
Source impedance, effea of zero or nega- 
tive, on loudspeakers, 841 
Source impedance for prc-amplifiers, 

standard, 793 
Source impedance, loudspeaker measure- 
ment, 812, 874 
Space charge, 3, 71 
Space chaige coupling in converters, 

963, 975-977, 980 
Space charge, effect on input capacitance, 51 
Space charge tetrodes as power ampli6ers, 569 
Space current, 70 

see also Cathode current. 
Space current, definition, 1402 
Space, intrinsic resistance of, 897 
Space (sky) wave, 404, 896, 897 

Spark plates in car radio, 1277 
Specification for power transformers, 241 
Specifications for a-f transformers, 228 
Specifications for motor and turntable 

unit, 705 
Speech and noise, references, 634 
Speech articulation, 628-629, 630 

Speech clippers, _ 693-694 
Speech, compression of, 684 
Speech, conversational, sound pressure 

with, 775 
Speech, declamatory, 629 
Speech, masking by noise, 629 
Speech peak dynamic range, 628 
Speech power, 628 



Speech reproduction, 628-630 
Speech reproduction, distortion in, 629 
Speech reproduction, frequency ranges 

for, 630 
Sphere, 275 
Spider cone sus[>ension, 835 
Spirals, flat, inductance of, 445-446 
Split-reed synchronous vibrators, 1204 
Spurious frequencies 
formed by intermodulation distortion, 62 
from converters, 62, 987, 995, 1247 

in A-M receivers, 1116, 1278-1279 

tests for, 1310 
spurious response ratio, 1310 
image response, tests for, 1310 
image ratio, tests for, 1310 
in F-M receivers, 1112, 1294, 1295, 1310, 

1319 

Spurious radiation in F-M receivers, open 

field method of measurement of, 1320 
Spurious-response ratio, 1310 
Spurious responses — see under Spurious 
frequencies. 

Sputter in rectifier valves, 100 
Sputtering, 3 
Square wave testing for loudspeaker 

transients, 870 
Square wave testing of a-f amplifiers, 1324 
Square waves, 130, 301, 870, 1324 

Squeals (squeaks) in A-M receivers, 1246, 1312 
Squegging, 958, 992, 1001, 1244, 1246 

Squelch systems, 1125-1130 
Stability faaor (Becker), 388 
Stability in a-f amplifiers, tests for, 1324 
Stability in feedback amplifiers, 356-378 

see also under Feedback. 
Stability in i-f amplifiers, 1065-1067 
Stability in r-f amplifiers, 9^t-^44 
Stability in voluge amplifiers* 535-538 
Stability margin in feedback amplifiers, 

359, 367, 368, 372 
Stability of composition resistors, 186 
Stability of electrical characteristics of 

valves, 69, 70 

Stabilization, frequency, 957-958, 992-996 
Stabilized amplifier, bias and screen, 593-594 
Stacking factor in power transformers, 235 
Stage gain, test for, 74, 108 

Stagger tuning of i-f transformers, 1026 
Staggering attenuation characteristics of 

feedback amplifiers, 364-365, 367, 382-385 
Stand-by operation of valves, 84 
Standard a.c waveform, 130 
Standard distribution lines, loudspeaker 

power rating, 874 
Standard test signals, loudspeaker, 874-875 
Standards, American recording, 702 
Standards for loudspeakers, 874-876 
Standards for microphones, 781-782 
Standards for pre-amplifiers, 793 
Standards for vibrator power transformers, 1207 
Standards for vibrators for auto-radio, 1205 
Standing-wave ratio of transmission lines, 891 
Standing waves in enclosed cabinets, 843 
Statampere, 1332, 1333 

Statcoulomb, measure of charge, 1332, 1333 
Statfarad, 1332, 1333 

Suthenry, 1332, 1333 

Static characteristics, 71, 72 

Statmho, 1332, 1333 

Statohm, 1332, 1333 

Statvolt, 1332, 1333 

Step circuit in feedback amplifiers, pliase 

angle, 361 
Step in attenuation charaacristic, 368, 371 
Stephan's formulae for inductance of 

coils, 442, 443-444 

Steradian, definition, 1402 
Stereophonic reproduction, 627, 865-866 
Stiffness of cone suspension, 836 
Stop band of filter, 180 
Stopper resistors, 91, 326, 560, 562, 563, 958, 
959, 1000, 1283 
Storage battery operation, valve ratings 

for, 78, 79 
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Straight line, equation to, 280 
Strain, definition, 1403 
Stress, definition, 1403 
Striking voltage of gaseous voltage regu- 
lator, 1214 
Stroboscope, use of, in recording, 702 
Styli (needles), 702, 704, 706, 708, 709-714 
Styli, colour codes for, 711 

see also under Needles. 
Styli, diamond, 710, 711, 714, 717, 718, 719, 

720 

Styli, osmium, 711, 714 

Styli, oval, 710 
Styli, permanent, 710-714 
Styli, sapphire, 710-714, 717, 718, 719, 720, 

722 

Styli, tungsten carbide, 710, 711, 717, 722 
Stylus force, vertical, 702, 708, 709, 712, 
718-722, 768, 769 
minimum, for tracking, 712, 715, 719, 720 
Stylus friction, influence of, 726-727 
Stylus, N.A.B. secondary standard, 711 
Stylus tip, jewel, polish of, 712 
Stylus tip, shape of, 710 
Stylus wear, method for giving positive 

indication of, 714 
Sub-frequencies in loudspeakers, 871 
Sub-harmonic, definition, 1403 
Sub-harmonics in loudspeakers, 871 
Sub-multiples and multiples, 1405 
Subscript, definition, 1403 
Subscripts for magnitude letter symbols, 

1364-1365 

Subsidiary feedback, 375-378 
Subsidiary voltages and attenuation char- 
acteristics in feedback amplifiers, 
summation of, 372-375 
Subtraction, 260 
Sunlight, spectral energy curves of, 1396 
Superheterodyne tracking, 1002-1019 
Superposition theorem, 165 
Superregenerative detector, 1087 
Superscript, definition, 1403 
Supersonic, definition, 1403 
Supplementary angles, 272 
Supply impedance per plate, plate, 99 
Supply voltage, oscillator frequency varia- 
tion due to changes in, 949, 953, 955 
Suppressor characteristics, 21-22 
Suppressor grid as detector, 22, 1257 

Suppressor grid, connection of, with 

triode operation, 36 
Suppressor grid controlled pentodes in 

volume expanders, 686, 689-690 

Suppressor grid of pentode, 8 
Suppressor, noise — see under Noise. 
Surface noise and dynamic range, 704-705, 

763-765 

Surface wave, 896, 897 

Surgeproof electrolytic condensers, 193 
Surround, annular cone, 835-836 
Susceptance and conductance from re- 
actance and resistance, chart for de- 
termining, 155, 156 
Susceptance, grid input, 49-53 
Susceptance of arms and networks, 153-154 
Susceptance, sign of, 50, 153 
Susceptance, signal grid input, in con- 
verters, 976-978 
Suspension, cone, 835-836 
Swarf in recording, 766 
Swinging choke, 249-250, 1182 
Symbols, standard, and abbreviations, 

1363-1371 

abbreviations, 1366-1367 
titles of periodicals, 1367-1369 
graphical, standard, 1370-1371 
magnitude letter symbols, 1364 
subscripts for, 1364-1365 
with subscripts, 1365-1366 
mathematical signs, 1366 
multipliers, 1363 
references to periodicals, form of, 1369 
references to symbols and abbrevia- 
tions, 1369 
Symmetrical, definition, 1403 



Symmetrical networks, 179 
Synchrodyne receiver, 1226-1227 
Synchronous vibrators, 1203, 1204 

Synthetic bass, 616, 676 

System rating, R.M.A. microphone, 776, 
b09-810, 812-813 



Tables, charts and sundry data (Chapter 

38) 1329-1423 
(for details see Contents}- 
decibel tables, 813-821 
Tangent of an angle, 272, 275 

Tangent to a curve, 280, 291 

Tap, definition, 1403 
Tapping down on oscillator coil for 

stability, 957 
Taylor's series, 298 
Telephone receivers (headphones), 832-833 
Temperature changes, oscillator frequency 

variation due to, 955-956 
Temperature characteristic of valve heater, 

10, 11 

Temperature coefficient of composition 

resistors, 190, 1346 

Temperature coefficient of resistivity of 

copper, 237 

Temperature compensation of tuned cir- 
cuits, 196, 956, 957, 1041 

Temperature, effect of, on capacitance of 

electrolytic condensers, 192, 193 

Temperature, measurement of, 1334 

Temperature rise of composition re- 
sistors, 187, 1394 

Temperature rise ot power transformers, 

236-237 

tests for, 1302 
Temperature rise of wire-wound re- 
sistors, 1394 
Term, definition, 1403 
Terminal, definition, 1403 
Tertiary, coils in i-f transformers, 1048-1049 
Tertiary, definition, 1403 
Test records, frequency, 702-703, 716, 752-757 
Testing apparatus for receivers, 1298-1300, 

1315-1316 

Testing of a-f amplifiers for frequency 

response at different levels, 626, 1323 

Testing of a-f power amplifiers, 548, 1321-1325 

Tests and measurements 

amplifiers, s-f, 548, 626, 1321-1325 

amplitude of frequency test records, 

optical methods, 752-753 
coils, 453, 1325-1326 

coils, self- capacitance of, 453 
distortion in sound recording, proposed 

standards for, 762 
inductance and impedance of iron-cored 

inductors, 250-251 
phonograph combinations, 1309, 1311-1312 
pickups, 715, 716-717, 762 

ratio detectors, 1102-1105 
receivers, A-M, 1297-1314 
receivers, F-M, 1314-1320 
recorded velocities, 729 
references, 1327 
transformers, a-f, 207, 227-228, 626 

transformers, powet, 236-237, 1302 

valves, 68-127 

Tetrodes, 7 
kinkless, output, 8, 569 

space charge, as power amplifiers, 569 

Thermal agitation noise, 4, 189-190, 782, 
788, 935-936 

Thermionic emission, 2, 3, 69 

Thermistors, 158, 190, 1267 

Thevenin's theorem, 164 
Thorn needles, 710 
Threshold howl with regenerative de- 
tectors, 1087 
Throat microphones, 780 
Throat of horn loudspeakers, 854-855 
Throttled air-flow loudspeakers, 832 
Throw-in (and out) frequency (a.f.c.)j 1154 
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Thump in volume limiters and ex- 
panders, 683, 688 
Thyrite, 158 
Time constant, 137, 141, 172, 173, 536 
de-emphasis curve with time constant 

75 microseconds, 638 
of a.v.c. filter circuits, 1105-1106, 1109, 
1115-1117, 1233 
of diode detector circuits, 1080-1081 
of r.c. filters, 172, 173, 638 

recording pre-emphasis. in terms of, 728 
single time constant circuit, 359 
Time delay in loudspeaker installations, 866 
Time- efficiency of vibrator, 1205 
Time, units cf, 1332 
Titles of periodicals, abbreviations of, 1366-1369 
Tolerance, definition, 1403 
Tolerances in components, effect of, on 

stability in feedback amplifiers, 359, 371 
Tolerances in composition resistors, 

186, 1344-1347 

Tolerances in electrolytic condensers, 192 
Tolerances in elements in tone control 

networks, 639 
Tolerances in screen series resistors and 
cathode bias resistors, effect on r.c.c. 
pentodes, 515-516 
Tolerances in valve characteristics, 9, 15, 88 
screen currents, 9 
Tonal balance, 617, 632 

Tone burst for testing loudpeaker tran- 
sients, 870 
Tone compensation and tone control 

(Chapter 15), 635-678 
attenuation expressed as time con- 
stant, 638 
automatic frequency-compensated volume 
control, 672-674, 1234-1239 

method incorporating inverse volume 
expansion with multi-channel am- 
plifier, 673-674 
bass attenuation, 649-652 

see also under Bass attenuation, 
bass boosting, 640-648 

see also under Bass boosting, 
calculations involving decibels per 

. octave, 637-638 
combined bass and treble controls, 

658-669, 739-740, 746-751 
continuously variable controls, gen- 
eral, 662 
dual controls, 664—668 
ganged controls, 664 
single control, 662-664 
fixed bass and treble boosting, 662 
quality switch, 659 
step-type using feedback, 669-670 
stepped controls, general, 658 
universal step-type, not using in- 
ductors, 660-661 
universal step-type using inductors, 

661-662 

combined bass controls, 653 
stepped controls, 653 
combined treble controls, 658 
damping of tuned circuits, 639 
distortion due to tone control, 606, 636-637 
elements of tone control filters, 639 
feedback to provide special attenuation 
characteristics at low or high fre- 
quencies, 671-672 
feedback to provide tone control, 
330, 336, 347, 378-379, 645-647, 651, 655, 
667, 669-672, 741, 748-751, 757-758 
fundamental circmt with R and C for 

constant input voltage, 639 

fieneral considerations, 636 
imitation of frequency range by filters, 

214, 636, 655-658, 737-738, 746-751, 763 
see also Bass attenuation, 
listener and tone control, 677 
multiple channel amplifiers, 67>-674, 676 
position of equalizer and tone control, 636 
purpose of tone compensation, 635-636 
references to tone control and tone 
compensation, 677-678 
see also under Equalizing. 



Tone compensation and tone control 
(continued) 

synthetic bass, 616, 676 

tolerances of elements, 639 
tone control, definition, 636 
tone control in volume expanders, 

position of, 686 
treble boosting, 653—655 

see also under Treble boosting, 
whistle filters, 673-676 
crystal filters, 675 
narrow band rejection filter, 675 
parallel-T network, 675-676 
resonant circuit filters, 673-675 
Tone control — see under Tone compensa- 
tion and tone control. 
Top bend of dynamic characteristic, 508 
Top bend rectification, 508, 1084-1085 

Toroidal coils, inductance of, 445 
Torque of turntable unit, 705 
Tracking capability of pickup, checking, 762 
Tracking error in record reproduction, 

712, 723-727 

Tracking in record reproduction, 723-727, 729 
Tracking, superheterodyne, 1002-1019 
arithmetical-mean tracking, charts for, 1014 
arithmetical-mean tracking, formulae 

for, 1010, 1015-1017 

centre tracking frequency, 1004 
charts for geometrical-mean tracking, 

1005-1009 

circuits used for tracking analysis, 1002 
feedback winding for good tracking, 1004 
formulae and charts for design, 1005-1011 
worked examples, 1011-1013 
general treatment, 1002-1004 
geometrical-mean tracking, charts for, 

1005-1009 
high impedance primaries, effect on 

tracking, 1003 
minimizing tracking error, 1233 
padded signal circuits, 1013-1015 
worked example, 1015-1017 
padder, 1003-1004, 1010-1017 

padder, possible arrangements of, 1003 
permeability circuits, 1002 
references, 1017-1019 
three point tracking, 1002-1019 
tracking curves, typical, 1003 
two point tracking, 1002 
Trans conductance, conversion, defini- 
tions, 14, 109, 964-967 

Transconductance, conversion, tests for, 

74, 10^111, 124 
Transconductance, definition, 14 
Transconductance, grid-plate, 14, 72 

see also Mutual conductance, 
tests for, 74, 103-104, 113, 123, 124 

Transconductance, mixer, test for. 111 
Transconductance, screen, 34 
Transconductances, interelectrode, 73 
Transcription records, reproduction from, 

701, 731, 76^771 
Transducer, definition, 1403 
Transfer characteristics, 17 
Transfer coefficient, 306 
Transfer (linearity) characteristics of a-f 

amplifiers, 587, 610, 611 

Transformer-coupled amplifiers, 27-34 
Transformer plate supply impedance per 

plate, 99 
Transformers, aerial coupling, 912, 916-921 
capacitance coupling, 921 
coefficient of coupling, 918-920 
fixed tuned, 912, 921 

gang capacitor tuned, 912-922 
difficulties with, 913 
inductance tuned, 912 
mutual inductance coupling, 912, 916-920 
high-impedance primary, 918 
top capacitance coupling, 918 
tapped inductance, 912, 920-921 

Transformers and iron-cored inductors 

(Chapter 5), 199-253 
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Transformers, audio-frequency, 206-228 
amplification at mid-frequency, 209 
** building out" into half section filter, 214 

capacitance due to layer winding, chart 224 

capacitance due to random winding, 

chart, 225 
colour code, 1342 
core materials, 206-209, 210, 214 

high permeability alloys, 206-209 
silicon steels, 206-207 
core, weight of steel in, 208 
d.c, polarization, efTect of, 207 
device to give improved high frequency 

characteristics, 214 
distortion due to core, 206, 207, 210, 211, 
212, 213, 214-217, 227 
distortion in cores, method of measur- 
^ jng, 207 
dnver transformer design, 591 
driver inductance, 591 
driver resistance, 591 
looking backwards impedance, 591 
Mcintosh amplifier, 595-596 
driver transformer leakage inductance, 

effects of, 590 
efficiency, 228, 567 

frequency response, 206, 207, 209, 227, 518 
frequency response and distortion, 209, 217 
interstage transformers, Qass A and 

B, 209-210 
low-level transformers, 210-211 
output transformers, 211-217 
hum in, 206, 207, 210-211, 540, 781, 785 
insertion copper loss, 214 
leakage inductance, 207, 209, 210, 212 
leakage inductance chart, 219 
leakage inductance, designing for low, 

217-219 

loss, 228 
microphone, 781 
mixing windings, 221-223 
operating level, 206-207 
orienting to reduce hum, 785 
output, effect on frequency response 

variation with output level, 626, 1323 
output, matching with, 880, 881-882 

output primary resistance, effects of, 566 
output transformer leakage inductance, 

effects of, 566, 572-573 

output transformer, power handling 

capacity, 227, 631 

output transformers for special ampli- 
fiers, 

Mcintosh, 594-595 
Williamson, 346-347 
output transformers, tests for charac- 
teristics, 227-228 
phase shift in, 206, 207, 214, 518 

primary induaance, effect on frequency 

response, 207, 209, 212-214 

primary inductance, output trans- 
formers, 212-214 
random winding, 223-227 
references, 252 
sectionalizing windings, 221-223 
shielding to give hum reduction, 

207, 210-211, 781, 784, 1198 
specifications for, 228 
spiral cores of grahi-oriented silicon 

steel, 208 
winding capacitances, 207, 209, 210, 212 
winding resistances, 214 
see also Amplifiers, a-f transformer 
coupled. 

Transformers, ideal, 199-203 
auto-transformers, 200 
double- wound, 199 
impedance calculations — multiple loads, 

201-203 

impedance calculations — single load, 200-201 
transformed (reflected) load imped- 
ance, 200-203 
Transformers, input, for record pre- 
amplifiers, 743-744 



Transformers, intermediate frequency 

cans for, 1043 
capacitance, values of, for tuning, 

1021, 1024, 1062 
colour code, 1342 
commonly used circuits, 1022-1025 
composite F-M/A-M, 1024-1025 
construction, 1041-1043 
coupling factors, 1023-1024 
coupling factors, calculation of, 414-416, 
419-421, 1023-1024, 1043-1048 
coupling factors, measurement of, 

1025, 1030-1031, 1033-1034, 1102 
coupling, mixed, 1025, 1044-1048 

design of coils, 454-455, 1041 

enclosed in powdered iron pots, 1042 
F-M i-f transformers, 1037-1041 
bandwidth requirements, 1037-1038 
distortion in, 1038-1039, 1068-1069 

example, 1039-1041 
frequency deviation, method for 

measuring, 1039 
introduced amplitude modulation, 

1038-1039 

L/C ratios in, 1024 
mixed coupling, 1025, 1044-1048 

mutual inductance coupling, 1023, 1025-1041, 
1046, 1048-1050 
design methods, 1025-1048 
critically-coupled, 1026-1031 
k measurement, 1025, 1030-1031 
over-coupled, 1031-1034 
* measurement, 1033-1034, 1102 
under-coupled, 1035-1037 
selectivity of, 1026-1028, 1031-1033, 

1035-1037 

shunt capacitance coupling, 1023-1024 
stagger tuning of, 1026 
tapping down in, 1024, 1040 

television receivers, for, 1026 
tertiary coUs, 1048-1049 
triple tuned, 1026 
variable (expanding) selectivity, 455-456, 
1048-1050 

windings, design of, 453-459 
Transformers, parallel-fed, ultimate slope 

of attenuation characteristic, 360 
Transformers, power, 233-241 
area, cooling, 237 
build of winding, 236 
coil data, table, 240 
colour code, 1342-1343 
copper loss, 235, 236 

core losses, 234 
core material, 234-235 
core size, 235 
currents in windings, 236-237, 1177, 1188, 
1185-1186 

efficiency, 233, 235 

electrostatic screening, 233, 786, 1 198, 1279 
flux density, 235 
iron loss, 235 
laminations, 234-235 
leakage inductance, 233 
magnetizing current, 235 
mean length of tum, computing, 241 
primary turns, 235 
references, 252-253 
secondaries, turns for, 235 
specifications for, 241 
stacking factor, 235 
temperature rise, 236-237 
standard tests for, 237, 1302 

typical design, 237-241 
vibrator transformer design, 1205-1207 
wire gauges choice of, 236 
see also under Inductors, iron-cored. 
Transformers, practical, 204-206 
capacitances, 204, 207, 209, 219-227 

core loss, 204 
effects of losses, 205-206 
efficiency, 205 
equivalent circuit, 204, 205 

impedance ratio, effect of losses on, 206 
inductances of windings 204 
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Transformers, practical fcontinued) 

leakage inductances, 204, 207, 209, 210, 
212, 217-219 

maximum efficiency, condition for, 205 
regulation, 205-206 
regulation, effect of copper loss on, 206 
relation between copper and iron losses, 205 
resistances of windings, 204 
see also Magnetic circuit theory. 
Transformers, quarter wave, 892 
Transformers, radio frequency, 922-925 
choke-capacitance coupling, 924 
grounded-grid stages, 925 
high-impedance primary, effect on 

tracking, 1003 
mutual inductance coupled, 922-923 
coefficient of coupling, 923 
high-impedance primary, 923 
low-impedance primary, 922 
top-capacitance coupling, 923 
parallel-tuned circuit, 923-924 
untuned and pre-tuned, 924-925 
Transient current with choke input 

filters, initial, 1185 
Transient, definition, 540 
Transient distortion in a-f amplifiers, 540, 582 
Transient plate current, peak hot-switch- 
ing, 1163, 1180-1181 
Transient response, effect of damping on 

loudspeaker, 833 
Transient response, oscillatory, in feed- 
back amplifiers, 365, 367, 382, 386 
Transient response, testing feedback am- 
plifier for, 366 
Transient waveform distortion in volume 

limiters, 683 
Transients, 137, 141, 483, 540, 582, 683 
Transistors, 1138 
Transit time effects in valves, 47, 50, 51, 69, 
930-932, 968, 971, 975, 980, 983, 985, 986 
Transitional coupling factor, 416, 1031 

Translation loss, 759, 770 

Transmission lines, 890-892 
characteristic impedance of, 890-891 
correct termination for, 890-891 
impedance-transforming action of, 891-892 
input impedance, 892 
matching generator to load, section of 

line for, 892 
quaner-wave transformer, 892 
reflection coefficient, 891 
standing-wave ratio, 891 
standing-waves on, 891 
velocity of propagation along, 891 
wavelength in cables, 891 
Transmission of intelligence, 405—406 
Transmission units, 826 
Trapezoid, 273 
Traps (band elimination filters), de- 
finition, 172 
Treble attenuation, 655-658 
by constant k filter, 657 
by M-derived filter, 657 
by multiple channels, 739-740 
by negative feedback, 657-658, 746-751, 
1235, 1237, 1238 
by parallel-T network, 176, 657, 675-676, 
737, 738, 746-751 
by RC network, 660-661 
by shunt capacitance, 174-176, 655-656, 
660, 661-662 

by step-type control, 660-661 
de-emphasis for record reproduction, 

736-737, 744-751 
distonion with, 636-637 
scratch filter for record reproduction, 

214, 636, 655-658, 737-738, 746-751, 763 
whistle filters, 673-676 
Treble boosting, general, 653-655 
automatic frequency-compensated tone 
control — see under Tone compensa- 
tion. 

by feedback, 379, 655, 667, 669-^70, 672, 
1235-1237 

by inductance in grid circuit, 654 
by multiple channels, 739-740 



Treble boosting (continued) 

by network incorporating inductors, 661-662 
by RC network, 660-66 J, 664 

by resonant circuits, 654, 666-667 

by step-type control, 660-661 
distortion with, 606, 637 

equalization of side-band cutting, 654 
methods not involving resonance or 

feedback. 653-654, 660-661, 664 

conventional (RC) circuit, 653-654 
Treble, definition, 1403 
Triangle, angles of, 272 
Triangles, 272-273 
Trigometrical operator, 286, 287 

Trigometrical relationships, 271-272,275-278 
angles of any magnitude, 276 
approximations in, 271-272, 278 

Trigometrical series, 269 
Trigometrical tables, 1420 
hyperbolic tables, 1421 
Trimmer condensers, 197, 1356 

Triode amplification factor of pentodes, 35-36 
Triode characteristics, specific, tests for, 101-108 
Triode, dissipation of resistance-loaded, 26 
Triode, dynamic characteristics of, 

25-26, 72, 491 

Triode of pentode, 34 

Triode-heptode, 8, 963 

Triode-hexode, 8, 963 

Triode operation, connection of sup- 
pressor grid, 36 
Triode operation of pentodes, 34-36, 547, 

785, 787 

6AU6 pentode with screen as anode, 785, 787 
Triode operation of power pentodes, 547 
Triode operation of power pentodes, 

partial, 570 
Triode-pentode, 8 
Triode plate resistance of pentode, 36 
Triodes, 7 
Triodes, characteristics at low plate 

currents, 65 
Triodes, crystal, 1138 
Triodes, general purpose, 482 
Triodes, high mu, 482 
Triodes, matching of load resistance with, 61 
Triodes, matching to loudspeaker, 881 
Triodes, power amplifier, 7 
Triodes, power, figure of merit for, 61 
Triodes, push-pull, Class A, ABi, 571-582 
Triodes, remote cut-off, in volume ex- 
panders, 689 
Triodes, r.c. coupled, 482^95 
comments on tabulated characteristics, 495 
equivalent circuit, exact, 494 
gain /frequency characteristic, 494-495 
maximum output voltage and distonion, 

491^93 

phase shift /frequency characteristic, 

494-495 

Triodes, single, Class A, 548-560 
optimum operating conditions, 555-558 
Triodes, twin, 8 
Trip mechanisms in record changers, 705-706 
Triple system loudspeakers, 860-861 
integral, 860 
Tropic proofing, commercial, 1282-1283 
Tropic proofing of coils, 476—478 
Tuned circuit, parallel, impedance of, 149-152 
Tuned circuit, parallel resonance de- 
termined by maximum impedance, 151-152 
Tuned circuit, parallel resonance de- 
termined by uruty power factor, 150 
Tuned circuit, series (series resonance), 

145, 409, 412, 424 
Tuned circuits, 407-428, 947-948, 1034-1035 
coupling of, 418-421, 1022-1050 

complex (mixed) coupling, 420-421 
high impedance (top) coupling, 418 
i-f transformers, 1022-1050 
link coupling, 418, 419 

low impedance (bottom) coupling, 

418, 419 

mutual inductive coupling, 418, 419 
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Tuned circuits (continued) 

in cascade, identical, gain and selec- 
tivity of, 421 
in tone control, damping of, 639 
references, 427-428 
single, 407-413, 416-417, 421-428, 947-948, 
1034-1035 

summary of formulae, 423-426 
Tuned grid oscillator, 950-951, 952 

Tuned plate oscillator, 949-950, 951, 952, 994 
Tuning indicators, 1132-1136, 1139 

electron ray type (" Magic Eye ") 1132-1136 
for F-M receivers, 1135-1136 
miscellaneous methods, 1132 
null pint indicator using, 1134-1135 
references, 1139 
shunting of detector diode by, 1074 
wide angle tuning with, 1134 
Tuning methods in radio receivers, 913 
gang capacitor tuned, 912-925 
difficulties with, 913 
inductance (permeability) tuned, 461-462, 
912, 913, 953, 1002, 1289 
push-button, 1151,1260 

Tuning test of receivers, 1312, 1319 

Tuning, permeability, 461-462, 912, 913, 953, 

1002, 1289 
Turnover voltage in germanium detectors, 

1136, 1137 

Turntable and driving mechanism, 705 
Turntable unit, specification for, 705 
Tweeters, 832, 860-861 

Twist drill sizes, 1392 
Typical operating conditions for valves, SO 



u 

Ultimate attenuation, 174, 359-364, 637 

"Ultra-linear" operation of pentodes, 570, 587 
Ultrasonic, definition, 1403 
Ultrasonic frequencies, recording of, 704 
Ultraviolet light, wavelengths of, 404, 1363 
Under-coupled i-f transformers, 1035-1037 
Undistorted output, maximum, 1298, 1306, 

1315, 1318 

Unidirectional current, definition, 1403 
Unidirectional microphones, 780 
Unilateral elements, 159 
Unit impulse for testing loudspeaker 

transients, 870 
Units, 1329-1334 
electrical and magnetic units, 1331-1333 
absolute c.g.s. electrostatic system, 1331, 

1332 

absolute c.g.s. electromagnetic 

system, 1331. 1332 

absolute m.k.s.(Giorgi) system, 1331, 1332 
absolute system, definition, 1331 
practical systems, 1331, 1332 

rationalized systems, 1331, 1332 

relationships between, 1333 
unrationalized systems, 1331, 1332 

photometric units, 1334 
physical units, general, 1329-1330 
temperature, 1334 
Unity, definition, 1403 
Universal coils, gear ratios for, 456-457 
Universal coils, inductance of, 444 
Unrationalized svstems of units, 1331, 1332 
Unstable oscillation, 958-959 
Untuned r~f stages, 924-925 



Vacuum, 69, 70 

Valve, amplification by, 13 
Valve basing and electrode connections, 69 
V'alve characteristic curves, ^ 15-24 

cathode current characteristics of pen- 
tode, 16-17 
cathode leadlines, 29-30 
characteristics by curve tracer methods, 

119-120 

characteristics by pulse methods, 118-119 
characteristics, display of, 120 

WWW, 



Valve characteristic curves (continued) 
composite characteristics for push-pull 

amplifiers, 574-577, 581 

constant current curves, 22-23 
diode curves (detection and a.v.c), 1075, 1076 
dynamic characteristic of r.c. pentode, 

26-27, 72, 503-506 
dynamic characteristic of r.c. triode, 

25-26, 72, 491 

elliptical loadlines, 30-34, 64, 213 

G curves, 23 
grid current characteristics, 18-21 
grid loadlines, 20 
load line, 24, 58 

maximum plate dissipation curve, 550 
mutual characteristics, 17-18 
plate characteristics, pentode, tetrode, 15-17 
plate characteristics, triode, 15-17 
plate characteristics, triode connection, 

type 807, 1217 
rectifier, constant current, 1165, 1167-1169 
rectifier, constant voltage, 1165-1169 
rectifier, published, use of, 1165-1169 
screen characteristics, pentode, tetrode, 16-17 
static characteristics, 71, 72 

suppressor characteristics, 21-22 
transfer characteristics, 17 
with feedback, 390-399 
Valve characteristics (Chapter 2), 8, 13-67 
activation of cathode, 69 
amplification factor, 13, 72 

effective, with feedback, 311, 313, 314, 
315, 316 

graphical determination, 15, 16, 18 

arcing in rectifier valves, 100 
calculation of, other than published, 40-42 
capacitance grid-plate, 7 
capacitances, interelectrode, 73 
cathode current, total available average, 73 
cathode current, total available peak, 73 
cathode current — see also under Space 

current. 

cathode follower, equivalent charac- 
teristics, 318 
change in operating conditions, effect 

of, 42-44 
characteristic parameters, derived, 72 
conductance, definition, 14 
contact potential, general — see under 

Contact potential, 
contact potential (grid-cathode), 18, 20, 39, 

69, 70 

control during manufacture, 85-89 
conversion factors, 36-40, 57, 493j 511, 568 
conversion transconductance, defini- 
tions and basis of, 14, 109, 964-967 
distortion in — see under Distortion, 
drift of characteristics during life, 

23-24, 70, 84, 530, 533 
durchgriff, definition, 14 
dynamic characteristics of pentode, 

26-27, 72, 503-506 
dynamic characteristics of triode, 

25-26, 72, 491 
effect of heater voltage on characteris- 
tics, 24 
emission, thermionic, 2, 3, 69 

equivalent electrode voltage, 71 
figure of merit for r-f amplifier valves, 927 
filament dissipation and temperature 

characteristic, 10, 11 

filament voltage/current characteristic, 10, 1 1 
filaments on a.c. supply, 6 
functional characteristics, basic, 70-73 
fundamental physical properties, 69-70 
gas current, 3, 19, 51 

gas pressure, 73 
grid blocking, 21, 84 

grid circuit resistance, maximum — 
see under Grid circuit resistance, 
maximum. 

grid current characteristics, 18-21 
grid current cross-over point, _ 19, 20 
grid current commencement point, 19, 84 
grid current, maximum negative, typical 
values, 101-102 
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Valve characteristics (continued) 

grid current, negative, 3, 19, 21, 51, 
101-102, 484, 488 
grid current, positive, 18, 21, 51, 484, 489 
grid current, positive, damping due to, 489 
grid emission, 3, 5, 20, 21, 51 

grid input admittance, 49-53 

see also Signal grid input admittance, 
grid input admittance, components of, 51-53 
grid input admittance, effects of, 917, 927-934 
grid input capacitance, 49-53 
grid input capacitance, components of, 51 
grid input conductance, 49-53, 929-932 
grid input circuit damping, 20 
grid input impedance, 49-53, 929 

grid input inductance, 49-53 
grid input loading at radio frequencies, 

928-934 

grid input reactance, 49-53 
grid input resistance, 49-53, 939-940 

grid input susceptance, 49-53 
grid temperature, 5 
grid variational conductance, 20 
heater dissipation and temperature 

characteristic, 10, 11 

heater/filament voltage, with reduced, 3, 73 
heater voltage, 3, 10 

heater voltage /current characteristic, 10, 11 
inductance of leads and electrodes, 

effects of, 46, 50, 51, 53, 930, 931, 932 
initial electron velocity of emission, 18 
input capacitance, change in, 927, 928, 

932-934 

input capacitance, effect of space charge 
on, 51 

input capacitances of pentodes, pub- 
lished values, 56 

instability of electrical characteristics, 70 

insulation between valve electrodes, 

69, 70, 73 

interelectrode admittances, 49-57, 69, 70 
interelectrode capacitances, effect of, 

7, 46, 51, 53, 69 
interelectrode resistances, 69 
ionization current, 19 
leakage current, 19, 20, 51, 69, 70 

life, ultimate electrical, 70 
life, working, 3, 70, 121 

low plate currents, at, 65 
mathematical relationships, concern- 
ing, 57-65 
maximum negative grid current, typical 

values, 101-102, 788 

microphony, 73, 84, 786, 957-959, 1241-1242 
mu factor, definition, 14 
mu factors, interelectrode, 73 
mutual conductance, definition, 14 
mutual conductance, graphical deter- 
mination, 15, 16, 17 
noise, 4, 70, 73, 81, 782, 783, 784, 787, 788, 
935-942, 967-968, 972-973. 984 
perveance, definition, 14, 71 
photo emission, 2 
plate d.c. resistance, 14 
plate conductance, definition, \J4 
plate current, 6 
plate resistance, effective, with feed- 
back, 311, 313, 314, 315, 316 
plate resistance, variational, 13, 14 
plate resistance, variational, definition, 14, 72 
plate to screen amplification factor, 35-36 
poisoning of emission, 2 
primary emission (other than cathode), 

19, 20, 21, 69, 71 
reduced heater/filament voltage, with, 3, 73 
references, 66, 125-127 

resistance of any electrodp, definition, 14 
reverse grid current — see under Negative 

grid current, 
screen to control grid, amplification 

factor, 35 
secondary emission, 2, 7, 8, 21, 39, 69, 71 
series expansion : valve with resistance 

load, 61-62 
short-circuit admittances, 69 
short-circuit feedback admittance, 50-55 



Valve characteristics (continued) 

short-circuit forward admittance, 50-55 
short-circuit input admittance, 50-55 
short-circuit input capacitance, change 

with transconductance, 55 
short-circuit input conductance, typical 

values of, 55 
short-circuit output admittance, 50-55 
signal grid input admittance, con- 
verter, 970, 973, 976-978, 980-981 

negative, 977, 985-986 

signal grid input conductance, con- 
verter, 976-978, 980-981, 982, 987-988 

negative, 976-978, 985-986 

signal grid input susceptance, con- 
verter, 976-978 

negative, 976-978 
space current, 70 
sputter in rectifier valves, 100 
stability of electrical characteristics, 69-70 
stability of mechanical construction, 69-70 
static characteristics, 71, 72 

suppressor characteristics, 21-22 
transadmittance, oscillator, 968 
transconductance, definition, 14 
transconductance, grid-plate, 14, 72 

see also Mutual conductance, 
transconductance, screen, 34 
transconductance, suppressor-screen, 

953-954 

transit time effects, 47, 50, 51, 69, 930-932, 
968, 971, 975, 980, 983, 985, 986 
triode amplification factor of pentodes, 35-36 
triode of pentodes, 34 

triode plate resistance of pentode, 36 
variational resistances, interelectrode, 73 
voltages, with respect to cathode, 5 
Valve coefficients, 13-14, 64-65 

Valve coefficients as partial differentials, 64-65 
Valve constants, 13-14 
Valve electrode supply voltages, 6 
Valve electrode voltages, datum point 

for, 2, 5, 80 

Valve electrode voltages, definition, 6 
Valve electrodes supplied through series 

resistance, 70 
Valve equivalent circuits, 45^7, 53-55, 59, 

63, 512 

Valve factors, 13-14 
Valve gettering, 4j 69, 70 

Valve networks, general case, 64 
Valve numbering systems, 10-12 
Valve pin straightener, 80 
Valve ratings and limiting effect on 

operation, 75-80, 85 

capacitances, interelectrode, 75 
characteristics usually rated, 75-77 
electrode potentials, datum point for, 2, 80 
general electrical ratings, 75 
general mechanical ratings, 75 
grid bias for a.c. or d.c. filament ex- 
citation, 6, 80 
grid voltage limits, 79-80 
heater or filament voltage, 77, 78, 79 
heater to cathode voltage, maximum, 75, 81 
limiting ratings, 75 
maximum average cathode current, 75 
maximum electrode dissipations, 75, 1249 
maximum grid circuit resistance — see 
under Grid circuit resistance, maxi- 
mum. 

maximum peak cathode current, 75 
maximum peak inverse voltage, 75 
maximum ratings, 9, 75, 77-80 

maximum ratings, interpretation of, 77-80 
rating systems, 77-80 
absolute maximum system, 9, 77 

design-centre system, 9, 77-80 

ratings for a.c. or d.c. power line opera- 
tion, 78, 79 
ratings for battery filament types, 79-80 
ratings for dry-cell battery operation, 78, 79 
ratings for indirectly-heated types, 78-80 
ratings for rectifiers, 1163-1164 
ratings for storage battery operation, 78, 79 
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Valve ratings and limiting effect on 
operation (continued) 
screen voltage supply, 79 
specific additzonar electrical ratings 

applied to particular types, 76-77 
tolerances in characteristics, 0, 15, 88 

typical operating conditions, 80 
Valve sockets, connections to, 80, 81 

Valve test specifications 

basic manufacturing test specification, 85 
characteristics, 75-77, 85, S6 

see also under Valve ratings, 
grid current, negative, typical values, 101-102 
life test, 75^ 85 

mechanical and electrical tests, 85 
quality control, €5 
ratings — see under Valve ratings. 
Valve vectors, 47-49 
Valve wiring jig, 80 
Valves for use in pre-amplifiers, 786-788 
Valves, fundamental physical properties 
„ , 69-70 

Valves, glass-based, sockets and connec- 

tions for, 80, 81 

valves, hum due to conditions within, 

81, 84, 540, 1196-1198 
Valves, m magnetic field, hum with, 

785, 786, 788, 1198 
Valves m receiver, position of, 957 
Valves, low noise types, 786-788 
Valves, mounting position for, 4, 80 

Valves, recommended practice and opera- 
tion, 80-84 
Valves, soldering into wiring, 81 
Valves, stand-by operation of, 84 
Valves, testing of (Chapter 3), 68-127 
acceptance testing, 120 
admittance, shon-drcuit feedback, 117 
admittance, short-circuit forward, 117 
admittance, short-circuit input, 113-117 
admittance, shon-circuit output, 117 
amplification, a.c, 74, 105, 124 

amplification factor, 74, 104, 113 

back emission, 74, lOO 

basis of testing practice, 68, 84 

beam tetrode characteristics, specific, 101-108 
blocking, 107-108, 113 

capacitances, interelectrode, tests for, 

73, 95-99 

characteristics by curve tracer methods, 

119-120 

characteristics by display, 120 
charaaeristics by pulse methods, 118-119 
control of characteristics during manu- 
facture, 85-89 
conversion stage gain, 74 
conversion transconductance (mixer), 

74, 109-111, 124 
convener charaaeristics, specific, 108-113 
methods of operation, 108-109 
oscillator driven, 109 
oscillator self-excited, 108-109 
static operation, 109 
dimensions, physical, 91 
diode characteristics, specific, 99-101 
diode plate current, zero signal, 100 
display of valve characteristics, 120 
dissipation of electrodes, 108 
distortion in power amplifier valve, 106-107 
electrode continuity, 73, 91-93, 123 

emission, 73, 94-95, 123 

emission-dependent dynamic test, 73 
filament voltages, lowest used for testing 

battery valves, I313 
fundamental characteristic tests, 73-75 
fundamental physical properties, 69-70 
gas current, 101, 102 

grid current, commencement voltage, 

test for, 73, 102, 109 

grid current, negative (reverse) 

tests for, 73, 101-102, 109, 124 

typical maximum values in new 
valves, 101-102 
grid current, positive, tests for, 73, 102 
grid emission (primary), 101, 102 

grid emission (secondary), 102 



Valves, testing of (continued) 

grid leakage current, hot and cold, 101, 102 
heater or filament current, 93-94 
heater to cathode leakage, 73, 94, 123 
hexaphase shorts and continuity test, 91-93 
interelectrode insulation resistance, 

73, 94. 102 

life test end points, 88-89 
life tests, 75, 85, 87-88 

methods of testing characteristics, 89-120 

general conventions, 90-91 
microphony, 74, 107, 113, 121 

mixers (frequency changers), 109-113 

mixer conversion transconductance, 

74, 109-111, 124 

mixer plate resistance, m 

mixer transconductance, m 
mutual conductance (transconductance 

grid-plate), 74, 103-104, 113, 123. 124 
noise, valve, 74, 107, 113, 124 

open-circuited electrodes, 73, 91-93, 123 
oscillator characteristics, il3 
oscillator grid current, 74, 111-112 

oscillator performance, 111-112 
oscillator transconductance, 74 
pentode characteristics, specific, 101-108 
perveance of diode, 117-118 
perveance of triode, ns 
physical dimensions, 91 
plate conductance, 124 
plate current commencement, 74 
plate resistance, 74, 104-105, 111, 113 

positive voltage electrode currents, 

103, 109, 113 

power output, 74, 105-106, 124 

power output. Class B amplifier 106 
preheating before testing, 91, 101, 125 
rectification (operation) power diodes, 

74, 99-100 

rectification, signal diodes, 100 
reduced heater voltage, dynamic tests 

at. 74^75 
references, 125-127 
service testers, a.c. versus d.c. test 

voltages, 124 
service testers, characteristics which 

should be tested, 122 
service testers, methods of testing in. 123-125 
service testers, types of commercial 122-123 
service testing and service tester prac- 
^tice, 121-125 
short-circuits, interelectrode, 73, 91-93. 123 
special charaaeristics, 113-118 
stage gain, 74. 108 

statistical sampling, 86 
systematic testing, 86-88 
design tests, 87 
life tests, 87-88, 88-89 

production tests, 86-88 
recorded readings, 87 
warehouse tests, 88 
transconductance, grid-plate (n'utual 

conductance), 74, 103-104, 113, 123, 124 
triode, pentode and beam tetrode 
characteristics, specific, 101-108 
Valves, types of 

beam power valves, 8 
combined valves, 8 
component parts of, 4-6 
diodes, 6-7 
heptodes, 3-9 
hexodes, 9 
introduction to, references, 12 
kinkless tetrodes, 8 
low noise, 786-788 
pentagrid conveners, 8, 963 

pentodes, 7-8 
tetrodes, 7 
triode-heptode, 8, 963 

triode- hexode, 8, 963 

triode-pentode, 8 
triodes, 7 
twin triodes, 8 
vacuum, types of, 4, 6-9 

Valves, when to replace, 121 
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Variable composition resistors, character- 
istics of, 191, 1356 
Variable, definition, 1403 
Variable, dependent, 279 
Variable, independent, 279 
Variable-mu pentodes — see under Pen- 
todes, remote cut-off. 
Variable selectivity i-f amplifiers, 1048-1050 
Variables in algebra, 265 
Variables, three, graphical reprcsenution, 281 
Variation (in algebra)> 262 
Variation, oscillator frequency, causes of, 

950, 955-956 

due to supply voluge changes, 949, 953, 955 
Variational, definition, 1403 
Variational grid resistance, minimum. 

Class Bz, 590 
Vector, definition, 1403 
Vector diagram, 138, 143 

Vector quantities, 139, 140, 285-287 

Vectors, addition and subtraction, 282 
Vectors and j notation, 282-284 
Vectors, complex algebra with polar co- 
ordinates, 286-287 
Vectors, complex algebra with rectangular 

coordinates, 285-286 
Vectors, components of, polar, 283 
Vectors, components of, rectangular, 283 
Vectors, conversion from complex to polar, 

283, 287 

Vectors, exponential form, 287 
Vectors, multiplication of, 282 
Vectors, negative, 282 
Vectors, radius, 283 
Vectors, rotating (j notation), 283-284 
Vectors, scalar produa of two, 282 
Vectors, valve, 47-49 
Velocities, recorded, measurement of, 729 
Velocity, angular, 278 
Velocity, critical, in recording, 704, 708 
Velocity of electromagnetic radiation, 

424, 1376, 1396 
Velocity of emission, initial electron, 18 
Velocity of proi^gation along transmission 

lines, 891 
Velocity of propagation of a wave. 403 
Velocity of sound, 872 
Velocity of stylus tip, transverse, 702-703 
Velocity operated microphones, 775 
Velocity recording, constant, 703-704, 727 
Velocity, reference acoustical, 826 
Velocity ribbon microphones, 775, 779 

Velocity trip in record changers, 705-706 
Vented baflSe loudspeaker, 845-850, 1489 
Ventilation of equipment, 81, 1249 

Versine of an angle, 278 
Vertical aerials, 892, 893, 895, 896, 901, 904, 
907, 909-^10 
Vertical and horizontal aerials, com- 

parison between, 895, 896 

Vertical recording, 701 
Very small compared with, definition, 1403 
Vibration of valves, 70, 81 

Vibration of walls, effects of, 864 
Vibrator power supplies (Chapter 32), 

1202-1212 

basic types, 1202-1203 
mterrupter (non-synchronous), 1202-1203 
reversible self rectifying, 1203-1204 
self-rectifying (synchronous), 1203, 1204 
split-reed synchronous, 1204 
choice of vibrator, 1203-1204 
coil energizing, 1204 
separate driver system, 1204 
shunt coil energizing, 1204 
general principles, 1202-1205 
hash ehmination, 1210-1211, 1270-1272, 
1275-1276 

on (and off) contact time, 1205 
operation, 1202 
references, 1212 
standards for vibrators for auto radio, 1205 
standards for vibrator power trans- 
formers, 1207 
time efficiency, 1205 ... 
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Vibrator power supplies (continued) 

timing capacitance, 1207-1209 
calculation of timing capacitance, 

1207- 1208 
effect of flujt density on capacitance, 

1208- 1209 

percentage closure, 1208 
typical vibrator power supply circuit, 1211 
vibrator interference, elimination of, 

1210-1211 
vibrator-powered receivers, design of, 

1270-1272 

vibrator transformer design, 1205-1207 
waveform and time efficiency, 1205 
12, 24 and 32 volt vibrator supplies, 
„. . 1211-1212 
Vmyl discs, characteristics of, 705, 706-709, 

■769-771 

Virtual cathode, 3, 70, 71, 973, 978, 986 
Voice coil, definition, 1403 
Voice coil impedance for radio receivers, 

loudspeaker standard, 874 
Voice coil impedance for sound equip- 
ment, loudspeaker standard, 883 
Volt, 1332, 1333 

Volt-amperes, reactive, 144 
Voltage, absolute, expressed in decibels, 808 
Voltage amplifiers, a-f (Chapter 12), 481-543 

see also under Amplifiers, a-f, voltage. 
Voltage and current, 128-130 
Voltage divider, screen supply of r.c.c. 

pentode from, 506 
Voltage dividers — see under Potential 
dividers. 

Voltage doubler, 1174, 1175, 1178, 1186-1187 
Voltage, effect on resistance of compos i- 

Uon resistor, 188, 1345 

Voltage expressed in decibels (dbv), 776, 808 
Voltage feedback— j« under Feedback. 
Voltage indicators, peak reading, 119 
Voltage multiplying rectifiers, 1186-1188 
Voltage quadrupler, 1187-1188 
Voltage regulator valve to give good 

oscillator frequency stability, 955 
Voltage regulators, 1214-1222 
gaseous tube types, 1214-1215 
valve types, 1215-1222 
as plate supplies for a-f amplifiers, 537 
Voltage tripler, ii87 
Voltmeters, method of determining no 

load voltage, 163-164 
Volume compression and limiting, 

679-681, 681-684 
compression characteristics, 682, 684 

compression of commercial speech, 684 
distonion caused by peak limiters or 

volume limiters, 681, 683 

introduction, 679-681 
noise peak and output limiters, 694-699 
instantaneous noise peak limiters, 694-698 
output limiters, 698-699 
peak limiters, 679, 682-683 

peak limiters, definition, 681 
public address audio a.v.c., 693 
references, 699-700 
speech clippers, 693-694 
volume compression, 679, 683-684 

volume compression plus limiting, 684 
volume compressors, definition, 681 
volume limiters, 683 
vclume limiters, definition, 681 
Volume controls, 794 
characteristics of potentiometers, 191, 1356 
Volume effect, mimmum, in reflex re- 

ceivers, 1141, 1142 

Volume expansion, compression and limit- 
ing (Chapter 16), 679-700 
compression, 679-681, 681-684 

see also under Volume compression, 
distortion in, 681, 683 

effect on noise, 679, 763 

gain control devices, 684-686 
lamps, 685 
negative feedback, 685 
pentagrids and triode hexodes, 685 
pentodes, remote cut-off, 684 
plate resistance control, 685 
^Ql^suppressor-grid control, 686 



1474 



INDEX 



Volume expansion, compression and 
limiting (continued) 
general principles, 679-681 
ideal system, 680 
limitations of, 679-680 
references, 699-700 
volume expanders, 686-692 
desirable characteristics, 686 
electronic methods, two groups of, 686 
incorporating feedback, 688 
incorporating lamps, 687-688 
lamp-controlled feedback, 688 
incorporating plate resistance control, 

692-693 

incorporating remote cut-off pen- 
todes, 688-689 

incorporating remote cut-off triodes, 689 

incorporating suppress or- grid con- 
trolled pentodes, 689-690 

incorporating valves with five grids, 

691-692 

tone control, relative position of, 686 
volume expansion, 679 
effect on background noise, 679 
practical problems, 680-681 
Volume indicators, 823-824 

see also under Volume units. 
Volume level and peak acoustical power, 

difference between, 623 
Volume levels, preferred listening, 623 
Volume range and hearing, 620-621 

see also Dynamic range. 
Volume range broadcast or recorded, 624 
Volume range in musical reproduction, 623-624 
Volume range of sound reproducer, maxi- 
mum, 679 
Volume units, 776, 824 

reference volume, 824 
see also under Volume indicators, 
vu, 823, 824 

Volume, units of, 1329 
vu, 823, 824 

w 



Warping, effect of record, 760-761 

Watt, measure of power, 1332, 1333 

Watt-second, 133 

Wattless power, 144 

Wave analyser, 1299 

Wave antenna, 908 

Wave motion, 403-404 
Wave propagation, electromagnetic, 404, 901 

Wave, sky (space), 404, 896, 897 

Wave, surface, 896, 897 

Wave tilt, 908 

Waveform, cosine, . 278 

Waveform of vibrator, 1205 

Waveform, pulse, 130, 302 

Waveform, rectified sine, 130, 302 

Waveform, saw-tooth, 130, 301 

Waveform, sine, 129, 130, 278 

Waveform,^ ine, distorted, 130 
Waveform, square, 130, 301, 870, 1324 

Waveform, standard a.c, 130 

Wavelength, 403 
Wavelength-frequency conversion table, 1362 

Wavelength in cables.. 891 



Wavelength vs. frequency for record 

modulation, - 708 

Wavelength vs. frequency on recordS) 708 

Wavelengths of electromagnetic radia- 
tion, 404, 424, 1363 

Waves, cosmic radiation, wavelengths of 

404, 1363 

Waves, electromagnetic, introduction to, 

403-404 

Waves, gamma rays, wavelengths of, 404, 1363 
Waves, Hertzian, wavelengths of, 404 
Waves, light, wavelengths of, 404, 1363 

Waves, longitudinal, 403 
Waves, sound, 403 
Waves, transverse, 403, 404 

Waves, water, 403 
Waves, X rays, wavelengths of, 404, 1363 
Wear, record, 706, 712-713, 723, 769 

Wear, stylus, method for giving positive 

indication of, 714 
Wear, stylus, sapphire, 713-714 
Weber, 1332, 1333 

Weber per square metre, 1332, 1333 

Weights of common materials, 1375 
Wheeler networks, 368, 377 

Wheeler's formula for inductance of short 

coils, 443 
Wheeler's formula for inductance of 

solenoid, 432 
Whistle filters, 673-676 
Whistle, heterodyne, 1303 
Whistle interference, 954 
Whistle interference in A-M receivers, 

tests for, 1304^1305 
Whistles, tests for, 1304, 1305 

White noise, 619 
Whitworth screw threads, 1389 
Wide angle tuning with electron ray 

tuning indicator, 1134 
Williamson amplifier, new, 745-751 
A515 version, _ 346-347 

output transformer specifications, nevy, 748 
output transformer specifications, ori- 
ginal, 346-347 
Windings of a-f transformers, mixing, 221-223 
Windings of a-f transformers, random, 223-227 
Windings of i-f transformers, direction of, 458 
Wire tables, 1408-1417 
bare copper, 1408-1411 
insulated copper, 1410-1413, 1416, 1417 
resistance wire, 1414-1415 
Wirewound resistors, characteristics of, 

186, 1346-1347 

Wiring, chassis, colour code, 1343-1344 
Wiring jig, valve, 80 
Wood screws, 1391 
Work function, definition, 1403 
Work, units of, 1332 
Wow, 626, 705, 760, 1312 



X 

X rays, wavelengths of, 

z 

Zero signal, definition, 
Zero temperature, absolute, 



404, 1363 



1403 
1334 
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SUPPLEMENT 



In many cases brief summaries or comments are given, particularly with the 
later references. 

This Supplement completely supersedes the smaller Supplements included in 
earlier impressions. 

CHAPTER 1 
INTRODUCTION TO THE RADIO VALVE 

ADDITIONAL REFERENCES 

HA. Metson, G, H., S. Wagener, M. F. Holmes and M. R. Child " The life of oxide cathodes in modern 

receiving valves " Proc. I.E.E. 99. Part III 58 (March 1952) 69. 
UB. Nergaard, L. S. " Studies of the oxide cathode " R.C.A. Rev. 13.4 (Dec. 1952) 464. 
1 IC. Hallows, R, W., and H, K, Milward " Introduction to valves " (Iliffe and Sons Ltd., London 1953). 



CHAPTER 2 
VALVE CHARACTERISTICS 

ADDITIONAL REFERENCES 

B23. Williams, L, E. " Space-charge reactance tube " Elect. 25.6 (June 1952) 166. 

B24. Nergaard, L. S. '* Studies of the oxide cathode " R.C.A. Rev. 13.4 (Dec. 1952) 464. 

B25. Levy, I. E. *' The effect of impurity migrations on thermionic emission from oxide cathodes," 
Proc. I.R.E. 41.3 (March 1953) 365. 

B26. Tillman, J. R., J, Butterworth, and R. E. Warren " The independence of mutual conductance on 
frequency of aged oxide-cathode valves and its influence on their transient response " Proc. LE.L. 
100.5 Fart IV (Oct. 1953) p. 8. This variation has been ascribed to an impedance at the interface 
layer between the oxide coating and the nickel sleeve ; this article shows that the previous repre- 
sentation of the impedance as a single parallel combination of R and C is inadequate. A compre- 
hensive bibliography is given. 

B27. Bounds, A. M., and P. N. Hambleton " The nickel- base indirectly heated oxide cathode " 
E.E. 72.6 (June 1953) 536. 

B28. Herrimann, G., and S. Wagener (book) " The oxide coated cathode " 2 vols., Chapman and Hall 
(1951). 

B29. Wright, D. A. *' A Survey of present knowledge of thermionic emitters" Proc. I.E.E. 100. 
Part III 65 (May 1953) 125. A valuable and comprehensive survey of the whole subject, with con- 
siderable detail on oxide cathodes and extensive bibliography. 

B30. Tillman, J, R,, J. Butterworth and R. E. Warren '* The independence of mutual conductance 
on frequency of aged oxide-cathode valves and its influence on their transient response " I.E.E. 
Monograph, Dec. 1952, Digest, Proc. I.E.E. 100. Part III 65 (May 1953) 175. 

B31. Pullen, K. A. " Using conductance curves in electronic circuit design " Proc. National Electronics 
Conference Vol. 6 (1950) 112. 

B32, Pullen, K. A. " G curves " Tele-Tech 1953/4 " UHF oscillator design notes " 12.2 (Feb. 1953) 
80 ; *' Conductance curves speed triode r-c amplifier design " 12.5 (May 1953) 80 ; " Conduct- 
ance curves speed pentode f-c amplifier design " 12.7 (July 1953) 44 ,* " G curves and impedance 
amplifiers " 12.9 (Sept; 1953) 71 ; " G curves and degenerative amplifiers," 13.4 (April 1954) 86. 

(H) Grid current characteristics 

H3. Watkinson, E. " Control grid currents in radio receiving valves " Proc. I.R.E. Australia 15.6 
(June 1954) 139. An introduction to the subject, with grid load lines and input resistance. 



CHAPTER 3 

THE TESTING OF OXIDE-COATED CATHODE HIGH-VACUUM 
RECEIVING VALVES 

ADDITIONAL REFERENCES 

94. Kuder, M. L. "Electron tube curve generator" Elect. 25.3 (March 1952) 118. 

95. Smith, G. '* Two bridges for measuring valve parameters " Electronic Eng. 24.289 (March 1952) 
127. 

96. Foster, B. C. "A simple valve comparator " Electronic Eng. 24.291 (May 1952) 220, (Simple 
form of display comparator). 

97. Brewer, R. " Radio valve life testing " Proc. I.E.E. 98, Part III 54 (July 1951) 269. 

98. Heins, A. J. " Dynamic measurements on receiving valves " J. Britt. I.R.E. 12.1 (Jan 1952) 63 

99. Metson, G. H., S. Wagener, M.' F. Holmes and M. R. Child " The life of oxide cathodes iri 
modern receiving valves " Proc. I.E.E. 99, Pan III 58 (March 1952) 69. Discussion 100 
Part III 68 (Nov. 1953) 371. 

100. Terman, F. E., and J. M. Pettit (book) " Electronic Measurements " McGraw-Hill Book Com- 
pany, 2nd ed. 1952, pp. 289-310. 

101. Flanagan, J. L. '* Vacuum tube testers " Elect. 25.6 (June 1952) 139. 

102. Rowe, E. G. " Technique of trustworthy valves " Proc. I.R.E, 40.10 (Oct. 1952) 1166. 

103. Acheson, M. A., and E. M. McElwee " Concerning the reliability of electron tubes " Proc IRE 
40.10 (Oct. 1952) 1204. ■ • . . 
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104. Knight, C. R. and K, C. Harding " General considerations in regard to specifications for reliable 
tubes" Proc. I.R.E. 40.10 (Oct. 1952) 1207. 

105. Koch, D. G. *' Increasing tube reliability in industrial circuits " Product Engineering. McGraw- 
Hill Publishing Co., 23.6 (June 1952) 175. Reprinted in Radiotronics 18,1 (Jan. 1953) 14, 

106. Levy, I. E. " Shielding and mounting eifects on tube bulb temperatures " Tele-Tech. 12.2 (Feb, 
1953) 72. 

107. Eaglesfield, C. C. " Vibration test for valves — use of repeated impacts " W,E. 30.3 (March 1953) 
57. 

108. " Special quality valves — announcement by B.V.A." Electronic Eng. 25. 304 (June 1953) 238. 

109. Jones, W. R, " Tube applications for increased reliability " Trans. I.R.E. Professional Group on 
Quality Control, PGOC-l (Aug. 1952). Reprinted Proc. I.R.E. (Australia) 14.12 (Dec. 1953) 
299. Demonstrates effect of cathode bias and screen resistors on spread of valve characteristics. 

110. Wyman, J. H. " Design factors that extend electron tube life " Tele-Tech 12.11 (Nov. 1953) 80. 
Effect of cathode temperature on life, voluge variations on cathode temperature, bulb temperature 
on cathode temperature, hi^h altitude and vibration on tube life. 

111. ** A pulse emission test for held testing of hot-cathode gas tubes *' R.C.A. Application Note A.N.- 
157 reprinted Radiotronics 18.8 (Aug. 1953) 127. 

112. Paul, F. A. " Commercial, ruggedized and premium tubes " Elect. 20.10 (Oct. 1953) 212. Gives 
curves of variation of gm with time, type 6AK5, 5654, 5654 aged 500 hours. 

1 13. Prager, H. J. " Performance evaluation of special red tubes " R.C,A. Rev. 14.3 (Sept. 1953) 413. 
Gives performance data and curves for types 5691, 5692 and 5693. 

114. Niehaus, E, H. " Curve-tracer test set for vacuum tubes " Tele-Tech 13,2 (Feb. 1954) 90. General 
Electric developmeni, plots smooth curves, 1 % accuracy, directly on paper. Chopper provided 
for use when dissipations would be exceeded. 

115. Knight, L. *' Valve reliability in digital calculating machines " Electronic Eng. 26.311 (Jan. 1954) 
9. Measures to reduce number of valve failures ; also applicable to other electronic equipment. 

1 16. " Special Quality valves " Joup. Brii. I.R.E. 15.5 (May 1953) 274. Based on stotement by British 
Valve Manufacturers' Association. 

117. Paul, F. A. " A comparison of the 6AK5 and 5654 tubes " Trans. I.R.E.-PGCP-l (March 1954) 
18. Type 5654 is Premium version of type 6AK5. Comparison on basis of vibration and shock, 

118. Handley, P. A., and P. Welch " Valve noise produced by electrode movement " Proc. I.R.E. 42.3 
(March 1954) 565, Valve rattle ; resonances i contribution of various electrodes ; calculation 
of resonant frequencies of electrodes ; methods of measuring noise ; valve design. 

119. Kurshaw, J,, R. D. Lohman and G. B. Herzog "Cathode ray tube plots transistor curves" Elect. 
26.2 (Feb. 1953) 122. R.C.A. development. 

120. Wood, R., and W. H, Hunter '* A method of analyzing the microphonic output of a tube and a 
description of the CK6247 " Proc. National Electronics Conf. 9 (1953) 111. 

121. Wohl, R. J., S. Winkler, L. N. Heynick and M. Schnee "Audio frequency impulse noise and 
microphonism " Proc, Nat. Electronics Conf, 9 (1953) 119. 

122. Levy, I. E. '* The influence of a vacuum tube component temperatures on characteristics and life " 
Proc. Nat. Electronics Conf. 9 (1953) 621. 



CHAPTER 4 
THEORY OF NETWORKS 



ADDITIONAL REFERENCES 

(A) Reterencea to practical resittors 

A34. Howes, J, W. *' The characteristics and applications of thermally sensitive resistors or thermistors " 
Proc. I R E. Aust. 13.5 (May 1952) 123. Reprinted Jour. Brit. I.R.E. 13.4 (April 1953) 228. 

A35. Hooper, C; K. ''Stability characteristics of standard composition resistors" Tele-Tech 11.9 
(Sept. 1952) 88. 

A36. Paul, F. A. " Resistor temperature coefficients" Tele-Tech 12.1 (Jan. 1953) 52. 

A37. Keim, L. B. '* The deposited carbon resistor, an essential component of good audio design prac- 
tice'* Jour. A.E.S. l.f (Jan. 1953) 42. 

A38. Gibson, W. T. *' Thermistor production " Elect. Comm. 30.4 (Dec. 1953) 263 ; Post Office 
Electrical Engineers' Journal Part 1.46 (April 1953) 34. 

A39. " High temperature carbon film resistors " Elect. 26.1 XJan. 1953) 148. High stability, deposited 
carbon film on ceramic. 

A40. Langford- Smith, F. " The use of cracked carbon resistors in amplifiers " Radiotronics 19.7 

(July 1954) 84. • . . 

A41. Bell, D. A., and K. Y. Chbng " Current noise in composition resistors " W.E. 31.6 (June 1954) 142. 

A valuable investigation into several features of current nOise. 
A42. Forman, A. J. " Thermistors : components for electronic control and measurement " Tele-Tech 

13.4 (April 1954) 72, 
A43. " Metal film resistors " W.W. 60.7 (July 1954) 318. 



(B) References to practical condensers 

B18. Maxwell, J. W. *' New low-temperature capacitors — electrolytic types for operation to — 55" C" 
Tele-Toch 11.6 (June 1952) 53. 

B19. Davidson, R. " R.F. characteristics of capacitors '* W.W. 58.8 (Aug. 1952) 301, 

B20. Van Buskirk, M. " Electrolytic capacitors, why and when " Jour. A.E.S. 1.1 (Jan. 1953) 46. 

B21. Burnham, J., " Bfeakdown and leakage resistance— investigation of metallized paper capacitors " 
Trans. I.R.E. PGCP-1 (Mar. 1954) 3. 

B22. Podolsky, and J. K. Sprague " Some characteristics and limitations of capacitor and resistor com- 
ponents " Trans. I.R.E. PGCP-1 (March 1954) 33. 

B23. Altenpohl, D. " Improvements in the field of electrolytic capacitors '* Convention Record, I.R.E. 
Nat. Conv. 1954, Part 3, p, 35. 

B24. Geiser, D. T. '* An investigation of the lowest resonant frequency in commercially available bypass 
capacitors " Convention Record, I.R.E. Nat. Conv. 1954, Part 3, p. 43. 
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ADDITIONAL REFERENCES TO NETWORKS (continued from page 171) 
9. Bacon, W.j and D. P. Salmon ; '* Resistance-capacitance networks with over-unity gain " W.E. 
30.1 (Jan. 1953) 20. 

10. Langford-Smith, F., "Calculations of impedance with reactance and resistance in series " Radio- 
tronics " 18.6 (June 1953) 80. Method applied to sUde rule. 

11. Brown, D. A. H. "The equivalent Q of RC networks" Electronic Eng. 25.305 (July 1953) 294, 
Effective Q of RC networks used as frequency determining element in phase shift oscillator. Cor- 
respondence 25.307 (Sept. 1953) 394-395 ; 25.310 (Dec. 1953) 534 ; 26.314 (Apr. 1954) 177. 

12. Oakes, F. "Simplified calculations — working out resonant circuit constants on the slide rule" 
W.W. 59.9 (Sept. 1953) 439. 

13. Tyler, V. J. " Pocket reactance and resonance calculator " W.W, 59.12 (Dec. 1953) 560. 

14. Oakes, F. "Resistances in parallel; calculating effective values on the slide rule" W.W. 60.2 
(Feb, 1954) 95. 

15. Storch, L. "Rapid parallel-Z calculations" Tele-Tech 12.8 (Aug. 1953) 91. Uses concentric 
circle graphical method. 

ADDITIONAL REFERENCES TO FILTERS (continued from page 185) 

1. BoUe, A. P. "Theory of twin-T RC-networks and their application to oscillators" Jour, Brit. 
I.R.E. 13.12 (Dec. 1953) 571. A very thorough and comprehensive analysis, both of the general 
properties, and the application to oscillators. 

2. Linvill, J. G. " RC active filters" Proc. I.R.E. 42.3 (Mar. 1954) 555. Active transistor low-, 
high-, and band-pass filters. 

3. Mole, J. H. " Filter design data for communication engineers " (Spon, London, 1952). 

4. Crowhurst, N. H. " More about filters " Radio Electronics 24.4 (April 1953) 64 ; 24.5 (May 1953) 
62, 

CHAPTER 5 

TRANSFORMERS AND IRON-CORED INDUCTORS 

ADDITIONAL REFERENCES 
(A) General 

A12. "The magnetic properties of the nickel-iron alloys" Mond Nickel Co. Ltd. London, 2nd ed. 
(June 1950). 

A13. MacFadyen, K. A. (book) " Small Transformers and Inductors " (Chapman and Hall, London, 
1953). Covers most forms of iron-cored transformers, but treatment is on impedance basis, 
using concept of complex permeability. 

(C) Audio-frequency transformers 

C35. Crowhurst, N, H. " Measuring up an audio transformer" Audio Eng. 36.11 (Nov. 1952) 24. 
C36. Ayres, W. R. " Power and voltage amplifiers " Audio Engineering Society Lecture No. 2 (17 
January 1952V 

C37. Morris, A. L. * Tape wound magnetic cores" Electronic Eng. 24.295 (Sept. 1952) 416. 

C38. Crowhurst, N. H. " How good is an audio transformer ? " Audio Eng. 36.3 (March 1952) 20. 

C39. Crowhurst, N. H. " Making the best of an audio transformer" Audio Eng. 37.1 (Jan. 1953) 40, 

C40. Crowhurst, N. H. "Audio transformer design" Audio Eng. 37.2 (Feb. 1953) 26. 

C41. Crowhurst, N. H. "Audio Handbook No. 3 : The use of a.f, transformers" Norman Price (Pub- 
lishers) Ltd., London, 1953, 

C42. Halabi, T. " Audio transformer design charts " Elect. 20-10 (Oct. 1953) 193. Charts showing 
primary inductance insertion loss, inductance with 4% silicon steel, leakage inductance, insertion 
loss due to leakage reactance, phase shift, and effect of primary inductance on reflected impedance. 

C43. Howard, L. W. " Review of new materials and techniques in high fidelity transformer design" 
Jour. A.E.S. 1.3 (July 1953) 265. 

C44. Ayres, W. R. " Output transformer design considerations " Audio Eng. 37.4 (April 1953) 14. 
Very brief survey. 

C45. Lehnert, W. E. " Consideration of some factors concerning the use of audio transformers" Jour. 
A.E.S. I.l (Jan. 1953) 105. Prediction of performance with source and load impedances other 
than rated ; magnetic distortion; noise reduction ; matching of several impedances simultane- 
ously. 

(D) Power transformers 

D27. Medina, L. '* Prevention of ionization in small power transformers " Proc. I.R.E. Australia 
15.5 (May 1954) 114, Application to transformers with voltages in excess of 2000 voks, 

(E) Iron-cored inductors 

E20. Crowhurst, N. H. " The design of high Q iron cored inductors " Electronic Eng. 25.309 (Nov, 
1953) 478. Design for max. Q with zero d.c. 

CHAPTER 7 
NEGATIVE FEEDBACK 

SECTION 7: OVERLOADING OF FEEDBACK AMPLIFIERS 

ON TRANSIENTS 

Negative-feedback amplifiers often distort a signal, such as a pulse, which changes 
rapidly with time, although the amplitude of the signal is less than that required to 
overload the amplifier when the rate of change of the signal is small. This is because 
the feedback voltage changes more slowly than the input voltage, with the result that 
the voltage applied to the grid of one of the valves becomes large enough to drive it 
into grid current or beyond cut-off. 
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The case of a cathode follower with a capacitive load has been covered in Sect. 2(i)(Y) 
page 327. 

The design of single-stage, two- and three-stage resistance-coupled amplifiers is 
covered in Ref. J3, with curves, of which the following is a summary. In single stage 
amplifiers the magnitude of signal required to overload the valve decreases as the 
rise-time of the signal is reduced. In two-stage amplifierSj the voltage applied to 
the first valve increases as the rise-time of the signal is reduced, but only if the gain 
of the amplifier is very small is it possible for the first valve to be overloaded by a 
signal which does not also overload the second valve. The second valve is, therefore, 
normally the first to overload. If the time-constant of the first stage is sufficiently 
large compared with that of the second stage, the input signal required to overload 
the second valve does not decrease as the rise-time of the signal is reduced. In three- 
stage amplifiers, the voltage applied to the third stage is never greater for a quick 
change than for a slow change. Therefore, if the first two stages are designed not 
to overload, the signal required to overload the amplifier is as large when it changes 
quickly as when it changes slowly. 

See also Ref. J 10. 



ADDITIONAL REFERENCES TO NEGATIVE FEEDBACK 

Jl. Shimminsj A. J. "Cathode follower operation — transient and steady-state performance with a 
capacitive load" W.E. 29.345 (June 1952) 1'55 ; letter H. H. Adelaar 30.2 (Feb. 1953) 49. 

J2. MacDiarnnid, I. F. (letter) " Cathode-coupled amplifier " W.E. 29.345 (June 1952) 169. 

J3, Flood, J. E. " Negative feedback amplifiers^, overloading under, pulse conditions " W.E. 29.347 
(Aug. 1952) 203. 

J4. Thomas, A. B. (letter) " Non-linearity in fccabacic amplifiers " Proc. I.R.E. 37.5 (May 1949) 531. 
J5. Shimmins, A. J. " Cathode follower performance " ^.E. 27.327 (Dec. 1950) 289. 
J6. Mills, B. Y. " Transient response of cathode followers in video circuits " Proc. I.R.E. 37.6 (June 
1949) 631. 

J7. Flood, J. E. " Cathode follower input impedance — effect of capacitive load " W.E. 28.335 (Aug. 
1951) 231. 

J8. Cooper, V. J. " New amplifier techniques " J. Brit. I.R.E. 12.7 (July 1952) 371. (" Negative feed- 
back amplifiers of desired amplitude frequency characteristics " (p. 384) deals with maximal and 
optimal flatness, based on Flood's maximal flatness.) 

J9. Baer,/R. H. " Cathode follower response— Chart " Elect. 23.10 (Oct. 1950) 114. 

JIO. Roddam, T. "Calculating transient response" W.W. 58.8 (Aug. 1952) 292. (Based on thesis 
by G. F. Floyd of M.I.T. and covers overloading in feedback amplifiers on transients.) 

Jll. Bell, D. A. "Amplifier frequency response — effect of feedback" W.E. 29.344 (May 1952) 118 ] 
29.349 (Oct. 1952) 281. 

J12. Bell, D. A. " Cathode follower as high-impedance input sta§e " W.E. 29.351 (Dec. 1952) 313. 

J13. Colls, J. A. " D.C. amphfiers with low-pass feedback " W.E. 29.351 (Dec. 1952) 321. 

J14. Miller, E. J. "A stable, high quality, power amplifier" Electronic Eng. 24.294 (Aug. 1952) 366. 

J 15. Garner, E. E. " Improving ampHfier response " Elect. 25.9 (Sept. 1952) 213. Letter H. L. Arm- 
strong 25.11 (Nov. 1952) 432. 

J 16. Wilson, J. " Design of the complete amplifier system " Audio Engineering Society Lecture No. 4 
(1952). 

J17. Crowhurst, N. H. "Audio Handbook No. 2 — Feedback" Norman Price (Publishers) Ltd., 
England, 1952. 

JIB. Hekimian, N. C. "Chart speeds design of feedback amplifiers " Elect. 25.9 (Sept. 1952) 153. 

J 19. Anspacher, W. B. " Miniaturizing pentode amplifiers by positive feedback " Proc. National Elec- 
tronics Conference 6 (1950) 103. 

J20. Kean, A. W. " Anode-follower derivatives " W.E. 30.1 (Jan. 1953) 5. 

J2L Dunn, S. C. " RC cathode follower feedback circuits " W.E. 30.1 (Jan. 1953) 10. 

J22, Reeves, R. J. D. " Feedback amplifier design " Monograph No. 51, published Proc. I.E.E. Part 
IV (Dec. 1952). 

J23. Crowhurst, N. H. "A new approach to negative feedback design " Audio Eng. 37.5 (May 1953) 
26. 

J24. Ayres, W. R. " Stability testing of feedback amplifiers " Audio Eng. 37.9 (Sept. 1953) 14. 

J25. Sokal, N. O. " Cathode-follower design charts " Elect. 26.9 (Sept. 1953) 192. Charts show output 
impedance vs. input voltage for nine tube types, and give required resistor value. 

J26. Crowhurst, N. H. "Why feed back so far?" Radio Electronics 24.9 (Sept. 1953) 36. 

J27. Diamond, J. M. "Multiple-feedback audio amplifier" Elect. 26.11 (Nov. 1953) 148. (Note by 
editor : This uses feedback from plates of output stage to plates of preceding RC stage, and this 
is regarded as undesirable owing to additional distortion produced in preceding stage). See 
also Ref. J40. Letter by W. B. Bernard, Elect. 27.1 (Jan. 1954) 401. 

J28. Ayres, W. R. " Feedback from output transformer secondary " Audio Eng. 37.7 (July 1953) 34. 

J29. Kuehn, R. L. " Feedback — degenerative and regenerative " Audio Eng. 37.4 (April 1953) 23, 
Gives condition for oscillation. 

J30. Miller, J. M. " Amplifier with positive and negative feedback " U.S. Patent, 2,652,458 (Bendix). 
Reviewed by R. H. Dorf, Audio Eng. 37.12 (Dec. 1953) 2. Network in positive feedback circuit 
to ensure reversal of phase to improve stability. 

J3L Stockman, H. "Inherent feedback in triodes " W.E. 30.4 (April 1953) 94. Treats a triode as 
a pentode with negative voltage feedback. This transformation makes it possible to obtain prac- 
tical triode circuit formula from conventional feedback theory. 
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J32. Rowlands, R. O. '* Harmonic distortion and negative feedback " W.E. 30.6 (June 1953) 133. 
More rigorous method than usually employed. The value of A in the expression giving reduction 
in distortion is the slope of the output vs. input curve in the vicinity of the distortion. See also 
correspondence, W.E. 30.9 (Sept. 1953) 232-233 ; 30.10 (Oct. 1953) 262 ; 30.11 (Nov. 1953) 291. 
See also Refs. J35, J38. 

J33. Mason, S. J. " Feedback theory — some properties of signal flow graphs " Proc. I.R.E. 41.9 (Sept. 
1953) 1144. 

J34. Ayres, W. R. *' Feedback from output transformer tertiary" Audio Eng. 38.1 (Jan. 1954) 10. 

J35. Roddam, T. " Distortion in negative feedback amplifiers — points at which simple theory breaks 
down " W.W. 60.4 (April 1954) 169. This is an extension of Ref. J32. See also Ref. J38. 

J36. West, J. C, and J. Potts *' A simple connection between closed-loop transient response and open- 
loop frequency response " Proc. I.E.E. 100 Part II. 75 (June 1953) 13. Digest, 100 Part III. 66 
(July 1953) 250. Application primarily to servo-mechanisms. 

J37. Onder, K. "A tone burst generator" J. Acous. Soc. Am. 25.6 (Nov. 1953) 1154. Frequency 
12 kc/s, used to test feedback amplifiers. Correction 26.3 (May 1954) 453. 

J38. Zepler, E. E. "Harmonic distortion and negative feedback" W.E. 31.5 (May 1954) 118. An 
expansion of the treatment in Ref. J32, 

J39. Brady, J. W. " Cathode-coupled valves — graphical methods of design " W.E. 31.5 (May 1954) 

J40. Knapp, J. Z. " The linear Standard Amplifier " Radio and TV News 51.5 (May 1954) 43. See 
also Ref. J27 for same amplifier. Also compares transient and square-wave response with William- 
son. 

J41. Hekimian, N. C. "Feedback amplifiers with stabilized output impedances" Tele-Tech 12.6 
(June 1953) 103. This is the same as Bridge Feedback, R.D.H. Pages 313-314. 

J42. Whittle, R. L. " Design of cathode followers " Tele-Tech 12.7 (July 1953) 52. 

J43. Favors, H. A. " Designing cathode followers for pulse type circuit " Tele-Tech 12.8 (Aug. 1953) 
80. Note that the blocks of Figs. 3 and 6 have been interchanged. 

CHAPTER 9 
TUNED CIRCUITS 

ADDITIONAL REFERENCES 

(B) Theory of R-F single-tuned circuits 

B28. Morris, D. *' Q as a mathematical parameter" Electronic Eng. 26.317 (July 1954) 306. Suggested 
definition of Q for use in circuits with Q less than unity. 

(C) Theory of tuned coupled circuits 

C48. Polishuk, H. D. ^' High-Q coupled tuned circuits" W.E. 31.3 (March 1954) 428. Impedance 
characteristics, resonant frequencies, rate of frequency deviation, input conductance, stored energy, 
and power dissipation ratios. 

CHAPTER 10 
CALCULATION OF INDUCTANCE 

ADDITIONAL REFERENCES 

Approximate formulae for self and mutual inductance 

25c. L(")fgren, E. " Formulas approches pour le calcul de I'inductance des bobines circulaires " Revue 

Gf'nf'rale de L'Electricitf' (Aug. 1949) 305. 
25d. Lofgren, E. " Niirmeformler fur induktansen hos runda spolar " Teknisk Tidskrift (Oct. 8, 

1949) 711. 

25e. Cosens, C. R. " Tapped inductances — calculation of tapping points " W.E. 31.3 (March 1954) 
74. Formulae for circular coils of square cross-section with inner diameter twice side of square. 

CHAPTER 11 
DESIGN OF RADIO FREQUENCY INDUCTORS 

ADDITIONAL REFERENCES 
(A) References to iron cores 

A31. Tucker, J. P. "Powder metal IF cores" TV Eng. 2.10 (Oct. 1951) 22. 
A32. " Ferroxcube " Philips Tec. Com. 4 (1952) 3. 

A33. Latimer, K. E., and H. B. MacDonald " A survey of the possible applications of ferrites " Com- 
munication News (Philips Telecommunication Industries, Hilversum, Holland) 11.3 (Sept. 1950) 
76 ; reprinted in Philips Tec. Com. 4 (1952) 13. 

A34. Wessels, P. S. "Design of slug- tuned superheterodyne receivers" Elect. 25.11 (Nov. 1952) 176. 

A35. Champion, D. F. W., and E. G. Wilkins " Magnetic powder cores — manufacturing techniques 
and applications in radio and telephony" W.W. 59.2 (Feb. 1953) 83. 

A36. Polydoroff, W. J. " Powdered magnetic cores " Tele-Tech 12.2 (Feb. 1953) 69. 

A37. Owens, C. D. " Analysis of measurements on magnetic ferrites " Proc. I.R.E. 4L3 (March 1953) 
359. Gives useful bibliography. 

A38. Hoh, S. R. "Evaluation of high-performance magnetic core materials" Tele-Tech 12.10 (Oct. 
1953) ; 12.11 (Nov. 1953) 92. Curves showing core loss, a.c. characteristics and apparent 
permeability of laminated, powdered and ferrite materials at low flux densities. 

A39. Salpeter, J. L. "Developments in sintered magnetic materials" Proc. I.R.E. Aust. 14.5 (May 
1953) 105. Reprinted in J. Brit. I.R.E. 13.10 (Oct. 1953) 499 ; Proc. I.R.E. 42.3 (March 1954) 
514. 

A40. Went, J. J. and E. W. Gorter " The magnetic and electrical properties of Ferroxcube materials " 
Philips Tec. Rev. 13.7 (Jan. 1952) 181. Abstract Philips Tec. Com. 4 (1953) 18. 
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A41. Went, J. J., G. W. Rathenau, E, W. Gorter and G. W. Van Oosterhaut, " Ferroxdure, a class of 
new permanent magnetic materials '* Philips Tec, Rev. 13,7 (Jan. 1952) 194. Abstract Philips 
Tec. Com, 4 (1953) 18. 

A42. Six, W. " Some applications of Ferroxcube " Philips Tec. Rev. 13.11 (May 1952) 301. 

"Applications and propenies of Ferroxcube" Philips Tec. Com. 6 (1953) 11 ; 1 (1954) 20. 

Reprinted from Electronic Application Bulletin 13. 3/4 (March /April 1952). 
A44. Richards, C. E., and A, C. Lynch (book) "Soft Magnetic Materials for Telecommunications " 

Interscience Publishers, New York, 1953. Review Tele-Tech 13.3 (March 1954) 52. 
A45. Thomas, L. A. " Modem trends in communication materials " Jour. Brit. I.R.E. 13.7 (July 1953) 

356. 

A46. Rohan, P. " Notes on permeability tuning for short waves " Proc. I.R.E. Australia 15.5 (May 
1954) 111. Discussion and formulae for calculation of components of the resonant circuits for 
band-changing and band-spreading are derived. 

A47. Harvey, R. L. " Ferrites and their properties at radio frequencies " Proc. Nat. Electronics Conf. 
9 (1953) 287. 

A48. Harvey, R. L, " Ferrite characteristics at radio frequencies" Tele-Tech 13.6 (June 1954) 110. 

(B) References to inductance calculation 

For curves assisting design of inductors for loudspeaker divider networks see Chapter 21 Refs. 26, 27, 

CHAPTER 12 
AUDIO FREQUENCY VOLTAGE AMPLIFIERS 

ADDITIONAL REFERENCES 

(A) Resistance-capacitance-coupled triodes 

A17. Ayres, W. R. " Power and voltage amplifiers " Audio Engineering Society Lecture (17 Jan. 1952). 
A 18, Kruse, O. *' Circle diagrams for resistance-capacitance coupled amplifiers " Audio Eng. 37.2 

(Feb. 1953) 22. Correction 37.3 (March 1953) 55. 
A19. Ayres, W. R. " R-C coupled amplifier charts " Audio Eng. 37.10 (Oct. 1953) 12. Comments on 

published charts (R.C.A.) and operating conditions of R.C. amplifiers. 
A20. Stockman, H. (letter) "Degenerative pentode equivalent circuit" Proc. LR.E. 41.6 (June 1953) 

801. Derives useful formulae. 
A21. Goodfriend, L. S. See Ref. B14. 

A22. Pullen, K. A. " Conductance curves speed triode r-c amplifier design " Tele-Tech 12.5 (May 
1953) 80. 

(B) Resistance-capacitance-coupled pentodes 

B13. Haycock, J. G. " Pentode gain stabiHzing circuit" Elect, 26.11 (Nov. 1953) 200. Stabilizes gain 
by using voltage-sensitive resistor in low potential section of screen voltage divider of r.c. pentode. 

B14. Goodfriend, L. S. " Bypass and decoupling circuits in audio design " Jour. A.E.S. 1.1 (Jan. 1953) 
111. Mathematical treatment of partially bypassed cathode and screen resistors, giving gain 
and phase angle. Also triodes with decoupling network. 

B15. Pullen, K, A, " Conductance curves speed r-c amplifier design" Tele-Tech 12.7 (July 1953) 44. 

(C) Phase inverters 

C28, Bourget, L. R. " Phase splitter " U.S. Patent No. 2,618,711. Described by R. H. Dorf " Audio 
Patents " Audio Eng. 37.3 (March 1953) 4. Claims perfect balance 20 to 150,000 c s. 

C29. Wen Yuan Pan, " Phase inverter with reduced hum " U.S. Patent No. 2,626,321 (R.C. A.). De- 
scribed by R. H. Dorf, Audio Eng. 37.6 (June 1953) 4, with circuit diagram. Uses no additional 
components. 

C30. Varkonyi, G. ** Cross-coupled inverter" Audio 38.5 (May 1954) 8. Comparison between cross- 
coupled and splitrload — former is deficient at high frequencies and when directly coupled to driver 
tubes and negative feedback is used, serious trouble is experienced with bia ing of drivers, also 
dynamic balance upset. Split-load type is excellent at high frequencies but gives less low frequency 
stability. See also letter J. Marshall Audio 38.6 (June 1954) 14. 

C31. Boegli, C. P. "Simplified cross-coupled amplifier" Radio and TV News 51.5 (May 1954) 62. 
Eliminates input tubes of original circuit with some increase in distortion. 

(D) Direct-coupled amplifiers 

D42. McDonald, D. "Constant current d-c amplifier" Elect. 25.7 (July 1952) 130. 
(F) Pulse amplifiers and transients 

F2. Boegli, C. P, " Transient and frequency response in audio equipment " Audio Eng. 38.1 (Feb. 
1954) 19. Mathematical analysis of the uptake characteristic when unit step input signal is applied 
to amplifier or pickup. 



HI. SodarOj J. F. " The pass band of a transformer-coupled amplifier" Audio Eng. 37.6 (June 1953) 
24. Also gives abac for 1 and 3 db attenuation frequencies of a transformer. 

H2. Villchur, E. M. " Handbook of sound reproduction — Chapter 13, Voltage amplifiers and phase 
splitters" Audio Eng. 37.10 (Oct. 1953) 42. 

H3. Crowhurst> N. H. (booklet) "Amplifiers" (Norman Price, London, 1951). 

CHAPTER 13 
AUDIO FREQUENCY POWER AMPLIFIERS 

ADDITIONAL REFERENCES 

HI. Peterson, A. P. G. " A new push-pull amplifier circuit " G.R. Exp. 26.5 (Oct. 1951) 1. See also 
^efs. E32, H2, H29, H45. 
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H2. " Single-ended push-pull amplifier " W,W. 58.5 (May 1952) 203. See also Refs. E32, HI, H29, 
H45. 

H3. Brociher, V., and G. Shirley " The OTL (output-transformer-less) amplifier" Audio *Eng. 36.6 
(June 1952) 21. Correspondence W, H. and J. R. Coulter i L, Bourget, 36.9 (Sept. 1952) 10, 14. 
See also Refs. H36, H43, H45. 

H4. Moir, J. " Review of British amplifiers " FM-TV 1 LIO (Oct. 1951) 30. 

H5. Hafler, D., and H. I. Keroes " Ultra-linear operation of the Williamson amplifier*' Audio Eng. 
36.6 (June 1952) 26. See also Refs. H6, HU. 

H6, Williamson, D. T. N., and P. J. Walker " Amplifiers and superlatives — an examination of Ameri- 
can claims for improving linearity and efficiency " W. W. 58.9 (Sept. 1952) 357. See also Ref. H5. 

H7. Sarser, D., and M. C. Sprinkle " Musician*s amplifier" Audio Eng. 33.11 (Nov. 1949) 11. 

H8. Sarser, D., and M. C, Sprinkle " Musician's amplifier senior" Audio Eng. 35.1 (Jan. 1951) 13. 

H9. Sarser, D., and M. C, Sprinkle " The Maestro— a POWER amplifier " Audio Eng. 36.11 (Nov. 
1952) 19. Gives output 80 watts at 2% intermodulation. 

HID. Beaumont, J. H, "Williamson type amplifier using 6A5's " Audio Eng. 34.10 (Oct. 1950) 24. 

Hll. Hafler, D., and H. I. Keroes "An ultra-linear amplifier" Audio Eng. 35.11 (Nov. 1951) 15. 
See also Ref. H5. 

H12. Kiebert, M. V. " The Williamson fype amplifier brought up to date " Audio Eng. 36.8 (Aug. 
1952) 18. 

H13. Miller, E. J, " A stable, high quality, power amplifier " Electronic Eng. 24.294 (Aug. 1952) 366. 
H14. Werner, C. L., and H. Berlin " New medium-cost amplifier of unusual performance " Audio Eng. 
36.11 (Nov. 1952) 30. 

H15. Williamson, D. T. N. " High quality amplifier modifications " W.W. 58.5 (May 1952) 173. 
H16. " Leak Point One Amplifiers " booklet by H. J. Leak and Co. Ltd., Brunei Road, Westway 

Factory Estate, London, W.3. 
HI 7. PuUen, K. A. " Using conductance curves in electronic circuit design " Proc. National Electronics 

Conference Vol. 6 (1950) 112. See also Chapter 2 Refs. B14, B22, B32. 
H18. Good, E. F. " RC or direct-coupled power stage " W.E. 30.3 (March 1953) 54. Gives conditions 

for maximum efficiency for ideal triode with parallel feedback. 
H19. Bender, W. G. "A power tube figure of merit" Audio Eng. 37.3 (March 1953) 21. Letters 

A. J. L. Prasil 37.5 (May 1953) 10, G. B, Houck and W. G, Bender 37.6 (June 1953) 10. 
H20. Postal, J. " Simplified push-pull theory — a graphical, non-mathematical explanation," Audio 

Eng. (1) 37.5 (May 1953) 19 ; (2) 37.6 (June 1953). 
H21. Bogen, L. H., and A. M. Zuckennan " Loudness contour selector in new amplifier " Audio Eng. 

37.5 (May 1953) 31. David Bogen DB20 amplifier, distortion 0.3% total harmonic at 20 watts, 

0.25% at 15 watts, 0.2% at 10 watts 1000 c/s. Combined plate and cathode loading. Loudness 

contour-selection 5 positions. See also Ref. H25. 
H22- Werner, C. L., and H, Berlin " Everyman's amplifier — new low cost ten watt unit described as 

the FoM of the Hi-Fi industry" Audio Eng. 37.10 (Oct. 1953) 40. Distortion 0.25% up to 9 

watts output, \ % at 10 watts. 
H23. White, S. " The^White Powtron Amplifier " Audio Eng. 37.11 (Nov. 1953) 32. Uses ultra-linear 

amplifiers, witty 2 channels, 20 watts main amplifier, 10 watts treble amplifier, with frequency 

dividing netwoark prior to both amplifiers. No distortion figures quoted. Employs mainly 

negative voltage feedback, but also small degree of negative current feedback i this is claimed to 

eliminate " power distortion " caused by variation in loudspeaker i mpedance. See comment 

Chapter 12 Ref. C30. 

H24, Langford-Smith, F. *' Limiting Class A operation — a useful device for good quality push-pull 
power amplifiers" Radiotronics 18.10 (Oct. 1953) 177. 

H25. Friebom, J. K. " High quality circuits " Radio Electronics 24.9 (Sept. 1953) 33. Includes 
Brociner UL-1 (ultra-linear). Bell 2200 (combined plate and cathode loaded), Bogen DB 20 
(combined plate and cathode loaded — see also Ref. H21 — with distortion curves) and Stromberg- 
Carlson AR-425 (pentodes with overall feedback — with distortion curves), 

H26. Hust, L. B. " Extended Class A amplifier " Radio and TV News 50.3 (Sept. 1953) 40. Two 
triodes and two pentodes in push-pull parallel, output 50W. See R.D.H. p. 587 and Refs. E31, 
E13. 

H27. Marshall, J. *' Junior Golden-Ear amplifier" Radio Electronics 24.11 (Nov. 1953) 55. Modified 

ultra-linear with push-pull 6V6, See also Ref. H33. 
H28. Crowhurst, N. H, (booklet) " Amplifiers " (Norman Price, London, 1951). 
H29. Yeh, Chai " Analysis of a single-ended push-pull audio amplifier " Trans. I.R.E.— PGA. AU-12. 

(March-April 1953) 9. Theoretical analysis and experimental results. See also Refs. E32, 

HI, H2. 

H30. Onder, K. " A new transformerless amplifier circuit " Jour. A.E.S. 1.4 (Oct. 1953) 282. 

H31, Corderman, S. A., and F. H. Mcintosh "A new 30-wail power amplifier" Jour. A.E.S. 1.4 

(Oct. 1953) 292. A Class ABl Mcintosh amplifier. See also Ref. E28. 
H32. Pomper, V. H., " The Scott 99A Amplifier " Radio and TV News 51.2 (Feb. 1954) 66. 10 watts 

output, distortion 0.8%, hum 80 db below full output, pre-amplifier on same chassis. See also 

Ref. H38. 

H33. Marshall, J. "The new Golden-Ear amplifier" Audio Eng. 38.1 (Jan. 1954) 17 ; pre-amplifier 
and tone control 38.2 (Feb. 1954) 22. Power output 20 watts ; distortion not stated. See also 
Ref. H27. See comment Chap. 12 Ref, C30. 

H34. Macpherson, C. H. "A medium-power tetrode amplifier with stabilized screen supply" Audio 
Eng. 38,2 (Feb. 1954) 30. Complete with pre-amplifier and tone control on single chassis. Out- 
put stage 6V6-QT. Intermodulation distortion less than 0.5% up to 8 watts, 1.2% at 10 watts. 

H35. Sterling, H. T., and A. Sobel " Constant current operation of power amplifiers " Jour. A.E.S. 
1.1 (Jan. 1953) 16. Also Elect. 26.3 (March 1953) 122, Uses push-pull parallel 588l's in " ultra- 
linear " Class A2 with high load resistance (12,000 ohms P-P) to give an approach towards constant 
current operation. Each cathode with its own resistor and bypass ; matching of valves and sub- 
sequent adjustments not required. Driver stage P-P 12B4's as triode cathode followers, directly 
coupled. 

H36. Onder, K. " Audio amplifier matches voice-coil impedance " Elect. 27.2 (Feb. 1954) 176. Bal- 
anced transformerless amplifiers ; outputs 8 and 18 watts. See also Ref. H3. 

H37. Roddam, T. " Grounded-grid A.F. amphfier " W.W. 60.5 (May 1954) 214. Increased power 
output, using positive feedback and negative overall feedback. 

H38. "Tested in the Home : Scott 99-A Amplifier" High Fidelity 4 :2 (April 1954) 81. Output 
tubes balanced automatically. See also Ref. H32. 
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H39. Langford-Smith, F. " Triodes versus pentodes in high-fidelity output stages " Radiotronics 

19.7 (July 1954) 73. 
H40. " Equipment report— QUAD II " Audio 38.5 (May 1954) 28. 

H41. Bereskin, A. B. " A high efficiency-high quality audio frequency power amplifier " Trans. I.R.E. 
PGA. AU-2.2 (March /April 1954) 49. Push-pull 807*s in Class Bl with 24 db feedback from 
tertiary, output 50W for 0.7% distortion at 400 c/s. Direct coupling to output stage. Does not 
require matched valves. Permits different plate and screen voltages. Uses special hi- filar output 
transformers. 

H42. Hafler, D. " Ultra-linear operation of 6V6 tubes " Radio and TV News 51.6 (June 1954) 43. 
H43. Gilbert, F. H. The Stephens OTL amplifiers " Radio and TV News 49.3 (March 1953) 45. 

No output transformer, triode output, distortion 0.1% at 18 watts. See also Ref. H3. 
H44. Marshall, J. "The importance of balance in push-pull amplifiers" Radio Electronics 24.7 

(July 1953) 28. 

H45. Dickie, D. P., and A. Macovski " A transformer-less 25-watt amplifier for conventional loud- 
speakers " Audio 38.6 (June 1954) 22. Output 20 W into 16 ohms with 0.4% harmonic dis- 
tortion. Three type 6080 valves with 6 triode units in parallel. See also Refs. HI, H3. 

CHAPTER 14 
FIDELITY AND DISTORTION 

ADDITIONAL REFERENCES 

(A) Distortion and fidelity — general 

A56. Schjelderup, J. R. A proposed solution to the loudness control problem " Audio Eng. 36.9 
(Sept. 1952) 34. 

A57. Robbins, J. G. " The acoustic significance of the amplitude and phase of harmonics present in 
a source of sound in a room " J. Acous. Soc. Am. 24.4 (July 1952) 380. 

A58. DeLange, O. E. "Distortion measurement" U.S. Patent No. 2,618,686 (see R. H. Dorf, Audio 
Patents, Audio Eng. 37.3 (March 1953) 2. Visual method employing outphasing principle. 

A59. Lampard, D. G. "Harmonic and intermodulation distortion in 'power law' devices" Proc. 
I.E.E. 100.5 Part IV (Oct. 1953) 3. The calculation of the amplitudes of harmonic and inter- 
modulation components produced when two sinusoidal voltages are applied to a device whose 
transfer characteristic is a simple power law — e.g. in variable density sound-on-film and use of 
diodes in a.g.c. circuits. 

A60. Aerovox, "Phase shift distortion test" reprinted Radio and Hobbies, Australia, 15.11 (Feb, 
1954) 37. Combines output with input, phase reversed 180 degrees, to show distortion on CRO. 

A61. Tyler, V. J. " Simple distortion meter " W.W. 59.9 (Sept. 1953) 431. Uses filter -amplifier to 
remove fundamental frequency (letter) G. H. Askew and R. Makhell, W.W. 59.12 (Dec. 1953) 
582. 

A62. Wigan, E. R. " Diagnosis of distortion — The Difference Diagram and its interpretation" W.W. 
59.6 (June 1953) 261. 

A63. Peterson, A. G. "The measurement of non-linear distortion " Presented at the I.R.E. Convention, 
March 1949. Technical Publication B-3, General Radio Company, Caripbridge, Mass. Com- 
pares various methods of measurement. 

A64. Pressey, D. C. "Measuring non-linearity "W.W. 60.2. (Feb. 1954) 60. The fundamental is 
subtracted by frequency-insensitive element, using adding amplifier with one valve, and test signals 
need not be pure sine wave. Corrections 60.3 (Mar. 1954) 128. 

A65. "High fidelity — what is it? Some suggestions for a high-fidelity yardstick" Jour. A.E.S. 2.1 
(Jan. 1954) 56. 

A66. Bloch, A. "Measurement of non-linear distortion" Jour. A.E.S. 1.1 (Jan. 1953) 62. The har- 
monic, heterodyne (CCIF) and intermodulation methods of measurement are examined from a 
mathematical standpoint. 

A67. Maxwell, D. E. " Comparative study of methods for measuring non-linear distortion in broad- 
casting audio facilities " Jour. A.E.S. 1.1 (Jan. 1953) 68. Compares harmonic, I.M. and C.C.I.F. 
methods for essentially pure quadratic and cubic distortion, with frequency response uniform ; 
limited to 8,000 c/s ; and increasing at low and high frequencies. 

A68. Lampard, D. G. " Harmonic and intermodulation distortion in ' Power law' devices I.E.E. 
Monograph, Dec. 1952. Digest Proc. I.E.E. 100. Part III 64 (March 1953) 111. Mathematical 
treatment deriving both intermodulation and harmonic distortion in terms of the index. 

A69. I.R.E. Standards on Circuits : Definitions of Terms in the field of Linear Varying Parameter and 
Non-Linear Circuits 1953. Proc. I.R.E. 42.3 (March 1954) 554. 

A70. Dadson, R. S. " The normal threshold of hearing and other aspects of standardisation in audio- 
metry " Acustica 4.1 (1954) 151. NPL determination of normal threshold of hearing. Results 
differ significantly from those of Sivian and White and given by Fletcher (Ref. A3). 

A71. Jones, E. M. " How much distortion can you hear ? " Trans. I.R.E. PGA. AU-2.2 (March/April 
1954) 42. 35% detected an increase of distortion from 0.3% to 0.9% at 1000 c/s and an increase 
from 0.8% to 1.7% at 100 c/s ; 28% detected an increase in I.M. distortion from 1.5% to 3.7% 
on tape ; 21% detected 1.3% I.M. distortion on a live performance. 

(B) Intermodulation distortion 

B23. Berth-Jones, E. W. " Intermodulation distortion — its significance and measurement " Jour. Brit. 
I.R.E. 13.1 (Jan. 1953) 57. 

B24. Scott, H. H. " Intermodulation measurements" J&ur. A.E.S. 1.1 (Jan. 1953) 56. Describes the 
two main types of intermodulation measurements — modulation meters and beat tone measure- 
ments, with comments. Good bibliography. 

(D) Limited range, speech and noise 

D20. Conference on speech analysis. Acoustical Society of America, J. Acous. Soc, Am, 24.6 (Nov. 

1952) 581-642 (10 papers). 
D21. Hirsh, I. J., and W. D. Bowman " Masking of speech by bands of noise " J. Acous. Soc. Am. 25.6 

(Nov. 1953) 1175. 
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CHAPTER 15 
TONE COMPENSATION AND TONE CONTROL 

Additional Tone Control Circuit 

(see page 669) 




Fig, 15.57C. Tone control circuit. Tolerances Ri, R2, Cp C^, R33 dr 5%. Pi 
and P . are linear potentiometers, P^ having a fixed tapping at 50% rotation. The 
source impedance should not he more than 10,000 ohms. 64 should normally he 0.05 fxF 
if following stage has 0.25 MQ grid leak {Ref. 91). Type 6AU6 could he used as sub- 
strnire for the type shown, with suitable values of cathode and screen resistors, to give 
an output of ahout 2 V r,m.s. 




FREQUENCY (C/S) 



Fig. 15.57D. Measured frequency response curves of circuit of Fig. 15.57C. Labels 
on curves are resistance values between potentiometer slider amd centre of element. Dotted 
curves are with P2 centre-tap disconnected from earth and with one 0.33 MQ resistor 
connected from each end of P.^ to earth {Ref 91). 

ADDITIONAL REFERENCES 

91. Baxandall, P. J. "Negative feedback tone control — independent variation of bass and treble 
without switches" W.W. 58.10 (Oct. 1952) 402. Correction 58.11 (Nov. 1952) 444. 

92. Douglas, G. A. " Simplified equalizer design — charts and tables to reduce complication and con- 
struction hints to ease building" Audio Eng. 36.12 (Dec. 1952) 18. 

93. " The ' Vari-Slope ' Pre-amplifier " H, J, Leak and Co. Ltd., Brunei Road, Westway Factory Estate, 
Acton, London, W.3. Uses modified twin-T resistor-capacitor networks in negative feedback 
loops to give continuously-variable slope of attenuation characteristic (from 5 db to 50 db over the 
octave immediately following the cut-ofif frequency), and choice of two cut-off frequencies. See 
also Ref. 99. 

94. ViUard, O. G., and D. K. Weaver "The Selectoject " Q.S.T. (Nov. 1949) 11 ; A. Q. Morton 
"Oscillator/filter unit" W.W. 59.3 (March 1953) 129. 

95. Villchur E. M. *' The selection of tone control parameters " Audio Eng. 37.3 (March 1953) 22 
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96. Mountjoy, G., and C. R, Shafer "Tone control circuits" U.S. Patent 2,626,991 (Stromberg- 
Carlson) described by R. H. Dorf, Audio Patents, Audio Eng. 37.6 (June 1953) 4. Two circuits 
shown, with curves, each providing bass boosting, one with potentiometer control. 

97. Barber, B. T. *' Flexible tone control" Audio Eng. 37.9 (Sept. 1953) 29. Americanized form of 
Baxandall circuit, Ref. 91. 

98. Villchur, E. M. " Handbook of sound reproduction — Chapter 14. Tone control and equalization " 
Audio Eng. 37.11 (Nov. 1953) 25. 

99. Crowhurst, N. H. British audio circuits" Radio Electronics 24.11 (Nov. 1953) 74. Telrad, 
Leak " Vari-slope " and QUAD tone control circuits. 

100. Dundovic, J. F. '* A three-channel tone-control amplifier " Audio Eng. 37.4 (April 1953) 28. 
Provides bass and treble boosting of varying slope and fixed hinge-point. Correction (new dia- 
gram) 37.12 (Dec. 1953) 20. 

101. Sisson, E. D. ** Resistance-capacitance networks in amplifier design *' Jour. A.E.S. 1.1 (Jan. 1953) 
1 16. RC networks reduced to 2 basic types, and attenuation and phase angle characteristics given. 

102. Blies, F. R. " Attentuation equalizers " Jour. A.E.S. 1.1 (Jan. 1953) 125. Comprehensive treat- 
ment of equalizers to correct overall gain-frequency characteristic with 11 charts. 

103. John, R. S. " Dynamic loudness control " Radio and TV News, R.E.E. Supplement 49.5 (May 
1953) 10. General principles and circuit giving frequency compensation varying with instantaneous 
level. 

104. O'Leary, M. G. ** Loudness control : the good and bad features of some popular types " Raditi 
Electronics 24.8 (Aug. 1953) 48. 



CHAPTER 16 

VOLUME EXPANSION, COMPRESSION AND LIMITING 



ADDITIONAL REFERENCES 

88. Pope, G. J. " Design for a constant volume amplifier" Electronic Eng. 24.296 fOcr. 1952) 464, 
Letters B. D. Corbett and G. J. Pope, 24.298 (Dec. 1952) 580. 

89. Roberts, D. E. Volume compressor, U.S. Patent, 2,596,510. See R. H. Durf " Audio patents" 
Audio Eng. 36.12 (Dec. 1952) 2. 

90. Scott, R. F. "Volume expanders and compressors" Radio Electronics 24.3 (March 1953) 41. 

91. Culicetto, P. J. "Volume expander and compressor" U.S. Patent 2,615,999. Described by 
R. H. Dorf Audio Eng. 35.5 (May 1953) 2. Second harmonic 0.35 third harmonic 0.15*';, 
with 17 db expansion ; or output level 4- 3 db for 22 db input level changes. Tubes 2 6 SNT-GT, 
1-6J5, 1-6H6. 

92. Schouten, G. H. " A.G.C. by means of miniature NTC resistors with heating element " Phihps 
Tec. Com. 7 (1953) 9. Reprinted from Electronic Application Bulletin 12.2 (Feb. 1951) 33, 
May be applied to public address a.v.c, 

93. Roberts, F. W., and R. C. Curtis "Audio automatic volume control systems" Jour. A.E.S. 1.4 
(Oct. 1953) 310. Useful summary of limiting, compression and public address a.v.c. devices. 

94. Nigro, J., and J. B. Minter " Concert-hall realism through the use of dynamic level control " 
Jour. A.E.S. 1.1 (Jan. 1953) 160. Uses 6SK7 with cathode bias, screen varying from - 2 to i 5 
volts, and suppressor from 50 to 150 volts for dynamic control, and frequency response is a function 
of the output level. 



CHAPTER 17 

REPRODUCTION FROM RECORDS 

DISCS AND STYLI (Continued from page 709) 

(D) R.C.A. 45 r.p.m. Extended Play (EP) records 

These records have a maximum playing time of 7.9 minutes and the following 
characteristics : 

Grooves per inchj normal max. 300 
Peak recording velocity 14 cm/sec. 

Diameter innermost music groove 4 1 in. min. 

Groove width 2.5 to 3.0 mils 

Minimum permissible groove width 2.2 mils 

The lead-out groove is reduced in length due to the smaller ending diameters. 
All other factors (except intermodulation distortion and groove velocity) as shown 
on pages 708 and 709. For shorter selections (3 to 4 minutes or so) the number of 
grooves per inch is selected to bring the last music groove to 4.875 inches, and the 
lead-out groove is as described on pages 708 and 709. For longer selections the 
number of grooves per inch is gradually increased and minimum recording diameter 
decreased simultaneously to the limiting values stated above. 
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SECTION 5 (i) Standard Playback Curve 

(Continued from pages 731-732) 

The original AES Standard Playback Curve (Fig. 17. 15 A) has now been revised, 
and the new curve (Fig. 17.15D Curve B) has been adopted by the RIAA, AES, 
NARTB (transcriptions) and leading American phonograph manufacturers. The 
original curve is also shown as Curve A in Fig. 17.15D to enable a direct comparison 
to be made. 

This curve may be duplicated on a flat amplifier by the RC network of Fig. 17.15E 
following a triode, or that of Fig. 17.15F following a pentode. 

The history and details of the new curve are given by Moyer (Ref. 346). 




1,000 rcyxo 

FREQUENCY — CYCLES PEH SECOND 



20^ 



Fig. 17.15D. (A) Old AES Standard Playback Curve ; (B) New RIAA—AES— 
NARTB—RCA New Orthophonic Standard Playback Curve {RTU). 




Fig. 17.15E. Equalizing circuit following a triode {RT\^). 
Fig. 17.15F. Equalizing circuit following a pentode (RT 16). 

ADDITIONAL STANDARD FREQUENCY TEST RECORDS 

(Continued from pages 753-757) 

LXT 2695 Decca Microgroove Frequency Test Record 

This record has been cut at 33-1/3 r.p.m, with the groove width, at the top, of 
0.0037 of an inch (0.95mm) with an included angle of 90° + or — 1° and a radius 
at the bottom of the groove of less than 0.0003. The recording is from outside to 
inside in bands of constant frequency and in the following order : — 
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15 Kc/s (4- 12.5 db) ; 14 Kc/s (+■ 13.1 db) ; 13 Kc/s (+ 12.9 db) ; 12 Kc/s 
(+12.0db); 11 Kc/s (+ 11.5 db) ; 10 Kc/s (+ 10.5 db) ; 9 Kc/s (-h 10.1 db) ; 
8 Kc/s (-f 9.2 db) ; 7 Kc/s (-f 8.5'db) ; 6 Kc/s (4- 7.3 db) ; 5 Kc/s (+ 5.9 
db) ; 4 Kc/s (+ 4.6 db) ; 3 Kc/s (+ 3.6 db) ; 2 Kc/s (+ 1.9 db) ; 1 Kc/s 
(0 db) ; 500 c/s (- 2.3 db) ; 250 c/s (- 6.6 db) ^ 125 c/s (~ 9.0 db) ; 60 c/s 
(- 11.7 db); 40 c/s (- 13.9 db). 
The recorded velocity at 1^000 cps is 1.2 cm per sec. r.m.s. These levels are 

accurate to within + or — 0.5 db. 

This record should be played witlf a pickup using a point radius of 0.001 of an 

inch and with a vertical force of not greater than 10 grams. 



ADDITIONAL REFERENCES : REPRODUCTION FROM RECORDS 

318. Godfrey, J. W. and S. W. Amos (book) " Sound Recording and Reproduction " (B.B.C.) IlifTe 
and Sons Ltd., London, 1952. 

319. Williamson, D. T. N. "High quality amplifier modifications" W.W. 58.5 (May 1952) 173. 

320. " What is a recording characteristic " W.W. 58.5 (May 1952) 178. 

321. Kelly, S. " Further notes on thorn needles " W.W. 58.6 (June 1952) 243. 

322. Rabinow, J., and E. Codier " Phonograph needle drag distortion " J. Acous. Soc. Am. 24,2 (March 
1952) 216. 

323. New method of noise reduction which knows what noise is present — John M. Miller Jr. (assigned 
to Bendix Aviation) U.S. Pat. 2,589,723. See summary R. H. Dorf. " Audio Patents " Audio 
Eng. 36.7 (July 1952) 2. 

324. Bauer, B. B. " The wear of phonograph needles " Trans. LR.E. Porfessional Group Audio (Nov. 
1951). 

325. Reiskind, H. I. " Design interrelation.s of records and reproducers " Trans. I.R.E, Professional 
Group Audio, PGA-5 (Feb. 1952) 1. 

326. Moir, J. "Review of British amplifiers" FM-TV 11.10 (Oct. 195 0 30. Gives circuits of 
Acoustical pre-amplifier and QUAD main amplifier, 

327. Beggs, G. E. "Precision pre-amplifier" Elect. 25.7 (July 1952) 121. 

328. Kiebert, M. V. " A pre-amplifier switching and equalizing unit for critical listening " Audio Eng. 
36.9 (Sept. 1952) 21. 

329. Voigt, P. G. A. H. " Some pickup design considerations " Audio Eng. 36.10 (Oct. 1952) 64. 

330. Shirley, G. " Danger ! worn needles " High Fidelity 1 : 4 (Spring 1952) 28. 

331. McLachlan, K, R., and R. Yorke " Objective testing of pickups and loudspeakers " J. Brit. LR.E. 
12.9 (Sept. 1952) 485. 

332. Bixler, O. C. "A commercial binaural recorder" Jour. S.M.P.T.E. 59.2 (Aug. 1952) 109, 

333. Markow, E. W. " Record improvement with H-F cut-off filters " Audio Eng., 36.11 (Nov. 1952) 
27. 

334. Cook, E. "Recording binaural sound on discs" Tele-Tech 11.11 (Nov. 1952) 48. 

335. Cook, E. " Binaural discs " High Fidelity 2.3 (Nov.-Dec. 1952) 33. 

336. John, R. S. " Constant amplitude pickup compensation" Radio Electronic Engineering (April 
1951) lOA. 

337. " Elements and Practice of Sound Recording." Lectures presented by the New York Chapter 
of the Audio Engineering Society (Nov. 10, 1949 to Feb. 23, 1950). 

1. Psychoacoustical aspects of the recording problem, (A) H. F. Olson, (B) W. B. Snow. 

2. The recording process — a survey, (A) C. J. Le Bel, (B) C. R. Sawyer, 

3. Disc recording — lathes, recording heads^ reproducers, (A) T. Lindberg, (B) N. C. Pickering. 

4. Disc recording — characteristics, distortion, lacquers, styii, (A) H. E. Roys, (B) E. C9ok. 

5. Disc recording — test procedures and processing, (A) F. W. Roberts, (B) K. R. Smith, 
and others on magnetic and film recording etc. 

338. Carlson, E. V. " A ceramic vibration pickup " Trans. LR.E —PGA PGA-IO (Nov.-Dec. 1952) 2. 

339. Pickering, N. " Effect of load impedance on magnetic pickup response " Audio Eng. 37.3 
(March 1953) 19. 

340. Goldmark, P. C. " The Columbia ' 360 ' " Audio Eng. 37.3 (March 1953) 28. Also E. T. Canby 
" Record Revue " page 46. 

341. Woodward, J. G., and J. B. Halter " The measurement of the lateral mechanical impedance of 
phonograph pickup " J. Acous. Soc. Am. 25.2 (March 1953) 302. See also Ref. 342. 

342. Woodwardj J. G., and J. B. Halter " The lateral mechanical impedance of phonograph pickup^ " 
Audio Eng. (1) 37.6 (June 1953) 19 ; (2) 37.7 (July 1953) 23. Measures complex mechanical 
impedance 30-10,000 c s, with equivalent mechanical system of crystal pickup. Curves of 
mechanical impedance for various phonographs and pickups. See also Ref. 341. 

343. Roys, H, E. " Distortion in phonograph reproduction " Jour, A,E.S. 1 ; 1 (Jan. 1953) 78. Re- 
printed R.C.A. Rev. 14.3 (Sept. 1953) 397. See also Ref. 382. 

344. Foster, E. F. " Sharpening thorn needles — simple machine gives well-shaped and burnished 
points " W.W. 59.12 (Dec. 1953) 564. 

345. " The Ferranti pickup " High Fidelity 3.5 (Noy. 1953) 109. 

346. Moyer, R. C. " Evolution of a recording curve " Audio Eng. 37.7 (July 1953) 19. Gives early 
history and R.C.A. " New Orthophonic " curve. 

347. Wood, J, F. "A new wide range phonograph cartridge" Audio Eng. 37.12 (Dec. 1953) 22, 
Correction 38.2 (Feb. 1954) 60. Barium titanate cartridge^ damped by silicone, 30-15,000 c/s 

; 2.5 db on basis of New Orthophonic curve without equalization, lateral compliance 10 ® 
cm dyne or higher, output 0.6 volt, intermodulation distortion well below 2% throughout entire 
recorded range. Electro- Voice Model 84, For comments see E. T. Canby, Audio 38.3 (March 
1954) 42, 

^48. Mintcr, J. B. and A. R. Miccioli " Effect of high-frequency pre-emphasis on groove shape " 
Jour. A.E,S. 1.4 (Oct. 1953) 321. Analysis of step function input with oscillograms of groove 
shape, giving values of angle which maximum slope line makes with direction of record travel 
for various values of pre-emphasis. 

M^. Williamson, D. T. N. (notes from lecture) " Suppressing gramophone surface noise " W.W. 59,7 
(July 1953) 298. Use of gate circuit to remove disturbance from dust particles and clicks. 
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350. Russell, G, H. ** Inexpensive pickups on long-playing records " W.W. 59.7 (July 1953) 299. 
Simple resonant filter to eliminate peak. 

351. Weil, M. *' Let's talk about diamonds" High Fidelity 3.1 (March- April 1953) 38. 

352. I.R.E. Standard 53 I.R.E, 1951 *' Standards on sound recording and reproducing : Methods 
of measurement of noise " Proc. I.R.E. 4L4 (April 1953) 508. 

353. British Standard BS 1928 (1953) " Lateral cut gramophone records and direct recording." 

354. McProud, Qg G.^'* Preamp with ' presence ' " Audio Eng. 38.1 (Jan. 1954) 23. Optional 6 db 
boost — centred o'n 2700 c/s for solo violin or singer. 

355. Boegli, C. P. " Transient and frequency response in audio equipment " Audio Eng. 38.1 (Feb. 
1954) 19. Mathematical analysis of the uptake characteristic when unit-step input signal is 
applied to amplifier or pickup. 

356. Marshall, J. " The new Golden Ear amplifier " — Part 2, pre-amplifier and tone control " Audio 
Eng. 38.2 (Feb. 1954) 22. Uses IU5 valves on rectified and smoothed a.c. in pre-amplifier. 

357. Villchur, E. M. " Pickup tracking error " Audio Eng. 34.3 (March 1950) 17. 

358. " Piezotronic Technical Data " Brush Electronics Co., Cleveland, 1953. 

359. Villchur, E. M. "Handbook of Sound Reproduction" Chapter 16, Pickups and tone arms, 
Audio Eng. 38.2 (Feb. 1954) 33. 

360. Carlson, E. V. " A ceramic vibration pickup " Proc, National Electronics Conference 8 (Sept. 
Oct. 1952) 94. Shure Bros. Calibration techniques. 

361. Snyder, R. H. " History and development of stereophonic sound recording " Jour. A.E.S. 1.2 
(April 1953) 176. 

362. " The proposed AES Disk Standard " Jour. A.E.S. 2.1 (Jan. 1954) 3, Proposed standard AES 
TS-1 (Dec. 1953) intended to supersede earlier AES Standard playback curve " (1951 Ref. 307), 
submitted for comments. 

362A. Scott, H. H. *' The philosophy of amplifier equalization " Jour. A.E.S. 2.1 (Jan. 1954) 45. Divides 
equalizers into three groups. Curves shown for all. 

363. " Measurement of frequency variation in sound recording and reproduction" British Standard 
BS1988 : 1953. Abstract in W.W. 59.9 (Sept. 1953) 440. 

364. Cook, E. *' Binaural disc recording " Jour. A.E.S. 1.1 (Jan. 1953) 1. 

365. Lindenberg, T. "Analyzing the long-playing pickup problem" Jour. A.E.S. 1. 1 (Jan. 1953) 
140. Designing pickup with low mass to bring resonance up to 15,000 c/s (Pickering), 

366. Kelly, S. " Piezo-electric crystal pick-ups" Jour. Brit. I.R.E. 13.3 (March 1953) 161. 

.377. Axon, P. E., and W. K. E. Geddes *' The calibration of light-pattern measurements" Proc. 
I.E.E. 100. Part III 66 (July 1953) 217, Analysis of light-pattern ; new apparatus for measure- 
ments ; focal-plane measurements found more consistent than on disc surface ; new method 
gives higher accuracy. 

378. Henn-Collins, C. A. "Power supply for multi-speed record players" Electronic Eng. 25.302 
(Apr. 1953) 166. Uses stabilized Wien bridge oscillator to excite push-pull amphfier. 

379. " Long-playing disc records compared with magnetic tape for sound reproduction in the home " 
Discussion. Proc. I.E.E. 101. Part 111 70 (March 1954) 83. 

380. Koren, H. W., H. A. Pearson, H. Klingener and R. W. Sabol " Dual-stylus ceramic phonograph 
pickup development" Jour. Acous. Soc. Am. 26.1 (Jan. 1954) 15. A Sonotone development, 
with two styli mounted back-to-back on the same stylus arm. 

381. Gayford, M. L. " Distortion and gramophone reproduction — a review " Electronic Eng. 25.299 
(Jan. 1953) 24. A useful summary of the various forms of distortion, with references. Letter 
R. W. Bayliff and author's reply 25.302 (April 1953) 172 oh effects of longitudinal tip movement. 

382. Roys, H. E. " Distortion in phonograph reproduction " J. Acous. Soc. Am. 25.6 (Nov. 1953) 
1140. See also Ref. 343. 

383. Parc"hment, E. D. " Microgroove recording and reproduction" Jour. Brit. I.R.E. 12.5 (May 
1952) 271. 

384. IRE Staiidards on Sound Recording and reproducing : Methods for determining flutter content, 
1953. Proc. I.R.E. (Mar. 1954) 537. 

385. *' Mercury disc-charger " High Fidelity 4.2 (April 1954) 83. A small piece of radium-base 
material is mounted close to the record and discharges static electricity. 

386. *' Report on the HGP-40 pickup " Radio and Hobbies 16.4 (July 1954) 84. Output curves of 
Acos pickup with and without equalization. 

387. Bachman, W. S. (letter) " Columbia LP and RIAA recording curves " High Fidelity 4.4 (June 
1954) 102 (with figure showing curves). 

388. *' New standard record curve — phonograph record manufacturers agree on standard recording 
and playback curve " Radio Electronics 25.5 (May 1954) 63. New RIAA, AES, NARTB,-RCA, 
New Orthophonic. 

389. Korte, J. W. " R-J type 12 inch speaker enclosure " Radio Electronics 25.5 (May 1954) 68. 
Gives dimensions, and acoustical damping in box. 

390. Kelly, S. " Piezo crystals — survey of physical properties and their practical exploitation" W.W. 
(I) 60.6 (June 1954) 275 ; (2) 60.7 (July 1954) 345. 

391. " Phonograph needle drag distortion" Elect. 26.1 (Jan. 1953) 214. Based on NBS data. Pro- 
duces even harmonics, with second pre-dominating. 

392. Hunt, F. V. " Stylus groove relations in the phonograph playback process " Proceedings of 1st 
ICA-Congress, Netherlands, 1953 ; Acustica 4.1 (1954) 33. Analysis of effects of elastic de- 
formation of groove walls. 

393. Carlson, E. V. *' Ceramic vibration pickup " Radio and TV News, Radio Electronic Eng. Sup- 
plement, 49,5 (May 1953) 8. Barium titanate transducer by Shure. 

394. Mitchell, J. A. " An equalizer for FM pickups " Radio and TV News 51.5 (May 1954) 54. For 
Weathers pickup. 

395. Konins, J. A. " Checking your audio system " Radio and TV News (May 1954) 59. Dubbings 
Co. test records and test tapes. 

396. Canby, E. T. " Audio etc. — On the gadget front" Audio 38.6 (June 1954) 48. Describes some 
LP records inherently static-free ; also methods of treating and handling existing records to 
reduce troubles from dust. 

References to Pre -amplifiers 

Refs, 144, 239, 246, 250, 268, 270, 278, 280, 287, 305, 319, 326, 327, 328, 354, 356. 

See also Chapter 18 Refs. A43, A44, B16, B17, B18, B41, B43, B48, B52, B53, B54, B55, B56, 

B57, B58, B60, B61. 
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CHAPTER 18 

MICROPHONES, PREAMPUFffiRS, ATTENUATORS AND 

MDOERS 

ADDITIONAL REFERENCES 

(A) Microphone and studio equipment 

A31. Staff of B.B.C " Microphones " Iliffe and Sons Ltd. (1952). 

A32. Anderson, J. " Pressure microphone for TV and broadcast-service " Tele-Tech 12.1 Qan, 1953) 
58. 

A33. Bauch, F. W. O, "New high-grade condenser microphones" — ^Neumann types, W.W. 59.2 

(Feb. 1953) 50 ; 59.3 (March 1953) 111. Reprinted in Jour. A.E.S. 1.3 (July 1953) 232. 
A34. Anderson, L. J. " A pressure microphone for television and broadcast service " Broadcast News 

71 (Sept.-Oct. 1952) 58. [R.C.A. BK-IA] 
A35. Crowhurst, N. H. " Rapid remote microphone control " Radio Electronics 24.3 (March 1953) 34. 
A36. Hilliard, J. K. "Microphones measure high-intensity sound" Elect. 26.11 (Nov. 1953) 160. 

For measurement in range 40-220 db, 3 types of microphones used to cover frequency range 

3-30,000 c/s. 

A37. Anderson, L. J, "Sensitivity of microphones to stray magnetic fields" Trans. I.R.E.-PGA. 

AU-1,1 Jan. /Feb. 1953) 1. 
A38. Olson, H. P., J. Preston, and J. C. Bleazey " The uniaxial microphone " R.C.A-Rev. 14.1 (March 

1953) 47. See also Ref, A39. 
A39. Olson, H. F. " The uniaxial microphone " Trans. I.R.E.-PGA. AU-1 4 Guly-Aug. 1953) 12. 

Uni-directional with sharper directivity pattern than cardioid, and independent of frequency. 
A40. Souther, H. T. " An adventure in microphone design " Jour. A.E.S. 1.2 (April 1953) 176- Eleciro- 

Voice Model 655 " Slim Trim " pressure-type. 
A41- Bauer, B. B, "A miniature microphone for transistorized amplifiers Jour. Acous. Soc. Am. 25.5 

(Sept. 1953) ; Trans. I.R.E.-PGA. AU-1. 6 (Dec, 1953) 5. A magnetic type for hearing aids 

etc. — 70 db re 1 volt/microbar. Shure Bros. 
A42. Medill, J. " A miniature piezo-electric microphone " Jour. Acous. Soc. Am. 25.5 (Sept. 1953) 864. 

Trans. I.R.E. PGA. AU-1.6 (Dec. 1953) 7. Uses acoustical damping of high frequency reasonance. 

Linear up to 10,000 microbars. Shure Bros. Model 98-99. 
A43. Boylan, W, F., and W. E. Goldstandt " A new approach to professional magnetic recording equip- 
ment Jour. A.E.S. 2.1 (Jan, 1954) 25. Uses 6BK7 as cascode microphone pre-amplifier ; input 

noise figure — 127 dbm. 
A44. Stewart, W. E. " Basic problems in audio systems practice " Jour. AE.S. J.l (Jan. 1953) 85. 
A45. Clark, M. A. " An acoustic lens as a directional microphone '* J. Acous. Soc. Am. 25.6 (Nov. 1953) 

1152; Trans. I.R.E, PGA. AU-2.1 (Jan.-Feb. 1954) 5. 
A46. Beaverson, W. A. " Techniques for designing pressure microphones " Tele-Tech 13.5 (May 1954) 

84. 

A47. Phinney, T. W. " The Vagabond wireless microphone system " T/ans. I.R.E., PGA. AU-2.2 

(March-April 1954) 44. A cableless system using induction coupling between transmitter and 

receiver with frequency modulation, carrier frequency 2.1 Mc/s. 
A48. Wolfe, B. " Preventing acoustic feedback " Tele-Tech 12.12 (Dec. 1953) 77. System with two 

pre-ampiifiers permits microphone close to loudspeaker with only 3 db loss. 
A49. Anderson, L. J, " Sensitivity of microphones to stray magnetic fields " Broadcast News 78 (Mar.- 

April 1954) 30. Measurements of hum on several R.C.A. microphones imder varying magnetic 

field conditions. 

(B) Pre-ampliliers, noise and hum 

B55. " The ' Van-Slope ' Pre-amplifier," data sheet, H. J. Leak and Co. Ltd., Brunei Road, Westway 
Factory Estate, Acton, London, W.3. 

B56, Heacock, D. P., and R. A. Wissolik '* Low-noise miniature pentode for audio amplifier service " 
Proc. National Electronics Conference 6 (1950) 155. See also B16. 

B57. Ayres, W. R. "Hum reduction in amplifier development" Audio Eng. 37.6 (June 1953) 14. 
Gives useful list of precautions to reduce hum level, 

B58. Snow, W. B. "Audio-frequency input circuits" Jour. A.E.S. 1,1 Qan. 1953) 87. A wide and 
detailed treatment covering noise and frequency response for resistive and reactive generators. 

B59. Fremlin, J. H. " Noise in thermionic valves " Proc. I.E.E. 100 Part III 64 (March 1953) 91. A 
new approach to the relation between statistical and thermodynamic formulae for a temperature- 
limited diode. 

B60. Woll, H. J„ and F. L. Putzrath " A note on noise in audio amplifiers " Trans. I.R.E. PGA. AU-2.2 
(March/April 1954) 39. 

B61. Price, R. L. "The cascode as a low noise and audio amplifier" Trans. I.R.E. PGA. AU-2.2 
(March/April 1954) 60. 
See also Refs. A43, A44. 

See also complete list of References to Pre-amplifiers at end of Chapter 17 References. 

(C) Attenuators and mixers 

C21. Scott, C. F. " Attenuator types and their application" Jour. A.E.S. 1.1 (Jan. 1953) 95. Covers 

application to multicfiannel mixings. 
C22. Crowhurst, N. H. "Attenuator design" Electronic Eng. 26.312 (Feb. 1954) 76. Gives chart 

with wide applicability. 

CHAPTER 19 

UNITS FOR THE MEASUREMENT OF GAIN AND NOISE 

(iii) Loudness Units (Continued from page 827) 

The sone is commonly used as an alternative to the loudness unitj 1 sone being 
equal to 1000 loudness units. The solid curve in Fig. 19.9 is the A.S.A. Standard, 
as in Fig. 19,8. The broken curve is the relationship between subjective loudness 
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and loudness level in phons as determined by Gamer (Ref. 46) and is scaled in 
lambda (A) uxiits to distinguish it from the present standard system. The difference 
between the two curves is very great. 




LOUDNESS LEVEL IN PHONS 



Em 

Fig, 19.9. Relationship between loudness in sones (solid curve) or in lambda units 
{broken curve) and loudness level in phons (RT17), 

ADDITIONAL REFERENCES 

44. I.R.E. Standard 53 IRE 7 SI Standards on electron devices : Methods of measuring noise " 
Proc. I.R.E. 41.7 (July 1953) 890. 

45. Garner, W. R. " An equal discriminability scale for loudness Judgments " J. Exp. Psychol. 43 
(1952) 232. 

46. Gamer, W. R. " A technique and a scale for loudness measurement *' J. Acous. Soc. Am. 26.1 (Jan. 
1954) 73. A comprehensive treatment on a new basis, which gives results differing markedly from 
the A.S.A. Standard (loudness units), 

47. Robinson, D. W. " The relation between the sone and phon scales of loudness " Acustica, 3.5 (1953) 
344. 

48. General Radio Company "Handbook of Noise Measurement" (Cambridge 39, Massachusetts, 
1953). Extensive bibliography. 

49. I.R.E. Standard 53 IRE 3.S2 *' Standards on American recommended practice for volume measure- 
ments of electrical speech and program waves 1953 '* Proc. I.R.E. 42.5 (May 1954) 815. This will 
supersede the earlier A.S.A, C16.5-1942 (Ref. 19). 

CHAPTER 20 
LOUDSPEAKERS 
SECTION 3 : BAFFLES AND ENCLOSURES 

(Continued from page 850) 

(C) Special types of vented baffle loudspeakers 

(1) The Baruch and Lang loudspeaker 

The Baruch and Lang loudspeaker employs four 5 inch loudspeakers in an enclosure 
with a volume of only half a cubic foot and is claimed to radiate 0. 1 acoustic watt at 
3% distortion, with an input of 2 watts and an efficiency about 5%. The response 
is claimed to be flat ± 3 db from 40 to 12,000 c/s, and the high frequency angular 
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dispersion is 75°. It is a modified acoustical phase inverter (vented baffle) with an 
array of small holes on one side to provide the requisite port area — 15 holes each 
15/32 inch diameter spaced 2| inches apart. There is an internal baffle with 21 
holes spaced 2 inches apart. These holes provide acoustical resistance to damp down 
the system resonance to the most desirable degree. In addition^ it is claimed that, 
because the holes are distributed over a large area, the radiation impedance of the 
array is equivalent to that of a 21 inch cone. 

The speakers employed are standard low-cost replacement units, modified to meet 
the requirements of the system. The optimum dimensions of cabinet and holes, 
as well as the configuration of holes and the speaker array, are determined by the 
characteristics of the particular speakers used. 

This is a most interesting high-fidelity loudspeaker and enclosure which has been 
designed to bring the cost within reach of those with limited means — a commercial 
model is now selling in U.S.A. for less than 20 dollars. 

Refs. 202, 311, 316. 

(2) Additional Notes on the R-J loudspeaker (from page 850) 

When one speaker is intended to handle a wide frequency range, the central portion 
of the cone must not be obstructed by the frontal board ; an oval or lemon-shaped 
opening may be used. The loudspeaker is mounted on a speaker board " which 
is mounted a short distance behind the frontal board. By decreasing the spacing 
between these two boards, it is possible to lower the Q of the system. Usually aper- 
tures are provided between the speaker board and the frontal board on two sides only, 
the remaining two sides being blocked up. These two apertures should feed in 
where the frontal board projects furthest over the cone, thus giving maximum front 
loading on the cone. One effect is to reduce the resonance of the system considerably 
below the speaker resonant frequency. When properly designed and adjusted, the 
system is well damped and remarkably free from frequency doubling, even below the 
system resonance. 

Refs. 189, 190, 219, 234, 246, 247. 

(3) The Karlson Exponential Slot enclosure 

This is totally enclosed except for an exponential form of slot in front. The 
enclosure is divided into two chambers by a partition on which the loudspeaker is 
mounted and which includes a port joining the two chambers. The front chamber 
includes the exponential slot, with the smaller dimension near the top of the cabinet, 
while the back chamber is enclosed and has some acoustical padding. 

Refs. 214, 288 (latter gives dimensions). 

ADDITIONAL REFERENCES TO LOUDSPEAKERS 

202. " High fidelity at low cost with a new speaker system — inexpensive 5 inch speakers in this small 
enclosure provide wide-range reproduction " FM-TV 12.6 (June 1952) 26. Design by Baruch 
and Lang. 

203 Moir. J., and J. A. Leslie *' The stereophonic reproduction of speech and music " J. Brit. LR,E. 
12.6 (June 1952) 360. 

204. Slaymaker, F. H. " An integrated line of high-fidelity equipment " Audio Eng. 36.7 (July 1952) 26, 

205. Bartlett, S. C "Public address systems in generating plants" A.LE.E. Trans. 70 Part 2 (1951) 
1804. Reprinted in Radiotronics 17.10 (Oct. 1952) 159. Covers paging in noisy situations. 

206. " Compact back-loading folded horn cabinet for 12 inch and 15 inch loudspeakers " (Jensen 
Manufacturing Company). Reprinted in Radiotronics 17.10 (Oct. 1952) 172. 

207. Olson, H. F. (book) *' Musical Engineering" McGraw-Hill Book Company 1952. 

208. Moir, J. "Better music-room acoustics" FM-TV 11.8 (Aug. 1951) 32. 

209. Plach, D. J., and P. B. Williams *' Horn loaded loudspeakers " Trans. I.R.E. Professional Group 
Audio (Oct. 22, 1951) ; also Proc. National Electronics Conference Vol. 7^ p. 108. Reprinted 
Radiotronics 17.6 (June 1952) 102. 

210. Salmon, V. "Coupling the speaker to the output stage" Newsletter I.R.E. — PGA 3.1 (Jan. 
1952) 5. 

211 Locantlii, B. N. " Application of electric circuit analogies to loudspeaker design problems " Trans. 
I.R.E.— P.G.A. PGA-6 (March 1952) 15 ; PGA7 (May 1952) 46. 

212. Axtell, J. C. " Ionic loudspeakers " I.R.E.— PGA-8 (July 1952) 21. See also Ref. 227. 

213. Kidd, M. C. " Tone-burst generator checks a-f transients " Elect. 25.7 (July 1952) 132. Used 
for loudspeaker and loudspeaker plus enclosure testing. 

214 Karlson, J. E. " A new approach in loudspeaker enclosures " — exponential slot — Audio Eng. 

36.9 (Sept. 1952) 26. See also High Fidelity 3.3 (July /Aug. 1953) 92. 
215. Badmaieff, A. " Design considerations of duplex loudspeakers " Audio Eng. 36.9 (Sept. 1952) 28. 
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216. Moir, J. " Stereophonic reproduction" Audio Eng. 36.10 (Oct. 1952) 26. Gives useful biblio- 
graphy. 

217. Gately, E. J. " Design for clean bass" Audio Eng. 36.10 (Oct. 1952) 29. 

218. Kiebert, M. V. "A corner-mounting infinite baffle" Audio Eng. 36.10 (Oct. 1952) 32. 

219. Canby, E. T. " Record revue " Audio Eng. 36.10 (Oct. 1952) 46. Refers to R-J and EW enclosures. 

220. Briggs, G. A. " Room acoustics " High Fidelity 2.1 (Summer 1952) 69. 

221. Somerville, T. "Acoustics in broadcasting" Report of Building Research Congress, Division 3, 
Part 1, Building Research Station, Watford, Herts, England. 

222. Briggs, G. A. " Response curves " High Fidelity 1.4 (Spring 1952) 66. 

223. Briggs, G. A. " The loudspeaker " High Fidelity 2.2 (Sept.-Oct. 1952) 39. 

224. McLachlan, K. R., and R. Yorke " Objective testing of pickups and loudspeakers " J. Brit. I.R.E. 
12.9 (Sept. 1952) 485. 

225. Brittain, F. H. " Metal cone loudspeaker — principles underlying the design of the G.E.C. High 
Quality Reproducer" W.W. 58.11 (Nov. 1952) 440 ; 58.12 (Dec. 1952) 490. 

226. Bixler, O. C. "A commercial binaural recorder" Jour. S.M.P.T.E. 59.2 (Aug. 1952) 109. 

227. "Non-mechanical 'ionic' loudspeaker" Technicana, Audio Eng. 36.11 (Nov. 1952) 84, being 
summary of article in TSF and TV (July- Aug. 1952). See also Ref. 212. 

228. Briggs, G. A. " The loudspeaker and the ear" High Fidelity 1.3 (Winter 1951) 17. 

229. "Corner ribbon loudspeaker" W.W. 56.1 (Jan. 1950) 11. 

230. " The corner ribbon " (booklet) Acoustical Manufacturing Co. Ltd. Huntingdon, Hunts, England, 
May 1952. 

231. Goodwin, J. L. " Sound reinforcement and reproduction" Electrical Review, London, 150.3875 
(Feb. 29, 1952) 437. 

232. Cohen, A. B. " Wide angle dispersion of high frequency sound " Audio Eng. 36.12 (Dec. 1952) 24. 

233. Randall, R. H. (book) " An Introduction to Acoustics " Addison- Wesley Press, Cambridge 42, 
Mass., 1951. 

234. Joseph, W., and F. Robbins " Practical aspects of the R-J speaker enclosure " Audio Eng. 37.1 
(Jan. 1953) 19. 

235. "Why stereophonic or binaural reproduction?" letters by J. Versace and T. O. Dixon, Audio 
Eng. 37.1 (Jan. 1953) 8-12. 

236. Sherman, H. T. " Binaural radio broadcasting" Audio Eng. 37,1 (Jan. 1953) 14. 

237. Tinkham, R. J. " Binaural or stereophonic ? " Audio Eng. 37.1 (Jan. 1953) 22. 

238. Canby, E. T. " Record revue — suspended in space " Audio Eng. 37.1 (Jan. 1953) 46. 

239. Brittain, F. H. " The environment of high-quality reproduction " W.W. 59.1 (Jan. 1953) 2. 

240. " Friction-driven loudspeaker" W.W. 59.1 (Jan. 1953) 27. 

241. Hardy, H. C, H. H. Hall and L. G. Ramer " Direct measurement of the efficiency of loudspeakers 
by use of a reverberation room " Trans. LR.E. PGA-10 (Nov, -Dec. 1952) 14, described in " Loud- 
speaker efficiency " W.W. 59.2 (Feb. 1952) 61. 

242. Dempster, B. "The Magnavox duode speaker" W.W. 38 (March 6th 1936) 241 ; also "New 
apparatus reviewed " p. 245 same issue. 

243. Barker, A. C. " Single diaphragm loudspeakers " W.W. 54.6 (June 1948) 217. 

244. Hughes, T. R. " Real theater sound in a small package " Audio Eng. 37.2 (Feb. 1953) 19 ; 37.3 
(March 1953) 30 ; 37.4 (April 1953) 24. Three horn corner reproducer. 

245. Adams, C. F. " Binaural public address " Audio Eng. 37.2 (Feb. 1953) 24. 

246. " The R-J speaker enclosure " Radio and TV News, 49.4 (April 1953) 53. Constructional page 
for 8 inch speaker. 

247. Villchur, E. M. " Handbook of sound reproduction " Chapter 10 " Loudspeakers," Audio Eng. 
37.3 (March 1953) 32 ; 37.4 (April 1953) 29. Chapter 11 " Loudspeaker mounting " Audio Eng. 
37.5 (May 1953) 34 ; 37.6 (June 1953) 30. Includes, enclosed cabinet, open back cabinet, bass 
reflex, R-J enclosure, acoustical labyrinth, horns. 

248. Harrison, C. W. " Coupled loudspeakers " Audio Eng. 37.5 (May 1953) 21. Uses 4 separate 
enclosures each 22.5° mounted in a corner. Gives useful information of acoustical damping inside 
enclosures, using fiberglas etc. 

249. Canby, E. T. " Record Revue : True binaural and panoramic " Audio Eng. 37.9 (Sept. 1953) 47. 

250. Goldmark, P. C. " The Columbia XD (extra-dimensional) sound system " Audio Eng. 37.10 (Oct. 
1953) 36, Simple means for providing a pseudo-stereophonic effect by using a small loudspeaker 
for the highs radiating at a point removed from the main loudspeakers in which the frequency 
range is restricted to the lows. Reprinted Radio and Hobbies 16.1 (Jan, 1954) 19. 

251. McLean, A. " Loudspeaker frequency response curves " Radiotronics 18.7 (July 1953) 103. 

252. Veneklasen, P. S, "Power capacity of loudspeakers " Trans. I.R.E., PGA, AU1.5 (Sept.-Oct. 
1953) 5. Method of testing based on departure from linearity of acoustic output versus electrical 
input curves using octave bands of thermal noise. 

253. Olson, H. F. " Subjective loudspeaker testing " Trans. I.R.E., PGA, AU1.5 (Sept.-Oct. 1953) 7. 
A useful, brief survey. 

254. Allison, R. F. " The junior air coupler" High Fidelity 3.2 (May-June 1953) 80. 

255. Tested in the home " Kelton loudspeaker " High Fidelity 3.2 (May-June 1953) 85. Developed 
by Henry Lang. Uses 2 speakers in enclosure llx 11 x 23 ins., each in separate compartment. 6 in. 
speaker faces outwards near top ; 8 in. speaker facing downwards into padded cavity with holes 
for bass outlet. Back areas of both speakers filled with sound absorbing material ; back radiation 
not used. Design is critical. Is designed for maximum performance for limited outlay (49.50). 

256. " A sound delay system " Electronic Eng. 25.305 (July 1953) 281. Acoustic delay line in amplifier 
chain to produce time delay in PA equipment. Delay provided by rubber hose cut to appropriate 
length (B.T.H. Co,). 

257. Pickering, N. C, and E. Baender " Two ears in three dimensions " Jour. A.E.S. 1.3 (Julv 1953) 255. 
Reprinted Radiotronics 19.4 (April 1954) 38. 

258. Gately, E. J. and T. A. Benham " Super-horn ; a folded horn enclosure Radio and TV News 50.3 
(Sept. 1953) 38. 

259. Gately, E. J. and T. A, Benham "The Purist — a non-corner horn" Radio and TV News 50.6 
(Dec. 1953) 56. 

260. Briggs, G. A. " Enclosures for loudspeakers " High Fidelity (1) 3.4 (Sept.-Oct. 1953) 98 ; (2) 
3.5 (Nov. /Dec. 1953) 97 ; (3) 3.6 (Jan. /Feb. 1954) 89 ; (4) 4.1 (March 1954) 86. 

261. Baruck, J. J., and H. C. Lang " An analogue for use in loudspeaker design work " Trans. I.R.E.- 
PGA. AU-1.1 (Jan.-Feb. 1953) 8. Reprinted Proc. National Electronics Conference, 8 (1952) 92. 

262. Bixler, O. C. "A practical binaural recording system" Trans. I.R.E. -PGA. AU-1.1 (Jan./Feb. 
1953) 14. 
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263. Richardson, E. G, (edit) " Technical Aspects of Sound " (Ensevier Publishing Co. 1953) pp. 339- 
372 loudspeakers ; pp. 425-435 stereophonic reproduction. 

264. Fletcher, H. (book) " Speech and Hearing in Communication " (van Nostrand 1953) pp. 210-216 
binaural hearing ; pp. 217-299 auditory perspective. 

265. Stewart, K., and P. Edwards "Action of conical dome speakers" Service 22.11 (Nov. 1953) 44. 
Describes R.C.A. LCIA. 

266. Klipsch, P. W. " Loudspeaker developments " Trans. I.R.E.-PGA AU-1.3 (May-June, 1953) 16. 
Gives early history of loudspeakers, especially development of corner horns, and bibliography. 

267. Bauer, B, B. " Acoustic damping for loudspeakers " Trans. I.R.E. PGA. AU-1.3 (May-June 1953) 
23. 

268. Salmon, V. "Loudspeaker impedance" Trans. I.R.E.-PGA. AU-1.4 (July-Aug., 1953) 1. See 
also Ref. 294. 

269. Olson, H. F. " Selecting a loudspeaker " Newsletter I.R.E.— PGA. 2.5 (Sept. 1951) 7. Reprinted 
Radiotronics 17.2 (Feb. 1952) 37. 

270. Snow, W. B. " Foreword — Developments in stereophony " Jour. S.M.P.T.E. 61.3 (Sept. 1953) 
353. Special issue. Refs. 271 to 279 below, 

271. Fletcher, H. " Stereophonic recording and reproducing system" Jour. S.M.P.T.E. 61.3 (Sept. 
1953) 355. 

272. Grignon, L. D. "Experiment in stereophonic sound " Jour. S.M.P.T.E. 61.3 (Sept. 1953) 364. 

273. Hilliardj J. K. "Loudspeakers and amplifiers for use with stereophonic reproduction" Jour, 
S.M.P.T.E. 61.3 (Sept, 1953) 364. 

274. Singer, K., and M. Rettinger "Multiple track magnetic heads" Jour. S.M.P.T.E. 61.3 (Sept. 
1953) 390. 

275. Frayne, J. G., and E. W. Templin " Stereophonic recording and reproducing equipment " Jour. 
S.M.P.T.E. 61.3 (Sept. 1953) 395. 

276. Volkmann, J. E., J. F. Byrd and J. D. Phyfe " New theatre sound system for multipurpose use " 
Jour. S.M.P.T.E. 61.3 (Sept. 1953) 408. 

277. Fletcher, H. "Basic requirements for auditory perspective" Jour. S.M.P.T.E. 61.3 (Sept, 1953) 
415. Reprinted from B. S.T.J. 13 (April 1934) 239, 

278. Steinberg, J. C, and W. E. Snow " Physical factors in auditory perspective " Jour, S,M.P.T.E. 
61.3 (Sept. 1953) 420. Reprinted from B.S.T.J. 13 (April 1934) 245. 

279. Wente, E. C, and A. L. Thuras " Loudspeakers and microphones for auditory perspective " 
Jour. S.M.P.T.E. 61.3 (Sept. 1953) 431. Reprinted from B.S.T.J. 13 (April 1934) 259. 

280. Mulvey, J. A. " Feedback and loudspeaker damping " Audio Eng. 37.4 (April 1953) 34. Theo- 
retical treatment proposing feedback winding on voice coil, with additional transformer with low 
impedance primary in series with voice coil and secondary neutralizing the component in the feed- 
back voltage due to inductive coupling between voice coil and feedback coil. 

281. Canby, E. T. "Record Revue" Audio Eng. 37.4 (April 1953) 48. Two or more loudspeaker 
systems or separate channels give placement effect, but do not give any improvement in confused 
conversation as occurs with binaural. The liveness does not improve. 

282. Tinkham, R. J. " Stereophonic recording equipment" E.E. 72.12 (Dec. 1953) 1053. 

283. Villchur, E. M. " Handbook of sound reproduction " Chapter 12, Part 2, Audio Eng. 37.8 (Aug. 
1953) 26. Loudspeaker damping, equivalent circuits, effects of various types of feedback. 

284. Houck, G. B, " Vibration reduction in loudspeaker enclosures — how to brace a speaker cabinet " 
Audio Eng. 37,12 (Dec. 1953) 24. 

285. Lindenberg, T., C. E. Smiley and J. B. Minter " Design of an electrostatic loudspeaker " Jour. 
A.E.S. 1.4 (Oct. 1953) 273. 

286. Plach, D. J. " Design factors in horn-types speakers " Jour. A.E:S. 1.4 (Oct. 1953) 276. 

287. Ingerslev, F. (book) " Measurement of linear and non-linear distortion in electro-dynamic loud- 
speakers " (in Danish, 266 pages, with 14 page English summary). Den polytekniske Laerean- 
stalt, Sologade 83, Kobenhavn, Denmark. See also Ref. 315. 

288. I<arlson, J. E. " The Karlson speaker enclosure " Radio and TV News 51.1 (Jan. 1954) 58. Gives 
detailed dimensions, impedance measurements and polar radiation pattern. See also Ref. 214. 

289. Haynes, N. M. " Sterophonic nomenclature " Audio Eng. 38,1 (Jan. 1954) 19. Gives suggested 
nomenclature under headings Sterophonic effects ; Stereophonic equipment ; Deficient stereo- 
phonic effects. 

290. Olson, H. F., and J. Preston " New line of hi-fi speakers " Radio and TV News 51.2 (Feb. 1954) 
69. R.C.A. Models SL-8, SL-12, LC-IA, giving very complete information. Distortion all 
models less than 0.3% for input 1 watt for all frequencies above 250 c/s. LC-IA (15 inch) dis- 
tortion less than 0.5% for all frequencies above 200 c/s, and less than 0.3% over most of range 
above 200 c/s, for 5 watts input. 

291. Snitzer, M. S. " Adventures with a bass reflex " Audio Eng. 38.1 (Jan, 1954) 26. Measurements 
of impedance characteristics under various conditions, 

292. Denny, W. B. " A corner horn for the small listening room " Audio Eng. 38.2 (Feb. 1954) 21, 
Front of speaker is 12 in. direct radiator, back loading enclosure, fiberglas filled,, and horn using 
walls on subtraction principle. 

293. Hoodwin, L. S. " The compound diffraction projector" Jour. A.E.S. 2.1 (Jan. 1954) 40. Electro- 
Voice, single driver with straight h.f. horn and compound diffraction l.f.horn. Response 175-10,000 
c/s ±5 db. Distortion less than 6% at 20 watts input, above 900 c/s. Polar distribution 120^ 
at 5000 c/s. 

294. Langford-Smith, F. " Loudspeaker impedance " Radiotronics 19.4 (April 1954) 44. Clarifies 
the five impedances associated with the operation and testing of loudspeakers. See also Ref. 268. 

295. Youngmark, J. A. " Loudspeaker baffles and cabinets " Jour. Brit. I.R.E. 13.2 (Feb. 1953) 89. A 
valuable treatment of plane baffles, open back cabinets, acoustic labyrinth, bass reflex cabinets, 
effect of baffle on h.f. response, and multiple speakers close together. 

296. " Action of the conical domes in the improved type LC-IA loudspeaker " Broadcast News 76 (Sept.- 
Oct. 1953) 64. R.C.A. 

297. Thurston, W. R. "Testing and adjusting speaker installations with the Sound-Survey Meter" 
Jour. A.E.S. 1.1 (Jan. 1953) 146. Tests made indoors averaging 10 readings ; also outdoors. 

298. Brittain, F. H. " Loudspeakers : relations between subjective and objective tests " Jour. Brit. 
I.R.E. 13.2 (Feb. 1953) 105. 

299. Walker, P. J. " The loudspeaker in the home " Jour. Brit. I.R.E, 13.7 (July 1953) 377. Includes 
treatment of perspeaive in depth. 

300. Miles, J. W. " Transient loading of a baffled piston " Acous, Soc. Am. 25.2 (March 1953) 200. 
Application to a loudspeaker shows that a system designed for critical damping on a " steady state " 
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approximation will be slightly overdamped in its initial motion in a " step " response, but that this 
time is so small as to be negligible. 

301. Smith, B. H. " An investigation of the air chamber of horn type loudspeakers " J. Acous. Soc. Am. 
25.2 (March 1953) 305. Gives complete design method for high frequency performance. 

302. Mawardi, O. K. " A physical approach to the generalized loudspeaker problem '* J. Acous. Soc. Am. 
26.1 (Jan. 1954) 1. An analysis solved exactly for a loudspeaker of circular plane shape in an in- 
finite baffle. 

303. Veneklasen, P. S. "Power capacity of loudspeakers " J. Acous. Soc. Am. 26.1 (Jan. 1954) 98. 
A suggested method for specifying the power capacity of loudspeakers, using bands of thermal 
noise, measuring the output /input linearity characteristic for each band, noting the — 1 db point 
as overload indicator, and plotting max. output level for 1 db deviation against frequency, also max. 
input level. 

304. Vermeulen, R. " Stereophonic reproduction" Audio 38.4 (April 1954) 21. Some salient points 
on the mechanism of binaural and stereophonic phenomena as they affect the ear and are useful in 
reproduction. 

305. Simonton, T. E. " A new integral ratio chromatic scale ** J. Acous. Soc. Am. 25.6 (Nov. 1953) 1167. 

306. Hartley, H. A. " High-fidelity loudspeakers " Radio Electronics 25.3 (March 1954) 35 ; 25.4 
(April 1954) 60 ; 25.6 (June 1954) 42 (horns and multiple units). 

307. Plass, G. " Stereophony from the outside in " High Fidelity 4.2 (April 1954) 78. 

308. Mimcey, R. W., A. F. B. Nickson and P. DuBout " The accepubility of speech and music with a 
single artificial echo " Acustica 3.3 (1953) 168. 

See also Ref. 125. Results modify findings by Haas for rooms having low reverberation time. 

309. Snow, W. B. " Basic principles of stereophonic sound" Jour. S.M.P.T.E. 61.5 (Nov. 1953) 567. 
Good summing up, with very extensive bibliography. 

310. " Tested in the home : Electro- Voice 15TRX speaker ** High Fidelity 4.4 Qune 1954) 76. 

311. Monitor "For golden ears only — Baruch Lang loudspeaker system" Radio Electronics 25.5 
(May 1954) 59. Results of listening tests. 

312. Lenihan, J. M. A. " The velocity of sound in air " Acustica 2.5 (1952) 205. Appears to be most 
precise measurement to date ; 331.45 ± 0.04 metres /sec at 13,500 c/s, O^C, 1013.2 millibars. 
Very extensive history and bibliography. 

312A. Jordan, V. L. "A system for stereophonic reproduction " Proc. 1st ICA-Congress Electro - 
Acoustics 1953 ; Acustica 4.1 (1954) 36. Relation between angular displacement of the virtual 
sound source and the difference in intensity level from two loudspeakers, 

313. de Miranda, J. R. " The radio set as an instrument for the reproduction of music " Proc, 1st ICA- 
Congress Elearo-Acoustics 1953 ; Acustica 4.1 (1954) 38. General survey ; dip at high fre- 
quencies caused by depth of hole in baflle ; attenuation by loudspeaker cloths. 

314. Somerville, T. " The establishment of quality sundards by subjective assessment " Proc. 1st 
ICA-Congress Electro -Acoustics 1953 ; Acustica 4,1 (1954) 48. B.B.C. methods for subjective 
testing. Impossible to make reliable comparisons unless acoustics of originating studio are good. 
In loudspeaker testing (a) outdoor tests on speech ; (b) recording speech in non-reverberent room, 
replaying and re- recording several times to accentuate loudspeaker defects ; (c) balance in a studio 
is obtained for one particular monitor speaker, and no other gives good reproduction, 

315. Ingerslev, F. " Measurements of non-linear distortion in loudspeakers '* Proc, 1st ICA-Congress, 
Electo- Acoustics 1953 ; Acustica 4.1 (1954) 74, See also Ref. 287. 

316. *' Radical new speaker gives Hi-Fi for 30 dollars " Popular Science 161,3 (Sept. 1952) 171. Baruch- 
Lang speaker, shows interior arrangement and internal baffle with 21 holes spaced 2 inches apart. 
Fouf speakers 4 inch holes 6 inches apart. 

317. Cohen, A. B. " Horns for the P. A. Technician " Radio and TV News 51.4 (April 1954) 43. De- 
scriptions of Cobrefiex wide angle ^rn. 

318. Sodaro, J. H, " Nomograph for bass reflex enclosure design " Audio 38.5 (May 1954) 31. 

319. Canby, E, T, " Audio etc. — Small enclosures " Audio 38.5 (May 1954) 36. A general discussion 
on listening qualities of small encloiures. 

320. Stocklin, W, A, " Loudspeaker enclosures " Radio and TV News 49.5 (May 1953) 43. Report 
on performance of small cabinet Helmholtz resonator- type enclosures. 

321. Holzman, J, " EW speaker enclosure " Radio and TV News 50.1 (July 1953) 43. Small modified 
vented bame for 8 inch speaker with two air chambers, joined. 

322. Souther, H, " Building the EV Regency " Radio and TV News 50,2 (Aug. 1953) 50. Construc- 
tional details of the Electro- Voice folded horn enclosure for 3-way system, 15 inch woofer. 

323. Gately, E, J„ and T. A. Benham " Super Horn ; a folded horn enclosure " Radio and TV News 

50.3 (Sept, 1953) 38. Constructional details for 12 or 15 inch speakers. 

324. Kantor, F. I. " The Klipsch Rebel IV : a back-loading folded comer horn '* Radio and TV News 

50.4 (Oct. 1953) 48. For 12 inch speakers. 

325. Diefenbach, W. W. *' Electrostatic speaker '* Radio Electronics 24.4 (April 1953) 66. Isophon 
and Koerting speakers described. 

326. Parkin, P. H. " The application of the Haas effect to speech reinforcement systems ** Acustica 
4.1 (1954) 98. 

327. Parkin, P. H„ and W. A. Allen Acoustic design of auditoria " Nature 172 (July 18, 1953) 98, 

References to Stereophonic and Binural Reproduction (additional to those on page 866) : 

245, 249, 250, 262, 263, 264, 270, 271, 272, 273, 274, 275, 276, 277, 278, 279, 281, 282, 289, 304, 307, 
309, 312A. 

Reference in Supplement to loudspeakers (general) including horns : 

204, 206, 209, 210, 212, 222, 223, 225, 227, 229, 230, 232, 239, 240, 243, 244, 247, 251, 258, 259, 265, 
266, 268, 269, 280, 283, 285, 286, 290, 292, 293, 294, 296, 299, 300, 301, 303, 306, 310, 313, 317, 322, 
323, 324, 325. 

References in Supplement to loudspeaker enclosures : 

202, 206, 214, 218, 219, 234, 246, 247, 248, 254, 255, 260, 267, 284, 288, 291, 295, 306, 311, 316, 318, 
319, 320, 321. 

References in Supplement to loudspcalwr testing : 

213, 224, 241, 252, 253, 287, 297, 298, 314, 315. 

References in Supplement to duplex and 3-way systems : 

215, 242. 

References in Supplement to P.A. systems and sound reinforcement : 

205, 231, 

(Continued on page 1494) 
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CHAPTER 20 (continued) 

References in Supplement to Acoustics of rooms : 

208, 220, 221, 308, 327. 

References in Supplement to loudspeaker theoretical design and analogies : 

211, 261, 302. 

References to echoes and time delay : 

125, 256, 308, 326, 327. 

References in Supplement to acoustics (General) : 

305, 312. 

CHAPTER 21 

THE NETWORK BETWEEN THE POWER VALVE AND THE 

LOUDSPEAKER 

ADDITIONAL REFERENCES 

23. British Standard Code of Practice CP 327.300 (1952) " Sound Distribution Systems " The Council 
for codes of practice for buildings. 

24. Wentworth, J. P. " A discussion of dividing networks " Audio Eng. 36.12 (Dec. 1952) 17, Gives 
chart for determining L and C in parallel network, constant resistance type, 6 and 12 db /octave. 

25. Crowhurst, N. H. " The basic design of constant resistance cross-overs " Audio Eng. 37.10 (Oct. 
1953) 21. An analysis of the response and phase characteristics of constant- resistance cross-over 
networks worked out for filters employing from one to four elements. Letter E. de Boer, 38.1 
(Jan. 1954) 8. 

26. Meyer, A. " Air-core coil design for crossover networks " Trans. LR.E.-PGA AU-1.5 (Sept. /Oct. 

1953) 9. Derives expression for coil shape for max. Q. Then, knowing L and Q, charts give 
turns, length of wire and resistance. See also Ref. 27. 

27. Stewart, J., and F. Langford- Smith " Loudspeaker divider networks " Radiotronics 19.7 (July 

1954) 75. A comprehensive treatment incorporating inductor design charts from Ref. 26. 

28. Goss, L. C. *' Coaxial speaker dividing networks " Radio and TV News 50.1 (July 1953) 36. Brief 
but useful survey of most types with some attenuation and impedance curves. 

CHAPTER 22 
AERIALS AND TRANSMISSION LINES 

ADDITIONAL REFERENCES 

39. Jackson, W. (book) " High Frequency Transmission Lines," Methuen, 1945. 

40. Smith, R. A. (book), " Aerials for Metre and Decimetre Wavelengths " Cambridge University 
Press, 1949. 

41. Laport, E. A. (book) " Radio Antenna Engineering " McGraw-Hill Book Co. 1952. 

42. Schelkunoff, S. A. and H. T. Friis (book) "Antennas, Theory and Practice" John Wiley and 
Sons Inc. 1952. 

43. Beard, E. G. *' Ferroxcube antenna rods as an alternative to loop aerials " Philips Tec. Com. 5 
(1953) 14. Based on paper by H. van Suchtelen. 

44. IRE Standards on Antennas and Waveguides : Definitions of terms, 1953. See Proc. LR.E. 41.12 
(Dec. 1953) 1721. 

45. Kiely, D. G. (book) " Dielectric Aerials " (John Wiley, 1953, 127 pp.). 

CHAPTER 23 
RADIO FREQUENCY AMPLIFIERS 

ADDITIONAL REFERENCES 

B47. Houlding, N., and A. E. Glennie "Experimental investigation of grid noise " W.E. 31.2 (Feb. 
1954) 35. Excellent bibliography, investigation of triode noise factor. Deduced that correlation 
of induced grid noise with shot noise is very slight. Although optimum value of noise factor may 
be calculated from shot noise and optimum source resistance, the latter must be found by experi- 
ment, and therefore theory not of major practical importance. 

B48. Bell, D. A. '* Physical basis of thermal noise " W.E. 31.24 (Feb. 1954) 48. 

CHAPTER 24 
OSCILLATORS 

ADDITIONAL REFERENCES 

32. Stibbe, H. " Microphony in superhet. oscillators " W.W. 58.12 (Dec. 1952) 5u4 ; 59.1 (Jan. 1953) 
35. 

33. Edson, W. A. (book) " Vacuum Tube Oscillators " John Wiley and Sons Inc. New York, 1953. 

34. Gillies, A. W. " Electrical oscillations — a physical approach to the phenomena " W.E. 30.6 (June 
1953) 143. 

35. Scott, N. R. "Amplitude stability in oscillating systems" Proc. I.R.E. 41.8 (Aug. 1953) 1031. 

36. Roddam, T. " ' Chamelion ' Oscillator — versatile modified Hartley circuit giving high frequency 
stability " W.W. 60.2 (Feb. 1954) 52. May be described as an overbalanced rejector circuit oscillator. 
See Ref. 37. 
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37. Roddam, T. " Cathode follower oscillator — using RC networks with a voltage step-up *' W.W. 60.3 
(March 1954) 106. See also Ref. 36. 

38. Dickson, A. W. *' Use of servo techniques in the design of amplitude stabilized oscillators " Proc. 
National Electronics Conference 8 (Sept. /Oct. 1952) 166. 

39. Bacon, W. " Single stage phase-shift oscillator— method of design" W.E. 31.4 (April 1954) 100. 

40. BoUe, A. P. " Theory of twin-T RC-networks and their application to oscillators " Jour, Brit. 
I.R.E. 13.12 (Dec. 1953) 571. A very thorough and comprehensive analysis. 

41. Kretzmer, E. R. " An amplitude stabilized transistor oscillator " Proc. I.R.E. 42.2 (Feb. 1954) 391. 

42. Wray, W. J. (letter) " More on the RC oscillator " Proc. I.R.E. 41.6 (June 1953) 801 ] letter B. J. 
O'Brien, 42.2 (Feb. 1954) 486. 

43. Davidson, J. A. B. " A note on a precision decade oscillator " Proc. I.R.E. 40.9 (Sept. 1952) 1124. 

44. Holbrook, G. W. "High frequency resistance-capacitance oscillators" Electronic Eng. 25.310 
(Dec. 1953) 509. 

45. Wardj P. W. "Oscillator feedback networks of minimum attenuation" Electronic Eng. 26.317 
(July 1954) 318 Method of determining optimum values of components in RC oscillators. 



CHAPTER 26 
INTERMEDIATE FREQUENCY AMPLIFIERS 

ADDITIONAL REFERENCES 
(A) I-F AMPLIFIER DESIGN 

lid. Tatan, E. "Simplified i-f amplifier design" Elect. 25.9 (Sept. 1952) 147. 

lie. Dougherty, J. J. *' Shape factor as a criterion of skirt selectivity" Elect. 26.10 (Oct. 1953) 232. 

llf. Hupert, J. J., and A. M. Reslock "A method of bandpass amplifier alignment" Proc. I.R.E. 
41.11 (Nov. 1953) 1668. Alignment based on oscillographic display of second order harmonic 
distortion as function of carrier frequency departure from pass -band centre. 

llg. Jelonek, Z., and R. S. Sidorovncz " Bandpass amplifiers — investigation of design and stability" 
W.E. 31.4 (April 1954) 84. 

(E) STABILITY 
See also Ref. llg. 

(G) POWDERED IRON CORES 

See Chapter 11 References (A). 

CHAPTER 27 

DETECTION AND AUTOMATIC VOLUME CONTROL 

LOW DISTORTION A M DETECTOR 

A low-distortion A-M detector has been developed by W. T. Selsted and B. H. 
Smith (Fig. 27.56). This consists of a conventional diode rectifier direct-coupled 
to a cathode follower which is in turn connected to an r-f filter to reduce the carrier 
signal output. The excellent performance of this circuit is due to two facts : 

1. That the load on the diode for normal A-M carrier frequencies is essentially 
resistivej and the normal effects of excessive shunting capacitance are eliminated. 

2. Thatj since the coupling to the cathode follower is direct, there is no effect of 
biasing currents which are normally developed in a diode loading circuit using coup- 
ling condensers. The distortion for 100% modulation, as shown in Fig. 27.573 is 
claimed to be 0.3% at a modulating frequency of 420 c/s and 0.8% at 4000 c/s. The 
carrier input voltage and frequency are not stated. 




Fig. 27.56. Circuit of low distortion A-M detector {W. T, Selsted and B. H, Smith), 

Fig. 27.57. Distortion characteristics of low distortion A-M detector {W. T. Selsted 

and B. H. Smith). 
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Chapters 27-33 



ADDITIONAL REFERENCES 
(A) A-M DETECTORS 

26A. Costasj J. P. " Synchronous detection of amplitude-modulated signals " Proc. National Electronics 
Conference 7 (1951) 121. 

26B. Schooley, A. H., and S. F. George '* Input versus output signal-to-noise characteristics of linear 
parabolic and semi-cubical detectors" Proc. National Electronics Conference 7 (1951) 151. 

26C. Langford-Smith, F. "A low-distortion A-M detector" Radiotronics 18.6 (June 1953) 79. De- 
veloped by W. T. Selsted and Bob H, Smith in Radiation Laboratory of University of California. 
Summary in Electronics 26.11 (Nov. 1953) 214. 

(D) MUTING (Q.A.V.C.) 

62B. Vilkersom, B. S. " Muting for A-M or F-M " U.S. Patent No. 2,639.375, assigned to R.C.A, 
Described by R. H. Dorf " Audio Patents " Audio Eng. 38. 1 (Jan. 1954) 2. Uses crystal oscillator 
tuned to centre of pass- band. 

(G) CRYSTAL DIODES 

85 A. Douglas, R.W. and E.G. Jamea" Crystal diodes "Proc. I.E.E. 98 Part III 53 (May 1951) 157, 177. 
85B. Jordan, J. P. " The ABC's of germanium " E.E. 71.7 (July 1952) 619. 

85C. Lovelock, R. T. "Point contact germanium reaifiers " W.W, 59.11 (Nov. 1953) 511 ; 59.12 
(Dec. 1953) 600. Principles of operation and relation to performance and reliability. 

85D. Jones, D. D., and B. C. Brodribb ** Some high frequency effects in germanium diodes " Electronic 
Eng. 26.311 (Jan, 1954) 33. 

(H) TRANSISTORS 

86. Add discussion Proc. I.E.E. 99 Pan III 62 (Nov. 1952) 363. 

88. Scott, T. R. '* Crystal triodes " Proc. LE.E. 98, Part III 53 (May 1951) 169, 177. 

89. Morton, J. A. " New transistors give improved performance " Elea. 25,8 (Aug. 1952) 100, 

90. "The new tetrode junction transistor" Tele-Tech 11.11 (Nov. 1952) 38. 

91. Rose, G. M., and B. N. Slade " Transistors operate at 300 MC " Elect. 25.11 (Nov. 1952) 116. 

92. Oser, E. A., R. O. Enders and R. P. Moore " Transistor oscillators " R.CA. Rev. 13.3 (Sept. 1952) 
369. 

93. Transistor issue (48 anicles) Proc. I.R.E. 40.11 (Nov. 1952). 

94. Shea, R. F. '* Transistor power amplifiers " Elea. 25.9 (Sept. 1952) 106. 

95. " Development transistorized equipments " Tele-Tech 12.1 (Jan. 1953) 75. 

96. Smith, K. D. "Properties of junction transistors" Tele-Tech 12.1 (Jan. 1953) 76. 

97. Roddam, T. " Transistors " W.W. (1) 59.2 (Feb. 1953) 70 ; (2) 59.3 (March 1953) 125 ; (3) 59.4 
(April 1953) 175 ; (4) 59.5 (May 1953) 205 ; (5) 59.6 Qunc 1953) 256 ; (6) 59.7 Quly 1953) 311 ; 
(7) 59.8 (Aug. 1953) 359 ; (8) 59.9 (Sept. 1953) 435 ; (9) 59.10 (Oct. 1953) 475 ; (10) 59.11 (Nov. 
1953) 543 ; (11) 59.12 (Dec. 1953) 568. 



CHAPTER 30 
RECTIFICATION 

ADDITIONAL REFERENCES 

33. Hamann, C. E. " Resistance-capacitance loading of selenium rectifiers " Tele-Tech 11.11 (Nov. 
1952) 58, 

34. Corbyn, D. B. " Special rectifier circuits — a description of some new high-voltage circuits and con- 
sideration of centre-tapped circuits " Electronic Eng. 24.295 (Sept. 1952) 418. 



CHAPTER 32 
VIBRATOR POWER SUPPLIES 

ADDITIONAL REFERENCES 

5, Mitchell, J. H. " Recent developments in vibrators and vibrator power packs " Jour. Brit. I.R.E. 
12.8 (Aug. 1952) 431. 



CHAPTER 33 
CURRENT AND VOLTAGE REGULATORS 



ADDITIONAL REFERENCES 

36. Benson, F. A. (book) " Voltage Stabilizers " Electronic Engineering, London, 1950. 
37 Elmore, W. C, and M. Sands (book) *' Electronics " McGraw-Hill Book Co. 1949 p. 363. 
38*. Seely, S. (book) ** Electronic Tube Circuits" McGraw-Hill, 1950, pp. 306-316. 
39! Benson, F. A. '* The design of series-parallel voltage subtlizers " Electronic Eng. 24.289 (March 
1952) 118. 

40. Armitage, M. D. ** Improved stabilization from a voltage regulator tube " Electronic Eng. 24.298 
(Dec. 1952) 568. Circuit uses Stabilovolt gas-fillied voltage regulator tube, together with a bar- 

41 ^!son, F. A. " A study of the characteristics of glow-discharge voltage regulator tubes " Elearonic 
' Eng. 24.295 (Sept. 1952) 396 ; 24.296 (Oa. 1952) 456. 

42. Kiryluk, W. (letter) '* Voltage regulator tubes " Electronic Eng. 25.300 (Feb. 1953) 83. Dynamic 
test for gas tubes, revealing hysteresis, discontinuities and a.c. resistance of tube. 

43. Trigg, R. D. " Voltage subilization with series valve control " Electronic Eng. 25.304 (June 1953) 
254). Gives circuit analysis, including resistor shunted across series valve. 

44 "AC. thermonic voluge regulator using Radiotron AV33 tungsten filament control diode " 
' Radiotronics 18.7 (July 1953) 108. 
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45. Benson, F. A. "Voltage stabilization" Electronic Eng. 25.302 (April 1953) 160 i 25.303 (May 

1953) 202. With extensive bibliography. For non-linear bridge voltage source see also letter 
V. H. Artree W.E. 30.8 (Aug. 1953) 208. 

46. Thomas, P. A. V. " An alternating current stabilizer for supplying valve heaters " Electronic Eng. 
25.310 (Dec. 1953) 522. Review of existing methods and description of transductor controlled 
system giving voltage ±1%, output 240 watts. Correspondence 26.315 (May 1954) 218. 

47. Edwards, P. L. " Relaxation oscillations in voltage regulator tubes " Proc. I.R.E. 41.12 (Dec. 1953) 
1756. Oscillations may occur with gas-filled tubes shunted by a condenser ; conditions are given 
for avoiding oscillation. 

48. Patchett, G. N. (book) " Automatic Voltage Regulators and Stabilizers " (Pitman, 1954, 335 pp.). 

49. Geer, C. D., and W. C. Brockhuysen *' Thermal relays control heater voltage " Elect. 26.1 (Jan. 

1954) 166. Use in receivers and amplifiers. 

50. Miles, R. C. " How to design VR tube circuits " Elect. 25.10 (Oct. 1952) 135. 

51. Jones, W. R. " Voltage regulator tubes Elect. 26.3 (March 1953) 162. 

52. Benson, F. A., and G. Mayo " Impedance-frequency variations of glow-discharge voltage-regulator 
tubes " Electronic Eng. 26.315 (May 1954) 206. Tubes have resistive and inductive components. 
Measurements of 4 types of tubes from 20 to 10,000 c/s. 

53. Dalton, W. M. *' A.C. voltage stabilizers " Electronic Eng. 26.317 (July 1954) 310. 

54. Hopkins, E. G. " Self-heating triode for voltage stabilization" W.E. 31.7 (July 1954) 169. 



CHAPTER 34 
TYPES OF A M RECEIVERS 

ADDITIONAL REFERENCES 

1. Smith, R. A. "The relative advantages of coherent and incoherent detectors : a study of their 
output noise spectra under various conditions " Proc. I.E.E, 89, Part III 55 (Sept. 1951) 401. 

2. Tucker, D. G. '* The synchrodyne and coherent detectors " W.E. 29.346 (July 1952) 184. 

3. Tucker, D. G. " The history of the homodyne and synchrodyne " J. Brit. I.R.E. 14.4 (April 1954) 
143. A very complete survey of whole field with exhaustive bibliography. 



CHAPTER 35 

DESIGN OF SUPERHETERODYNE A M RECEIVERS 

ADDITIONAL REFERENCES 

References dealing with interference and noise 

13C. Lampard, D. G. " The minimum detectable change in the mean-noise input power to a radio 
receiver " Proc. I.E.E. 101. Part III 70 (M^rch 1954) 111. 

References relating to bandspreadiiig 

20A. Parry, C. A. " A method of bandspreading " Proc. I.R.E. Aust. 13,10 (Oct. 1952) 365, 
20B. " Fine tuning arrangements " Electronic Eng, 25.305 (July. 1953) 298. Trimmer capacitor con- 
nected in shunt with main tuning inductor, aild other methods. 

General references 

63. Waverling, E. "Printed circuits for home radio receivers " Elect. 25.11 (Nov. 1952) 140. 

64. Davis, B. L. " Printed circuit techniques : an adhesive tape resistor system " N.B.S. Circular 530 
(1952) National Bureau of Standards, Washington D.C. 

65. Strafford, F. R. W. *' Reducing fire risks— a new method of safeguarding receivers ** W.W. 58,12 
(Dec. 1952) 499. 

66. Whitehead, J. C. " The S-P 600 Communication Receivers " (Hammarlund MF-HF-VHF), 
Comm. Eng. 13.4 (July /Aug. 1953) 32. 

67. Eisler, P. " Printed circuits and miniaturization " Electronic Eng. 25.304 (June 1953) 234. De- 
scribes foldable 3-dimensional circuits, 

68. Kobe, K. A., and R. P. Graham " The effect of applying a counter e.m.f. to a Leclanche cell " 
paper read before Electro-Chemical Society, U.S.A., 30th April, 1938. 

69. Hallows, R. W. " Improving the dry cell " W.W. 59.6 (June 1953) 276, 

70. Hallows, R. W. " Reactivating the dry cell" W.W. 59.8 (Aug. 1953) 344. 

71. Kelly, A. W. " Review of new printed circuit development and audio frequency applications " 
Jour. A.E.S. 1.1 (Jan. 1953) 53. 

72. Dummer, G. W, A. and D. L. Johnston ** Printed and potted electronic circuits " Proc. I.E.E. 100. 
Part IIL 66 (July 1953) 177. 

73. Eisler, P. *' Printed circuits : some general principles and applications of the foil technique " 
Jour. Brit. I.R.E, 13.11 (Nov. 1953) 523. 

74. Knight, M. B. " Designing trouble-free series tube heater strings " Tele-Tech 12.4 (April 1953) 
76. Primarily TV receivers. 



CHAPTER 36 
DESIGN OF F-M RECEIVERS 

ADDITIONAL REFERENCES 

28. Willmotte, R. M. '* Reception of an F.M. signal in the presence of a stronger signal in the same 
frequency band, and other associated results" Proc. I.E.E. 101. Part III 70 (March 1954) 69. 

29. Medhurst, R. G, " Harmonic distortion of frequency-modulated waves by linear networks " Proc. 
I.E.E. 101. Part III 71 (May 1954) 171, 
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CHAPTER 37 

RECEIVER AND AMPLIFIER TESTS AND MEASUREMENTS 

ADDITIONAL REFERENCES 

43. Terman, F. E., and J. M. Pettitt " Electronic Measurements " McGraw-Hill^ 2nd ed. 1952. 

44. Scroggie, M. G. "Radio Laboratory Handbook" Iliffe, London. 

45. Maurice, D., and G. F. Newell and J. G. Spencer " Proposed test procedure for F-M broadcast 
receivers " Electronic Eng. 24,289 (March 1952) 106 ; reprinted Radiotronics 18.3 (March 1953) 
39. Also gives results obtained on three actual receivers. 

46. " British Standard Glossary of Terms for the Electrical Characteristics of Radio Receivers '* fBS 
2065 : 1954). Comments, W.W. 604. (April 1954) 188. 

47. " Recommended methods of measurement on receivers for amplitude-modulation broadcast trans- 
missions " (1st ed. 1954), Central office of the International Electrotechnical Commission," Pub- 
lication 69. Comments W.W. 60.6 (June 1954) 271. 



CHAPTER 38 

TABLES, CHARTS AND SUNDRY DATA 

Sect. 3 (xi) (F) British Radio Industry Council (page 1360) add after F5 :— 
F5a.RIC/131/B. CapacitorSj fixed, paper dielectric, foil, in rectangular metal cases. 

Additional definition 

Maximum output (in receivers). The greatest average output power into the 
rated load regardless of distortion. 

Abbreviations of titles of periodicals, pages 1367-1369, add 
Acustica S. Hirzel Verlag, Zurich. 

Comm. Eng. Communication Engineering, The Publishing House, 

Great Barrington, Mass. U.S.A. Previously known as 
FM-TV and FM-TV Radio Communication. 

High Fidelity Audiocom Inc., Great Harrington, Mass. U.S.A. 

Jour. A.E.S. Journal of the Audio Engineering Society, Box 12 

Old Chelsea Station, New YovV 11, N.Y. 

Proc. I.E.E. Proceedings of the Institution of Electrical Engineers 

(Savoy Place, Victoria Embankment, London, W.C.2t 
England). 

Trans. LR.E.-PGA Transactions Institute of Radio Engineers, U.S.A. Pro- 

fessional Group Audio. 



Additional references to standard symbols and abbreviations page 1369) 

6. British Standard BS530 : 1948 " Graphical symbols for tele-communications," supplements 1, 2, 
3, 4 (in preparation). See comments, Bainb ridge-Bell, L. H. " The standardization of symbols and 
the arrangement of electronic circuit diagrams*' Jour. Brit. I.R.E. 13.7 (July 1953) 339. 

7. "I.R.E. Graphical symbols for electrical diagrams" Proc. I.R.E. 42.6 (June 1954) 967. These 
are the same as the American Graphical Symbols for Electrical Diagrams, Y32.2 — 1954, American 
Standards Association, 

ADDITIONAL ITEMS 

Neutralizing circuits (reference to page 1065) 

These circuits in Figs. 26.19 and 26.21 are strictly not neutralizing circuits, but 
the effect achieved by using is similar to that achieved by true neutralization as 
it allows the effect of feedback due to grid-to-plate capacitance to be reduced to 
negligible proportions, although it does not completely eliminate it. 
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